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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 


The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 


A. 

B. 

C. 

D. 

E. 

F. 


G. 

H. 

I . 

J. 

K. 

L. 

M. 

N. 

O. 

P. 

Q. 

R. 


S. 

T. 

U. 

V. 


Application/construction stage documents and correspondence 

Utility Preliminary Safety Analysis Report (PSAR), amendments 

Utility Environmental Report (ER), amendments and correspondence 

NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

NRC Safety Evaluation Report (SER), supplements and correspondence 

Security, medical, emergency and fire-protection plans 

Adjudicatory correspondence 

General correspondence 

Financial information 

Insurance and indemnity information 

Utility Final Safety Analysis Report (FSAR) and amendments 

Limited work authorization and related correspondence 

Antitrust correspondence 

Antitrust hearing transcripts 

Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

Operating license stage documents and correspondence 

Inspection reports, IE Bulletins and correspondence 

Periodic operating reports and related correspondence 

Reportable occurrences. LERs and related correspondence 

Hearing transcripts on non-antitrust matters 

Congressional/executive correspondence 

Licensing operators and related correspondence 


V 



W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 

^ P. Operating license stage documents & correspondence 

© ® 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ conse- 
quences prior to issuing full power OL. 

SUGARMAN, R.J. Sugarman, Denworth & Hellegers 84/11/21 

© Denton, H. Office of Nuclear Reactor Regulation, Director 2pp. 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation, 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

11. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC” for sale; “Available at NTIS”; or 
“Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Mo^fications 
DISCLOSURE— Financial Disclosure Infonnaticm 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ— Projects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC — Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 
11 . 
12 . 


13. 


principal elements of the nondocketed items are: 

^ NUREG— NUREG Reports and Related Correspondence 

© © 


'S090207^I^UREG/CIU1672 VOi' 


0 


ll 


iRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR4262, NUREG/CR-1376, NUREG/CR-1377, NUREG/CR-1397 & 
LNUREG/CR-1608. ^ 

(D STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicaEon^Inc. 

0 fin B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^nalysis. 

123p. Available at NRC.f $6.00. f 12176:217: 12176:3^ 




Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author. 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary report number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC.! Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is; 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-039 SHEFFIELD, IL, U.S. ECOLOGY, INC. 1 

27-047 BARNWELL, SC, CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHUND, WA, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UNION CARBIDE CORP., GRAND 2 

JUNCTION, CO 

40-1 162 WESTERN NUCLEAR, INC., JEFFREY 2 

CITY, WY 

40-1 341 TENNESSEE VALLEY AUTHORITY, 2 

CHATTANOOGA, TN 

40-2038 KERR-MCGEE OIL INDUSTRIES, INC., 2 

SHIPROCK, NM 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 2 

CHICAGO, IL 

40-2259 PATHFINDER MINES CORP., RIVERTON, 2 

WY 

40-3392 ALLIED CHEMICAL CORP., 2 

MORRISTOWN, NJ 

40-3453 ATLAS MINERALS, INC., DENVER, CO 3 

40-4492 AMERICAN NUCLEAR CORP., CASPAR. 3 

WY 

40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 3 

40-6622 PATHFINDER MINES CORP., SHIRLEY 3 

BASIN, WY 

40-6659 GETTY OIL/PETROTOMICS CO., 3 

SHIRLEY BASIN, WY 

40-6940 KAWECKI BERYLCO INDUSTRIES, INC., 3 

BOYERTOWN, PA 

40-7251 KERR-MCGEE OIL INDUSTRIES, INC., 3 

OKLAHOMA CITY, OK 

40-7455 WHITTAKER METALS, LOS ANGELES, 3 

CA 

40-7484 KERR-MCGEE CORP., OKLAHOMA CITY, 3 

OK 

40-8027 KERR-MCGEE NUCLEAR CORP., 3 

OKLAHOMA CITY, OK 

40-8064 EXXON MINERALS CO., USA, HOUSTON, 6 

TX 

40-8084 RIO ALGOM CORP., MOAB, OJ 6 

40-8102 EXXON CO., USA, HOUSTON. TX 7 

40-8452 BEAR CREEK URANIUM CO., CASPER, 7 

WY 

40-8502 WYOMING MINERAL CORP., 7 

LAKEWOOD, CO 

40-8584 MINERALS EXPLORATION CO., LOS 7 

ANGELES, CA 

40-8610 STEPAN CHEMICAL CO., MAYWOOD, NJ 7 


Docket Name Pag® 

40-8681 UMETCO MINERALS CORP., GRAND 7 

JUNCTION, CO 

40-8697 ROCKY MOUNTAIN ENERGY CO., 8 

DENVER, CO 

40-8698 PLATEAU RESOURCES, LTD., GRAND 8 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO., 8 

CLEVELAND, OH 

40-8728 TETON EXPLORATION DRILLING CO., 8 

INC., CASPER, WY 

40-8760 EDLOW INTERNATIONAL CO., 8 

WASHINGTON, DC 

40-8768 KERR-MCGEE NUCLEAR CORP., 8 

OKLAHOMA CITY, OK 

40-8778 MOLYCORP, INC., LOS ANGELES. CA 8 

40-8786 URANIUM RESOURCES, INC., 8 

RICHARDSON, TX 

40-8820 AMAX ENVIRONMENTAL SERVICES, 8 

INC., GOLDEN, CO 

40-8857 EVEREST MINERALS CORP., CONVERSE 8 

COUNTY, WY 

40-8902 ANACONDA CO., GRANTS, NM 8 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 8 

40-8904 KENNECOTT CORP., SALT LAKE CITY, 9 

UT 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 9 

CO., OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 9 

NM 

40-8926 ALTAIR RESOURCES. INC., CASPER, WY 9 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 9 

50-3 INDIAN POINT STATION, UNIT 1 9 

50-10 DRESDEN NUCLEAR POWER STATION, 10 

UNIT1 

50-1 6 ENRICO FERMI ATOMIC POWER PLANT, 1 0 

UNIT 1 

50-25 DOW CHEMICAL CO. 1 0 

50-29 YANKEE-ROWE NUCLEAR POWER 10 

STATION 

50-30 PLUM BROOK RESEARCH REACTOR 12 

FACILITY 

50-62 UNIV. OF VIRGINIA RESEARCH 12 

REACTOR 

50-70 GENERAL ELECTRIC NUCLEAR TEST 1 2 

REACTOR 

50-72 UNIV. OF UTAH RESEARCH REACTOR 12 

50-73 GENERAL ELECTRIC NUCLEAR TEST 12 

REACTOR 


LX 



Docket Name Page 

50-87 WESTINGHOUSE CRITICAL 12 

EXPERIMENT 

50-123 UNIV. OF MISSOURI RESEARCH 12 

REACTOR-ROLLA 

50-133 HUMBOLDT BAY POWER PLANT. UNIT 3 1 2 

50-1 34 WORCESTER POLYTECHNIC INSTITUTE 1 3 

RESEARCH REACTOR 

50-148 UNIV. OF KANSAS RESEARCH 1 3 

REACTOR 

50-151 UNIV. OF ILLINOIS RESEARCH 13 

REACTOR 

50-1 55 BIG ROCK POINT NUCLEAR PLANT 1 3 

50-163 GA TECHNOLOGIES 14 

50-166 UNIV. OF MARYLAND RESEARCH 14 

REACTOR 

50-171 PEACH BOTTOM ATOMIC POWER 14 

STATION, UNIT 1 

50-1 82 PURDUE UNIV. RESEARCH REACTOR 1 5 

50-184 NATIONAL BUREAU OF STANDARDS 15 

REACTOR 

50-1 86 UNIV. OF MISSOURI RESEARCH 1 5 

REACTOR-COLUMBIA 

50-1 88 KANSAS STATE UNIV. RESEARCH 1 6 

REACTOR 

50-206 SAN ONOFRE NUCLEAR STATION. UNIT 16 

50-21 3 HADDAM NECK PLANT 1 8 

50-21 9 OYSTER CREEK NUCLEAR POWER 20 

PLANT 

50-220 NINE MILE POINT NUCLEAR STATION, 22 

UNIT1 

50-223 UNIV, OF LOWELL RESEARCH 24 

REACTOR 

50-224 UNIV. OF CALIFORNIA RESEARCH 24 

REACTOR 

50-225 RPI CRITICAL EXPERIMENT 24 

50-237 DRESDEN NUCLEAR POWER STATION. 24 

UNIT 2 

50-243 OREGON STATE UNIV. RESEARCH 25 

REACTOR 

50-244 ROBERT EMMET GINNA NUCLEAR 25 

PUNT, UNIT 1 

50-245 MILLSTONE NUCLEAR POWER 26 

STATION, UNIT 1 

50-247 INDIAN POINT STATION. UNIT 2 27 

50-249 DRESDEN NUCLEAR TOWER STATION. 29 

UNIT 3 

60-250 TURKEY POINT PLANT. UNIT 3 30 

60-251 TURKEY POINT PUm, UNIT 4 32 

60-252 UNIV. OF NEW MEXICO RKEARCH 34 

::mAuvm 

50-2S4 34 

PAUSAMS NUCLEAR PLANT 35 


Docket Name Page 

50-259 BROWNS FERRY NUCLEAR POWER 37 

STATION, UNIT 1 

50-260 BROWNS FERRY NUCLEAR POWER 39 

STATION, UNIT 2 

50-261 H.B. ROBINSON PLANT, UNIT 2 42 

50-263 MONTICELLO NUCLEAR GENERATING 43 

PLANT 

50-265 QUAD-CITIES STATION. UNIT 2 44 

50-266 POINT BEACH NUCLEAR PLANT. UNIT 1 45 

50-267 FORT ST. VRAIN NUCLEAR 47 

GENERATING STATION 

50-269 OCONEE NUCLEAR STATION. UNIT 1 48 

50-270 OCONEE NUCLEAR STATION, UNIT 2 50 

50-271 VERMONT YANKEE NUCLEAR POWER 51 

STATION 

50-272 SALEM NUCLEAR GENERATING 53 

STATION. UNIT 1 

50-274 U.S. GEOLOGICAL SURVEY RESEARCH 54 

REACTOR 

50-275 DIABLO CANYON NUCLEAR POWER 54 

PLANT, UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 62 

STATION. UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 64 

STATION, UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 65 

50-281 SURRY POWER STATION, UNIT 2 67 

50-282 PRAIRIE ISLAND NUCLEAR STATION, 69 

UNIT 1 

50-285 FORT CALHOUN STATION, UNIT 1 70 

50-286 INDIAN POINT STATION, UNIT 3 71 

50-287 OCONEE NUCLEAR STATION, UNIT 3 73 

50-288 REED COLLEGE RESEARCH REACTOR 74 

50-289 THREE MILE ISUND NUCLEAR 74 

STATION, UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION, 76 

UNIT1 

50-294 MICHIGAN STATE UNIV. RESEARCH 78 

REACTOR 

50-295 ZION NUCLEAR POWER STATION, UNIT 78 

1 

50-296 BROWNS FERRY NUCLEAR POWER 80 

STATION. UNIT 3 

50-297 NORTH CAROLINA STATE UNIV. 82 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 82 

50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 83 

50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 85 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 87 

2 

50-305 KEWAUNEE NUCLEAR POWER PUNT 89 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

90 

50-353 

LIMERICK GENERATING STATION, UNIT 

148 


UNIT 2 



2 


50-309 

MAINE YANKEE ATOMIC POWER PLANT 

91 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

149 

50-311 

SALEM NUCLEAR GENERATING 

91 




STATION, UNIT 2 


50-356 

UNIV. OF ILLINOIS RESEARCH 

151 

50-312 

RANCHO SECO NUCLEAR GENERATING 

93 


REACTOR 



STATION 


50-358 

WILLIAM H. ZIMMER NUCLEAR 

151 

50-313 

ARKANSAS NUCLEAR ONE. UNIT 1 

95 


STATION, UNIT 1 


50-315 

DONALD C. COOK NUCLEAR POWER 

97 

50-361 

SAN ONOFRE NUCLEAR STATION. UNIT 

0 

152 


PLANT. UNIT 1 



c. 


50-316 

DONALD C. COOK NUCLEAR POWER 

98 

50-362 

SAN ONOFRE NUCLEAR STATION. UNIT 

Q 

153 


PLANT, UNIT 2 



O 


50-317 

CALVERT CLIFFS NUCLEAR POWER 

100 

50-364 

JOSEPH M. FARLEY NUCLEAR PLANT, 

155 


PLANT, UNIT 1 



UNIT 2 


50-318 

CALVERT CLIFFS NUCLEAR POWER 

101 

50-366 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 

156 


PLANT. UNIT 2 



2 


50-320 

THREE MILE ISLAND NUCLEAR 

103 

50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

158 


STATION, UNIT 2 


50-369 

WILLIAM B. MCGUIRE NUCLEAR 

159 

50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

105 


STATION, UNIT 1 



1 


50-370 

WILLIAM B. MCGUIRE NUCLEAR 

161 

50-322 

SHOREHAM NUCLEAR POWER STATION 

107 


STATION, UNIT 2 


50-323 

DIABLO CANYON NUCLEAR POWER 

111 

50-373 

LASALLE COUNTY STATION, UNIT 1 

163 


PLANT, UNIT 2 


50-374 

LASALLE COUNTY STATION, UNIT 2 

165 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 

119 


MEDICAL COLLEGE OF HANOVER RES. 

166 

UNIT 2 

50-377 




REACTOR 


50-325 

BRUNSWICK STEAM ELECTRIC PLANT. 

120 


CAORSO NUCLEAR STATION 

166 

UNIT1 


50-378 

50-326 

UNIV. OF CALIFORNIA AT IRVINE 

121 

50-382 

WATERFORD GENERATING STATION, 

166 


RESEARCH REACTOR 



UNITS 


50-327 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

122 

50-387 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

169 

50-328 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

124 





50-388 

SUSQUEHANNA STEAM ELECTRIC 

171 

50-329 

MIDUND PLANT, UNIT 1 

126 

STATION, UNIT 2 


50-330 

MIDLAND PLANT, UNIT 2 

127 

50-389 

ST. LUCIE PLANT, UNIT 2 

173 

50-331 

DUANE ARNOLD ENERGY CENTER 

129 

50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

174 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

130 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

176 


POWER PUNT 



50-334 

BEAVER VALLEY POWER STATION, 

131 

50-395 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT1 

178 


UNIT 1 




50-335 

ST. LUCIE PUNT, UNIT 1 

132 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

179 

50-336 

MILLSTONE NUCLEAR POWER 

STATION. UNIT 2 

134 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PUNT, UNIT 1 

181 

50-338 

NORTH ANNA POWER STATION, UNIT 1 

135 

50-407 

UNIV. OF UTAH RESEARCH REACTOR 

185 

50-339 

NORTH ANNA POWER STATION, UNIT 2 

136 

50-409 

U CROSSE BOILING WATER REACTOR 

185 

50-340 

SEABROOK NUCLEAR STATION, UNIT 1 

138 

50-410 

NINE MILE POINT NUCLEAR STATION, 
UNIT 2 

186 

50-341 

ENRICO FERMI ATOMIC POWER PUNT. 
UNIT 2 

138 

50-412 

BEAVER VALLEY POWER STATION, 

189 




UNIT 2 


50-344 

TROJAN NUCLEAR PUNT 

140 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

190 

50-346 

DAVIS-BESSE NUCLEAR POWER 

142 


CATAWBA NUCLEAR STATION, UNIT 2 

192 

STATION, UNIT 1 

50-414 

50-348 

JOSEPH M. FARLEY NUCLEAR PUNT, 

144 

50-416 

GRAND GULF NUCLEAR STATION, UNIT 

194 


UNIT1 



1 


50-352 

LIMERICK GENERATING STATION, UNIT 

1 

146 

50-417 

GRAND GULF NUCLEAR STATION, UNIT 

2 

197 


xi 



Docket 

Name 

Page 

50-423 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 3 

198 

50-424 

ALVIN W. VOGTLE NUCLEAR PLANT. 

UNIT 1 

199 

50-425 

ALVIN W. VOGTLE NUCLEAR PLANT. 

UNIT 2 

203 

50-433 

UNIV. OF CALIFORNIA AT SANTA 
BARBARA RESEARCH REACTOR 

207 

STN-60- 

437 

FLOATING NUCLEAR PLANT 

207 

50-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

207 

50-439 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

208 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

1 

209 

50-441 

PERRY NUCLEAR POWER PUNT. UNIT 

2 

211 

50-443 

SEABROOK NUCLEAR STATION, UNIT 1 

212 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

216 

50-445 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 1 

220 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

228 

STN-50- 

447 

GESSAR-238 

236 

STN-50- 

454 

BYRON STATION, UNIT 1 

236 

STN-50- 

455 

BYRON STATION, UNIT 2 

237 

STN-50- 

456 

BRAIDWOOD STATION, UNIT 1 

240 

STN-50- 

457 

BRAIDWOOD STATION, UNIT 2 

244 

50-458 

RIVER BEND STATION, UNIT 1 

247 

50-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

248 

50-461 

CLINTON POWER STATION, UNIT 1 

249 

50-462 

CLINTON POWER STATION, UNIT 2 

251 

STN-50- 

470 

CESSAR SYSTEM 80 

251 

STN-50- 

482 

WOLF CREEK GENERATING STATION 

251 

STN-50- 

483 

CALLAWAY PLANT. UNIT 1 

253 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

254 

StN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

258 

STN-50- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

261 

STN-50- 

509 

WPPSS NUCLEAR PROJECT, UNIT 5 

262 

50-522 

SKAGIT NUCLEAR POWER PROJECT, 
UNIT1 

262 

50-523 

SKAGIT NUCLEAR POWER PROJECT, 
UNIT 2 

262 


Docket 

Name 

Page 

STN-50- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

1 

262 

STN-50- 

529 

PALO VERDE NUCLEAR STATION. UNIT 

2 

264 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

266 

50-537 

CLINCH RIVER BREEDER REACTOR 

267 

STN-50- 

546 

MARBLE HILL NUCLEAR STATION, UNIT 

1 

267 

STN-50- 

547 

MARBLE HILL NUCLEAR STATION, UNIT 

2 

267 

Domestic Licensing of Speciai Nuciear 

Material - Docket 70 


70-0008 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

268 

70-0025 

ROCKWELL INTERNATIONAL CORP., 
CANOGA PARK. CA 

268 

70-0027 

BABCOCK & WILCOX CO., LYNCHBURG. 
VA 

268 

70-0036 

COMBUSTION ENGINEERING. INC., 
WINDSOR, CT 

268 

70-0135 

BABCOCK & WILCOX CO., APOLLO, PA 

268 

70-0143 

NUCLEAR FUEL SERVICES. INC., 

ERWIN, TN 

269 

70-0152 

PURDUE UNIV.. WEST LAFAYETTE, IN 

270 

70-0270 

MISSOURI. UNIV. OF, COLUMBIA. MO 

270 

70-0364 

BABCOCK & WILCOX CO.. APOLLO. PA 

270 

70-0371 

UNC NAVAL PRODUCTS, INC., 
UNCASVILLE, CT 

271 

70-0687 

CINTICHEM, INC., TUXEDO, NY 

271 

70-0698 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

272 

70-0734 

GA TECHNOLOGIES, INC., SAN DIEGO. 

CA 

272 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 
CA 

272 

70-0824 

BABCOCK & WILCOX CO.. LYNCHBURG, 
VA 

272 

70-0925 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

272 

70-0984 

BATTELLE MEMORIAL INSTITUTE, 
RICHLAND, WA 

272 

70-1100 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

272 

70-1113 

GENERAL ELECTRIC CO„ WILMINGTON, 
NC 

272 

70-1143 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

272 

70-1151 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

272 

70-1193 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY. OK 

273 

70-1201 

BABCOCK & WILCOX CO., LYNCHBURG, 
VA 

273 


Xll 



Docket 

Name 

Page 

Docket 
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Page 

70-1257 

EXXON NUCLEAR CO., INC., RICHLAND, 

273 

71-5942 

MODEL: GE-700, GENERAL ELECTRIC 

275 


WA 



CO. 


70-1308 

GENERAL ELECTRIC CO., SAN JOSE, CA 

273 

71-6206 

MODEL B, BABCOCK & WILCOX CO. 

275 

70-1359 

IRT CORP., SAN DIEGO, CA 

273 

71-6574 

MODEL; HN-200, WESTINGHOUSE- 
HITTMAN NUCLEAR, INC. 

276 

70-1374 

IDAHO STATE UNIV., POCATELLO, ID 

274 


276 


71-6601 

MODEL: CNS 8-120, CHEM-NUCLEAR 

70-1396 

HURLEY HOSP., FLINT, Ml 

274 


SYSTEMS, INC. 


70-1426 

TRANSNUCLEAR, INC., FALLS CHURCH, 

274 

71-6697 

MODEL: GE-8500. GENERAL ELECTRIC 

276 


VA 



CO. 


70-1703 

EASTMAN KODAK CO., ROCHESTER, NY 

274 

71-6717 

MODEL: 671 7-B, GAMMA INDUSTRIES, 

276 

70-2947 

70-2972 

274 

274 

71-9006 

INC. 

MODEL: Al 500 SU, TECH/OPS, INC. 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 

276 

276 

ILLINOIS POWER CO., DECATUR, IL 

COMMONWEALTH EDISON CO., 

CHICAGO, IL 

71-9010 




CORP. 


70-3000 

COMMONWEALTH EDISON CO., 

274 


MODEL: 680 & 680E, TECH/OPS, INC. 

276 

CHICAGO, IL 

71-9035 

70-3020 

NUCLEAR ASSURANCE CORP., 

274 

71-9036 

MODEL: C-1, SOURCE PRODUCTION & 

276 

NORCROSS, GA 


EQUIPMENT CO., INC. 


70-3040 

GEORGIA POWER CO., ATLANTA, GA 

274 

71-9039 

MODEL: 715, TECH/OPS, INC. 

276 




71-9044 

MODEL: GE-1600, GENERAL ELECTRIC 

276 

Packaging of Radioactive Material for 



CO. 


Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-9056 

MODEL: SPEC 2-T, SOURCE 

PRODUCTION & EQUIPMENT CO. 

276 

71-0165 

NAVY, DEPT. OF 

274 

71-9071 

MODEL: AP-101, ANEFCO, INC. 

276 

71-0284 

ULTRASONIC SPECIALISTS, INC. 

274 

71-9073 

MODEL: OH-142 SERIES, NUCLEAR 

276 

71-0331 

NORTH CAROLINA STATE UNIV., 

274 


PACKAGING, INC. 



RALEIGH, NC 


71-9079 

MODEL: NUPAC 14D-2.0. 

276 

71-0396 

RENSSELAER POLYTECHNIC INSTITUTE 

274 


WESTINGHOUSE-HITTMAN NUCLEAR 


71-0457 

NAVY, DEPT. OF 

274 

71-9080 

MODEL: HN-600 & NUPAC 100, 

276 

WESTINGHOUSE-HITTMAN NUCLEAR 


71-0461 

ATLANTIC RESEARCH CORP. 

274 

71-9081 

MODEL: CNS 1-1 3C, CHEM-NUCLEAR 

276 

71-0463 

AIR FORCE, DEPT. OF 

275 


SYSTEMS, INC. 


71-0470 

PENNSYLVANIA STATE UNIV. 

275 

71-9086 

MODEL: HN-100, SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

276 

71-0528 

NORTHROP RESEARCH & 

275 

71-9089 

MODEL; HN-100S, HITTMAN NUCLEAR & 

276 


TECHNOLOGY CENTER 


DEVELOPMENT CORP. 


71-0554 

VIRGINIA POLYTECHNIC INSTITUTE 

275 

71-9094 

MODEL: CNS 14-195-H, CHEM-NUCLEAR 

276 

71-0568 

TECHNICAL WELDING & INSPECTION 

275 


SYSTEMS, INC. 



SERVICES, INC. 


71-9096 

MODEL: CNS 21-300, CHEM-NUCLEAR 

276 

71-0609 

SCIENTIFIC MEASUREMENT SYSTEMS, 

275 


SYSTEMS, INC. 



INC. 


71-9102 

MODEL: NPI-20WC-6, NEUTRON 

277 

71-0610 

S&S INSPECTION CO. 

275 


PRODUCTS, INC. 


71-0611 

INDUSTRIAL NDT CO. 

275 

71-9107 

MODEL: 771, TECH/OPS, INC. 

277 


SPEC CONSULTANTS, INC. 


71-9111 

MODEL; CNS 6-80-2 & 2A, CHEM- 

277 

71-0612 

275 

NUCLEAR SYSTEMS, INC. 


71-0613 

ARMY, DEPT. OF 

275 

71-9127 

MODEL: 100, 100A, 200, 200A, GAMMA 

277 

71-4888 

MODEL: SENTINEL-25A, TELEDYNE 

275 


INDUSTRIES, INC. 



ENERGY SYSTEMS 


71-9128 

MODEL; C-8, GAMMA INDUSTRIES, INC. 

277 

71-4909 

MODEL: GE-21PF-1, GENERAL 

275 

71-9135 

MODEL: CENTURY S & SA, GAMMA 

277 


ELECTRIC CO. 



INDUSTRIES, INC. 


71-5796 

MODEL: 181375, 181361, ADVANCED 

275 

71-9151 

MODEL: HN-100 SERIES 3, 

277 


MEDICAL SYSTEMS, INC. 



WESTINGHOUSE-HITTMAN NUCLEAR 


71-5800 

MODEL: ORNL TRITIUM TARGET 

275 

71-9159 

MODEL: NUPAC 14/190L, M & H, 

277 


CONTAINER 



NUCLEAR PACKAGING, INC. 


71-5805 

MODEL: CNS 3-55, CHEM-NUCLEAR 

275 

71-9168 

MODEL; CNS 8-1 20B, CHEM-NUCLEAR 

277 


SYSTEMS, INC. 



SYSTEMS, INC. 
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71-9177 

MODEL NUPAC 10/140, NUCLEAR 
PACKAGING, INC. 

277 

71-9204 

MODEL; CNS 10-1 BOB. CHEM-NUCLEAR 
SYSTEMS, INC. 

277 

71-9178 

MODEL NUPAC 7/100, NUCLEAR 
PACKAGING, INC. 

277 

71-9208 

MODEL NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

278 

71-9179 

71-9187 

71-9195 

MODEL: NUPAC 6/100L & 6/100H, 
NUCLEAR PACKAGING, INC. 

MODEL 865, TECH/OPS, INC. 

MODEL: 2000, GENERAL ELECTRIC CO. 

277 

277 

277 

Licensing of Independent Spent Fuel Storage 
- Docket 72 

72-0001 MORRIS OPERATIONS. GENERAL 

ELECTRIC CO. 

278 
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Name 


Low Level Radwaste Disposal Sites - 
Docket 27 

BARNWELL, SC. CHEM-NUCLEAR 
SYSTEMS. INC. 

RICHLAND, WA, U.S. ECOLOGY, INC. 
SHEFFIELD, IL, U.S. ECOLOGY. INC. 


Domestic Licensing of Source Material - 

Docket 40 

ALLIED CHEMICAL CORP., MORRISTOWN. 

NJ 

ALTAIR RESOURCES, INC., CASPER, WY 

AMAX ENVIRONMENTAL SERVICES. INC., 
GOLDEN, CO 

AMERICAN NUCLEAR CORP., CASPAR. WY 

ANACONDA CO., GRANTS, NM 

ATLAS MINERALS, INC., DENVER. CO 

BEAR CREEK URANIUM CO., CASPER, WY 

CLEVELAND-CLIFFS IRON CO., CLEVELAND, 
OH 

EDLOW INTERNATIONAL CO., 

WASHINGTON, DC 

ENERGY, DEPT. OF, CANONSBURG, PA 

EVEREST MINERALS CORP., CONVERSE 
COUNTY, WY 

EXXON CO.. USA, HOUSTON, TX 

EXXON MINERALS CO., USA, HOUSTON. TX 

GETTY OIL/PETROTOMICS CO., SHIRLEY 
BASIN, WY 

HOMESTAKE MINING CO., GRANTS, NM 

KAWECKI BERYLCO INDUSTRIES, INC., 
BOYERTOWN, PA 

KENNECOTT CORP., SALT LAKE CITY, UT 

KERR-MCGEE CHEMICAL CORP., WEST 
CHICAGO, IL 

KERR-MCGEE CORP., OKLAHOMA CITY, OK 

KERR-MCGEE CORP./QUIVIRA MINING CO., 
OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

KERR-MCGEE OIL INDUSTRIES. INC., 
OKLAHOMA CITY, OK 

KERR-MCGEE OIL INDUSTRIES. INC., 
SHIPROCK, NM 

MINERALS EXPLORATION CO.. LOS 
ANGELES. CA 

MOLYCORP, INC., LOS ANGELES, CA 

PATHFINDER MINES CORP., RIVERTON, WY 


Docket Page 


27-047 1 

27-048 1 

27-039 1 


40-3392 2 

40-8926 9 

40-8820 8 

40-4492 3 

40-8902 8 

40-3453 3 

40-8452 7 

40-8714 8 

40-8760 8 

40-6500 3 

40-8857 8 

40-8102 7 

40-8064 6 

40-6659 3 

40-8903 8 

40-6940 3 

40-8904 9 

40-2061 2 

40-7484 3 

40-8905 9 

40-8027 3 

40-8768 8 

40-7251 3 

40-2038 2 

40-8584 7 

40-8778 8 

40-2259 2 


Name 

Docket 

Page 

PATHFINDER MINES CORP., SHIRLEY 

BASIN, WY 

40-6622 

3 

PLATEAU RESOURCES, LTD., GRAND 
JUNCTION. CO 

40-8698 

8 

RIO ALQOM CORP., MOAB, UT 

40-8084 

6 

ROCKY MOUNTAIN ENERGY CO.. DENVER, 
CO 

40-8697 

8 

STEPAN CHEMICAL CO., MAYWOOD. NJ 

40-8610 

7 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

40-1341 

2 

TETON EXPLORATION DRILLING CO.. INC., 
CASPER. WY 

40-8728 

8 

UMETCO MINERALS CORP., GRAND 
JUNCTION, CO 

40-8881 

7 

UNION CARBIDE CORP., GRAND JUNCTION, 
CO 

40-0299 

2 

UNITED NUCLEAR CORP., SANTA FE, NM 

40-8907 

9 

URANIUM RESOURCES, INC., RICHARDSON, 
TX 

40-8786 

8 

WESTERN NUCLEAR, INC., JEFFREY CITY, 
WY 

40-1162 

2 

WHITTAKER METALS, LOS ANGELES. CA 

40-7455 

3 

WYOMING MINERAL CORP., LAKEWOOD, 

CO 

40-8502 

7 

Domestic Licensing of Production and 
Utilization Facilities - Docket 50 



ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 1 

50-424 

199 

ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 

50-425 

203 

ARKANSAS NUCLEAR ONE, UNIT 1 

50-313 

95 

ARKANSAS NUCLEAR ONE, UNIT 2 

50-368 

158 

BEAVER VALLEY POWER STATION, UNIT 1 

50-334 

131 

BEAVER VALLEY POWER STATION, UNIT 2 

50-412 

189 

BELLEFONTE NUCLEAR PLANT. UNIT 1 

50-438 

207 

BELLEFONTE NUCLEAR PLANT. UNIT 2 

50-439 

208 

BIG ROCK POINT NUCLEAR PLANT 

50-155 

13 

BRAIDWOOD STATION, UNIT 1 STN-50-456 

240 

BRAIDWOOD STATION, UNIT 2 STN-50-457 

244 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

50-259 

37 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

50-260 

39 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

50-296 

80 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 1 

50-325 

120 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 2 

50-324 

119 

BYRON STATION. UNIT 1 

STN.50-454 

236 


XV 



Name 

Docket 

Page 

BYRON STATION. UNIT 2 STN-50-455 

237 

CALLAWAY PLANT. UNIT 1 STN-50-483 

253 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT1 

50-317 

100 

CALVERT CLIFFS NUCLEAR POWER PUNT, 
UNIT 2 

50-318 

101 

CAORSO NUCLEAR STATION 

50-378 

166 

CATAWBA NUCLEAR STATION. UNIT 1 

50-413 

190 

CATAWBA NUCLEAR STATION, UNIT 2 

50-414 

192 

CESSAR SYSTEM 80 STN-50-470 

251 

CLINCH RIVER BREEDER REACTOR 

50-537 

267 

CLINTON POWER STATION, UNIT 1 

50-461 

249 

CLINTON POWER STATION, UNIT 2 

50-462 

251 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

50-445 

220 

COMANCHE PEAK STEAM ELECTRIC 
STATION. UNIT 2 

50-446 

228 

COOPER NUCLEAR STATION 

50-298 

82 

CRYSTAL RIVER NUCLEAR PUNT. UNIT 3 

50-302 

85 

DAVIS-BESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

142 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 1 

50-275 

54 

DIABLO CANYON NUCLEAR POWER PUNT, 
UNIT 2 

50-323 

111 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 1 

50-315 

97 

DONALD C. COOK NUCLEAR POWER 

PUNT, UNIT 2 

50-316 

98 

DOW CHEMICAL CO. 

50-25 

10 

DRESDEN NUCLEAR POWER STATION, 

UNIT 1 

50-10 

10 

DRESDEN NUCLEAR POWER STATION. 

UNIT 2 

50-237 

24 

DRKD|N NUCLEAR POWER STATION, 

50-249 

29 

DUANE ARNOLD ENERGY CENTER 

50-331 

129 

EDWIN f. HATCH NUCLEAR PUNT, UNIT 1 

50-321 

105 

EDWIN 1. HATCH NUCLEAR PUNT, UNIT 2 

50-366 

156 

ENRICO FERMI ATOMIC POWER PUNT, 

UNIT 1 

50-16 

10 

ENRICO FERMI ATOMIC POWER PUNT, 
UNIT2 

50-341 

138 

FLOATING NUCLEAR PLANT STN-50-437 

207 

FORD NUCLEAR REACTOR 

50-2 

9 

FORT CALHOUN STATION, UNIT 1 

50-285 

70 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

47 

GA TECHNCX.OGIES 

50-163 

14 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-73 

12 


Name 

Docket 

Page 

GENERAL ELECTRIC NUCLEAR TEST 
REACTOR 

50-70 

12 

GESSAR-238 STN-50-447 

236 

GRAND GULF NUCLEAR STATION. UNIT 1 

50-416 

194 

GRAND GULF NUCLEAR STATION. UNIT 2 

50-417 

197 

H.B. ROBINSON PUNT, UNIT 2 

50-261 

42 

HADDAM NECK PUNT 

50-213 

18 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

149 

HUMBOLDT BAY POWER PUNT, UNIT 3 

50-133 

12 

INDIAN POINT STATION, UNIT 1 

50-3 

9 

INDIAN POINT STATION. UNIT 2 

50-247 

27 

INDIAN POINT STATION, UNIT 3 

50-286 

71 

JAMES A. FITZPATRICK NUCLEAR POWER 
PUNT 

50-333 

130 

JOSEPH M. FARLEY NUCLEAR PUNT, UNIT 

1 

50-348 

144 

JOSEPH M. FARLEY NUCLEAR PUNT. UNIT 
2 

50-364 

155 

KANSAS STATE UNIV. RESEARCH 

REACTOR 

50-188 

16 

KEWAUNEE NUCLEAR POWER PUNT 

50-305 

89 

U CROSSE BOILING WATER REACTOR 

50-409 

185 

USALLE COUNTY STATION, UNIT 1 

50-373 

163 

USALLE COUNTY STATION, UNIT 2 

50-374 

165 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

146 

LIMERICK GENERATING STATION. UNIT 2 

50-353 

148 

MAINE YANKEE ATOMIC POWER PUNT 

50-309 

91 

MARBLE HILL NUCLEAR STATION. UNIT 1 STN-50-546 

267 

MARBLE HILL NUCLEAR STATION. UNIT 2 STN-50-547 

267 

MEDICAL COLLEGE OF HANOVER RES. 
REACTOR 

60-377 

166 

MICHIGAN STATE UNIV. RESEARCH 

REACTOR 

50-294 

78 

MIDUND PUNT. UNIT 1 

50-329 

126 

MIDUND PUNT, UNIT 2 

50-330 

127 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 1 

50-245 

26 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 2 

50-336 

134 

MILLSTONE NUCLEAR POWER STATION. 

UNIT 3 

50-423 

198 

MONTICELLO NUCLEAR GENERATING 

PUNT 

50-263 

43 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

50-184 

16 

NINE MILE POINT NUCLEAR STATION, UNIT 

50-220 

22 

NINE MILE POINT NUCLEAR STATION, UNIT 

50-410 

186 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

135 


XVI 
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Docket 

Page 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

136 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

82 

OCONEE NUCLEAR STATION. UNIT 1 

50-269 

48 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

50 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

73 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

25 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

20 

PALISADES NUCLEAR PLANT 

50-255 

35 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

262 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

264 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

266 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT1 

50-171 

14 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

62 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-278 

64 

PERRY NUCLEAR POWER PLANT. UNIT 1 

50-440 

209 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

211 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

76 

PLUM BROOK RESEARCH REACTOR 

FACILITY 

50-30 

12 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

45 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

83 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

69 

PRAIRIE ISLAND NUCLEAR STATION. UNIT 

2 

50-306 

90 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

15 

QUAD-CITIES STATION, UNIT 1 

50-254 

34 

QUAD-CITIES STATION, UNIT 2 

50-265 

44 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

93 

REED COLLEGE RESEARCH REACTOR 

50-288 

74 

RIVER BEND STATION. UNIT 1 

50-458 

247 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT1 

50-244 

25 

RPI CRITICAL EXPERIMENT 

50-225 

24 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

53 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-31 1 

91 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

16 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

162 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

153 

SEABROOK NUCLEAR STATION. UNIT 1 

50-340 

138 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

212 


Name 

Docket 

Page 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

216 

SEQUOYAH NUCLEAR PLANT. UNIT 1 

50-327 

122 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

124 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

181 

SHOREHAM NUCLEAR POWER STATION 

50-322 

107 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

1 

50-522 

262 

SKAGIT NUCLEAR POWER PROJECT, UNIT 

2 

50-523 

262 

SOUTH TEXAS PROJECT, UNIT 1 STN-50-498 

254 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

258 

ST. LUCIE PLANT, UNIT 1 

50-335 

132 

ST. LUCIE PLANT, UNIT 2 

50-389 

173 

SURRY POWER STATION, UNIT 1 

50-280 

65 

SURRY POWER STATION, UNIT 2 

50-281 

67 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 1 

50-387 

169 

SUSQUEHANNA STEAM ELECTRIC 

STATION, UNIT 2 

50-388 

171 

THREE MILE ISUND NUCLEAR STATION, 

UNIT 1 

50-289 

74 

THREE MILE ISUND NUCLEAR STATION, 

UNIT 2 

50-320 

103 

TROJAN NUCLEAR PLANT 

50-344 

140 

TURKEY POINT PUNT, UNIT 3 

50-250 

30 

TURKEY POINT PUNT. UNIT 4 

50-251 

32 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

54 

UNIV. OF CALIFORNIA AT IRVINE 

RESEARCH REACTOR 

50-326 

121 

UNIV. OF CALIFORNIA AT SANTA BARBARA 
RESEARCH REACTOR 

50-433 

207 

UNIV. OF CALIFORNIA RESEARCH 

REACTOR 

50-224 

24 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-356 

151 

UNIV. OF ILLINOIS RESEARCH REACTOR 

50-151 

13 

UNIV. OF KANSAS RESEARCH REACTOR 

50-148 

13 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

24 

UNIV. OF MARYUND RESEARCH REACTOR 

50-166 

14 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

15 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLU 

50-123 

12 

UNIV. OF NEW MEXICO RESEARCH 

REACTOR 

50-252 

34 

UNIV. OF UTAH RESEARCH REACTOR 

50-72 

12 

UNIV. OF UTAH RESEARCH REACTOR 

50-407 

185 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

12 

VERMONT YANKEE NUCLEAR POWER 

50-271 

51 
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VIRGIL C. SUMMER NUCLEAR STATION. 

UNIT1 

50-395 

178 

WATERFORD GENERATING STATION, UNIT 

3 

50-382 

166 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

174 

WATTS BAR NUCLEAR PLANT. UNIT 2 

50-391 

176 

WESTINGHOUSE CRITICAL EXPERIMENT 

50-87 

12 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT1 

50-369 

159 

WILLIAM B. MCGUIRE NUCLEAR STATION, 

.... 2 

50-370 

161 

WILLIAM H. ZIMMER NUCLEAR STATION, 
UNIT1 

50-358 

151 

WOLF CREEK GENERATING STATION STN-50-482 

251 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

50-134 

13 

WPPSS NUCLEAR PROJECT, UNIT 1 

60-460 

248 

WPPSS NUCLEAR PROJECT. UNIT 2 

50-397 

179 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

261 

WPPSS NUCLEAR PROJECT. UNIT 5 STN-50-509 

262 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

10 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

78 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

87 

Domestic Licensing of Speciai Nuclear 
Material ■ Docket 70 



BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

268 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

270 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-1201 

273 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

272 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-0027 

268 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

70-0008 

268 

BATTELLE MEMORIAL INSTITUTE, 

RICHUND, WA 

70-0984 

272 

CINTICHEM. INC., TUXEDO. NY 

70-0687 

271 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-1100 

272 

COMBUSTION ENGINEERING, INC., 

WINDSOR, CT 

70-0036 

268 

COMMONWEALTH EDISON CO., CHICAGO. 

IL 

70-3000 

274 

COMMONWEALTH EDISON CO., CHICAGO, 

IL 

70-2972 

274 

EASTMAN KODAK CO.. ROCHESTER. NY 

70-1703 

274 

EXXON NUCLEAR CO., INC., RICHUND, WA 

70-1257 

273 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

272 

GENERAL ELECTRIC CO.. PLEASANTON, CA 

70-0754 

272 

GENERAL ELECTRIC CO.. SAN JOSE. CA 

70-1308 

273 


GENERAL ELECTRIC CO.. WILMINGTON, NC 70-1113 272 
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Docket 

Page 

GEORGIA POWER CO., ATLANTA. GA 

70-3040 

274 

HURLEY HOSP.. FLINT. Ml 

70-1396 

274 

IDAHO STATE UNIV., POCATELLO, ID 

70-1374 

274 

ILLINOIS POWER CO.. DECATUR. IL 

70-2947 

274 

IRT CORP., SAN DIEGO, CA 

70-1359 

273 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-1193 

273 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0925 

272 

MISSOURI. UNIV. OF. COLUMBIA. MO 

70-0270 

270 

NUCLEAR ASSURANCE CORP., NORCROSS, 
GA 

70-3020 

274 

NUCLEAR FUEL SERVICES. INC., ERWIN, TN 

70-0143 

269 

PURDUE UNIV., WEST LAFAYETTE, IN 

70-0152 

270 

ROCKWELL INTERNATIONAL CORP., 

CANOGA PARK, CA 

70-0025 

268 

TRANSNUCLEAR. INC., FALLS CHURCH. VA 

70-1426 

274 

UNC NAVAL PRODUCTS, INC., UNCASVILLE, 
CT 

70-0371 

271 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA. SC 

70-1151 

272 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-0698 

272 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-1143 

272 

Packaging of Radioactive Materiai for 
Transport and Transportation of 

Radioactive Material Under Certain 
Conditions - Docket 71 



AIR FORCE, DEPT. OF 

71-0463 

275 

ARMY, DEPT. OF 

71-0613 

275 

ATLANTIC RESEARCH CORP. 

71-0461 

274 

INDUSTRIAL NDT CO. 

71-0611 

275 

MODEL: 100, 100A, 200, 200A, GAMMA 
INDUSTRIES, INC. 

71-9127 

277 

MODEL: 181375, 181361, ADVANCED 

MEDICAL SYSTEMS, INC. 

71-5796 

275 

MODEL: 2000, GENERAL ELECTRIC CO. 

71-9195 

277 

MODEL: 671 7-B, GAMMA INDUSTRIES, INC. 

71-6717 

276 

MODEL: 680 & 680E, TECH/OPS, INC. 

71-9035 

276 

MODEL: 715, TECH/OPS, INC. 

71-9039 

276 

MODEL: 771, TECH/OPS, INC. 

71-9107 

277 

MODEL: 865, TECH/OPS, INC. 

71-9187 

277 

MODEL: Al 500 SU, TECH/OPS, INC. 

71-9006 

276 

MODEL: AP-101. ANEFCO, INC. 

71-9071 

276 

MODEL: B, BABCOCK & WILCOX CO. 

71-6206 

275 

MODEL: C-l, SOURCE PRODUCTION & 
EQUIPMENT CO., INC. 

71-9036 

276 

MODEL: C-8. GAMMA INDUSTRIES, INC. 

71-9128 

277 
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MODEL: CENTURY S & SA, GAMMA 
INDUSTRIES. INC. 

71-9135 

277 

MODEL; CNS 1-13C, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9081 

276 

MODEL: CNS 10-1 60B. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9204 

277 

MODEL CNS 14-195-H, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9094 

276 

MODEL: CNS 21-300. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9096 

276 

MODEL: CNS 3-55. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-5805 

275 

MODEL CNS 6-80-2 & 2A, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9111 

277 

MODEL; CNS 8-120. CHEM-NUCLEAR 
SYSTEMS. INC. 

71-6601 

276 

MODEL: CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-9168 

277 

MODEL: GE-1600. GENERAL ELECTRIC CO. 

71-9044 

276 

MODEL: GE-21PF-1. GENERAL ELECTRIC 

CO. 

71-4909 

275 

MODEL GE-700. GENERAL ELECTRIC CO. 

71-5942 

275 

MODEL: GE-8500. GENERAL ELECTRIC CO. 

71-6697 

276 

MODEL: HN-100 SERIES 3. 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

277 

MODEL HN-100. SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

71-9086 

276 

MODEL: HN-100S. HITTMAN NUCLEAR & 
DEVELOPMENT CORP. 

71-9089 

276 

MODEL: HN-200, WESTINGHOUSE-HITTMAN 
NUCLEAR. INC. 

71-6574 

276 

MODEL: HN-600 & NUPAC 100. 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

276 

MODEL NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

276 

MODEL NPI-20WC-6. NEUTRON 

PRODUCTS. INC. 

71-9102 

277 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING. INC. 

71-9208 

278 
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MODEL: NUPAC 10/140, NUCLEAR 
PACKAGING. INC. 

71-9177 

277 

MODEL; NUPAC 14/190L M & H, NUCLEAR 
PACKAGING. INC. 

71-9159 

277 

MODEL: NUPAC 14D-2.0. WESTINGHOUSE- 
HITTMAN NUCLEAR 

71-9079 

276 

MODEL: NUPAC 6/1 OOL & 6/100H, 

NUCLEAR PACKAGING, INC. 

71-9179 

277 

MODEL NUPAC 7/100, NUCLEAR 
PACKAGING, INC. 

71-9178 

277 

MODEL; OH-142 SERIES, NUCLEAR 
PACKAGING, INC. 

71-9073 

276 

MODEL: ORNL TRITIUM TARGET 

CONTAINER 

71-5800 

275 

MODEL; SENTINEL-25A. TELEDYNE 

ENERGY SYSTEMS 

71-4888 

275 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

276 

NAVY, DEPT. OF 

71-0165 

274 

NAVY. DEPT. OF 

71-0457 

274 

NORTH CAROLINA STATE UNIV., RALEIGH, 
NC 

71-0331 

274 

NORTHROP RESEARCH & TECHNOLOGY 
CENTER 

71-0528 

275 

PENNSYLVANIA STATE UNIV. 

71-0470 

275 

RENSSELAER POLYTECHNIC INSTITUTE 

71-0396 

274 

S&S INSPECTION CO. 

71-0610 

275 

SCIENTIFIC MEASUREMENT SYSTEMS, INC. 

71-0609 

275 

SPEC CONSULTANTS, INC. 

71-0612 

275 

TECHNICAL WELDING & INSPECTION 
SERVICES, INC. 

71-0568 

275 

ULTRASONIC SPECIALISTS. INC. 

71-0284 

274 

VIRGINIA POLYTECHNIC INSTITUTE 

71-0554 

275 

Licensing of Independent Spent Fuel 
Storage - Docket 72 



MORRIS OPERATIONS, GENERAL 

ELECTRIC CO. 

72-0001 

278 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U.S. ECOLOGY, INC. 

8610220340 Motion for summary disposition of legal issues re expansion of low level 
radwaste disposal site near Sheffield, IL & dismissal of proceeding.No genuine issue of 
matl fact exists & vendor entitled to favorable decision. 

RADER, R.M. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). RADER, R.M. 
Conner & Wetterhahn. #486 1196. 86/10/14. Atomic Safety and Licensing Board 
Panel. 100pp. 38327:203-38327:302. 

-8610220345 Statement of matl facts as to which there is no genuine issue.Certificate 
of Svc end. 

RADER,R.M. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). RADER.R.M. 
Conner & Wetterhahn. 86/10/14. Atomic Safety and Licensing Board Panel. 4pp. 
38327:299-38327:302. 

8610150326 Trip rept of 860818 visit to Sheffield low level waste disposal site to review 
monitoring data in preparation for prehearing conference on 86081 9 & future licensing 
activities. 

GOODE, D. Geotechnical Branch (Post 831001). 86/09/19. JUSTUS, P.S. Geotechnical 
Branch (Post 831001). 2pp. 38257:282-38257:287. 

-8610150329 Discusses 860818 visit to Sheffield low level waste disposal 
site.Appreciation expressed for cooperation & assistance. Detailed notes end. 
GOODE,D. NRC • No Detailed Affiliation Given. 86/08/18. BOWEN.M. U.S. Ecology, 
Inc. (formerly Nuclear Engineering, Inc.). 4pp. 38257:284-38257:287. 

8610230121 Forwards summary of quarterly monitoring data of piezometers 8 wells in 
vicinity of Trench 18 & Trench 18 sumps for Jul-Sept 1986, per 790423 Itr of agree- 
ment. 

BOWEN, M.A. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/10/07. 
SHAFFNER,J. Division of Waste Management. Ip. 38334:077-38334:083. 

-8610230127 Trench 18 monitorino record for Jul-Sept 1986.Daily & Assoc 
Englneers,lnc 860801 Itr re survey at Trench 18 also end. 

• U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/09/30. 6pp. 38334:078- 
38334:083. 

8610210470 Memorandum clarifying Board 860822 memorandum & order establishing 
schedule for conduct of negotiations for case settlement.Staff will request extension 
prior to 861 11 8, if necessary, for review & comment on technical exhibits. 

FONNER.R.L. Assistant General Counsel for Rulemaking & Fuel Cycle. 86/10/20. 
Atomic Safety and Licensing Board Panel. 3pp. 38311:033-38311:043. 

-8610210477 Requests agreement between NRC & State of IL allowing state assump- 
tion of regulatory authority for radioactive matls under federal jurisdiction.Agreement 
would cover byproduct, source & SNM & land disposal of wastes. 

THOMPSON, J.R. Illinois, State of. 86/10/02. ZECH.LW. Commissioners. 8pp. 
38311:036-38311:043. 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 

8610150275 Forwards application for renewal of License 12-13536-01, authorizing 
receipt, storage & disposal of SNM at Barnwell Waste Mgt facility.Interim site stabiliza- 
tion & closure plan withheld (ref 10CFR2.790). 

POPPE,LK. Chem-Nuclear Systems, Inc. 86/08/26. KNAPP, M. Low-Level Waste & 
Uranium Recovery Projects Branch. 3pp. 38256:342-38257:279. 

-8610150288 Application for renewal of License 12-1 3536-01 .authorizing use of U-235 
& U-233 for receipt,possession,storage & disposal.by burial, in ground.MJ Benjamin 
added as authorized user.Related info end. 

POPPE,L.K. Chem-Nuclear Systems, Inc. 86/08/26. 24pp. 38256:345-38257:008. 

"8610010291 Rev E to Procedure CN-AD-001, “Safety Review Board.” 

ROSS,C.H. Chem-Nuclear Systems. Inc. 86/03/24. 7pp. 38257:009-38257:015. 

-8512050042 Rev B to “Chem-Nuclear Sys.Inc (CNSI) ALARA Policy.” 

* Chem-Nuclear Systems, Inc. 85/08/28. 11pp. 38257:016-38257:026. 

-8512050044 Rev D to “Chem-Nuclear Sys (CNSI) Health Physics Policy Manual.” 

* Chem-Nuclear Systems. Inc. 85/09/04. 22pp. 38257:027-38257:048. 

-8512050050 “Radiation Exposure Records & Procedures.” 

* Chem-Nuclear Systems, Inc. 85/08/06. 6pp. 38257:049-38257:054. 

-8512050047 Rev B to “CNSI Emergency Response Procedure." 

* Chem-Nuclear Systems, Inc. 85/01/16. 31pp. 38257:055-38257:085. 

-8610010318 Rev Eto Procedure QA-AD-001, “QA Program.” 

* Chem-Nuclear Systems, Inc. 85/12/05. 34pp. 38257:086-38257:1 19. 

-8610150300 Rev C to Procedure QA-AD-011, “QA Internal Audit Procedure.” 
HOLLOWAY, C.M. Chem-Nuclear Systems, Inc. 86/08/21. 16pp. 38257:120- 
38257:135. 

-8610150303 Rev C to Procedure S20-AD-004, “Barnwell Radwaste Burial Site Person- 
nel Training." 

* Chem-Nuclear Systems, Inc. 86/02/18. 14pp. 38257:136-38257:149. 

-8610150304 Rev E to Procedure S20-AD-006, "Environ Sun/eillance Plan.” 

* Chem-Nuclear Systems, Inc. 85/07/25. 8pp. 38257:150-38257:157. 

-8610150306 Rev C to Procedure S2Q-AD-010, “Barnwell Waste Mgt Facility Site Dis- 
posal Criteria.Chem'Nucl6ar Sys, Inc, Barnwell Ofq." 

* Chem-Nuclear Systems. Inc. 86/08/26. 32pp. 38257:1 58-38257:189. 

-8610150307 Procedure S20-OP-030, "Burial of SNM.” 

* Chem-Nuclear Systems, Inc. 86/08/06. 6pp. 38257:190-38257:195. 


-8610150308 Rev A to Procedure S20-RP-003, “Health Physics Radwaste 
Receipt,Offload & Release Operations." 

• Chem-Nuclear Systems, Inc. 85/06/27. 19pp. 38257:196-38257:214. 

-8610150312 Rev D to Procedure S20-RP-01 6, "Calibr Procedure.” 

• Chem-Nuclear Systems, Inc. 86/07/23. 55pp. 38257:215-38257:269. 

-8610150315 Procedure S20'RP-022, “Investigation, Evaluation & Reporting of Radio- 
logical Incidents.” 

• Chem-Nuclear Systems, Inc. 86/08/21. 10pp. 38257:270-38257:279. 

8610240101 Comments on draft "NRC Staff Recommendations on Soil Backfill for Low 
Level Waste Land Disposal Excavations.” Backfilling after successive waste container 
layer would jeopardize worker safety. 

RYAN.M.T. Chem-Nuclear Systems. Inc. 86/09/25. PANGBURN.G. Low-Level Waste 
& Uranium Recovery Projects Branch. Ip. 38351:206-38351:206. 


DOCKET 27-048 RICHLAND, WA, U.S. ECOLOGY, INC. 

8610140094 Ack receipt of proposed work procedure for verification of customer compli- 
ance w/NRC & State of WA requirements for waste form re waste disposed at Han- 
ford facility. Suggestions for future refinement of procedure end. 

SHAFFNER.J.A. Division of Waste Management. 86/09/19. RITTENBERG.R. U.S. 
Ecology, Inc. (formerly Nuclear Engineering. Inc.). 3pp. 38221:358-38221:360. 

8610150318 Discusses significant developments within company to enhance waste dis- 
posal svcs & organizational & personnel changes. Biographical summary of TS Baer 
end. 

PRACHAR.W.E. Nuclear Engineering Co.. Inc. 86/09/23. SHAFFNER.J.A. Low-Level 
Waste & Uranium Recovery Projects Branch. 5pp. 38255:285-38255:289. 

8610010049 “Groundwater Data.Radiological Results, Third Quarter 1986.” W/860916 
Itr. 

MARTINEZ, ED. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/09/30. 
SHAFFNER,J. Low-Level Waste & Uranium Recovery Projects Branch. 2pp. 
38056:228-38056:229. 

8610150265 Forwards stability checklist for acceptance of Class B & C wastes & Ra- 
226 packaging.packaging guide for Class B concentrations of tritium & radwaste ship- 
ment & disposal manifest for mixed wastes. 

ELSEN,M.J. Washington. State of. 86/09/30. SHAFFNER.J. Low-Level Waste & Ura- 
nium Recovery Projects Branch. 1 1 pp. 38253:31 7-38253:327. 

8610150298 Clarifies collection date for vegetation & soil samples taken from tank area 
at faoility.Both samples taken on 860731. 

MART1NEZ.E.D. Nuclear Engineering Co., Inc. 86/09/30. SHAFFNER.J. Low-Level 
Waste & Uranium Recovery Projects Branch. Ip. 38255:291-38255:291. 

8610280599 “Third Quarter 1986 Thyroid Results." W/861017 Itr. 

MARTINEZ.E.D. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/09/30. 
SHAFFNER,J. Low-Level Waste & Uranium Recovery Projects Branch. 2pp. 
38388:100-38388:101. 

8610230230 Forwards tabulations of results of Pu-239/240 & Pu-238 analysis for soil & 
vegetation samples taken from tank farm area at Richland facility. 

MARTINEZ.E.D. U.S, Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/10/01. 
SHAFFNER.J. Low-Level Waste & Uranium Recovery Projects Branch. Ip. 38342:186- 
38342:188. 

-8610230256 “Tank Area Vegetation Samples Collected on 860731, (Pu Analysis)," 
addi parameters. 

* U.S, Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/07/31. 2pp. 38342:187- 
38342:188. 

8610230169 Forwards State of WA License WN-1019-2,dtd 861 001, changing Condition 
15 to incorporate NRC SNM license requirements & comments on June 1986 stds & 
procedures manuals.E Martinez 860827 proposal endorsed. 

KIRNER.N.P. Washington, State of. 86/10/06. WRIGHT, S.V. U.S. Ecology, Inc. (for- 
merly Nuclear Engineering. Inc.). 77pp, 38340:330-38341:046. 

8610230236 Fonwards “Water Movement in Unsaturated Zone at Low Level Rad- 
waste...” & “Hydrologic & Micrometeorologic Data From Unsaturated Zone Study at 
Low Level Radwaste Burial Site Near Barnwell, SC." 

DENNEHY,K.F. Interior, Dept, of, Geological Survey. 86/10/07. GOODE, D. NRC - No 
Detailed Affiliation Given. Ip. 38342:189-38342:226. 

-8610230239 “Hydrologic & Micrometeorologic Data From Unsaturated Zone Study at 
Low Level Radwaste Burial Site Near Barnwell, SC.” 

DENNEHY,K.F., MACMAHON.P.B. Interior, Dept, of. Geological Survey. 85-476. 85/ 

1 2/31 . 37pp. 38342:1 90-38342:226. 

8610240256 Forwards SNM receipt & burial rept for Sept 1986 & rept of isotopic activity 
as required by State of WA License WN-I019-2.W/O end, 

RITTENBERG.R.B. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/10/08. 
BROWNING.R.E. Low Level Waste Licensing Branch. Ip. 38354:224-38354:224. 

8610220332 Forwards TLD results for Aug 1986,soil Pu & vegetation Pu results for Third 
Quarter 1986 & capped trench vegetation Pu results for 1986. 

MARTINEZ, E.D. U.S. Ecology, Inc. (formerly Nuclear Engineering, :.\c.). 86/10/13. 
SHAFFNER,J. Low-Level Waste & Uranium Recovery Projects Branch, ip, 38333:311- 
38333:315, 

-8610220343 “Third Quarter 1986 Soil Pu & Vegetation Pu Results.” 

* U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/09/30. 2pp. 38333:312- 
38333:313. 

-8610220364 “1986 Capped Trench Vegetation Pu Results." 

* U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/12/31. Ip. 38333:314- 
38333:314. 
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-8610220368 "Environ TLD Results for Aug 1986.” 

* U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 86/08/31, Ip. 38333:315- 
38333:315. 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP^ GRAND JUNCTION, CO 

8610020314 Recommends that License SUA-648 be amended by revising Condition 62 
to read as ]isted,per Umetco Minerals Corp 860521 request re phased reclamation of 
inactive tailings area at Gas Hills U mill. 

JIERREE,C.C., PETTENGILL.H.J. Uranium Recovery Reid Office. 86/09/09. Uranium 
Recovery Reid Office. 5pp. 37669:001-37669:005. 

8610060659 Forwards Amend 39 to License SUA-648,revising License Condition 62 to 
grant change in phased reclamation activities for inactive tailings area,per 860521 re- 
quest. 

SMITH.R.D. Uranium Recovery Field Office. 86/09/09. LYONS, P. UMETCO Minerals 
Corp uubs. of Union Carbide Corp.). 6pp. 381 13:254-381 13:290. 

•Hi610060680 Amend 39 to Ucense SUA-648 for UMETCO Minerals Corp, authorizing 
possession of Lf waste tailings generated by licensee milling & heap leach facilities In 
Natrona County, WY.“GuideIin€s for Decontamination...” end. 

SMiTH,R.D. Uranium Recovery Reid Office. 86/09/09. 22pp. 38113:259-38113:290. 

86100M35& Requests addi info supporting 850228,0828 & 860428 submittads of environ 
monitoring data, consisting of independent hydrologic investigation of water quality de- 
terioration in ref surface waters. 

PETTENQ1LL,H.J. Uranium Recovery Reid Office. 86/09/23. LYONS,P. UMETCO 
Minerals Corp. (subs, of Union Carbide Cbrp.). 2pp. 38140:080-38140:081. 

8610090467 Responds to request for info re status of bonding covering costs of recla- 
mation of mill area.tailings & leach heaps. 

TRAMMELL,J.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/09/23. 
ROSE,H. Uranium Recovery Reid Office, ip. 38183:074-38183:074. 

8610100081 Discusses errors in Conditions 66 & 71 to Ucense SUA-648, discovered 
during Third Quarter 1986 review of ALARA program held on 860925.Corrections w/o 
further fees requested. Mod to ditch to divert runoff from A-9 disposal area noted. 
TRAMMELUJ.W. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/09/25. 
JIERREE,C, Uranium Recovery Field Office. 1p. 38208:166-38208:165. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 


8610080436 Confirms 860819 telcon w/NRC re approval to use facility site bldg rubble 
as base support for off-site mat! unloading/transfer station.Factory site rubble ideal for 
purpose & eliminates bringing addI matis to site. 

STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/08/25. 
CROW,W.T. Uranium Fuel Licensing Branch, 3pp. 38177:359-38177:361. 

6610270006 Forwards Rev 1 to health physics manual. Revised pages will be incorporat- 
ed into manual within 30 days. 

STAUTER,J.C. Kerr-McGee Corp. 86/09/22. CROW.W.T. Uranium Fuel Licensing 
Branch. 12pp. 38369:072-38369:083. 

8610070149 Submits items of interest, including meeting w/Kerr-McGee re status of two 
pending amend applications & NRC 860904 affirmation meeting re Commission paper 
denying State of Wl petition for rulemaking. 

CROVSO^.T. Uranium Fuel Licensing Branch. 86/09/24. DAVIS,J.G. Office of Nuclear 
Material Safety & Safeguards.Director. 3pp. 38127:221-38127:223. 

8810100704 Notice of ASLAB reconstitution.CN Kohl, chairman & WR Johnson & HA 
Wiiber,members.Served on 861009. 

SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1030. 86/10/08. 
Ip. 38200:254-38200:254. 

8610100714 Order setting 861029 for oral argument for show cause proceeding re 
Kress Creek decontamination in Bethesda,MD. Served on 861009. 

SHOEMAKER,CJ. Atomic Safety and Licensing Appeal Panel. #486 1028, 86/10/08. 
Office of the General Counsel. 2pp. 38200:269-38200:290. 

8610100733 Notice of oral argument on 861029 in Bethesda.MD re Kress Creek 
decontamination.Served on 861009. 

SHOEMAKER,CJ. Atomic Safety and Licensing Appeal Panel. #486 1034. 86/10/08. 
1p. 38201:067-38201:067. 

8610140368 Forwards Governor Thompson 861002 Itr to NRC transmitting application 
for establishment of agreement between NRC & State of IL.Provides info re anticipat- 
ed schedule for execution of proposed agreement. 

LEWIS,S.H. Assistant General Counsel for Hearings. #486 1054. 86/10/09. 
KOHL,C.N., JOHNSON,W.R., WILBER, H.A. Atomic Safety and Licensing Appeal 
Panel. 4pp. 38226:283-38226:286. 


8610240308 Ack receipt of 860925 Itr withdrawing 830328 request for amend to License 
SUA-648, approving proposal for increasing disposal capacity of A-9 pit tailings 
irraoundmenLFurther review of prc^osal suspend^. 

PETTENGILL,H.J. Uranium Recovery Reid Office. 86/10/06. LYONS, P. UMETCO 
Minerals Corp. (subs, of Union Carbide Corp.). 1p. 38354:177-38354:177. 


DOCKET 40-1162 WESTERN NUCLEAR, INC, JEFFREY CITY, WY 

8610060002 Forwards corrected table of values for Jeffrey City aur particulates for 
Fourth Quarter 1985 & Rrst Quarter 1986. per 860904 telcon. 

B AKER .S.J. Western Nuclear. Inc. (subs, of Phelps Dcxlge Corp.). 86/09/16. 
PETTENGILL,H,J, Uranium Recovery Reid Office. Ip. 38113:316-38113:316. 

-8610060247 Corrected Jeffrey City air particulates for Fourth Quarter 1985 & Rrst 
Quarter 1986. 

* Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 86/03/31. Ip. 38113:316- 


8610100292 Reviews environ monitoring rept for Rrst & Second Quarters 1986 for Split 
Rock MilLSampling & analyses performed in accordance w/License SUA-56 & 
accGptable.No ^nificant trends noted. 

SHOPENN.N.M., PETTENGILL,H.J. Uranium Recovery Reid Office. 86/09/30. Urani- 
um Recovery Field Office. 3pp. 38206:288-38206:290. 

8610220178 Submits review of First & Second Quarter 1986 water monitoring data for 
Spirt Rock MHlSampfing results incKcate water quality remained static during reputing 
period. 

SHOPENN,N.M., PET I ENGILL,HJ. Urankim Recovery FieW Office, 86/10/02. Urani- 
um Recoveiy Field Office. 2pp. 38332:185-38332:186. 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TM 

8610290011 Responds to discussions re two open iterr® identffied in insp on 860603- 
05.MonitQring wells redrilled on 860721-24. Requests 860715 date contained in Li- 
cense Condition 14 be replaced w/860817- 

■*'«»wwssee Va«ey Authority. 86/10/06. SMrrH,aD. Uranium Recovery 
Field Office, tp. 38399*.2S4-3839®*.254. ^ 

8810300420 Advises of issuance of Amend 23 to License SUA-81 6, changing License 
^ implementation of monitoring proa^ as stated. 

OLSENJ.T,, HAVVKINS,E.F. Uranium Recovery ^d Office. W/10/17. Uranium Re- 
covery Held Office. 3pp. 38411:228-38411:230. 

8810300418 Forwards Amend 23 to License SUA-81 6, revising Condition 14 re impte- 
mentation of monitoring prograros.Revised condition reads as stated. 

se/IO/ao. Tenneswe Vatey Authority. 

-M 1 W 8 M 1 # Ain^ 23 to Ueense SUM 16 to TVA.authoriring use of 
restduaisContaiTilnaled byproduct matt at Stated U rain site. 

SMITHR.D. Uranium Recovery Fl^ Office. 86/10/20. 10pp. 3841 1:237-38411:246, 
DOCKET 46-2038 KERR^ICGEE OIL INDUSTRES. WC, SKIPBOCK, Nil 

F<M request for Ckxximei:^ re Oockete 40-7251.40- 

Affiltetion Not 


8610150103 Order postponing oral argument scheduled for 861029,per NRC 861009 
appeal.NRC appeal will be held In abeyance until further notIce.Senred on 861014. 
SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1075. 86/10/10. 
Commissioners. Ip. 38241:340-38241:340. 

8610200239 Notice Of postponement of 861029 oral argument on appeal from Board 
860619 Initial decision in show cause proceeding. Served on 861015. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #486 1082. 86/10/14. 
Ip. 38298:360-38298:360. 


8610200131 Motion for expedited decision re appeal of ASLAB order postponing oral 
argument concerning facility decontamination.Summary disposition 
recommended.Certificate of Svc end. 


NICKLES,P.J., MESERVE,R.A. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee 
Corp.). #486 1109. 86/10/16. Atomic Safety and Licensing Appeal Panel. 8pp. 
38290: 1 65-38290: 172. 


8610240075 Notifies that transcript & preponderance of exhibits admitted into State vs 
Kerr-McGee Chemical Corp forwarded. Lists of exhibits not forwarded & justification 
encLBoard will be advised of Henzj decision re post-trial submissions. 

MESERVE,R.A. Covington & Burling. #486 1229. 86/10/21. FRYE,J.H. Atomic Safety 
and Licensing Board Panel. 5pp. 38346:183-38346:187. 


8610280139 Informs Board of relevant precedent established by panel of ASLB in an- 
other proceeding.Counsel for Kerr-McGee unaware of precedent at time of filing of 
motion which seeks prompt disposition that Board sought to achieve in US Ecology 


MESERVE,RA. Covington & Burling. #486 1274. 86/10/27. KOHLC.N.. 

^HNSON,W.R., WlLBro,H.A. NRC - No Detailed Affiliation Given. 2pp. 38374:275- 
36374:301. 


DOCKET 40-2259 PATHFINDER MINES CORP., RIVERTON, WY 

8610070JW Forw^ds outline of collection techniques, containers & preservation meth- 
Field Team.Analytlcal results from ORNL analyses end. 
HAWKINS,E.F. Uranium Recovery Field Office. 86/09/19. HARDGROVE.T. Pathfinder 
Mines Corp. 47pp. 38130:239-38130:285. 

Submits review of environ monitoring data for Pathfinder Mines Corp, Lucky 
McMiJ for Jan-Jun 1 986.Groundwater quality decline observed. 

JIERREE,C.C., PETTENGILLHJ. Uranium Recovery Reid Office. 86/09/23. Uranium 
Recoveiy Field Office. 6pp. 38140:137-38140:142. 

8610^208 R^Ppnds to 851122 Itr & addi five issues re proposed placement of addi 
tailtniM in Mill TaWngs Ponds 1 & 2 Identified In 860424 meeting.New beaches will 
provide necessary gradient 

86/'«0/03. JIERREE.C. Uranium Recovery Field 
Office. 3pp. 38399:038-38399:040, ' 


DOCKET 40-3392 ALUED CHEMICAL CQRP., MORRISTOWN, NJ 

licensee employees received minor facial 
f?l"pnient inside plantWorkers treat- 
SSLSOSS ? iptofned to wpr|(,htQ offsite release of UF6 occurred. 

Region 3, Office of Director. 86/10/10. 1p. 38277:360- 
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DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

8610100788 “1985 ALARA Audit Rept.Radiation Protection Program at Moab Mill." W/ 
860919 Itr. 

EDWARDS, D., JENSEN.W., BLUBAUGH.R. Atlas Minerals, Inc. 85/12/31. SMITH, R.D. 
Uranium Recovery Field Office. 55pp. 38205:097>38205:150. 

8610030483 informs that RR Weaver will be located at Princeton, NJ headquarters due 
to changes within organization.RT Exby will coordinate activities & remain in Grand 
Junction, CO ofc. 

BLUBAUGH.R.E. Atlas Minerals, Inc. 86/09/02. SMITH, R.D. Uranium Recovery Reid 
Office, ip. 37678:358-37678:358. 

8610030485 Requests extension of time for submittal of survey protocol concerning sus- 
tained notice of Violation A re windblown tailings.Licensee has no prior experience for 
this type of survey. 

BLUBAUGH.R.E. Atlas Minerals, Inc. 86/09/05. PETTENGILL,H.J. Uranium Recovery 
Reid Office. 2pp. 37678:359-37678:360. 

8610290316 Forwards financial criteria of Atlas Corp for FY86. 

DEVANEY,J.M. Atlas Minerals, Inc. 86/09/11. PETTENGILL.H.J. Uranium Recovery 
Field Office. 4pp. 38400:245-38400:248. 

8610030002 Reviews licensee 860224 environ monitoring rept for Jan- June ISSe.Data 
indicates that majority of reported values less than 10% of respective unrestricted 
area max permissible concentration. 

BRICH,R.F., PETTENGILL.H.J. Uranium Recovery Field Office. 86/09/17. Uranium 
Recovery Field Office. 5pp. 37669:353-37669:357. 

8610080043 Advises request for amend to License SUA-917 needed within 30 days to 
implement organizational change described in 860902 Itr. Implementing organizational 
change w/o amend will result in violation of Condition 12 of license. 

PETTENGILL.H.J. Uranium Recovery Field Office. 86/09/17. BLUBAUGH.R. Atlas 
Minerals, Inc. Ip. 38142:257-38142:257. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPAR, WY 

8610020377 Recommends that Condition 15 for License SUA-667 remain unchanged & 
Condition 14 be revised as indicated, in response to licensee 860603 requestStaff 
concurs w/licensee request for extension of time to place interim cover over pond. 
SHOPENN.N.M., PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/18. Urani- 
urn Recovery Field Office. 3pp. 38074:332-38074:334. 

6610060202 Application for amend to License SUA-0667.allowing vendor to receive Riv- 
erton tailings & other contaminated matls into Tailings Pond 1 in Gas Hiils,W/one 
oversize encl.Fee paid. 

ANDRUS.N.J. American Nuclear Corp. 86/09/18. SMITH.R.D. Uranium Recovery Field 
Office. 4pp. 381 1 1 :001 -381 1 1 :004. 

6610060951 Issues Amend 26 to License SUA-667 in response to 860603 submittal re 
extension of time for interim cover.Request for extension of time for submitting de- 
commissioning plan for mill withdrawn. 

SMITH,R.D. Uranium Recovery Field Office. 86/09/19. American Nuclear Corp. 3pp. 
38112:234-38112:262. 

-8610060963 Amend 26 to License SUA-667 for Gas Hills Project, American Nuclear 
Corp, revising Condition 14 re reclamation of Tailings Ponds 1 & 2 at Gas Hills site & 
dates for implementation of interim cover on Tailings Pond 1. 

SMITH.R.D. Uranium Recovery Field Office. 86/09/19. 26pp. 38112:237-38112:262. 

8610100592 Discusses review of First Half 1986 environ monitoring data for License 
8UA-667.No significant trends identified. 

SHOPENN,N.M., PETTENGILL.H.J. Uranium Recovery Field Office. 86/10/01. Urani- 
um Recovery Field Office. 3pp. 38212:167-38212:169. 


DOCKET 40-6500 ENERGY, DEPT. OF, CANONSBURQ, PA 

8610290080 Forwards “UMTRAP-Burrell.Info for Bidders" & “UMTRAP- 
Burrell,PA,Subcontract Documents for Const, May 1985," for info. 

HOPKINS, R.E. Morrison-Knudsen Engineers. Inc. 85/05/22. HIGGINBOTHAM.L Low- 
Level Waste A Uranium Recovery Projects Branch. 301pp. 38389:186-38390:126. 

8610010042 “UMTRA Project Radon Flux Calculation,*' 

* Morrison-Knudsen Engineers, Inc. 85/09/10. 12pp. 38056:091-38056:100. 

8610010038 “UMTRA Project Annual Environ Monitoring Summary, 1985." 

* Chem-Nuclear Systems, Inc. 85/12/31. 20pp. 38056:232-38056:250, 

8610230156 Forwards draft “Burrell, PA Vicinity Property Surveillance & Maint Plan." 
Proposed final grading for east end also ehclActuaf quantities of contaminated residu- 
al radioactive matls will be included in final surveillance & maint plan. 

THEMELIS.J.G. Energy, Dept of. 86/10/07. MARTIN, D. Uranium Recoveiy Ucensing 
Branch. 3pp. 38340:266-3^40:287. 

-8810230158 Draft “Burrell, PA Vicinity Property SurveHlance A Maint Plan.” W/one 
oversize drawing. 

* Energy. Dept of. 86/09/30. 19pp. 38340:269-38340:287. 

DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8610220309 Forwards ALARA audit submitted in accordance w/ License Ccndition 36 of 
Uoense SUA-442. 

NOLTE,M.C. Pathfinder Mines Corp. 86/09/09. Uranium Recovery Field Office. 4pp. 
38333:109-38333:112. 

8610060055 Forwards request for addi info re Mar 1986 reclamation plan concerning 
sur^ce water analysis. 

PETTENGiLL,H.J. Uranium Recovery Field Office. 86/09/12. MURDOCK, S. Pathfinder 
Mines Corp. 5pp. 38142:252-38142:256. 

8610300343 Responds to violation noted in Insp Rept 40-6622/86-01 on 660811‘ 
14.Corrective actionKeach instrument for operation will be checked. 

HOPKINS,R.J. Pathfinder Mines Corp. 86/09/29. PETTENGILUHJ, Uranium Recov- 
ery Reid Office, ip. 38408:359-38408:359. 


DOCKET 40-6659 GETTY OIL/PETROTOMICS CO., SHIRLEY BASIN, WY 

8610070170 Forwards annual insp rept for Permits 342 A 35lC,per WS 35-11- 
41l(c).Reciamation performance bonds shouid be submitted within 30 days of itr re- 
ceipt. 

BOSCO.C. Wyoming, State of. 86/08/18. BENNETT, M. Petrotomics Co. (formeriy 
Getty/Petrotomics Co.). 15pp. 38127:036-38127:050. 

8610070114 Informs that no radionuclide liquid effluents released to unrestricted area 
during 6 months prior to 860701 .Mill did not operate during period. 

PFAFF,S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 86/08/27. 

PETTENGILL.H.J. Uranium Recovery Field Office. Ip. 38126:313-38127:035. 

-8610070119 Forwards environ info for First A Second Quarters 1986, per 

10CFR40.65,40CFR190 A License Condition 20.Replacement page for Third Quarter 
1 985 rept also end. 

PFAFF,S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 86/08/27. 

PETTENGILL.H.J. Uranium Recovery Field Office. 2pp. 38126:314-38127:035. 

-8610070126 “Environ Sample Data,First A Second Quarters 1986.'' 

* Petrotomics Co. (formerly Getty/Petrotomics Co.). 86/06/30. 70pp. 38126:313- 
38127:035. 

8610080296 Submits review of First A Second Quarters 1986 environ monitoring data 
for Petrotomics Mill.No trends in environ monitoring areas identified A no licensing 
action warranted. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Office. 86/09/23. Uranium 
Recovery Field Office. 3pp. 38140:143-38140:145. 

8610220317 Responds to findings of annual insp on 86081 2, conducted by C 
Jlerree-Corrective actions taken:new procedure for interim stabilization program for 
tailings not covered by standing water initiated A beach drainage corrected. 

PFAFF,S.J. Petrotomics Co. (formerly Getty/Petrotomics Co.). 86/09/24. 

PETTENGILL,H,J. Uranium Recovery Field Office. 2pp. 38333:334-38333:335. 

8610220409 Discusses “Updated Groundwater Hydrology of Petrotomics Tailings Area," 
in response to License Condition 41 in Amend 16 to License SUA-551 .Condition 41 
should read as stated. Record of 861002 telcon end. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Office. 86/10/03. Uranium 
Recovery Field Office, 8pp. 38330:165-38330:172. 

8610240185 Forwards Amend 16 to License SUA-551, revising License Condition 41 re 
implementation of environ effluent monitoring program as specified in Table 5, 5.7-1 of 
850327 renewal application. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/03. Petrotomics Co. (formerly 
Getty/Petrotomics Co.). 2pp. 38353:226-38353:243. 

-8610240187 Amend 16 to License SUA-551 for Petrotomics Co.revising Condition 41 
re implementation of environ A effluent monitoring program as specified in Table 
5.5.7- 1 of 850327 renewal application. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/03. 8pp. 38353:228-38353:243. 

8610140366 Ack receipt of 860924 Itr informing NRC of steps taken to correct violation 
noted in insp of License SUA-551. 

PETTENGILL,H.J. Uranium Recoveiy Field Office. 86/10/06. JUDAY.R. Petrotomics 
Co. (formerly Getty/Petrotomics Co.). Ip. 38226:270-38226:270. 


DOCKET 40-6940 KAWECKI BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 

8610080032 Discusses Safety Insps 30-06144/86-01 A 40-6940/86-01 on 860821. No 
violations noted.Major areas inspected:radiation safety.Action levels for U bioassay 
program will be established, per discussions at insp conclusion. 

KINNEMAN.J.D. Region 1, Office of Director. 86/09/26. RASMUSSEN,W.A. Cabot 
Corp. 2pp. 38133:214-38133:215, 


DOCKET 40-7251 KERR-MCGEE OIL INDUSTRIES, INC., OKLAHOMA CITY, OK 

8610170259 Final response to FOIA request for documents re Dockets 40-7251,40- 
7484,40-2038 & 40-8760.Forwards nonexempt portions of App D documents.App E 
documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/08. BARNES, C. Affiliation Not 
Assigned. 3pp. 38288:280-38288:282. 


DOCKET 40-7455 WHITTAKER METALS, LOS ANGELES, CA 

8610240404 Forwards “Progress Rept, Nov 1985 - Aug 1986 on Requirements of 
Amend 3 to Ucense SMA-1 01 8, Greenville Site,Lot 2 , per activities re Conditions 
11,12 A 13. 

SPILLER.S.L. Whittaker Corp. 86/09/22. CROW.W.T. Uranium Fuel Licensing Branch. 
6pp. 38351:083-38351:1 18. 

-8610240407 “Progress Rept, Nov 1985 - Aug 1986 on Requirements of Amend 3 to 
License SMA-1 01 8, Greenville Site,Lot 2." W/one oversize drawing. 

KRAUSE,A.J. Energy Impact Associates. 86/08/31. 30pp. 38351:089-38351:118. 


DOCKET 40-7484 KERR-MCGEE CORP., OKLAHOMA CITY, OK 

8610170259 Final response to FOIA request for documents re Dockets 40-7251,40- 
7484,40-2038 A 40-8760.Forwards nonexempt portions of App D documents.App E 
documents completely \Mthheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records, 86/10/08. BARNES, C. Affiliation Not 
Assigned. 3pp. 38288:280-38288:282. 


DOCKET 4(H027 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8610140024 FOIA request for all documents re 860104 leak at facility. 

HIGUCHLM. Yasuda Fire 8 Marine Insurance Company of America, 86/01/24, Office 
of Administration. Ip. 38230:069-38230:069. 



4 DOCKETED ITEMS 


8810080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents enci & in PDR.App 0 documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Dn/islon of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project 13pp. 38252:244-38252:256. 


-8610140104 Sqeks confirmation that NRC investigative rept on facility accident will be 
sent to Commissioners on 860303 & will be discussed at public staff briefing on 
860313.Response requested by 860226. 

SYNAR.M. House of Rep., Government Operations. 86/02/24. KAMMERER.C.C. 
Office of Congressional Affairs. 2pp. 38230:259-38230:260. 


-8610090066 Forwards 860220 memo re development of lessons learned on accident 
at facility .for info. 

STELLO.V. Office of the Executive Director for Operations. 86/02/20. PALLADINO 
Commissioners. 1 p. 38253:01 6-38253:0 1 9. 

8610140030 Partial response to FOIA request for documents re 860104 event at 
facility.Documents listed in App A encl.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. HIGUCHi.M. Yasuda Fire 
& Marine Insurance Company of America. 8pp. 38230:070-38231:251. 

-8601300059 Responds to Chairman Pailadino 860108 questions re Kerr-McGee Se- 
quoyah InddentBriefing mat! & discussions adequately covered Question 9.Region IV 
will respond to Questions 2, 3, 5, 6, 8 & 10 in separate memo. 

COBB, LI. Safeguards & Materials Program Branch. 86/01/24. CROW.W.T. Uranium 
Fuel Licensing Branch. 2pp. 38230:233-38230:234. 

-8602280483 Forwards documents identified within scope of Item 2 of Congressman 
Markey request re Kerr-McGee.W/o end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/02/14. 
DAVIS, J.G. Office of Nuclear Material Safety & Safeguards,Director. 1p. 38230:258- 
38230:258. 

-8610140038 Advises that emergency preparedness for licensees possessing S using 
UF6 based upon chemical toxicity & radiological characteristics of compound. Related 
info end. 

OLMSTEAD,W.J. Office of the Executive Legal Director (Pre 860701). 84/10/10. 
GILLESPIE,F.P. Division of Risk Analysis & Operations (post 840429). 35pp. 
38230:078-38230:112. 

-6610140041 Procedure 8, “In-Plant Air Sampling (Internal Exposure Estimates).” Re- 
lated info end. 

SINKE,G.J. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 84/10/16. 
10pp. 38230:113-38230:122. 

-8610140045 Rev 0 to Std Operating Instructions Procedure N-270-7, "Clean-Up Reac- 
tor." Related info end. 

BROWN,B.E. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 70/03/28. 
68pp. 38230:123-38230:190. 

-8610140050 R^uests that transcript & briefing matls of NRC 850110 meeting re 
event at facitlty.be reviewed to determine if assigned questions adequately 
answered.Response r^ested by 860124.Related info end. 

CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety. 86/01/13. MARTIN.R.D. 
Region 4. Office of Director. TAYLOR, J.M. Office of inspection & Enforcement. Direc- 
tor (Post 820201). 4pp. 38230:191-38230:194. 

-8610140055 Forwards suggested followup items re UF6 accident at facility.RE Cun- 
ningham & D Cool agree w/items.Reiated info end. 

ROUSE.LC. Commissioners. 86/01/13. MAUSSHARDT.D. NRC - No Detailed Affili- 
ation Given, 6pp. 38230:195-38230:200. 


-8610140107 Discusses pressure of UF6 cylinder for listed cases. Pressure considered 
equivalent for listed cases since sys temp regarded as controlling factor.Related info 
end. 

LAKE.W.H. Transjjortation Certification Branch. 86/03/11. CUNNINGHAM.R.E. Divi- 
sion of Fuel Cycle & Material Safety. 12pp. 38230:261-38230:272. 

-8610140111 Seeks confirmation that DOT has no objection to facility transporting UF6 
stored in cylinders.per telcon.NRC will provide notice several days in advance so ar- 
rangements for insp can be made. 

CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety. 86/03/12. 
ROBERTS.A.I. Transportation, Dept. of. 1 p. 38230:273-38230:273. 

-8610140116 Requests formal hearing on proposed nuclear waste dump at 
facility. Event of 860104 caused safety concerns. Press dipping encI.Related info also 
end. 

STRACHAN.P. Affiliation Not Assigned. 86/03/04. CHILK.S.J. Office of the Secretary 
of the Commission. 19pp. 38230:274-38230:292. 

-8610140118 Forwards memo re appointment of JR White, Region I in place of W 
Cline, Region II as member of Lessons Learned Task Force, for signature. Related info 
end. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. 86/03/13. 
STELLO.V. Office of the Executive Director for Operations. 18pp. 38230:293- 
38231:251. 


8610200161 Responds to Citizens Action for Safe Environ 860703 request for action re 
facility. Request considered in end Director’s Decision DD-86-13.Decision will consti- 
tute final action by NRC 25 days after date of issuance. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). #486 1080 
86/10/15. CARTER-WHITE, K. Citizens Action for Safe Environment. CARTER- 
WHITE.K. Barksdale & Carter-White. 1p. 38293:295-38293:332. 


-8610200165 Notice of issuance of Director’s Decision DD-86-13 denying four 2.206 
petitions to suspend operations & revoke license. 

Taylor, J.M. office of inspection & Enforcement, Director (Post 820201). 86/10/15 
3pp. 38293:296-38293:332. 


“8610200173 Director’s Decision DD-86-13 denying GAP, Arkansas Peace Ctr & Natl 
Water Ctr 860321 petition & Citizens Action for Safe Environ 860703 petition for in- 
definite suspension of license & issuance of order staying restart,respectlv0ly. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/15. 
Government Accountability Project. 34pp. 38293:299-38293:332. 

—8610200177 Responds to 860321 request for action re facility. Request considered in 
end director’s decision per 10CFR2,206. Decision will constitute final action by NRC 
25 days after date of issuance. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/15. 
CARPENTER,T. Government Accountability Project. 1 p. 38293:333-38293:333. 


-861014(WM Requests info on listed questions re 860104 accident involving release of 
UF6.indudina DOT rules oovemina ha7ArrIniifi rheminak 


.fw (w II iiw ui I II 910 U ^u«niuu^s re oou i 

UF6,indudlng DOT rules governing hazardous chemicals. ’ 

rMMMiMq^AM,R.E. Division of Fuel Cycle & Material Safety. 86/01/14, 


CUNNINQl b^ivioiviii wi ruwi uiywm a wiaienai ; 

ROBERTS, A.I. Transportation, Dept of, 3pp, 38230:201-38230:203, 


-861014^2 Forwards list of follow-on actions resulting from UF6 accidentfor 
revjew.NMSS responsible for tracking tasks. Response requested by 860121 

Nuclear Material Safety & Safeguards.Director. 86/01/15. 

Inspection & Enforcement, Director (Post 820201). 
f Meador Regulation. Director (post 851125 . 

382^04 3823^1*5 R^SUlatory Research, Director (Pre 860720). 3pp. 

-8610140071 Procedure QA-001, “QA for UF6 Shipping Cylinders." 
38^^^2 m 1219^’ Kerr-McGee Nuclear Corp.). 84/04/09. 2pp. 


-8610200181 Responds to 860601 motion requesting action re facility. Request consid- 
ered in end director’s decision per 10CFR2.206. Decision will constitute final action by 
NRC 25 days after date of issuance. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/15. 
BLAND, R.O. Arkansas Peace Center. 1 p. 38293:334-38293:334. 

-8610200192 Responds to 860613 request for action re facility. Request considered in 
end director’s decision per 10CFR2.206. Decision will constitute final action by NRC 
25 days after date of issuance. 

0^ Inspection & Enforcement, Director (Post 820201). 86/10/15. 
COSTNER, P. National Water Center. 1p. 38293:335-38294:134. 

CJommisslon 861016 discussion/possible vote In 
Washington.DC re Kerr-McGee Sequoyah facility. Pp 1-102. Supporting documentation 

* Commissioners. 86/10/16. 195pp. 38334:134-38334:328. 


R^uests t^nical input for meeting w/ad hoc interagency task force on 
860124'^^ acddenLData on environ sampling & U bioassay requested by 

SHUM,EX Uranwm Fuel Licensing Branch. 86/01/21. ZOLCMAN.B. Incident Re- 

Nuclear Reactor Regulation. Director (post 
851125). COOUD. Uranium Fuel Licensing Branch. 2pp. 38230:220-38230:221 . 

ai^sis of end tasks re facility event, by 860130. including 
scope & major milestones.W/o end. ^ 

CUNNINGHAM,R.E Division of Fuel Cycle & Material Safety Rd/n^/OA 
BROWNING, R.E. Dhrisbn of Waste Management. 1p. 38230:222-38230:222. 

—^0140084 l^fi^ that DOT established task gproup to examine UF6 oackaaes for 
8601 14 BrJIRC will provide ti^os M DOE contra^ ^nll w/ 

^IJ|N1NGHAM,R.IE, NRC - No Detdied Affiliation Given. 86/01/24 DALRYMPLF B 
NRC - No entailed Affiliation (^ven. Ip. 38230:223-38230:223. 

-^1014M86 Notifies that NBS will assist AIT during Investigation of scales used at 
fepiity.Travel expenses for NBS will be paid by NRC.Relati info enri ^ 

^ ^^®^ 86''0‘i/24. *DALRYMPLE,B 

NRC - No Detailed Affiliation Given. 9pp. 38230:224-38230:232. 

"nbKS! discuss w/OSHA will cover overall spectrum of responsi- 
w M cGee acddenLRelated info encf 

that fedllly will be induded in proposed study 


. WIJ VIS/VUf IIQIU9 I 


® requesi ror nnu B60Z27 itr to Congress . 

860104 accident at Kerr-McGee Sequoyah facility. 

2pp”3822ai^°38So*m Project. 86/03/18. Office of Administration. 

r®«^,i5®syor four categories of documents re Kerr-McGee Sequoyah 
facility *860104 incident at facility. 

3pp^38319*763.38319®1^ Detailed Affiliation Given, 

f Investigations & LI Cobb of IE concurred 
NUREG-1179. "Rupture of Model 48Y UF6 
®®®® of will not affect ongoing investigation. 

^pp ^usl Ucsnslng 

Jul 1985 Phillip rept on radwaste mat at Sequoyah Fuels 
documents re K^r- McGee fertilizer or raffinate program & doc- 
om®nts re Kerr- McGee facility In Gore, OK. 

38299Sa{''S2^9-0oi'^°""’®”*^* ^‘oe Of Administration, ip. 

proposed changes to License SUB-1010, Part II, Chapter 11. "Or- 

Requests extension until 86115 for submittal of chanoes to facility decom- 
uSrae^S.® ofo”"'*'"® disposal of solid wastes per CondWon 21 to 

Cnovv^T'uiSilJf^'i'i®'® (subs, of Kerr-McGee Nuclear Corp.). 86/09/15. 
CROW.W.T. Uranium Fuel Licensing Branch. 2pp, 38143:358-38143:359. 
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8610090111 Forwards State of OK, Dept of Agriculture registration of facility ammonium 
nitrate liquid fertilizer as commercial fertilizer, for info. 

STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/09/15. 
CROW,W.T. Uranium Fuel Licensing Branch. 3pp. 38185:167-38185:170. 

8610210427 FOIA request for documents re proposed facility to convert depleted U 
hexafluoride to depleted U tetrafluoride at Sequoyah Fuels Corp. 

MURPHY,S. Nuclear Information & Resource Service. 86/09/16. GRIMSLEY.D. Divi- 
sion of Rules and Records. 2pp. 38319:151-38319:152. 

8610080012 Requests authorization to perform addi limited operations for sys 
cleanup,including operation of remaining process stream through UF4 reactor 
stage,per 860718 & 0818 requests. 

EMERSON.S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/09/ 
17. CROW,W.T. Uranium Fuel Licensing Branch. 3pp. 38143:329-38143:332. 

8610220391 FOIA request for info re raffinate produced & yellowcake & other matls re- 
ceived & analyzed by Sequoyah Fuels Corp. 

COSTNER,P. National Water Center. 86/09/17. ROBINSON, LL Division of Rules and 
Records. 2pp. 38330:102-38330:103. 

8610080423 Fonvards “Sequoyah Fuels Corp Effluent Stream Soil & Sediment Radio- 
logical Survey & Mitigation Program,” in response to License Condition 17. 
SfAUTER,J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/09/19. 
CROW,W.T. Uranium Fuel Licensing Branch. 7pp. 38140:009-38140:016. 

8610070149 Submits items of interest,including meeting w/Kerr-McGee re status of two 
pending amend applications & NRC 860904 affirmation meeting re Commission paper 
denying State of Wl petition for rulemaking. 

CROW,W.T. Uranium Fuel Licensing Branch. 86/09/24. DAVIS,J.G. Office of Nuclear 
Material Safety & Safeguards,Director. 3pp. 38127:221-38127:223. 

8610100338 Confirms telcon committing to walkthrough of all procedures pertaining to 
limited operation from uranyl nitrate through UF4 before commencing limited oper- 
ation. 

EMERSON.S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/09/ 
26. BANGART.R.L Region 4, Office of Director. Ip. 38195:304-38195:304. 

8610240431 Advises that industrial waste injection well plugged & abandoned on 
851 230.Pluqging & abandonment of Monitor Weils 2307,2331,2332 & 2333 
planned.Deletion of monitor wells from License SUB-1010 requested. 

STAUTER.J.C. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/09/26. 
CROW.W.T. Uranium Fuel Licensing Branch. 4pp. 38352:122-38352:126. 

8610010070 Order denying Natl Water Ctr 860613 motion for reconsideration of Com- 
mission 860220 order re disposal of low level radwaste & Arkansas Peace Ctr 860601 
motion to disqualify listed persons from proceeding.Served on 860930. 

CHILK,S.J. Office of the Secretary of the Commission. #486 919. 86/09/30. National 
Water Center. 3pp. 38059:321-38059:323. 

8610060290 Petition of B Synar for leave to intervene.CertifIcate of Svc end. 

SYNAR.B. Synar, B. #486 0958. 86/09/30. Atomic Safety and Licensing Board Panel. 
3pp. 38089:146-38089:148. 

8610080284 Requests all plans or surveys that facility submitted to meet listed require- 
ments under License SUB-IOIO.Related correspondence. 

DEERINWATER,J. Native Americans for a Clean Environment. #486 0972. 86/09/30. 
CROW,W. Uranium Fuel Licensing Branch. 2pp. 38137:351-38137:352. 

8610090272 Informs of issuance of Amend 5 to License SUB-1 01 0.extending required 
submittal date to 861115 for changes to decommissioning plan.providing for perma- 
nent disposal of all solid wastes generated by facility, per 86091 5 amend request. 
CROW,W.T. Uranium Fuel Licensing Branch. 86/10/02. STAUTER,J.C. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 38185:258-38185:263. 

-8610090345 SER re util 860915 application for amend to License SUB-1 01 0,extending 
required submittal date to 861115 for changes to decommissioning plan described in 
License Condition 21 on disposal of solid wastes. 

PENNINGTON, W.S.. CROW,W.T. Uranium Fuel Licensing Branch. 86/10/02. 2pp. 
38185:260-38185:261. 

-8610090353 Grants categorical exclusion for 860915 application to amend License 
SUB-1 01 0,authorizing extension of required submittal date to 861115 for changes to 
decommissioning plan.No environ assessment or EIS warranted. 

CROW,W.T. Uranium Fuel Licensing Branch, 86/10/02. Uranium Fuel Licensing 
Branch. Ip. 38185:262-38185:263. 

8610090388 Forwards order modifying License SUB-1010, requiring licensee to obtain 
svcs of independent oversight organization to maintain 24 h daily surveillance of plant 
processing operations to assure compliance w/regulatory requirements. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/02. 
RANDOLPH,J.Q. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 3pp. 
38185:268-38185:286. 

-8610090392 Order modifying License SUB-1 010, requiring licensee to obtain svcs of in- 
dependent oversight organization to maintain 24 h daily surveillance of plant process- 
ing operations to assure compliance w/reguiatory requirements. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/02. 
Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 16pp. 38185:271- 
38185:286. 

8610100263 Forwards order modifying License SUB-1010 re resumption of UF6 produc- 
tion at facility.Further oversight of operations necessary to provide reasonable assur- 
ance licensee in compliance w/NRC requirements.Served on 861008. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). #486 1019, 
86/10/02. RANDOLPH, J.G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear 
Corp.). 3pp. 38189:109-38189:126. 

-8610100269 Order modifying License SUB-1010 to permit resumption of UF6 produc- 
tion at facility. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/02. 
Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 15pp, 38189:112- 
38189:126, 

8610060414 Order CLI-86-17 refusing JH Frye 860703 recommendation that hearing be 
converted into formal trial adjudication under procedures set forth in 10CFR2,Subpart 
G.Dissenting views of JK Asselstine & FM Bernthal encl.Served on 861003. 

CHILK,S.J. Office of the Secretary of the Commission. #486 0966. 86/10/03. 19pp. 
38098:096-38098:114. 


8610100550 Forwards 861002 Itr & order modifying license. Related info end. 

LEWIS,S.H. Assistant General Counsel for Hearings. #486 1036. 86/10/07. 
FRYE,J.H. Atomic Safety and Licensing Board Panel. 19pp. 38193:205-38193:223. 

8610100235 Partial response to FOIA request for NRC 860227 Itr to Congress & related 
documents re 860104 incident at Kerr-McGee Sequoyah facility. Forwards App A docu- 
ments. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/08. GARDE,B.P. Government 
Accountability Project. 2pp. 38220:178-38220:182. 

—8610100261 Package consisting of Sequoyah Fuels Corp memo & NRC handwritten 
notes re failure of UF6 shipping container. 

SURTEES.LS., MILTON,D.J. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear 
Corp.). 86/01/09. 3pp. 38220:180-38220:182. 

8610140250 Response to untimely petition to intervene by B Synar. Petition should be 
held in abeyance until Synar provides specific identification of group that Synar repre- 
sents. Certificate of Svc end. 

MESER\/E,R.A. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). #486 
1056. 86/10/08. Atomic Safety and Licensing Board Panel. 5pp. 38226:192- 
38226:196. 

8610160304 Forwards Insp Rept 40-8027/86-10 on 86091 5-1 9.No violations or devi- 
ations noted. 

FISHER. W.L Region 4, Office of Director. 86/10/08. STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 38263:355-38263:361 . 

-8610160309 Insp Rept 40-8027/86-10 on 86091 5-1 9.No violations or deviations 
noted.Two open items re false rept of lab analytical data & prestart testing closed. 
CAIN,C.L.. EVERETT, R.J. Region 4. Office of Director. 86/10/03. 5pp. 38263:357- 
38263:361. 

8610200425 Partial response to FlOA request for five specific records re Kerr-McGee 
Sequoyah facility in Gore,OK.Documents available in PDR.Review of documents con- 
tinuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/08. MOSKOW!TZ,M. Environ- 
mental Task Force. Ip. 38299:002-38299:002. 

8610150089 Memorandum & order establishing prehearing conference to consider 
scheduling of hearing.time for parties to present testimony,procedures to be followed 
at hearing & to address Henshaw concerns re use of deep well injection technique. 
FRYE,J.H. Atomic Safety and Licensing Board Panel. #486 1076. 86/10/10. 38pp. 
38235:053-38235:090. 

8610160199 EN-B6-078:on 861 01 4, notice of violation & proposed imposition of civil pen- 
alties in amount of $310,000 will be issued for license.Action based on 860104 acci- 
dent at plant re cylinder that ruptured while being heated in steam chest. 

FLACK, E., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 820201). 
86/10/14. Ip. 38265:333-38265:333. 

8610200279 Discusses insp on 860104-0214 & forwards notice of violation & proposed 
imposition of civil penalty in amount of $31 0,000, based on 860104 UF6 cylinder rup- 
ture. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/14. 
RANDOLPH, J.G. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 5pp. 
36296:289-38296:302. 

-8610200280 Notice of violation & proposed imposition of civil penalty in amount of 
$31 0,000. Violations noted:on 660104,overfilled product cylinder placed into steam 
chest,causlng hydrostatic rupture of cylinder. 

TAYLOR, J.M, Office of Inspection & Enforcement, Director (Post 820201). 86/10/14. 
9pp. 38296:294-36296:302. 

8610210385 Forwards info re independent oversight organization,per 861002 order 
modifying License SUB-1 01 0.Pickard, Lowe & Garrick, Inc will administer Independent 
oversight organization meeting on 861017 in Region IV. 

EMER60N,6.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/10/ 
14. MARTI N,R.D. Region 4. Office of Director. 52pp. 38312:100-38312:148. 

8610210219 Partial response to 860520 FOIA request for four categories of documents 
re Kerr-McGee Sequoyah facility & 860104 incident at facility.App A document 
end. App B documents withheld (ref FOIA Exemptions 5 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/15. HUNT.B. Environmental 
Action, Inc. 4pp. 38319:166-38319:170. 

-8604080210 Informs that files of OSHA investigation into accidental UF6 release at 
plant currently under NRC review.Most OSHA findings & citations in areas NRC deter- 
mined to be in noncompiiance or deviation from accepted industry practices. 
TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/04/01. 
TYSON, P.R. Labor, Dept, of. Occupational Safety & Health Admin. Ip. 38319:170- 
38319:170. 

8610220264 Advises of Commission 861016 meeting & possible vote on facility restart 
w/licensee & interested public groups. Senred on 861020. 

ZECH.LW. Commissioners. #486 1182. 86/10/15. BOREN, D.L Senate. Ip. 
38325:202-38325:205. 

-8610220267 Advises of Commission 861016 meeting & possible vote on facility restart 
w/licensee & interested public groups. 

ZECH.LW. Commissioners. 86/10/15. NICKLES.D. Senate. Ip. 38325:203- 
38325:203. 

-8610220269 Requests that NRC schedule hearing re reopening plant at earliest possi- 
ble date.R6commends decision supporting restart of facility. 

BOREN.D.L Senate. 86/09/25. ZECH.LW. Commissioners. Ip. 38325:204- 

38325:204. 

-8610220272 Requests that NRC support restart of facility.Livelihood of 100 citizens & 
economic health of area depends on timely decision. 

NICKLES,D. Senate. 86/09/29. ZECH.LW, Commissioners. Ip. 38325:205- 

38325:205. 

8610280363 Ack receipt of 860924 Itr re U facility in Gore.OK.Meeting & possible vote 
on restart of facility scheduled for 861 01 6. 

ZECH.LW. Commissioners. 86/10/15. BOREN.D.L Senate. 1p. 38387:027- 
38387:103. 
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-8610280366 Ack receipt of 860929 Itr re U facility in Gore.OK.Meeting & possible vote 
on restart of facility scheduled for 861016. 

ZECH.LW. Commissioners. 86/10/15. NICKLES.D. Senate. Ip. 38387:028- 
38387:030. 

8610200119 Petition of Environ Action of Tulsa, Carlisle Area Resident Assoc, Natl Water 
Ctr, Citizens Action for Safe Energy, B Synar,C Grourd & E Heushaw for leave to inter- 
vene & request for hearing.Certificate of Svc end. 

HUNT,B. Environmental Action of Tulsa. #486 1115. 86/10/16. Commissioners. 5pp. 
38290:316-38290:320. 

8610210067 Memorandum & order admitting B Synar as party in own right, not as repre- 
sentative of group.Served on 861017. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #486 1120. 86/10/16. 
SYNAR, B. Synar. B. 2pp. 38308:162-38308:163. 

8610210430 Responds to FOIA request for two categories of documents re Sequoyah 
Fuels Corp.Documents available in PDR.W/o stated computer printout. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/16. MURPHY.S. Nuclear infor- 
mation & Resource Service. Ip. 38319:153-38319:153. 

8610220288 Reply to Sequoyah Fuels Corp 861008 response to B Synar petition for 
leave to intervene in proceeding re comprehensive solid waste disposal & storage 
proposal. Retention of status as party soughtW/Certificate of Svc. 

SYNAR, B.J. Synar, B. #486 1161. 86/10/16. Atomic Safety and Licensing Board 
Panel. 4pp. 38326:201-38326:204. 

8610210078 Order notifying that response to 861016 petition for hearing re UF6 produc- 
tion facility should be filed w/Commission by 861 021 .Served on 861017. 

CHILK,S.J. Office of the Secretary of the Commission. #486 1118. 86/10/17. Kerr- 
McGee Chemical Corp. (subs, of Kerr-McGee Corp.). Ip. 38308:185-38308:185. 

8610210406 Discusses 861009 meeting in Region IV ofc re activities authorized by Li- 
cense SUB-1 01 0.Meeting beneficial & provided better understanding of initial licensee 
efforts to obtain svcs of independent oversight organization. 

BANGART,R.L Region 4, Office of Director. 86/10/17. EMERSON,S.D. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). Ip. 38312:149-38312:149. 

8610220400 Response to FOIA request re Sequoyah Fuels Corp.NRC has no records re 
Categories 1-6 of request.Category 7 of request will be addressed in NRC response to 
recipient appeal re FOIA-86-298. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/17. COSTNER.P. National 
Water Center. Ip. 38330:104-38330:104. 

8610310226 Forwards resumes of eight individuals who may be used on independent 
oversight organization to support or replace initial team members, per 861014 
commitmentPreface to app re Pickard, Lowe & Garrick, Inc qualifications also end. 
EMERSON,S.D. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 86/10/ 
17. MARTIN,R.D. Region 4. Office of Director. 16pp. 38418:045-38418:060. 

8610270263 Summary of 860922 meeting w/Sequoyah Fuels Corp & Kerr-McGee In 
Silver SprinaMD re status of facility & several commitments to NRC. 
PENNINGTON,W.S. Uranium Fuel Licensing Branch. 86/10/20. Uranium Fuel Licens- 
ing Branch. 3pp. 38372:103-38372:105. 

8610220318 Response opposing 861016 request for hearing on 861002 order modifying 
license.Petitioners w/o standing.W/Certificate of Svc. 

MESERVE,R.A. Kerr-McGee Chemical Corp. (subs, of Kerr-McGee Corp.). 
MESERVE,R.A. Covington & Burling. #486 1193. 86/10/21. Commissioners. 12pp. 
38327:158-38327:169. 

8610240109 Answer opposing Environ Action of Tulsa,Carlisle Area Residents 
Assoc,Natl Water Ctr, Citizens Action for Safe Energy,B Synar,C Gourd & E Henshaw 
request for hearing. Notice of appearance & Certificate of Svc end. 

UEBERMAN,J., CHIDAKEL,S.S. Assistant General Counsel for Enforcement. #486 
1220. 86/10/21. Commissioners. 17pp. 38346:164-38346:179. 

8610270309 Requests documentation on U exposures for individuals in vicinity of facility 
based on data In NUREG-1189,per ref made at 861016 appearance before Commis- 
sion. 

CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety. 86/10/22. COSTNER.P. 
National Water Center, ip. 38372:123-38372:124. 


-8610310189 Insp Rept 40-8027/86-09 on 860824-091 2. No violations or deviations 
noted.Major areas inspected:efforts during prestartup testing of various plant process- 
es & sys cleanup activities of yellowcake digestion & solvent extraction. 

WILBORN.L, HOLLEY.W.L. EVERETT.R.J. Region 4. Office of Director. 86/10/20. 
5pp. 38416:156-38416:160. 

8610280233 Order directing that responses to Native Americans for Clean Environ 
861023 request for hearing re 861002 order affecting UF6 production facility be filed 
by C.O.B. on 861028.Served on 861024. 

CHILK.S.J. Office of the Secretary of the Commission. #486 1261. 86/10/24. Com- 
missioners. Ip. 38379:160-38379:160. 

8610290328 Notice of 861120 prehearing conference in Sallisaw.OK re facility.Served 
on 861028. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #486 1283. 86/10/27. Ip. 
38400:326-38400:326. 

8610290349 Response to 861024 request by Native Americans for Clean Environ Client 
Council for hearing on order modifying license issued on 861002. 

MESERVE,R.A. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 

MESERVE,R.A. Covington & Burling. #486 1284. 86/10/28. Commissioners. 5pp. 
38401:017-38401:047. 

-8610290355 Response to requests by listed interveners for hearing on order modifying 
license.Petltioners w/o standing.Certificate of Svc end. 

MESERVE,R.A. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 

MESERVE,R.A. Covington & Burling, 86/10/21. Commissioners. 12pp. 38401:022- 
38401:033. 

-8610290360 Answer opposing request for hearing by Environ Action of Tulsa, Carlisle 
Area Residents Assoc,Natl Water Ctr,B Synar, Citizens Action for Safe Energy,C 
Gourd & E Henshaw. Certificate of Svc end. 

LIEBERMAN,J., CHIDAKEL,S.S. Assistant General Counsel for Enforcement. 86/10/ 
21. Commissioners. 14pp. 38401:034-38401:047. 

8610300136 Notifies that Footnote 25 in 861015 Director's Decision DD-86-13 contains 
error. Footnote corrected as stated. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). #486 1290. 
86/10/28. BLAND,R.O. Arkansas Peace Center. 2pp. 38405:177-38405:184. 

-8610300138 Notifies that Footnote 25 in 861015 Director’s Decision DO-86-13 con- 
tains error.Footnote corrected as stated. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/28. 
CARPENTER,T. Government Accountability Project. 2pp. 38405:179-38405:180. 

-8610300142 Notifies that Footnote 25 in 861015 Director’s Decision DD-86-13 con- 
tains error.Footnote corrected as stated. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/28. 
COSTNER,P. National Water Center. 2pp. 38405:181-38405:182. 

-8610300147 Notifies that Footnote 25 In 861015 Director’s Decision DD-86-13 con- 
tains error.Footnote corrected as stated. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/28. 
CARTER-WHITE, K. Barksdale & Carter-White. 2pp. 38405:183-38405:184. 

8610300269 Opposes Native Americans for Clean Environ Client Council 861023 re- 
quest for hearing re IE 861002 order modifying Ilcense.CertifIcate of Svc end. 
LIEBERMAN,J,, CHIDAKEL,S.S. Assistant General Counsel for Enforcement. #486 
1296. 86/10/28. Commissioners. 10pp. 38404:281-38404:289. 

8610090450 EN-86-075;on 861002,order issued modifying license,effectlve 

immediately, based on 860104 accident at facility in which cylinder filled w/U hexa- 
fluoride ruptured. 

FLACK,E., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 820201). 
86/10/02. 1p. 38180:271-38180:271. 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 

8610060170 Application for amend to License SUA-1 064, changing procedure for de- 
commissioning & reclaiming wells in original & expanded pilot well fie|ds.Fee paid. 
MOR2ENTI,S.P. Exxon Corp. 86/08/20. SMITH, R.D. Uranium Recovery Field Office. 
5pp. 38113:345-38113:349, 


8610280122 Advises of error in 860904 Insp Rept 40-8027/86-08. Conclusion to Allega- 
tion bjndicated on end Page 10,changed to "nature of finding will be addressed by 
enforcement action." 

FISHER.W.L Region 4, Office of Director. 86/10/23. STAUTER,J.C. Sequoyah Fuels 
Corp. (subs, of Kerr-McGee Nuclear Corp,). 2pp. 38367:281-38367:283, 

-8610280125 Corrected Page 10 to Insp Rept 40-8027/86-08,revlsing Allegation b,as 
stated. 

* NRC - No Detailed Affiliation Given. 86/10/23. 1p. 38367:283-38367:283, 

8610280158 Petition of Native Americans for Clean Environ Client Council requesting 
hearing re 861002 order modifying License SUB-1010 to allow operation of UF4 facili- 
ty & low level waste dump at facINty.Certificate of Svc encl. 

DEERiNWATER,J. Native Americans for a Clean Environment. #486 1275. 86/10/23. 
Commissioners. 7pp. 38366:075-38366:081. 


861W10088 Forwards minutes of 861021 meeting in Region IV re activities authorized 
under License SUB-1 01 Q.Meeting beneficial for providing opportunity to discuss olan 
in response to NRC 861002 order. 

BANGART.R.L. Region 4, Office of Director. 86/10/23. EMERSON, S.D. Sequoyah 
Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp. 38416:237-38416:240 


-W1031(^9 Summary of 861021 meeting w/Sequoyah Fuels Corp & Pickard, Lowe 
Qamck,lnc m RMion IV re independent oversight organization selected by licensee 
response to NRC 861 002 order modifying license. 

Director. 86/10/23. Region 4, Office of Director. 2p 

oB41 6:239-3841 6:240. 


8610310186 Forwards Insp Rept 40-8027/86-09 on 860824-091 2.No violations or dev 
stions noiGCi* 

FISHER, W.L Region 4, Office of Director. 86/10/23, STAUTER,J.C. Sequoyah Fue 
Corp. (subs, of Kerr-McGee Nuclear Corp.). 2pp, 3841 6: 1 54-3841 6: 1 60. 


8610060316 “Second Quarter 1986 Rept, Pilot In-SItu Mining Program, Converse 
County,WY." » w 

MUELLER,E.R. Exxon Corp. 86/08/26. HAWKINS, E.F. Uranium Recovery Field 
Office. 7pp. 381 1 3:231 -381 1 3:237. 

8610100553 Reviews licensee Second Quarter 1986 rept of monthly health physics sur- 
veys & groundwater sampling in conjunction w/reverse osmosis restoration conducted 
on expanded R&D in situ pilot wellfietd.Rept acceptable. 

OLSEN,T.T., HAWKINS,E.F. Uranium Recovery Field Office. 86/09/30. Uranium Re- 
covery Field Office. 2pp. 38208:261-38208:262. 

8610100557 Forwards draft Amends 10 & 11 to Ucense SUA-1 064 & Amend 16 to U- 
cense SUA-1 1 39, for review. 

HAWKINS,E.F. Uranium Recovery Field Office. 86/09/30. RANGE, D, Exxon Corp. 
17pp. 38208:234-38208:250. 


DOCKET 40-8084 RIO ALGOM CORP., MOAB, UT 

8610070294 Forwards "Semiannual Environ Monitoring Redt for Jan-June 1986," per U- 
cense Condition 22 & 10CFR40.65, 

REAVEAU.B.K. Rio Algom Corp. 86/08/28. SMiTH.R.b. Uranium Recovery Field 
Office. Ip. 38130:327-38130:350. / . . ' 

-8610070305 "Semiannual Environ Monitoring Rept for JarKluhi 1986.” T 
LAWTON, M.D. Rio Algom Corp. 86/06/30. 25pp. 38130:328-38130:350. 

8610030216 Submits review of semiannual environ monitoring rept for Rio Algom Mining 
Corp Lisbon U Mill for Second Half 1 985. Review of data reveals no ngnincant areas 
of concern, therefore no licensing action necessary. 

BRICH,R.F., PETTENGILL,H.J. Uranium Recovery Reid Office. 86/09/09. Uranium 
Recovery Field Office. 6pp. 37682:166-37682:171. 
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8610070091 Reviews Rio Algom Mining Corp 860902 land use survey for 1986, per- 
formed within 5-mile radius of Lisbon Mill. Considerable mobile home activity noted.No 
change observed in range or dairy cattle.Requirements of Condition 21 met 
BRICH.R.F., PETTENGrLL,H.J. Uranium Recovery Field Office. 86/09/17. Uranium 
Recovery Field Office. 2pp. 38127:088-38127:089. 

8610020512 Reviews semiannual environ monitoring rept on Lisbon U Mill for Rrst Half 
1986.Rept requirements met except that quarterly results averaged & reported as 
single number.No significant areas of concern found. 

BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/18. Uranium 
Recovery Field Office. 5pp. 37669:146-37669:150. 

8610090478 Forwards ALARA audit for Mar-Aug 1986 for Lisbon Mili.Rept generated by 
members of ALARA committee for in-house audit 

REAVEAU.B.K. Rio Algom Corp. 86/09/18. SMITH, R.D. Uranium Recovery Field 
Office. 36pp. 38185:287-38185:322. 

8610080189 Notifies of issuance of Amend 10 to License SUA-1119, incorporating listed 
rev to License Condition 51 re environ monitoring program.per 860915 
telcon.Groundwater detectio n da ta not required until hearing issues resolved. 
SMITH.R.D., BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/ 
23. LAWTON.M.D. Rio Algom Corp. 3pp. 38144:306-38144:331. 

—8610080190 Amend 10 to License SUA-1119 for Rio Algom Mining Corp, authorizing 
possession of U waste tailings generated by milling operations & production of max 
900 metric tons U308 per CY. 

SMITH.R.D. Uranium Recovery Field Office. 86/09/23. 11pp. 38144:309-38144:331. 

8610080291 Advises that Amend 10 to License SUA-1119 should be issued to revise 
License Condition 51 re radon monitoring program. Amend 9 revised wrong license 
condition due to NRC oversight. 

BRICH.R.F. Uranium Recovery Field Office. 86/09/23. Uranium Recovery Field Office. 
Ip. 38140:149-38140:149. 

8610080300 Issues Amend 10 to License SUA-1119.correcting editorial oversight in lan- 
guage of Amend 9. 

BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/23. 
MILLER, W.O. License Fee Management Branch. Ip. 38140:136-38140:136. 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 

8609030277 Fonwards summary of airborne emissions of principal radionuclides & “En- 
viron Monitoring Data,Jan-June 1986." Reported Rn-222 airborne emissions from tail- 
ings basin based on mathematical modeling. 

RANGE, D.M. Exxon Corp. 86/08/29. Uranium Recovery Field Office. 2pp. 38254:228- 
38254:252. 

-8609030280 “Environ Monitoring Data,Jan-June 1986." 

* Exxon Corp. 86/06/30. 23pp. 38254:230-38254:252. 

8610070133 Forwards add! decontamination & resampling data for Highland Mill site & 
tailings pipeline route, per 860730 request. Analytical results within stds listed in 
860730 Itr.Results for locations not meeting stds also end. 

MUELLER,E.R. Exxon Corp. 86/09/15. KONWINSKI.G. Uranium Recovery Field 
Office. 3pp. 38127:051-38127:053. 

8610070467 Fonivards.for info, required containers & preservation techniques outlining 
collection techniques, containers & preservation methods utilized by NRC field 
team.Analyticai results from ORNL analysis end. 

HAWKINS.E.F. Uranium Recovery Field Office. 86/09/19. RANGE, D. Exxon Corp. 
44pp. 38129:100-38129:143. 

8610100557 Fonwards draft Amends 10 & 11 to License SUA-1064 & Amend 16 to Li- 
cense SUA-1139,for review. 

HAWKINS,E.F. Uranium Recovery Field Office. 86/09/30. RANGE, D. Exxon Corp. 
17pp. 38208:234-38208:250. 

8610100560 Reviews environ & effluent monitoring rept for First Half 1986 for Highland 
facility.Monitoring data for all required parameters & locations submitted.Rept accepta- 
ble. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Office. 86/09/30. Uranium 
Recovery Field Office. 3pp. 38208:229-38208:231 . 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

8610080027 Forwards analytical results of water samples taken from tailings impounded 
to verify potential existence of hazardous constituents defined in App VIII to 
10CFR261. “Required Containers & Preservation Techniques” also end. 

HAWKINS, E.F. Uranium Recovery Field Office. 86/09/04. MEDLOCK,R. Rocky Moun- 
tain Energy Co. 46pp. 38142:258-38142:303. 

8610080058 Requests addi info for approval of decommissioning plan, including inclu- 
sion of refs to Reg Guides 8.31 & 8.15, details to show levels of kind of contamination 
& procedures for transportation to another facility. 

HAWKINS.E.F. Uranium Recovery Field Office. 86/09/17. SCOTT, E. Bear Creek Ura- 
nium Co. 2pp. 38142:247-38142:251. 

-8610080062 Recommends that noted deficiencies re 860102 decommissioning plan be 
transmitted to licensee. 

SHOPENN.N.M., HAWKINS,E.F. Uranium Recovery Field Office. 86/09/17. Uranium 
Recovery Field Office. 3pp. 38142:249-38142:251. 


DOCKET 40-8502 WYOMING MINERAL CORP., UKEWOOD, CO 

8610070204 "Semiannual Effluent Monitoring Rept,Jan-June 1986." W/ 860826 Itr. 
FAUBER.J.R. Westinghouse Electric Corp. 86/06/30. SMITH.R.D. Uranium Recovery 
Field Office. 7pp. 38128:136-38128:142. 

8610060145 Application for amend to License SUA-1 341 .redefining production zone to 
include coal zone & defining upper confining layer as stratigraphic sequence located 
above coal zone.W/o rept re pumping tesLFee paid. 

RUTLEDGE, C. Westinghouse Electric Corp. 86/09/04. SMITH.R.D., KONWINSKI.G. 
Uranium Recovery Field Office. 2pp. 381 1 3:343-381 1 3:344. 


8610070093 Ack receipt of 860826 Itr announcing 860918 enforcement conference in 
Denver.CO.Usted persons will represent Westinghouse. 

RUTLEDGE, C. Westinghouse Electric Corp. 86/09/08. SMITH.R.D. Uranium Recovery 
Field Office. 2pp. 381 27:090-381 27:091 . 

8610080293 Advises that review of Westinghouse semiannual effluent monitoring rept & 
eight annual repts identified no significant changes or trends. 

KONWINSKI.G.R., HAWKINS.E.F. Uranium Recovery Field Office. 86/09/22. Uranium 
Recovery Field Office. 3pp. 38140:146-38140:148. 

8610080402 Requests addI info re 860904 “Aquifer-Aquitard Characterization Produc- 
tion Units 2 & 3," consisting of demonstration of hydraulic conductivity of lower confin- 
ing unit to resolve inconsistencies w/data from Figure 3-21. 

HAWKINS, E.F. Uranium Recovery Field Office. 86/09/24. Westinghouse Electric 
Corp. 2pp. 38140:042-38140:043. 

8610200402 Discusses Safety Insp Rept 40-8502/86-01 on 860729-30 & forwards 
notice of violation. 

HAWKINS,E.F. Uranium Recovery Field Office. 86/10/14. Westinghouse Electric 
Corp. 3pp. 38301 :201 -38301 :21 4. 

-8610200406 Notice of violation from insp on 860729-30.Vlolations noted: drum filter 
cloth not removed & licensee insp sheets contained no evidence that embankments 
or fences ever inspected. 

HAWKINS, E.F. Uranium Recovery Field Office. 86/10/13. 11pp. 38301:204- 
38301:214. 


DOCKET 40-8584 MINERALS EXPLORATION CO., LOS ANGELES, CA 


8610220304 Informs of new regulatory agency contact, CZ Hill,due to transfer of author 
to new location. 

KLEIN, T.J. Minerals Ewioration Co. (subs, of Union Oil Co. of California). 86/08/04. 
HAWKINS,E. Uranium Recovery Field Office. Ip. 38333:164-38333:164. 

8610070251 Ack receipt of 860910 Itr re status of onsite radiation safety officer (RSO) 
for Sweetwater U MilLInfo required re two proposed RSOs & ALARA audit. 
PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/18. HILL,C.Z. Minerals Ex- 
ploration Co. (subs, of Union Oil Co. of California). Ip. 38131:135-38131:135. 

8610300277 Informs that info requested in Condition 42 of License SUA-1350 re NRC 
self-bonding criteria being obtained through corporate organization,per 861006 & 09 
discussions w/H Rose. 

HILL,C.Z. Union 76 Minerals Exploration Co. 86/10/09. PETTENG1LL,H. Uranium Re- 
covery Field Office. 1p. 38408:245-38408:245. 


DOCKET 40-8610 STEPAN CHEMICAL CO., MAYWOOD, NJ 


8610100296 Final response to FOIA request.App documents available In PDR.NRC & 
EPA never entered into MOU re control of certain areas contaminated w/radioactive 
matls. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/08. NOLAN,M.J. Concerned 
Citizens Communications. 2pp. 38212:158-38212:159. 


DOCKET 40-8681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 


8610300012 Forwards “White Mesa ALARA Audit" & "Semiannual Air Quality & Meteor- 
ology Monitoring Rept for Blanding Project,Jan-June 1 986." 

HAMRICK,J.S. UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/09/29. 
PETTENGILL,H. Uranium Recovery Field Office. 1p. 38406:142-38406:289. 

-8610300020 "White Mesa ALARA Audit." 

• UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/09/18. 102pp. 
38406:143-38406:244. 


-8610300032 "Semiannual Air Quality & Meteorology Monitoring Rept for Blanding 
Project,Jan-June 1986." 

* Enecotech, Inc. 86/06/30. 44pp. 38406:245-38406:289. 

8610030507 Concludes thatbased on review of 1985 land use sun/ey for UMETCO Min- 
erals Corp White Mesa Mill,requirements of License SUA-1 358, Condition 17,met. 
BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/17. Uranium 
Recovery Reid Office. 2pp. 37682:156-37682:157. 

8610100465 Issues Amend 2 to License SUA-1 358, revising Condition 24 re effluent & 
environ monitoring program. 

SMITH, R.D. Uranium Ffecovery Field Office. 86/10/01. SPARLING. D, UMETCO Miner- 
als Corp. (subs, of Union Carbide (^rp.). 3pp. 38208:315-38208:351. 

-8610100475 Amend 2 to License SUA-1 358 for UMETCO Minerals Corp, revising Con- 
dition 24 re implementation of effluent & environ monitoring program. 

SMITH, R.D. Uranium Recovery Reid Office. 86/1 0/01.11 pp. 38208:3 1 8-38208:348. 

-8610100481 Discusses UMETCO Minerals Corp 860315 application to amend License 
SUA-1 358 by deleting Condition 24 requirement that critical orifice used to calibr high- 
vol air samplers be checked for constancy on semiannual basis. 

BRICH.R.F. Uranium Recovery Field Office. 86/09/30. Uranium Recovery Reid Office. 
3pp. 38208:349-38208:351. 

8610200181 Forwards annual technical evaluation of tailings mat program for White 
Mesa Mill.Techniques used will assure that final elevation of tailing sands well within 
design conditions. 

HAMRICK,J.S. UMETQO Minerals Corp. (subs, of Union Carbide Corp.). 86/10/01. 
PETTENGILUH. Uranium Recovery Field Office. 3pp. 38399:042-38399:044. 

8810290200 Informs that 1,280,087.5 lb U-30d on hand as of 860930,per 
10 CFR 40 .e 4 (bj. 

SCHIERMAN,S.L UMETCO Minerals Corp. (subs, of Union Carbide Corp.). 86/10/06. 
BRICH.R. Uranium Recovery Reid Office, ip. 38399:041-38399:041. 
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8610290184 Requests that Itr be attached to 860929 ALARA rept of semiannual internal 
corporate audit.Assumption that matl was final product awaiting transfer to product 
storage incorrect.Corrective action discussed. 

JONES, R.K. UMETCO Minerals Corp. {subs, of Union Carbide Corp.). 86710/08. 
PETTENGILL,H. Uranium Recovery Field Office. 2pp. 38399:045-38399:046. 


1CKET 40-8697 ROCKY MOUNTAIN ENERGY CO., DENVER, CO 

8610030504 Forwards certificate of disposition of matls for Reno Creek project. 
NEUMANN, M.R. Rocky Mountain Energy Co. 86/09/04. JIERREE.C. Uranium Recov- 
ery Field Office. Ip. 37678:354-37678:355. 

-8610030515 Certificate of disposition of matls:all matls procured &/or possessed by 
licensee under License SUA-1338 transferred on 810424 to Bear Creek U Corp under 
License SUA-1310. 

NEUMANN,M.R. Rocky Mountain Energy Co. 86/09/04. 1p. 37678:355-37678:355. 

8610220352 Forwards final finding of no significant impact re termination of License 
SUA-1338.for publication in FR. 

PETTENGILL.H.J. Uranium Recovery Field Office. 86/10/08. PHILIPS, J. Office of the 
Secretary of the Commission. Ip. 38333:247-38333:250. 

-8610220355 Notice of final finding of no significant Impact re termination of License 
SUA-0337 for Reno Creek RaO in situ leach facility in Campbell County, WY. 
PETrENGILL.H.J. Uranium Recovery Field Office. 86/10/08. 3pp. 38333:248- 
38333:260. 


DOCKET 40-8698 PLATEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8610290004 “Effluent Monitoring Rept (10CFR40.65) for Jan-June 1986." W/861006 Itr. 
PENNINGTON,M.J. Plateau Resources, Ltd. 86/06/30. 16pp. 38399:238-38399:253. 

8610090457 Forwards annual survey of land use within 5-mile radius of Shootaring 
Canyon U processing facility.No major changes in land use occurred over past 
year.Maps submitted on 840926 by FW Gerdeman still accurate.W/o end. 

PENTICO,S. Plateau Resources, Ltd. 86/09/17. Uranium Recovery Field Office. Ip. 
38183:093-38183:093. 


DOCKET 40-8714 CLEVELANO-CLIFFS IRON CO., CLEVELAND, OH 


8610100319 Reviews restoration of Sequoyah Q-sand in situ leach RaO projecLFirst 
phase of restoration completed.Stability monitoring period should now be initiated. 
GRACE.S.R.. HAWKINS,E.F. Uranium Recovery Field Office. 86/09/30. Uranium Re- 
covery Field Office. 13pp. 38212:341-38212:353. 

6610100559 Finds that first phase of restoration complete a that stability demonstration 
begun (retroactive to 86051 3), per 860702 submittal of 860513 split sample. 

SMITH,R.D. Uranium Recovery Field Office. 86/09/30. Sequoyah Fuels Corp. (subs, 
of Kerr-McGee Nuclear Corp.). 2pp. 38208:232-38208:233. 


DOCKET 40-8778 MOLYCORP, INC., LOS ANGELES, CA 

8610090014 Forwards “Health Physics Evaluation of Molycorp, Washington, PA Site," re 
cleanup of radioactive matt at site.Requests approval for onsite disposal per NRC 
Option 4. 

DAWES, C.W. Molycorp, Inc. (subs, of Union Oil of California). 86/09/03. 
KINNEMAN.J.D. Region 1. Office of Director. 3pp. 38184:236-38184:257. 

-8610090017 “Health Physics Evaluation of Molycorp,V\/ashington,PA Site." 
WRENN.M.E. Molycorp, Inc. (subs, of Union Oil of California). 86/08/07. 16pp. 
38184:240-38184:257. 


DOCKET 40-8786 URANIUM RESOURCES. INC., RICHARDSON, TX 

8610160382 Application for amend.terminating License SUA-1 401, upon completion of 
R&D operation. Licensee believes environ rept unnecessary,per 860514 meeting.Fee 
paid. 

CLEMENT.R.F. Uranium Supply Services Corp. 86/08/19. SMITH, R.D. Uranium Re- 
covery Field Office. Ip. 38275:224-38275:224. 


DOCKET 40-8820 AMAX ENVIRONMENTAL SERVICES, INC., GOLDEN, CO 

8610280004 Forwards environ assessment for amend to License SMB-1418, releasing 
site for unrestricted use other than disposal cell for review.FR notice dtd 811023 also 
end. 

LARCXHE,G. Uranium Fuel Licensing Branch. 86/10/20. EROE,W. West Virginia, 
State of. Ip. 38388:018-38388:027. 


8610080127 Responds to 860827 Itr re concerns on sale & removal of U processing 
equipment from Collins Draw.Majority of equipment not used for earlier restoration 
work & little would be used H further groundwater restoration required. 

AHO.G.D. Cleveland-Cliffs Iron Co. 86/09/05. WOOD,R. Wyoming, State of. 2pp. 
38143:356-38143:357. 

8610090441 Ack receipt of 860905 Itr.Use of reverse osmosis for groundwater restora- 
tion recommended.G Mooney will contact recipient to arrange site visit to determine 
equipment to be left onsite. 

WOOD.R. Wyoming, State of. 86/09/17. AHO,G. Cleveland-Cliffs Iron Co. 2pp. 
38183:094-38183:095. 

6610300284 Forwards Univ of Wyoming 861001 & Univ of Texas at Austin 860919 Itrs 
demonstrating that sufficient groundwater restoration occurred at Collins Drawi project 
& steps can be taken toward final surface reclamation. 

AHO.G.D. Cleveland-Cliffs Iron Co. 86/10/06. SM1TH,R.D. Uranium Recovery Field 
Office. 5pp. 38407:120-38407:124. 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO., INC., CASPER, WY 

8610160456 Forwards certificate of disposition of matls,per 
10CFR40.42d(1)(iv).Required decontamination & decommissioning rept submitted 
under separate cover.Fee paid. 

VELASQUEZ,J.R. UNC Resources, Inc. 86/08/12. SMITH, R.D. Uranium Recovery 
Field Office. Ip. 38275:311-38275:312. 

-8610160461 Certificate of disposition of matls:contaminated soils & matls disposed of 
at Petrotomics Co (License SUA-551) & Bear Creek U Co (License SUA-1310) & all 
equipment sold to Sequoyah Fuels Corp (License SUA-1 387). 

VELASQUEZ.J.R. UNC Resources, Inc. 86/08/12. Ip. 38275:312-38275:312, 

8610220443 Forwards final finding of no significant impact re termination of License 
S UA-1 373,for publication in FR. 

PETTENG!LL,H.J. Uranium Recovery Field Office. 86/10/08. PHILIPS, J. Office of the 
Secretary of the Commission. Ip. 38330:251-38330:254. 

-8610220445 Notice of final finding of no significant impact re termination of License 
SUA-1 373 for Teton Leuenberger R&D in situ leach facility In Converse County.WY. 
PETTENGILL.H.J. Uranium Recovery Field Office. 86/10/08. 3pp. 38330:252- 
38330:254. 


DOCKET 40-8760 EDLOW INTERNATIONAL CO., WASHINGTON, DC - 


8610170259 Rnal response to FOIA request for documents re Dockets 40-7251,40- 
7484,40-2038 & 40-8760. Forwards nonexempt portions of App D documentsJVpp E 
documents completely withheld (ref FOIA Exemption 5). 

GR1MSLEY.D.H. Division of Rules and Records. 86/10/08. BARNES,C. Affiliation Not 
Assigned. 3pp. 38288:280-38288:282. 


-861017(^68 Forwards arson investigator preliminary rept re fire occurring at Ediow In 
Co faciUW in East St Loius,MO.Add] repts will be forwarded when available. 

BROOKS, L East St Louis, IL 83/12/21. SRENIAWSKI,D.J. Region 3. Office of Direi 
tor. 38pp. 38288:241-38288:279. 


DOCKET 40-8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

data on Sequoyah Fuels Corp in-situ leach.License SUA- 
1387, including restoration of Q-sand, split samples - State of WY.Dept of Environ Qual- 
ity split. 

QRACE,S.R. Wyoming, State of. 86/09/16. 7pp. 38128:128-38128:134. 


-8610280005 Environ assessment for releasing property for unrestricted use.based on 
AMAX 860114 request to amend License SMB-1418 to release Parkersburg 
site.Finding of no significant impact appropriate provided extant & location of soil re- 
corded. 

LAROCHE, G., CROW.W.T. Uranium Fuel Licensing Branch. 86/10/20. 8pp. 
38388:019-38388:027. 


DOCKET 40-8857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

8610030543 Proposes listed plugging & abandonment procedure to provide equal or 
better formation & surface piugging.Cased wells at original pilot to be plugged & aban- 
donoci 

M0R2ENTI,S.P. Everest Minerals Corp. 86/07/25. SPEARS.R. Wyoming, State of. 
2pp. 37682:154-37682:155. 

8610300402 Ack receipt of 861001 list of chronology of documents submitted in support 
of license for Highland U projecLInfo sufficient to begin review.Requests three copies 
of correspondence & addi 851230 application. 

HAWKINS, E.F. Uranium Recovery Field Office. 86/10/17. Everest Minerals Corp. 1p. 
38411:252-38411:252. 


DOCKET 40-8902 ANACONDA CO., GRANTS, NM 


8610030004 Reviews licensee 860721 environ monitoring rept for Apr-June 1986. info 
on levels of Po-210 & Pb-210 in water samples, analysis of soil or vegetation samples 
& lower limits of detection not included in rept. 

ROSE,H.D.. PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/18. Uranium Re- 
covery Field Office. 3pp. 37669:350-37669:352. 

8610080167 Forwards draft License SUA-647,establi$hing license conditions in 860601 
for record purposes, per 860813 Itr. Concurrence or addI mods requested by 
861008.Draft upgrade of license will be proposed when current action completed. 
PETTENGILL,H.J. Uranium Recovery Retd Office. 86/09/23. STIRLAND,M. Anaconda 
Co. (subs, of Atlantic Richfield Co.). 6pp. 38144:335-38144:340. 

8610220351 Approves request for extension of deadline for submission of reclamation 
plan.Proposed plan requested by 861130. 

PETTENGILL,H.J. Uranium Recovery Field Office. 86/10/03. STIRLAND.M. Anaconda 
Co. (subs, of Atlantic Richfield Co.). Ip. 38333:251-38333:251. 


DOCKET 40-8903 HOME5TAKE MINING CO., GRANTS, NM 

8610060703 Forwards corrected License SUA-1 471 for Milan Mill & draft upgraded li- 
cense for review & consideration.Response to proposed conditions requested by 
861024. 

PETTENGILL.H.J. Uranium Recovery Reid Office. 86/09/17. KENNEDY.E. Homes- 
take Mining Co. Ip. 38113:245-38113:253. 

-8610060723 Corrected License SUA-1 471 for Homestake Mining Co. authorizing proc- 
essing of 3,500 tons U ore/day & U recovery from mine water.Draft upgraded license 
end. 

SMITH, R.D. Uranium Recovery Field Office. 86/09/17. 8pp. 38113:246-38113:253. 

8610220274 Requests sensitivity analysis of embankment stability, as followup to Insp 
Rept 40-8903/86-01 .Analysis should determine min strength values for listed factors 
of safety. Recent repts re embankment const/stability also requested. 
PETTENGILL.H.J. Uranium Recovery Reid Office. 86/10/09. KENNEDY,E. Homes- 
take Mining Co. 2pp. 38333:205-38333:206. 
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0CX:KET 40-8904 KENNECOTT CORP^ SALT LAKE CITY, UT 


8610070098 Forwards reviews of “Groundwater Hydrology Near L-Bar Tailings Reser- 
voir” & “Groundwater Monitoring Near L-Bar Tailings, Second Semiannual 1985 Anaiy- 

WiLliAMS.R.E. Williams & Associates. 86/09/05. PETTENGILL.H. Uranium Recovery 
Field Office. 17pp. 38127:092-38127:108. 

8610060906 Forwards Amend 1 to License SUA-1472.incorporating std license condi- 
tions included in other source mat! licenses & deleting inapplicable conditions. 
SMITH.R.D. Uranium Recovery Field Office. 86/09/18. BOYCE, G.H. Kennecott Corp. 
2pp. 38112:312-38112:332. 

-8610060931 License SUA-1472 for Sohio Western Mining Co, authorizing U ore proc- 
essing at throughput of 1 ,660 tons per day & possession of all natural isotopes en- 
countered in processing of natural U. 

SMITH.R.D. Uranium Recovery Field Office. 86/09/18. 4pp. 38112:314-38112:317. 

-8610060940 Amend 1 to License SUA-1472 for Kennecott, authorizing possession of 
byproduct waste matl generated by milling operations. 

SMITH,R.D. Uranium Recovery Field Office. 86/09/18. 5pp. 38112:318-38112:330. 

-8610060955 Discusses 860808 transmittal of draft License SUA-1472 & proposed 
draft upgraded license to licensee.Amend 1 to license,incorporating std NRC license 
conditions & deleting inapplicable conditions issued per 860820 request. 

ROSE.H.D.. PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/16. Uranium Re- 
covery Field Office. 2pp. 38112:331-38112:332. 

8610220395 Discusses Amend 2 to License SUA-1472 for decommissioning L-Bar U 
Mill in Cibola County.NM.License Condition 26 amended as stated. 

JIERREE.C.C., PETTENGILL.H.J. Uranium Recovery Field Office. 86/10/06. Uranium 
Recovery Field Office. 7pp. 38330:105-38330:111. 

8610240313 Forwards Amend 2 to License SUA-1472,authori2ing decommissioning of 
L-Bar Mill by adding Condition 26 to license,per 860606,0722 & 0930 requests. 
SMITH.R.D. Uranium Recovery Field Office. 86/10/06. BOYCE, G.H. Kennecott Corp. 
3pp. 38354:161-38354:176. 

-8610240317 Amend 2 to License SUA-1472 for Kenecott,authorizing decommissioning 
of L-Bar Mill by adding Condition 26 to license. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/06. 5pp. 38354:164-38354:176. 


DOCKET 40-8905 KERR-MCGEE CORP./QUiVIRA MINING CO., OKLAHOMA CITY, 
OK 


8610080192 Forwards License SUA-1 473, incorporating licensee 860813 corrections to 
860808 draft license.Info re activities under License Condition 39 should be 
resubmitted.per NRC 860916 concerns. 

PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/23. STAUTER.J.C. Quivira 
Mining Co. 2pp. 38144:290-38144:305. 

-8610080195 License SUA-1473 for Quivira Mining Co, authorizing U ore processing at 
nominal throughput of 7,000 tons per day. Related info end. 

SMITH.R.D. Uranium Recovery Field Office. 86/09/23. 12pp. 38144:292-38144:303. 

-8610080196 Responds to 860516 Itr rephrasing W McKnight 860410 concerns re in 
situ U recovery operations.NRC regulation of in situ U recovery operations in non- 
Agreement States & in State of NM reconfirmed. 

BROWN.W.L Region 4, Office of Director. 86/06/25. SLITER.C.E. Hamel. Park, 
McCabe & Saunders. 2pp. 38144:304-38144:305. 


DOCKET 40-8907 UNITED NUCLEAR CORP., SANTA FE, NM 


8610030469 Informs that Canonie Environ Svcs Corp chosen to assist in preparing tail- 
ings reclamation plan.Extensive & detailed geological.hydrologic & other key investiga- 
tions will be undertaken to formulate reclamation plan. 

VELASQUEZ,J.R. UNO Resources. Inc. 86/09/15. PETTENGILL.H. Uranium Recovery 
Field Office. Ip. 37671:001-37671:001. 

8610080265 Ack receipt of 860701 commitment to submit reclamation plan. Plan meets 
10CFR40,App A & 40CFR192 criteria.Draft source matl license end for confirmation 
or changes by 861015. 

PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/26. VELASQUEZ, J. UNC 
Resources, Inc. 10pp. 38144:024-38144:033, 


DOCKET 40-8926 ALTAIR RESOURCES, INC., CASPER, WY 


8610080129 “Bison Basin Decommissioning Project Phase 1, State of WY Contract 9- 
00487, Progress Rept 1 for Aug 1986." 

• Altair Resources. Inc. 86/08/31. 6pp. 38143:350-38143:355. 

8610290137 Forwards diagram of restricted area boundaries, revised Altair organizational 
chart & Itr covering Boneyard survey results, per 861007 meeting at Bison Basin Mine. 
CATCHPOLE,G.J. Altair Resources, Inc. 86/10/08. KONWINSkT.G.R. Uranium Recov- 
ery Field Office. 2pp. 38398:209-38398:212. 

-8610290196 Provides list of matl in Boneyard surveyed for alpha & gamma emitter 
contamination.No matls or equipment found contaminated during survey.Boneyard not 
included in designated restricted area. 

CATCHPOLE.G.J. Altair Resources, Inc. 86/10/08. KONWINSKI.Q.R. Uranium Recov- 
ery Field Office. 2pp, 38398:211-38398:212. 

8610300419 Notifies of issuance of License SUA-1492 for Altair Resources, Inc on 
8610l4.Licensee retained expertise to conduct groundwater restoration per contrac- 
tual agreements. 

HAWKINS,E.F. Uranium Recovery Field Office. 86/10/17. SHAFFER.R. Wyoming, 
State of. 1 p. 3841 1 :231 -3841 1:231. 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency & fire protection plans 

8610080367 Advises that 860813 rev to emergency plan consistent w/ provisions of 
1 0CFR50.54(q) & acceptable.W/o evaluation. 

BERKOW.H.N. Standardization & Special Project Directorate. 86/09/30. KERR.W.F. 
Michigan. Univ. of, Ann Arbor, Ml. 3pp. 38140:077-38140:079. 

8610200274 Advises that changes to emergency plan submitted on 860813 fully imple- 
mented. 

KERR.W. Michigan, Univ. of, Ann Arbor, Ml. 86/10/08. BERKOW.H.N. Standardization 
& Special Project Directorate. Ip. 38296:261-38296:261. 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610200194 Forwards scenario of onsite emergency drill scheduled for 850605, per sug- 
gested reporting schedule outlined in RC Haynes 811026 Itr. Distribution should be lim- 
ited to ensure spontaneous & unbiased response to evolving events. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 85/04/22. MURLEY.T.E. 
Region 1, Office of Director. 91pp. 38295:008-38295:098. 

8610060320 Forwards FEMA 860723 itr to State of NY re need for Itrs of agreement to 
assure availability of school district resources in Rockland County.Ltr inadvertently 
omitted from FEMA Indian Point finding sent to NRC on 860917. 

KRIMM.R.W. Federal Emergency Management Agency. 86/09/24. JORDAN.E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 4pp. 
38089:012-38089:015. 

8610080166 Revised emergency plan procedures including Rev 1 to lP-1021, “Manual 
Update, Readout &/or Printout of Proteus Plant Parameter Data," & Rev 1 to IP-1027, 
“Site Personnel Accountability & Evacuation." 

MIELE.M.L. Consolidated Edison Co. of New York. Inc. 86/09/26. 73pp. 38137:022- 
38137:094. 

8610140105 Revised emergency plan & emergency procedures, including Itrs to local au- 
thorities & Rev 1 to Procedure IP-1007, “Determination of Magnitude of Release & 
Exposure Rate." 

• Consolidated Edison Co. of New York, Inc. 86/10/01. 30pp. 38227:215-38227:244. 

8610160245 Revs to emergency plan implementing procedures.including Rev 1 to lAP- 
1, "Emergency Director (ED)" & Rev 1 to IP-1015, “Mobilization & Operational Proce- 
dure for (jffsite Monitoring Team-Immediate Response." 

MIELE,M.L Consolidated Edison Co. of New York, Inc. 86/10/02. 73pp. 38270:029- 
38270:101. 

8610100589 Fonvards “Post-Exercise Assessment 860604 Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Rockland, Orange & Putnam Counties 
for Indian Point Nuclear Power Station." 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/06. JORDAN.E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38199:243-38200:155. 

-8610100593 "Post-Exercise Assessment 860604 Exercise of Radiological Emergency 
Preparedness Plans of State of NY,Rockland,Orange & Putnam Counties for Indian 
Point Nuclear Power Station." 

* Federal Emergency Management Agency. 86/09/10. 271pp. 38199:245-38200:155. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA,per TE Murley Aug 1986 Itr. 

MARTIN.T.T. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). OPEKA.J.F. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). MANGAN.C.V. Niagara 
Mohawk Power Corp. 9pp. 38350:223-38350:231. 

8610300100 Revised emergency plan implementing procedures.including Rev 1 to Pro- 
cedure IP-1023, “Operational Support Ctr," Rev 1 to Procedure IP-1035, “Technical 
Support Ctr" & revised table of contents. 

MIELE,M.L. (>jnsolldated Edison Co. of New York, Inc. 86/10/08. 79pp. 38404:088- 
38404:166. 

8610270097 Forwards FEMA memo identifying addi deficiency in 860604 full-scale 
exercise.Post-exercise assessment forwarded on 861006 incorrectly categorized inad- 
equacies at Orange County personnel monitoring ctr.Reiated info end. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 3pp. 
38359:119-38359:121. 


J. Insurance & Indemnity information 

8610070523 Forwards Endorsements 150 & 151 to NELIA Policy NF-100 & Endorse- 
ments 132 & 133 to MAELU Policy MF-29, 

VIETEN.M.J. Marsh & McLennan, Inc. 86/09/08. SALTZMAN,J. Assistant Director for 
State & Licensee Relations. 5pp. 38120:295-38120:299. 


P. Operating license stage documents A correspondence 

8609230296 Generic Ltr 86-15 to all licensees A holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 
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8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison CO. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, i£ Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls," W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Redrculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 102pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L DMsion of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co, of New York, Inc. 106pp, 38331:086- 
38331:191, 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


-8610300319 Mod S.extending period of performance from 831205 through 870930, to 
"Dresden & Perry Simulator." 

GRIMME.W. General Electric Co. WIGGINS, E.J. Division of Contracts. FIN B-8713. 
86/10/01. 2pp. 38409:056-38409:057. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BtRNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610280082 FOIA request for six categories of documents re 1 982 civil penalty & Ofcs 
of investigations & Inspector & Auditor investigations of listed facilities. 

BURTON, T.M. Chicago Tribune, Chicago, IL. 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 102pp. 38258:276-38259:017. 

8610080068 IE info Notice 86-086. “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc, 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 


F. Security, medical, emergency & fire protection plans 

8610210297 Rev 4 to Emergency Procedure EPIP 100-C5. “Stores Director (Checklist of 
Initial Generating Station Emergency Procedure Responsibilities)." 

* Commonwealth Edison Co. 86/10/10, 8pp. 38313:272-38313:279. 

8610210496 Rev 3 to Emergency Plan Implementing Procedure EPIP 300-12, "Initiatla- 
tion of Environ Monitoring Activities by Radiation-Chemistry Director.” 

KENEALY.D., ZIAKiS.T., KOTOWSKLJ. Commonwealth Edison Co. 86/10/10. 20pp. 
38312:298-38312:317. 

8610300272 Rev 3 to Procedure EPlP-500-1 Table 1, "Rrst Aid Supplies.” 

* Commonwealth Edison Co. 86/10/22. 2pp. 38404:302-38404:303. 

8610210472 Rev 5 to Emergency Plan Implementing Procedure EPIP t00-C8, “Radi- 
ation-Chemistry Director (Checklist of Initial Generating Station Emergency Plan Re- 
sponddlities)." 

* Commonwealth Edison Co. 86/10/31. 6pp. 38311:046-38311:051. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 106pp. 38331:086- 
38331:191. 


DOCKET 50-16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


Q. inspection reports, iE Bulletins & correspondence 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
SafejV for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 86/09/ 
22. Atlantic aty Electric Co. 49pp. 38058:216-38058:265. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plyiTO w/NUREG-0737.ltem IA1.1. "Shift Tedinical Advisor..." for plants excluding 
BraWwood Units 1 & 2.Promam meets Comnr^on policy statements criteria. 
2W0UNSKl,JA BWR Project Directorate 1.86/10/01. FARRAR.D.L Coirrmonwealth 
Edison C3o. ^p. 38251:279-38251:288. 

? 5 W‘Cluding that util 860425 revised training-program for 
NURE(5-0737,ltem i.A.1.1, Shift Techni^ Advisor.../* meets criteria contain^ In 
Commission policy statements. 

• Office of Nudear Reactor Regulation, Director (post 851125). 86/10/01. 4pd. 
38251:285-38251:288. 

8610300310 Notification of contract execution, Mod 5, to “Dresden & Perry Simulator.** 
CornractonGE. 

Contact AJnirtistratlon Branch (Post 860421). RN B-8713. 86/10/01. 

Enforcement, Director (Post 820201). ROESSELER,S. 
NFK) - No D^fi^ Affiliation Given. Ip. 38409:055-38409:057, 


8610070030 Forwards Safety Insp Repts 50-016/86-02 & 50-341/86-29 on 860825- 
0914.No violations noted. 

SHAFER, W.D. Region 3. Office of Director. 86/09/25. SYLVIA, B.R. Detroit Edison Co. 
2pp. 38118:289-38118:299. 

-8810070038 Insp Repts 50-016/86-02 & 50-341/86-29 on 860825-091 4.No violations 
or deviations noted.Major areas inspected: radiation protection & solid radwaste 
activities, including organization & mgt control. 

PAUL, R A, GREGER.LR. Region 3, Office of Director. 86/09/24. 9pp. 38118:291- 
38118:299. 


DOCKET 50-25 DOW CHEMICAL CO. 


H. General correspondence 


8610240033 informs that JM Macki replaced DL Berry as research manager of inorganic 
analysis group of analytic lab & as chairman of reactor operations committee. 
RAMPY.LW. Dow Chemical Co, 86/10/06. KEPPLER.J.G. Region 3. Office of Direc- 
tor. 2pp. 38346:038-38346:039. 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 



DOCKETED ITEMS 1 1 


F. Security, medical, emergency & fire protection plans 

8610100054 Change 61 to emergency plan implementing procedures, including Rev 0 to 
OP-331 2 re accident radiation survey procedure for control room, technical support ctr 
& operational support ctr. 

* Yankee Atomic Electric Co. 86/10/02. 13pp. 38190:276-38190:287. 

8610150378 Forwards exemption from App R to 10CFR50 re fire protection in response 
to 841228,850430,1107 & 860822 ltrs.Exemption covers specific requirements for fire 
barriers & physical separation or installation of fire detection sys. 

NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/02. PAPANIC,G. Yankee Atomic Electric Co. 3pp. 38252:202-38252:238. 

-•8610150415 Exemption from App R to 10CFR50 re specific requirements for fire 
barriers, physical separation or installation of fire detection & fixed suppression sys. 
NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/02. Yankee Atomic Electric Co. 19pp. 38252:204-38252:222. 

-8610150421 Safety evaluation supporting util requests for exemption from specific re- 
quirements in App R to 10CFR50.Exlsting fire protection provides level of protection 
equivalent to technical requirements of App R. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/02. 15pp. 
38252:223-38252:238. 

8610310246 Rev 1 to notification of Licensee Meeting 86-113 on 861015 w/util in 
Region I to discuss emergency preparedness program changes. 

CONKLIN, C. Region 1, Office of Director. 86/10/02. Region 1, Office of Director. 2pp. 
38418:147-38418:148. 

8610100050 Change 35 to emergency plan implementing procedures, including Rev 8 to 
OP 3530 re post-accident sampling. 

* Yankee Atomic Electric Co. 86/10/03. 15pp. 38190:202-38190:216. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA,per Tt Murley Aug 1 986 Itr. 

MARTIN,!.!. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). MONTMINY,E.J. 
Massachusetts. Commonwealth of. SCHWELLER.D. Brookhaven National Laboratory. 
9pp. 38350:223-38350:231. 


P. Operating license stage documents St correspondence 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49. “Environ Qualification of Electric Equipment important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080026 Forwards Amend 99 to License OPR-3 & safety evaluation.Amend modifies 
portions of radiological effluent Tech Specs for consistency w/current NRC guidance 
on environ monitoring. 

MCKENNA, E.M. PWR Project Directorate 1. 86/09/23. PAPANIC.G. Yankee Atomic 
Electric Co. 3pp. 38143:305-38143:317. 

-8610080029 Amend 99 to License DPR-3, modifying portions of radiological effluent 
Tech Specs for consistency w/current NRC guidance on environ monitoring. 
MCKENNA.E.M. PWR Project Directorate 1. 86/09/23. epp. 38143:308-38143:313. 

-8610080030 Safety evaluation supporting Amend 99 to License DPR-3. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/23. 3pp. 
38143:314-38143:317. 

8610080445 Forwards responses to request for add! info re conformance to Reg Guide 
1.97. 

PAPANIC,Q. Yankee Atomic Electric Co. 86/09/30. MCKENNA, E.M. PWR Project Di- 
rectorate 1. 11pp. 38166:086-38166:096. 

8610090257 Forwards “Leak-Before-Break Evaluation for 5-inch Diameter Bypass Lines 
at Yankee Nuclear Power Station." in support of response to SEP Topic III-5.A. 
PAPANIC.G. Yankee Atomic Electric Co. 86/10/01. MCKENNA.E.M. PWR Project Di- 
rectorate 1. 4pp. 38146:250-38146:293. 

-8610090258 Rev 0 to “Leak-Before-Break Evaluation for 5-Inch Diameter Bypass 
Lines at Yankee Nuclear Power Station." 

KULAT.S., EMERSON, R., BAK,W.R. Impell Corp. 09-0570-0055 ROO. 86/09/30. 41pp. 
38146:255-38146:293. 

8610160355 Fonwards response to NRC questions re masonry wall seismic 
evaluation,per 860606 Itr.Info sufficient to enable NRC to prepare safety evaluation 
which will be Included in SER for SEP Topic III-6. 

PAPANIC.G. Yankee Atomic Electric Co. 86/10/01, MCKENNA, E. PWR Project Direc- 
torate 1. 21pp. 38274:229-38274:281. 

-8610160358 “Spec for Masonry Work, Floor Tile 8 Glazed Wall Tile for Yankee Atomic 
Electric Plant." 

^ Stone St Webster Engineering Corp. 58/06/01. 30pp. 38274:250-38274:281. 

8610100093 Requests exemption from requirements of 10CFR50.44(c)(3) allowing main 
coolant sys vents to be remotely operated from control room & leaving power supply 
breakers to motor-operated vent valves open.Fee paid. 

HEIDER,LH. Yankee Atomic Electric (Do. 86/10/03. MCKENNA,E.M, PWR Project Di- 
rectorate 1. 3pp, 38191:116-38191:118. 

8610150011 Forwards request for add! info re Topical Rept YAEC-1300P on RELAP5YA 
code & util 850301,0430,0701,0815,1101 & 05 Itrs re TMI Item II.K.3.30, “Small Break 
LOCA Outline." Response requested within 90 days of Itr receipt. 

MCKENNA.E.M. PWR Project Directorate 1. 86/10/03. PAPANIC.G. Yankee Atomic 
Electric Co. 5pp. 38255:019-38255:023. 

8610170043 Forwards addi info for Proposed Change 200 re Tech Spec governing op- 
eration of incore instrumentation 8ys.Power distribution values obtained & compared 
to Tech Spec limits. 

PAPANIC.G. Yankee Atomic Electric Co. 86/10/08. MCKENNA, E.M. PWR Project Di- 
rectorate 1. 8pp. 38281:226-38281:233. 


8610230190 Application for amend to License DPR-3, changing Tech Spec to clarify 
Table 4.3-1 re reactor protective sys instrumentation surveillance requIrements.Fee 
paid. 

HEIDER.LH. Yankee Atomic Electric Co, 86/10/09. Office of Nuclear Reactor Regu- 
lation, Director (post 851125). 4pp. 38343:143-38343:148. 

-8610230209 Proposed Tech Spec Table 4.3-1, “Reactor Protective Sys Instrumenta- 
tion Surveillance Requirements." 

* Yankee Atomic Electric Co. 86/10/09. 2pp. 38343:147-38343:148. 

8610240133 Forwards responses to 14 of 25 INEL questions on RELAP5YA computer 
code.Info on remaining 1 1 questions will be forwarded in near future. 

CAPSTICK,R.W. Yankee Atomic Electric Co. 86/10/16. ROONEY, V.L BWR Project 
Directorate 2. 91pp. 38347:317-38348:047. 

8610270384 Application for amend to License DPR-3, revising Tech Specs to allow for 
performance of 10CFR50.59 reviews for future core reloads.Fee paid. 

HEIDER.LH. Yankee Atomic Electric Co. 86/10/20. Office of Nuclear Reactor Regu- 
lation, Director (post 851125). 4pp. 38373:212-38373:227. 

-8610270388 Proposed Tech Specs.allowing for performance of 10CFR50.59 reviews 
for future core reloads. 

* Yankee Atomic Electric Co. 86/10/20. 12pp. 38373:216-38373:227. 

8610310174 Forwards Apps D & E of inservice insp program.describing current pump & 
valve testing program, per NRC request. 

PAPANIC.G. Yankee Atomic Electric Co. 86/10/20. MCKENNA.E.M. PWR Project Di- 
rectorate 1 . 1 p. 3841 7:1 1 8-3841 7:1 48. 

-8610310180 App D to Inservice Insp Program 80A4721, "Pump Testing." 

* Nuclear Energy Services, Inc. 86/10/20. 4pp. 38417:1 19-38417:122. 

-8610310183 App E to Inservice Insp Program 80A4721, "Valve Testing." 

* Nuclear Energy Services, Inc. 86/10/20. 29pp. 38417:123-38417:148. 

8610300262 Fonvards notice of environ assessment & finding of no significant impact re 
861003 request for exemption from control room operability requirements of 
10CFR60.44(c)(3)(lll) for high point vents. 

MCKENNA, E.M. PWR Project Directorate 1. 86/10/21. PAPANIC.G. Yankee Atomic 
Electric Co. 2pp. 38409:042-38409:047. 

-8610290094 Notice of environ assessment & finding of no significant impact support- 
ing exemption request to provide relief from control room operability requirements of 
10CFR50.44(c)(3)(lll) for plant high point vents. 

FA1RTILE,M.B. PWR Project Directorate 1. 86/10/21. 4pp. 38409:044-38409:047. 

8610300282 Fonvards application for partial exemption from 10CFR171 annual fee. 
SOUCY,A.R. Yankee Atomic Electric Co. 86/10/21. STELLO.V. Office of the Execu- 
tive Director for Operations. 13pp. 38408:232-38408:244. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list enci. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280259 Notification of 861113 meeting w/util in Framingham.MA to discuss resolu- 
tion of DCRDR issues, 

MCKENNA, E.M. PWR Project Directorate 1. 86/10/22. LEAR.G.E. PWR Project Direc- 
torate 1. 3pp. 38387:204-38387:206. 

8610300167 Forwards response to NRC 851130 request for add! info re first level un- 
dervoltage protection.W/one oversize figure. 

PAPANIC,G. Yankee Atomic Electric Co. 86/10/22. MCKENNA.E.M. PWR Project Di- 
rectorate 1. 5pp. 38404:180-38404:184. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer St/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi I-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc, 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc, 70pp. 38126:237-38126:303. 

8610140112 Confirms Equipment Qualification Insp 50-029/86-18 on 861020- 
24.Planned insp agenda discussed.lnsp team roster end. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/03. PAPANIC.G. Yankee Atomic 
Electric Co. 3pp. 38220:358-38220:360. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of CDertaIn Previously Approved Type B Packages," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 
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8610060071 IE info Nol^e 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
f©r Svc snCa 

JORDAN, EL. >/!s»or of E-Tiergency Preparedness & Engineering Response (Post 
830103) 86/10/13. Consoiidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE :nfo Notice 86-089. “Uncontrolied Rod Withdrawal Because of Single 
Faitire." Svz list enc!. „ . 

JORDAN.E--. Divisjon of Emergency Preparedness & Engineenng Response (Post 
83C103}. 86/10/16. Consoiidated EcSson Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Suppi 1 to iE info Notice 86-005, "Main Steam Safety Valve Test Failures 
8 R«q SettiM AdMstments." Svc list encl. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
8X103). 86/10/16, ConsoBdated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610280483 Forwanis changes to inservice insp program.including addi requests for 
relef from ASME Code Section Xf requirements. Fee paid. 

PAPANC.G. Yankee Atomic Electric Co. 86/10/20. MCKENNA.E.M. PWR Project Di- 
rectorate 1, 5pp. 38381:028-38381:032. 


8610310174 Forwards Apps 0 & E of inservice in^ program, describing current pump & 
valve testma prowam,per NRC request 

PAPANIC.G. Yankee Atomic Electric Co. 86/10/20. MCKENNA,E.M. PWR Project Di- 
rectorate 1. Ip. 38417:118-38417:148. 

-8610310160 App D to inservice insp Program 80A4721, “Pump Testing.” 

* Nuclear Energy Services, Inc. 86/10/20. 4pp. 38417:119-38417:122. 


-8610140229 Notice of violation & proposed imposition of civil penalty in amount of 
$3,000.Violation noted:fallure to identify radioactive matl & failure to perform adequate 
surveys & control licensed matl. 

MARTIN,R.D. Region 4, Office of Director. 86/10/06. 6pp. 38225:207-38225:212. 

-8610140231 Notice of deviation from insp on 860609-1 2. Deviation noted: failure to es- 
tablish exposure records for at least two licensed reactor operators issued dosimeters 
in 1985 & 1986. 

* Region 4, Office of Director. 86/10/06. Ip. 38225:213-38225:213. 


DOCKET 50-73 GENERAL. ELECTRIC NUCLEAR TEST REACTOR 


F. Security, medical, emergency & fire protection plans 

8610310240 Fonwards Safeguards Insp Repts 50-073/86-01 & 50-073/86-02 on 
860924-25 & 1009.No violation noted. 

MONTGOMERY,J.L Region 5, Office of Director. 86/10/22. DARMITZEL.R.W. Gener- 
al Electric Co. 2pp. 38418:042-38418:044. 

-8610310244 Partially withheld Matl Control, Accounting & Safeguards Insp Repts 50- 
073/86-01 & 50-073/86-02 on 860924-25 & 1009 (ref 10CFR2.790).No violation 
noted.Major areas insp6cted:matl control & accounting for reactors. 

WIEDER,A.V., SCHUSTER, M.D. Region 5, Office of Director. 86/10/20. Ip. 
38418:044-38418:044. 


P. Operating license stage documents & correspondence 


-6610310183 E to irtsenrice !n^ Program 80A4721, "Valve Testing." 
• Nuclei’ Energy Services, inc. 66/10/20. 29pp. 38417:123-38417:148. 


R. Periodic operating reports & related correspondence 

8610100160 Mbnfhiy operate^ rept for Jd 1986.W/860808 Itr. 

WHIPPLE,S.. HEIDER.LH. Yankee Atomic Eiectric Co. 86/07/31. 6pp. 38193:055- 
38193:060. 


8610280553 Withdraws 860916 request for exemption from requirement to convert from 
high enriched to low enriched U fuel.Proposal, in lieu of request, will be submitted by 
870327.per 10CFR50.64(c)(2). 

DARMITZEUR.W. General Electric Co. 86/10/21. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38380:159-38380:159. 


Q. Inspection reports, IE Bulletins & correspondence 


DOCKET 50-30 PLUM BROOK RESEARCH REACTOR FACtUTY 


P. Operating ficense stage documents & correspondence 

8610290031 Application for amend to License TR-3,rev!slng Tech Specs to incorporate 
860S11 rewew comments. 

EARLS, J.M. National Aeronautics & Space Admin. 86/10/20. BERNARD.H. Standardi- 
zation & Special Project Difsctorate. 2pp. 38393:296-38393:326. 

Proposed Tech Spec changes,incorporating review comments forwarded 
m 86081 1 1tr. 

• NatiorJte Aeronautics & Space Admm. 86/10/20. 28pp. 38393:298-38393:326. 


8610310240 Forwards Safeguards Insp Repts 50-073/86-01 & 50-073/86-02 on 
860924-25 & 1009.No violation noted. 

MONTGOMERY.J.L. Region 5, Office of Director. 86/10/22. DARMITZEL.R.W. Gener- 
al Electric Co. 2pp. 38418:042-38418:044. 

-8610310244 Partially withheld Matl Control,Accounting & Safeguards Insp Repts 50- 
073/86-01 & 50-073/86-02 on 860924-25 & 1009 (ref 1 0CFR2.790).No violation 
noted.Major areas inspected:matl control & accounting for reactors. 

WIEDER,A.V., SCHUSTER, M,D. Region 5, Office of Director. 86/10/20. 1p. 
38418:044-38418:044. 


DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT 


DOCKET 50-62 UWV. OF VIRGINIA RESEARCH REACTOR 
a kmpmdion report*, t£ Buletins & correspondence 

*,123? 1 of steps taken to correct violations 

acceptabie,Denial 

DOCKET 50-70 GENERAL ELECTRIC NUCLEAR TEST REACTOR 
P* OperaOiig iouiwi stage documents & correspmdence 

roiA .request for 16 categories of records te 
RLads. ^(»/»!ro^.M.'’^iand & Ellis. 

woridoad,w/priority 

DOOCET S6-» UHIV. OF in^AH ISSEARCH REA^^ 

F. tBsLieHi, nedtesA eoMfRsncy A lire protection plans 

a liiwe«*o« raporii;. * BiAMn. » 

^ Enforcement, Director (Post 820201). 


P. Operating license stage documents & correspondence 

8610080461 Requests exemption from conversion of highly enriched U fuel for training 
reactor per 10CFR50.64.c.Substitution of available low enriched U fuel cannot be 
made w/o major redesign of reactor structural & support components, 

NARDI,A.J. Westinghouse Electric Corp. 86/09/29. Office of Nuclear F 
tion. Director (post 851125). 2pp. 38165:341-38165:342. 


r Reactor Regula- 


DOCKET 50-123 UNIV. OF MISSOURI RESEARCH REACTOR-ROLLA 
Q. Inspection reports, IE Bulletins & correspondence 

81033(^409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
SVC list 

•Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 

D. NRC Draft/Final Environmental Statements, suppis & correspondence 

comnients re DES for plant decommissioning.OES classified as 
EC-2 due to insufficient Info, as discussed.FES should describe resolution of 
[®'^ning oenenc issues & commitment to EIS. wiuuun 

^ainn Agency. 86/10/20. BERKOW.H.N. Standard- 

aaton&SpecialProjectDIrectorate. 3pp. 38368:132-38368:134. 

(». Adjudicatory correspondence 

to petition to intervene in license amend proceedings, request for 
hearing & further rehef.Proposed Contentions 2,5,6 & 7 sho^d be adSttad S 

safety and U- 

safety and U- 
Voters late-filed request for hoarina 

Safety^tk^SJ^S^niu^ Atomic 
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8610200210 Response advising that petitioners adequately demonstrated standing to 
intervene.proffered at least one admissible contention & should be admitted as parties 
to proceeding. Certificate of Svc end. 

YOUNG, M.A. Assistant General Counsel for Hearings. #486 1093. 86/10/10. Atomic 
Safety and Licensing Board Panel. 24pp. 38298:252-38298:275. 

8610210254 Answer to amended petition to intenrene of Redwood Alliance, OG 
Bosco,W Chesbro,DE Hauser & B Keene & ASLB notice that prehearing conference 
would be held in Eureka, CA on 86102l-22.Certificate of Svc end. 

LOCKE,R.F. Pacific Gas & Electric Co. #486 1135. 86/10/14. Atomic Safety and Li- 
censing Board Panel. 6pp. 38315:089-38315:094. 


P. Operating license stage documents & correspondence 


8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Forwards App D & E documents. Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload,w/priority 
indicated.Requests assistance w/scheduling ACRS & hearings. 

JACKSON,R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 


Q. inspection reports, IE Bulletins & correspondence 


8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination,” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co, of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved T^e B Packages.” Svc list end. 

JORDAN,E.L. Division of emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087. “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end, 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN.E.L. Division Of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & relided correspondence 

8610140132 Monthly operating rept for Jul 1986.W/860807 ltr. 

KWOK,C., NEL^N,R.T. Padfic Gas & Electric Co. 86/07/31. 5pp. 38225:245- 
38225:249. 


T. Hearing transcripts on non-antItrust matters 

8610280290 Transcript of 861021 prehearing conference In Eureka, CA. Pp 1-1 41 .Sup- 
porting documentation end. 

* Atomic Safety and Ucensing Board Panel. 86/10/21, 157pp. 3837^:326-^377:122. 


V. Operator ^ipinations 

8610060245 Notifies that no operator iioensing exams planned for faoi)'r^,as util in proc- 
ess ©f decommissioning % plseing unit 10? 

Generic Ltr 86-1 4.Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co, #406 088^ 86/09/24. BOGER.B. NRC - No 
Detailed Afflliatiort Given. Ip. 38096:140-38096:141. ^ 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8610090468 Forwards Exam Rept 50-134/86-02OL on 860829. 

WENZINGER,E.C. Region 1, Office of Director. 86/09/30. NEWTON, T.H. Worcester 
Polytechnic Institute, Worcester, MA. 2pp. 38180:225-38180:239. 

-8610090470 Exam Rept 50-1 34/86-02OL on 860829.Exam resuits:one reactor opera- 
tor candidate passed written exam. 

COE,D., KELLER, R., KISTER.H.B. Region 1, Office of Director. 86/09/26. 13pp. 
38180:227-38180:239. 


V. Operator Examinations 

8610090468 Forwards Exam Rept 50-134/86-02OL on 860829. 

WEN2INGER.E.C. Region 1. Office of Director. 86/09/30. NEWTON, T.H. Worcester 
Polytechnic Institute, Worcester, MA. 2pp. 38180:225-38180:239. 

-8610090470 Exam Rept 50-1 34/86-02OL on 860829.Exam resultsrone reactor opera- 
tor candidate passed written exam. 

COE.D.. KELLER,R.. KISTER,H.B. Region 1, Office of Director. 86/09/26. 13pp. 
38180:227-38180:239. 


DOCKET 50-148 UNIV. OF KANSAS RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8610290227 Requests permission to terminate emergency preparedness plans, since all 
nuclear fuel removed from reactor site. 

BUDIG,G.A. Kansas, Univ. of, Lawrence, KS. 86/10/23. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38394:074-38394:074. 


P. Operating license stage documents & correspondence 

8610290281 Confirmatory Action Ltr CAL-86-10 re 861022 discussions w/H Rosson that 
further dismantling & decommissioning of reactor will cease until plan for activities re- 
solved & disassembled components will remain at facility. 

MARTIN,R.D. Region 4, Office of Director. 86/10/24. LOCKE, C.E. Kansas, Univ. of, 
Lawrence, KS. Ip. 38394:051-38394:051. 


DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8610290289 Forwards notice of significant licensee meeting on 861028 in Region III to 
discuss findings of recent insp re reactor operations w/defective std control rod posi- 
tion interlock, per 861021 telcon. 

HIND, J. A. Region 3, Office of Director. 86/10/23. JONES.B.G. Illinois, Univ. of, 
Urbana, IL 2pp. 38394:054-38394:055. 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8610080370 Advises that 860829 semiannual Update 5 of facility integrated assessment 
plan reviewed.Additions & changes to plan schedules acceptable. 

ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/01. BERRY, K.W. Consumers 
Power Co. 4pp. 38140:073-38140:076. 

8610210080 Forwards request for exemption from 10CFR50,App R, “Fire Protection 
Program,” Section IILG.1.a, “Screenhouse,” to allow hose connection to cool instru- 
ment air compressors during safe shutdown,per 860925 telcon.Fee paid. 

BERRY, K.W, Consumers Power Ck). 86/10/14. Office of Nuclear Reactor Regulation, 
Director (post 851125). 5pp. 38305:223-38305:227. 

8610290342 Forwards revised tabs for Vol 9 of emergency plan.W/o tabs. 

* Consumers Power Co. 86/10/15. 1p. 38402:114-38402:114. 

8610290353 Forwards revised tabs to Vol 9A of emergency plan Implementing 
procedures.W/o tabs. 

* Consumers Power Co. 86/10/15. Ip. 38402:128-38402:128. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR60.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list encl. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610020258 Informs that papers from Apr 1986 NEA symposium in Japan re reduction 
of scram fre^ency available for public insp at PDR.Recentty published NUREG-1212 
presents NRC findings re initial phase of maint & surveillance program. 
ZWOLINSKI,J.A. BWR Project Directorate 1. 86/09/^5. BERRY,K.W. Consumers 
Power Co. Idpp. 37669:069-37669:078. 

8610060433 Addresses concerns re Inservice duration of installed valve primer & trigger 
assemblies, resulting from rescheduling Oct 1986 refueling outage to Jan 1987.Contin- 
ued operation of components until Jan 1987 not adverse to public safety. 

FRISpH,R.R, Consumers Power Co. 86/09/25. Office of Nuclear Reactor Regulation, 
Director (post 851125). 2pp. 38099:068-38099:069. 
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8610080370 Advises that 860829 semiannual Update 5 of facility integrated assessment 
plan reviewed-Additions & changes to plan schedules acceptable. 

2WOLINSKl,J.A. BWR Project Directorate 1. 86/10/01. BERRY, K.W. Consumers 
Power Co. 4pp. 38140:073-38140:076. 

8610080372 Advises that response to 860418 request re implementation of generic re- 
quirements re updated status list of 129 multi- plant actions complete. 

2WOL1NSKI.J.A. BWR Project Directorate 1. 86/10/01. BERRY.K.W. Consumers 
Power Co. 2pp. 38140:058-38140:059. 

8610150386 Forwards "Alternate Rod injection Risk Evaluation,” in response to Inte- 
grated Plan Issue A-112.Evaiuation addresses risk associated w/ATWS.Rod injection 
mods not cost- beneficial.Exemption from 10CFR50.62(c)3 to be requested. 

FRISCH, R.F. Consumers Power Co. 86/10/01. Office of Nuclear Reactor Regulation. 
Director (post 851125). Ip. 38250:174-38251:028. 

-8610150372 "Alternate Rod Injection Risk Evaluation." 

* (Consumers Power CJo. 86/10/01. 214pp. 38250:175-38251:028. 

8610080443 Notification of 861017 meeting w/utiis in Bethesda.MD to discuss issues 
affecting operating reactors & NRC. 

ZWOUNSKU.A. BWR Project Directorate 1. 86/10/02. BERNERO,R.M. Division of 
Boiling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610140298 Advises that util intends to submit request for relief from annual fee re- 
quirement for facility.considering actual licensing costs, cost of production per kW- 
h,PSC of Michigan regulatory climate & plant age & size. 

BERRY, K.W. Consumers Power Co. 86/10/07. Office of Nuclear Reactor Regulation. 
Director (post 851 125). 3pp. 38225:197-38225:199. 

8610170066 Forwards corrected computer printouts of final hazards summary rept cross 
index submitted on 860827.W/O end. 

BERRY,K.W. Consumers Power Co. 86/10/09. Office of Nuclear Reactor Regulation. 
Director (post 851 1 25). Ip. 38280:286-38280:286. 

8610180387 Submits addi info for justification of interim operation of backup cx)ntain- 
ment spray valve per discussions during wk of 86091 S.Min required valve position to 
attain rated containment spray less than 10% open. 

FRISCH, R.R. Consumers Power Co. 86/10/10. Office of Nuclear Reactor Regulation, 
Director (post 851125). 2pp. 38274:161-38274:162. 

8610180385 Responds to 860123 Generic Ltr 86-02 re thermal hydraulic stability in 
BWRs.Control rod oscillatbn & transient pressure tests conducted to determine stabil- 
ity of core. Results of tests concluded core stable. 

FR1SCH.R.R. Consumers Power Co. 86/10/13. Office of Nuclear Reactor Regulation, 
Director (post 851125). Ip. 38274:163-38274:163. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREQ-1169. "Technical Findings re Generic issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

6610290424 Notifies that 861013 response to Generic Ltr 86-02 acceptable.Reanalysis 
of thermal hydraulic stability margin & calculation of least stable condition well within 
required limits. 

2WOLINSKI,J.A. BWR Project Directorate 1. 86/10/24. BERRY.K.W. Consumers 
Power Co. 2pp. 38406:130-38406:131. 

8610300113 Agrees w/util interpretation to leave liquid poison sys squib primer & trigger 
assemblies In svc beyond mfg recommendation of 5 yrs. 

2WOL1NSKI.J.A. BWR Project Directorate 1. 86/10/28. BERRY,K.W. Consumers 
Power Co. 2pp. 38409:050-38409:051. 

8610310247 Notifies that util 861013 response to unresolved concerns re IGSCC weld 
insp & leak detection surveillance requirement guidelines established in Generic Ltr 
84-1 1 accMtable. 

ZWOLINSKMA BWR Project Directorate 1. 86/10/28. BERRY.K.W. Consumers 
Power Co. 2pp. 38421:129-38421:130. 


8610170113 Forwards Safety Insp Rept 50-155/86-09 on 860922-26.No violations 
noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/09. BUCKMAN.F.W. Consumers 
Power Co. 2pp. 38287:327-38287:337. 

-8610170120 Insp Rept 60-155/86-09 on 860922-26.No violations or deviations 
noted.Major areas inspected:radiation protection & radwaste mgt programs, including 
ALArS & qualifications, dosimetry,organization,mgt & contamination controls & 

MILLER, D.E.. GREGER,L.R. Region 3, Office of Director. 86/10/09. 9pp. 38287:329- 
38287:337. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JOROAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610200411 Responds to unresolved concerns in NRC 860204 evaluation of util re- 
sponse to Generic Ltr 84-11, "Insps of BWR Stainless Steel Piping." Compliance w/ 
Reg Guide 1.46 demonstrated.No changes to Tech Specs re leakage detection sys 
needed. 

FRISCH, R.R. Consumers Power Co. 86/10/13. Office of Nuclear Reactor Regulation, 
Director (post 851125). 5pp. 38301:258-38301:262. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. (Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


6610310247 Notifies that util 861013 response to unresolved concerns re IGSCC weld 
insp & leak detection surveillance requirement guidelines established in Generic Ltr 
84-11 acceptable. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 86/10/28. BERRY.K.W. Consumers 
Power Co. 2pp. 38421:129-38421:130. 


R. Periodic operating reports & related correspondence 


8610100167 Monthly operating rept for Jul 1986.W/861008 ltr. 

BiEUNSKI,M.J., HOFFMAN,D.P. Consumers Power Co. 86/07/31. 5pp. 38191:150- 
38191:154. 


S. Reportable occurrences, LERs & related correspondence 


6610100525 LER 86-006-00:on 860826, fire barrier determined to be nonfunctional & fire 
watch not established within 1 h.Cau8ed by procedural inaclequacy.Procedure modi- 
fied to clarify definition of nonfunctional fire barriers. W/861 003 ltr. 

ALEXANDER,R.J., JOHNSON,B.D. Consumers Power Co. 86/10/03. 4pp. 38194:242- 
38194:245. 


Q. Inspection reports, IE Bulletins & correspondence 

8610170144 Responds to 800821 request for guidance re proceeding w/contested item 
of noncompli^ concerning failure to provide back shift w/Individual qualified in radi- 
ation protection procedures-Citation valid & proper. 

SNIEEK,^. Division of Fuel Fadtity 6 Materials Safety. 80/09/11. KEPPLER.J.G. 
Region 3, CJWcago, Office of the Director. Ip. 38289:166-38289:166. 

810330(^ IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc ust 

inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :075-38351 :078. 

8107MW)047 Rev I to IE Info Notice 80-32, "Clarification of Certain Requirements for 
fxd^e-Use Shipments of Radioactive Mails.” W/o svc list lor 

820201). 82/02/12. Consolidated 
Edison Co. of New VnrV -nr). 38351:079-38351:082. 


DOCKET 50-163 QA TECHNOLOGIES 


P. Operating license stage documents & correspondence 


8609120322 Forwards GA-A18599, "Post-Irradiation Exam & Evaluation of TRIGA Low 
Enriched U Fuel Irradiated In Oak Ridge Research Reactor," supporting 860520 pro- 
posed Tech Spec change to define TRTGA low enriched U fuels as std fuel. 
ASMUSSEN,K.E. GA Technologies, Inc./General Atomic Co. 86/09/05. Record Serv- 
ices Branch (Document Control Desk). 5pp. 37822:178-37822:286. 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


S. Reportable occurrences. LERs A related correspondence 


8610270395 RO re malfunction of fuel temp readout.Caused by low battery voltage in 
thermocouple circuitBattery replacement procedure, using 6-month replacement 
interva).implemented. 

ROUSH,M.L Maryland. Univ. of. College Park. MD. 86/10/10. ELSASSER.T. Region 
1, Office of Director. Ip. 38373:300-38373:300. 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
rompliance w/1OCFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list encl. 

DENTONJf.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic aty Electric Co. 49pp. 38058:216-38058:265. 
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DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8610010142 Forwards preliminary questions & comments for discussion during 861007 
site visit re license renewal application. 

BERKOW,H.N. Standardization & Special Project Directorate. 86/09/25. 
STANSBERRY, E. Purdue Univ., West Lafayette, IN. 8pp. 38057:217-38057:224. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


-8610240369 Partially withheld response to Insp Rept 50-186/78-04 on 780524-26.Cor- 
rective actions:new sys designed to improve control of key lock entrance & easier 
change upon employee termination. 

SCHLAPPER,G.A., BRUGGER.R.M. Missouri. Univ. of, Columbia, MO. 78/07/20. 
Region 3, Chicago, Office of the Director. 2pp. 38364:013-38354:014. 

-8610240375 Partially withheld Insp Rept 50-186/79-01 on 790122-24.No noncompli- 
ance noted.Ma]or areas inspectedrsecurity plan & implementation re protection of 
SNM.security organization & access control. 

BELANGER,J.L., CHRISTOFFER.G. Region 3. Chicago, Office of the Director. 
HIND,J.A. Region 3. Chicago, Safeguards Branch. 79/02/12. 6pp. 38354:018- 
38354:024. 


P. Operating license stage documents & correspondence 

8610010486 Requests exemption from conversion from high enriched U fuel to low en- 
riched U fueLConversion would reduce unique reactor purpose of providing natl meas- 
urement capability to address large variety of important research areas. 

CARTER, R.S. Commerce, Dept. of. National Bureau of Standards. 86/09/19. Office of 
Nuclear Reactor Regulation, Director (post 851125). 12pp. 38060:285-38060:296. 


DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


F. Security, medical, emergency & fire protection plans 


8610240315 FOIA request for security insp repts, notices of violations & Univ of Missouri 
response from 1965 to present. 

BENNISH.S. Columbia Daily Tribune, (Columbia. MO. 86/06/05. Division of Rules and 
Records. 1p. 38353:308-38353:308. 

8610200005 Rev 22 to SOP Manual 28, including SOP/t re administrative operating pro- 
cedures & SOP/II re reactor operating procedures. W/iist of effective pages & 861009 
Itr. 

* Missouri, Univ. of. Columbia, MO. 86/10/09. THOMAS.C.O. Standardization & Spe- 
cial Project Directorate. 27pp. 38293:180-38293:206. 

8610240320 Responds to FOIA request for security insp repts for facility.App A docu- 
ments end & available in PDR.App B documents partially withheld (ref FOIA Exemp- 
tions 3 64). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/10. BENNISH.S. (Columbia 
Daily Tribune. Columbia, MO. 4pp. 38353:309-38354:056. 

-8610240325 Matl Control & Accounting Insp Rept 50-186/85-04 on 850304- 07.No 
noncompliance noted.Major areas inspected:facility organization & 
operation.measurement & statistical control & storage & internal control. 

PIRTLE,G.L, CREED, J.R. Region 3, Office of Director. 85/03/26. 5pp. 38353:314- 
38353:318. 


-8610240329 Forwards Physical Protection Insp Repts 50-186/75-03 8 70-0270/75-02 
on 750922-23.No noncompliance noted. 

JORDAN.E.L Region 3, Chicago. Office of the Director. 75/10/22. EMMONS.A.H. 
Missouri, Univ. of, Columbia, MC5. 2pp. 38353:319-38353:320. 

-8610240335 Partially withheld Physical Protection Insp Repts 50-186/75-03 & 70- 
0270/75-02 on 750922-23 (ref 10CFR2.790). No noncompilance noted.Major areas 
inspected:compliance w/ 740915 security plan & 10CFR73 requirements. 

CARLSON, D.M., HIND,J.A. Region 3, Chicago, Office of the Director. 75/10/21. 12pp. 
38353:321-38353:332. 


-8610240339 Forwards Physical Protection Insp Rept 50-186/76-01 on 760316-17 & 
notice of violation. 

HIND.J.A. Region 3, Chicago, Office of the Director. 76/04/12. EMMONS, A.H, Mis- 
souri. Univ. of, Columbia, MO. 2pp. 38353:333-38353:334. 

-8610240340 Partially withheld notice of violation from insp on 760316- 17. 

• Region 3, Chicago, Office of the Director. 76/04/12. Ip. 38353:335-38353:336. 

-8610240342 Partially withheld Physical Protection Insp Rept 50-186/76-01 on 760316- 
17.0eficiency noted.Significant finding8:weaknesses in physical security program re 
essential equipment & security areas. 

CARLSON, D.M., FOSTER,J.E., HIND,J.A. Region 3, Chicago, Office of the Director. 
76/04/09. 9pp. 38353:336-38353:344. 


-8610240347 Forwards Physical Protection insp Rept 50-186/77-07 on 771206-08 & 
notice of violation. 

HIND,J.A. Region 3, Chicago. Safeguards Branch. 78/01/12. BRUGGER.R. Missouri, 
Univ. of, Columbia, MO. 2pp. 38353:345-38353:346. 


-8810240352 Partially withheld notice of violation from insp on 771.206- 08, 

* Region 3. Chicago, Office of the Director. 78/01/12. 1p. 38353:347-38353:347. 


-8610240356 Partially withheld Insp Rept 60-186/77-07 on 771206-08, Noncompliance 
noted:licensee did not provide annual requalificatioris for urtiv watchman svc & did not 
search each individual before exiting from mat! access area. 

MADEDA,T.J., DUNiEAVYJ.J., HilND,J.A. Region 3, Chicago, Office of the Director, 
78/01/10. 10pp. 38353:348-38363:357. 


-8610240360 Partially withheld response to NRC 780112 Itr re violations noted in Insp 
Rept 50-186/77-07 on 771206-08,Corr8ct|ve actionstfrequency of watch patrols will be 
increased to ensure compliance w/fadlity physical security plan. 

BRUGQER,R.M., SCHLAPPER.GA Missouri, Univ. of, Columbia. MO. 78/01/25. 
Region 3. ChkxBiga, Safeguards Branch. 3pp. 38353:359-383^361. 


-8610240362 Forwards Physical Protection Insp Rept 50-186/78-04 on 780624-26 & 
notice of violation. 

H(iNOJ.A. Region % ChipagD, Safeguards Braitoh. nmm. BRUG6ER,R.M. Missou- 
ri, Univ. of, Cotumbia, MO, 2pp, 383^:00338354:004. 


-8810240364 PaiHaliy wltlihatd notice of vtolalfion from insp on 780524- 26. 

* Region 3, Chicago, Office of the Director. 78/07/03. Ip. 38354:005-38354:005. 

-8610240365 Partially withheld Insp Rept 50-186/7834 on 780^4-26. Nonconnpilance 
noted:each individual not searched before exiting from fuel vault & key & lock to truck 
door not changed upon employee termination. 

MADEDA,TJ., DUNLEAVY.JJ., HIND,JA Region 3, Chicago, Office of the Director. 
78/06/30. 7pp. 38^:006-38354:012. 


-8610240379 Partially withheld Physical Security Insp Rept 50-186/80-03 on 800325- 
27.No noncompliance noted.Major areas inspected: security plan & 
implementation, including protection of SNM & security organization. 

CHRISTOFFER,G.. KNICELY,J.R., HIND.J.A. Region 3, Chicago, Office of the Direc- 
tor. 80/04/14. 5pp. 38354:025-38354:031. 

-8610240383 Partially withheld Physical Security Insp Rept 50-186/81-02 on 810505-06 
(ref 10CFR2.790).No noncompliance noted. Major areas inspected:security 
plan,physical protection of SNM, security organization, access control & alarm sys. 
CHRISTOFFER,G., CREED, J.R. Region 3, Office of Director (810301-820201). 81/05/ 
19. 5pp. 36354:032-38354:038. 

-8610240389 Partially withheld Physical Protection Insp Rept 50-1 86/83-01 on 830201- 
03.No noncompliance noted.Major areas inspected:site orientation, security plan/imple- 
menting proc6dures,security organization & physical barriers. 

STAPLETON, B.W., CREED,J.R. Region 3, Office of Director. 83/02/24, 7pp. 
38354:039-38354:045. 

-8610240394 Advises that annual security indoctrination for univ police dept officers & 
watchmen completed during Feb 1983.Training for univ police dept, documenting 
annual retraining program, end. 

MCGINTY.D.M., ALGER, D. Missouri, Univ. of, Columbia, MO. 83/03/10. 
STAPLETON, B.W. Region 3, Office of Director. 3pp. 38354:046-38354:048. 

-8610240399 Partially withheld Physical Security Insp Rept 50-186/85-03 on 850304-07 
& 11. No noncompliance noted.Ma)or areas inspected:security plan & implementing 
procedures,use & storage of SNM, detection devices & procedures. 

PIRTLE,G.L, CREED,j!r, Region 3, Office of Director. 85/03/27. 6pp. 38354:049- 
38354:056. 


P. Operating license stage documents & correspondence 


8610030184 Requests exemption from conversion from highly enriched U (HEU) 
fuoLS|)eclal design of reactor core could not perform intended function w/o using 

MEYER, W.A.. BRUGGER,R.M. Missouri, Univ. of, Columbia, MO. 86/09/26. Office of 
Nuclear Reactor Regulation, Director (post 851125). 10pp. 38086:047-38086:056. 

8610240320 Responds to FOIA request for security insp repts for facillty.^p A docu- 
ments end & available in PDR.App B documents partially withheld (ref FulA Exemp- 
tions 3 & 4). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/10. BENNISH.S. Columbia 
Daily Tribune, Columbia, MO. 4pp. 38353:309-38354:056. 


Q. Inspection reports, IE Bulletins A correspondence 


861D240315 FOIA request for security insp repts.notices of violations & Univ of Missouri 
response from 1965 to present 

BENNISH.S. Columbia Daily Tribune, Columbia, MO. 86/06/05. Division of Rules and 
Records. Ip. 38353:306-38353:308. 

8610070055 Informs of 861003 enforcement conference in Glen EtIyn.lL to discuss 
recent insp findings re extremity overexposure, per 860929 telcon. 

HlND,J.A. Region 3, Office of Director. 86/09/30. BRUGGER,R.M. Missouri, Univ. of, 
Columbia. MO, Ip. 38118:328-38118:328. 

8610240320 Responds to FOIA request for security insp repts for facility.App A docu- 
ments end & available in PDR.App B documents partlalty withheld (ref FOIA Exemp- 
tions 3 & 4). 

GR1MSLEY,D.H. Division of Rules and Records. 86/10/10. BENNISH.S. Columbia 
Daily Tribune, Columbia, MO. 4pp. 38353:^9-38354:056, 

-8810240325 Matl Control & Accounting Insp Rept 50-186/85-04 on 850304- 07.No 
noncompliance noted.Major areas in8pected:fadlity organization & 
operation.measurement & statistical control A storage A internal control. 

P|RTLE,G.L., CREED,J.R, Region 3. Office of Director. 85/03/26. 5pp. 38353:314- 
38353:318. 

-8810240329 Forwards Physical Protection Insp Repts 50-186/75-03 A 70-0270/75-02 
on 750922-23,No noncompliance noted. 

JORDAN,E.L Region 3, Chicago, Office of the Director. 75/10/22. EMMONS, A, H. 
Missouri, Univ. of. Columbia, MO. 2pp. 38353:319-38363:320. 

-8810240335 Partially withheld Physical Protection insp Repts 60-186/75-03 A 70- 
0270/75-02 on 750922-23 (ref 10CFR2.790). No noncompilance noted.Major areas 
inspecte±contoliance w/ 740915 security plan A 10CFR73 requirements, 

CARLSON, D.M., HIND.J.A Region 3, Chicago, Office of the Director. 75/10/21. 12pp. 
38353:321-38353:332. 

-8810240339 Forwards Physical Protection Insp Rept 50-186/76-01 on 760316-17 A 
notice of violation. 

HJND.aA Region 3, Chicago, Office of the Director. 76/04/12. EMMONS, A.H. Mis- 
souri. Univ. of, Columbia, MO. 2pp. 38353:333-38353:334. 

-8810240340 Partially withheld notice of violation from Insp on 760316- 17. 

* Region 3. CNcago, Office of the Director. 76/04/12. Ip. 38353:335-38353:335. 
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•>8610240342 Partially withheld Physical Protection Insp Rept 50-186/76-01 on 760316- 
17.Deflciency noted.SignifIcant findingsrweaknesses in physical security program re 
essential equipment & security areas. 

CARLSON, D.M., FOSTER, J.E.. HIND.J.A. Region 3, Chicago. Office of the Director. 
76/04/09. 9pp. 38353:336-38353:344. 

-8610240347 Forwards Physical Protection Insp Rept 50-186/77-07 on 771206-08 & 
notice of vioiafion. 

HINDJ.A. Region 3, Chicago, Safeguards Branch. 78/01/12. BRUGGER.R. Missouri, 
Univ. of. Columbia. MO. 2pp. 38353:345-38353:346. 

-8610240352 Partially withheld notice of violation from Insp on 771206- 08. 

• Region 3, Chicago. Office of the Director, 78/01/12, Ip. 38353:347-38353:347. 

-8610240355 Partially withheld Insp Rept 50-186/77-07 on 771206-08. Noncompliance 
noted:iicensee did not provide annual requalifications for univ watchman svc & did not 
search each individua) before exiting from mat! access area. 

MADEDA.T.J., DUNLEAVY.J.J., HIND.J.A. Region 3. Chicago, Office of the Director. 
78/01/10. 10pp. 38353:348-38353:357. 

•8:610240358 Ack receipt of 780125 Itr Informing NRC of steps taken to correct non- 
compliance noted in NRC 780112 Itr. 

HIND.J.A. Region 3, Chicago, Office of the Director. 78/02/15. BRUGGER.R. Missou- 
ri. Univ. of. Columbia, MO. Ip. 38353:358-38353:358. 

-8610240360 Partially withheld response to NRC 780112 Itr re violations noted in Insp 
Rept 50-186/77-07 on 771206-08.Corrective actions:frequency of watch patrols will be 
increased to ensure compliance w/facility physical security plan. 

BRUGGER,R,M.. SCHLAPPER,G.A, Missouri, Univ. of, Columbia, MO. 78/01/25. 
Region 3, Chicago, Safeguards Branch. 3pp. 38353:359-38353:361. 

-8610240361 Forwards memo confirming that security director reviewed security plan. 
BRUGGER.R.M. Missouri. Univ. of. Columbia. MO. 78/01/04. DUNLEAVY.J. Region 3, 
Chicago, Office of the Director. 2pp. 38354:001-38354:002. 

-8610240362 Forwards Physical Protection Insp Rept 50-186/78-04 on 780524-26 & 
notice of violation. 

HIND,J.A. Region 3, Chicago. Safeguards Branch. 78/07/03. BRUGGER.R.M. Missou- 
ri. Univ. of, Columbia, MO. 2pp. 38354:003-38354:004. 

-8610240364 Partially withheld notice of violation from insp on 780524- 26. 

‘ Region 3. Chicago, Office of the Director. 78/07/03. Ip. 38354:005-38354:005. 

-8610240365 Partially withheld Insp Rept 50-186/78-04 on 780524-26. Noncompliance 
noted:each individual not searched before exiting from fuel vault & key & lock to truck 
door not changed upon employee termination. 

MADEDA,T.J., DUNLEAVY.J. J„ HIND.J.A. Region 3, Chicago, Office of the Director. 
78/06/30. 7pp. 38354:006-38354:012. 

-8610240369 Partially withheld response to Insp Rept 50-186/78-04 on 780524-26.Cor- 
rective actions:new sys designed to improve control of key lock entrance & easier 
change upon employee termination, 

SCHLAPPER.G.A., BRUGGER.R.M. Missouri, Univ. of, Columbia, MO. 78/07/20. 
Region 3, Chicago, Office of the Director. 2pp. 38354:013-38354:014. 

-8610240371 Ack receipt of 780720 Itr informing NRC of steps taken to correct non- 
compliance noted in 780703 Itr, 

HINO,J.A. Region 3, Chicago, Safeguards Branch. 78/08/04. BRUGGER.R.M. Missou- 
ri, Univ. of, Columbia, MO. Ip. 38354:015-38354:017. 

-8610240375 Partially withheld Insp Rept 50-186/79-01 on 790122-24.No noncompli- 
ance noted.Major areas inspected:security plan & implementation re protection of 
SNM,security organization & access control. 

BELANGER, J.L, CHRISTOFFER.G, Region 3, Chicago, Office of the Director. 
HIND,J.A. Region 3, Chicago, Safeguards Branch. 79/02/12. 5pp. 38354:018- 


Q. Inspection reports, IE Bulletins & correspondence 

8610270085 Forwards insp Rept 50-188/86-02 on 860909-10 & notice of violation. 
GAGLiARDO,J.E. Region 4, Office of Director. 86/10/20. FAW.R.E. Kansas. Univ. of, 
Uwrence. KS. 2pp. 38374:252-38374:263. 

—8610270089 Notice of violation from insp on 860909-10. 

• Region 4. Office of Director. 86/10/20. 2pp. 38374:254-38374:255. 

-8610270093 Partially withheld insp Rept 50-188/86-02 on 860909-10. Violation 
noted:failure to perform semiannual caiibr of listed portable survey instruments & writ- 
ten instruction not in effect for spectroscopy sys. 

WISE.R., MURRAY, B. Region 4, Office of Director. 86/10/15. 8pp. 38374:256- 
38374:263. 


R. Periodic operating reports & related correspondence 

8610170205 Annual operating rept fo TRIGA Mark II nuclear reactor facility for Oct 1985 
-Sept 1986. 

FAW.R.E. Kansas State Univ., Manhattan, KS. 86/10/06. THOMAS.C.O. Standardiza- 
tion & Special Project Directorate. 2pp. 38280:310-38280:311. 
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F. Security, medical, emergency & fire protection plans 

8610140264 Advises that 860508 Rev 9 & 860917 Rev 9A to physical security plan con- 
sistent w/provisions of 10CFR50.54(p) & acceptable.Portion Indicated in end 
unacceptable.Rev 9 deletion will be restored.EncI withheld (ref 10CFR73.21). 
SCARANO,R.A. Region 5, Office of Director. 86/09/30. MORGAN.H.E. Southern Cali- 
fornia Edison Co. 5pp. 38224:237-38224:241. 

8610100625 Forwards response to 10CFR2.206 petition filed by city of Laguna 
Beach,CA re expansion of emergency planning zone. 

MEDFORD,M.O. Southern California Edison Co. 86/10/03. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director (post 851125). 54pp. 38202:278-38202:331. 

8610150398 Forwards Safeguards Insp Repts 50-206/86-40,50-361/86-29 & 50-362/ 
86-28 on 860922-26 & 1007.No violations noted.Rept withheld (ref 10CFR2.790(d) & 
73.21). 

MONTGOMERY, J.L Region 5, Office of Director. 86/10/09. BASKIN.K.P. Southern 
California Edison Co. 2pp. 38251:335-38261:336. 

8610240311 Forwards proprietary response to 860930 Itr finding Rev 9 to physical secu- 
rity plan unacceptable-Revised changes do not decrease safeguards effectiveness of 
plan.EncI withheld (ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 86/10/09. MARTIN,J.B. Region 5, 
Office of Director. Ip. 38356:322-38356:322. 

8610220007 Forwards Matl Control & Accounting Safeguards Insp Rept 50-206/86-39 
on 860922-26 & 1003.No violation noted. 

MONTGOMERY. J.L. Region 5, Office of Director. 86/10/14. BASKIN.K.P. Southern 
California Edison Co. 2pp. 38322:031-38322:033. 

-^610220013 Partially withheld Matl Control & Accounting Safeguards Insp Rept 50- 
206/86-39 on 860922-26 & 1003 (ref 10CFR2.790). No violation noted.Major areas 
inspected-.matl control & accounting, including reactor & mgt meetings. 

NELSON, G.B., SCHUSTER, M.D. Region 5, Office of Director. 86/10/10. 1p. 
38322:033-38322:033. 


-8610240379 Partially withheld Physical Security Insp Rept 50-186/80-03 on 800325- 
27.No noncompiiance noted.Major areas Inspected: security plan & 
implementation, including protection of SNM & security organization. 

CHfllSTOFFER.G., KN1CELY.J.R.. HIND.J.A. Region 3. Chicago, Office of the Direc- 
tor. 80/04/ 1 4. 5pp. 38354:025-38354:03 1 . 

-8610240383 Partially withheld Physical Security Insp Rept 50-186/81-02 on 810505-06 
(ref 10CFR2.790).No noncompliance noted.Major areas Inspected.-security 
orranizatlon, access control & alarm sys. 

CHRlSTOFFERjG., CREED, J.R. Region 3, Office of Director (810301-820201). 81/05/ 
19. 5pp. 38354:032-38354:038. 


8610240265 Responds to 860806 request for assistance in responding to mayor of 
Laguna Beach, CA petition to expand offsite radiological emergency planning to in- 
clude cities of Laguna Beach and South Laguna, CA.Related Info end. 

KR1MM,R.W. Federal Emergency Management Agency. 86/10/21. JORDAN, E.L 
Office of Inspection & Enforcement, Director (Post 820201). 9pp. 38356:222- 
38356:230. 

8610270464 Requests approval of 870812 as date for next onsite/offsite emergency 
preparedness exercise, in conformance w/NRC 840823 Itr. 

BASKIN,K.P. Southern California Edison Co. 86/10/21. MARTIN, J.B. Region 6, Office 
of Director. 1p. 38372:254-38372:254. 


Partially withheld Physical Protection Insp Rept 50-186/83-01 on 830201 
03.No noncompliance noted.Major areas lnspected:site orientatlon.security plan/imole 
menting^rocedures,security organization & physical barriers. 

Director. 83/02/24. 7pf 


8610280250 Advises that 860716 Rev 8A to physical security plan consistent w/provl- 
sions of 10CFR5O.54(p) & acceptable. 

MONTGOMERY, J.L. Region 5, Office of Director. 86/10/23. MORGAN.H.E. Southern 
California Edison Co. 1p. 38379:159-38379:159. 


Partially withheld Physical Security insp Rept 50-186/85-03 on 850304-0 
& 11. No noncompiiance noted.Ma|or areas lnsp€cted:security plan & implementir 
of SNM.detectton devices & procedures. 
dreed, J.R. Region 3, Office of Director. 85/03/27. 6pp. 38354:041 

38354:056. 


861O3t0114 Revised emergency plan implementing procedures, including Rev 2 to 
S0123-VIII-60.1, “Shift Commander Duties,” Rev 3 to S023-VIII-1, “Recognition & 
Classification of Emergencies” & Rev 3 to S0123-VUI-60.W/861027 Itr. 

2INTLW.G. Southern California Edison Co. 86/10/27, MARTIN, J.B. Region 5, Office 
of Director, 177pp. 38417:179-38417:355. 
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P. Operating license stage documents & correspondence 


F. Security, medical, emergency & fire protection plans 

on 860909.10 & notice o( vtolaUon. 

-M10270089 Notice of violation from Insp on 860909-10. 

Re^on 4, Office of Director. 86/10/20. 2pp. 38374:254-38374:255, 

withheld In^ Rept 50-188/86-02 on 860909-10. Violation 

& writ. 

Office^ V Director. 86/10/15. 8pp. 38374:256- 


8M8220435 Forwards data on check valve failures & inservice testing program 
implementation, per 860521 meeting.Meeting requested w/owners group & INPO in 
Aug or Sept to discuss proposed check valve program. 

TAYLOR, J.M. Office of Inspection A Enforcement, Director (Post 820201). 86/08/20. 
TUCKER, H. Babcock & Wilcox Operating Plants Owners Group. Ip. 38222:174- 


8610270260 Forwards Tetedyne Isotopes, “Rept of Analysis.” Rept includes results of 
radiochemical analyses of nuclides Sr-89,Sr-90.Fe-56, tritium & other gamma emitting 
Isotopes on sample sent by NRC ref lab in Idaho Falls. 

CHICK,S.W. Southern California Edison Co. 86/09/08. HAMADA,G.H. Region 5, 
Office of Director. Ip. 38372:315-38372:320. 

-8610270265 “Rept of Analysis.” 

* Teledyne isotopes Midwest Laboratory. 86/06/20. 5pp. 38372:316-38372:320. 
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8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49. “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080239 Partial response to FOIA request.App 0 documents available in 
PDR.Search continuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/23. HOLMES,G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38233:238. 

-8601300020 Describes transfer of review responsibilities for DCROR per SuppI 1 to 
NUREG-0737 for listed plants from Div of Human Factors Technology to PWR Licens- 
ing-A.Status of each plant summarized. 

ROWSOME.F.H. Human Factors Issues Branch. 86/01/24. ROSA.F. Electrical, Instru- 
mentation & Control Systems Branch (PWR-A). 4pp. 38233:112-38233:146. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Fonwards App D & E documents. Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated. Requests assistance w/scheduling ACRS & hearings. 

JACKSON, R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 

8610080380 Revised proposed Tech Spec Change PCN 192.in response to Generic Ltr 
84-15 concerning cold fast start testing. AddI justification also encl.per 860814 meet- 
ing. 

MEDFORD, M.O. Southern California Edison Co. 86/09/30. KNIGHTON,G.W. PWR 
Project Directorate 7. 12pp. 38165:273-38165:318. 

-8610080389 Rev 2 to Chemistry Procedure S0123-III-6.6, "Diesel Fuel Oil Specs & 
Testing Requirements." 

* Southern California Edison Co. 86/06/30. 9pp. 38165:310-38165:318. 

8610150464 Summary of 861002 meeting w/util in Bethesda.MD to discuss licensee 
860620 request for deviation from NRC position in Generic Ltr 82-28 re installation of 
reactor coolant inventory tracking sys. 

DUDLEY.R.F. PWR Project Directorate 1. 86/10/07. PWR Project Directorate 1. 51pp. 
38260:093-38260:143. 

8610280090 Forwards Change Notice 16 to Amend 9 to SCE-1-A, “QA Program." 
Changes reflect revs to control of nonconforming matls,parts or components.Change 
will be incorporated into next topical rept amend. 

MEDFORD,M.O. Southern California Edison Co. 86/10/08. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38368:009-38368:014. 

-8610280094 Change Notice 16 to Amend 9 to, “QA Program.” 

BASKIN,K.P. Southern California Edison Co. SCE-1-A A 09 R16. 86/10/08. 5pp. 
38368:010-38368:014. 

8610160167 Forwards Rev 0 to “Tornado Resistance Design Review for San Onofre 
Unit 1," per SEP Topic III-2 re wind & tornado loadings & Topic III.4.A re tornado mis- 

MEDFORD,M.O. Southern California Edison Co. 86/10/10. LEAR.G.E. PWR Project 
Directorate 1. 2pp. 38270:287-38271:026. 

-8610160172 Rev 0 to "Tornado Resistance Design Review for San Onofre Unit 1." 
2EE,K.. SELLERS,C.D., KILLOUGH,C. CYGNA Energy Services. TR-85028-02. 86/10/ 
10. 98pp. 38270:289-38271:026. 

8610160335 Forwards “Program to Address SEP Topic 11-1 .C, 'Offsite Hazards’ & TMI 
Action Plan Item III.D.3.4, 'Control Room Habitability*," per 860629 commitmentlnfo 
supercedes 860328 transmittal & revises 830314 commitments.Related info end. 
MEDFORD.M.O. Southern California Edison Co. 86/10/10. LEAR.G.E. PWR Project 
Directorate 1. 100pp. 38275:018-38275:117. 

8610270447 Forwards third edition of integrated living schedule, per 840523 application 
for amend to License DPR’13.Encl includes summary or progress since last 
submittal.Next refueling/ backfit outage scheduled for First Quarter 1 988. 
MEDFORD,M.O. Southern California Edison Co. 86/10/14. LEAR,G.E. PWR Project 
Directorate 1. 7pp. 38378:178-38378:184. 

8610280140 Fonwards Change Notice 17 to Amend 9 to SCE-1-A “QA Program." 
Changes reflect revs to organization structure & responsibility of QA program.Change 
will be incorporated into next topical rept amend. 

MEDFORD.M.O. Southern California Edison Co. 86/10/14. MARTIN. J.B, Region 5, 
Office of Director. Ip. 38394:212-38394:223, 

-8610280144 Change Notice 17 to Amend 9 to, “QA Program.” 

BASKIN.K.P. Southern California Edison Co. SCE-1-A A 09 R17. 86/10/14. 10pp. 
38394:213-38394:223. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082, 

8610150219 Forwards Insp Repts 50-206/86-38,50-361/86-28 & 50-362/86-27 on 
860902-05,No violations noted. 

PATE,R.J. Region 5, Office of Director. 86/09/23. BASKIN.K.P. Southern California 
Edison Co. 2pp. 38240:247-38240:252. 


-8610150292 Insp Repts 50-206/86-38,50-361/86-28 & 50-362/86-27 on 860902- 
05.No violations or deviations noted.Major areas inspected:previous insp findings,TMI 
Items & TDI emergency diesel generator 10CFR21 followup. 

WILLETT,D.. RICHARDS.S. Region 5, Office of Director. 86/09/18. 4pp. 38240:249- 
38240:252. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 85021 2). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.’’ Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100732 Forwards Insp Repts 50-206/86-36.50-361/86-26 & 50-362/86-24 on 
860728-0917 & notice of violation. 

SCARANO,R.A. Region 5, Office of Director. 86/10/03. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 38198:099-38198:116. 

-8610100755 Notice of violation from insp on 860728-0917. 

SCARANO.R.A. Region 5, Office of Director. 86/10/03. Ip. 38198:101-38198:101. 

-8610100773 Insp Repts 50-206/86-35,50-361/86-26 & 50-362/86-24 on 860728- 
O917.\/iolation noted:failure to follow procedures per Tech Spec 6.8. 

NORTH.H.S., RUSSELL. J.E., YUHAS.G.P. Southern California Edison Co. 86/10/01. 
16pp. 38198:102-38198:116. 

8610150180 Partial response to FOIA requesLApp G documents end. Documents also 
available In PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 

MARTIN,J.B. Region 5, Office of Director. 85/08/22. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). DAVIS.J.G. Office of Nuclear Material 
Safety & Safeguards.Director. TAYLOR.J.M. Office of Inspection & Enforcement. Di- 
rector (Post 820201). 2pp. 38259:272-38259:273. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line,” Svc list 
end. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610150398 Forwards Safeguards Insp Repts 50-206/86-40,50-361/86-29 & 50-362/ 
86-28 on 860922-26 & 1007.No violations noted.Rept withheld (ref 10CFR2.790(d) & 
73.21). 

MONTGOMERY, J.L. Region 5, Office of Director. 86/10/09. BASKIN, K.P. Southern 
California Edison Co. 2pp. 38251:335-38251:336. 

8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed in App K. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. RILLO.C.J. Thelen, Marrin, 
Johnson & Bridges. 2pp. 38288:167-38288:183. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN.EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220007 Forwards Mat! Control & Accounting Safeguards Insp Rept 50-206/86-39 
on 860922-26 & 1003.No violation noted. 

MONTGOMERY, J.L Region 5, Office of Director. 86/10/14. BASKIN, K.P. Southern 
California Edison Co. 2pp. 38322:031-38322:033. 

-8610220013 Partially withheld Mat! Control & Accounting Safeguards Insp Rept 50- 
206/86-39 on 860922-26 & 1003 (ref 10CFR2.790). No violation noted.Major areas 
inspectedimatl control & accounting, including reactor & mgt meetings. 

NELSON.G.B., SCHUSTER, M.D. Region 5, Office of Director. 86/10/10. Ip. 
38322:033-38322:033. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. f07pp. 38331:086- 
38331:191. 

8610230202 Responds to notice of violation & forwards $180,000 in payment of civil 
penalties.Corrective actionsicheck valves replaced w/sized valves of improved design 
wh 0 ro prsicticsil 

FOGARTY, D.J. Southern California Edison Co. 86/10/16. TAYLOR.J.M. Office of In- 
spection & Enforcement, Director (Post 820201). 8pp. 38344:121-38344:128. 


R. Periodic operating reports & related correspondence 

8610290021 "San Onofre Nuclear Generating Station Performance Monitoring 
Rept, Second Quarter 1986." W/861023 ltr. 

BASKIN, K.P. Southern California Edison Co. 86/06/30. KNIGHTON, G,W. PWR Project 
Directorate 7. 39pp. 38393:327-38394:005. 
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8610100016 Monthly operating reptfor Jul 1986.W/860815 Itr. 

SIACOR,E.R.. MORGAN.H.E. Southern California Edison Co. 86/07/31. 8pp. 
38190:323-38190:330. 

8610080444 Forwards 12th edition of description of progress on ongoing selected regu- 
latory projects at plant List of reactor trips experienced at plant in last 12 months 
added per NRC request. 

MEDFORD.M.O. Southern California Edison Co. 86/10/01. LEAR.G.E. PWR Project 
Directorate 1. 2pp. 38166:097-38166:098. 


S. Reportable occurrences, UERs & related correspondence 

8608220435 Forwards data on check valve failures & inservice testing program 
implementation, per 860521 meeting.Meeting requested w/owners group & INPO in 
Aug or Sept to discuss proposed check valve program. 

TAYLOR. J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/08/20. 
TUCKER, H. Babcock & Wilcox Operating Plants Owners Group. Ip. 38222:174- 
38222:186. 

-8607160467 Forwards generic check valve fgdiure evaluation, based on failure of five 
check valves in San Onofre Unit 1 feedwater sys.Data from NPRDS & LER data 
bases analyzed. 

YACHIM1AK,E. Vendor Program Branch. 86/07/14. MERSCHOFF.E.W. Vendor Pro- 
gram Branch. 12pp- 38222:175-38222:186. 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA, per TE Murley Aug 1986 Itr. 

MARTIN.T.T. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). FIEDLER, P.B. 
General Public Utilities Corp. - GPU Service Corp. DALTROFF.S.L Philadelphia Bac- 
tric Co. 9pp. 38350:223-38350:231. 

8610220192 Forwards insp Rept 50-213/86-24 on 86081 5-0930.No violations noted. 
WENZINGER,E.C. Region 1. Office of Director. 86/10/10. OPEKA,J.F. Connecticut 
Yankee Atomic Power Co. 2pp. 38341:348-36341:361. 

-8610220198 Insp Rept 50-213/86-24 on 86081 5-0930.No violations noted. Major 
areas inspected:plant operations.radiation protection, physical security.fire 
protection,maint.surveillance,open items, IE bulletins & licensee events. 

MCCABE.E.C. Region 1. Office of Director. 86/10/09. 12pp. 38341:350-38341:361. 

8610240267 Forwards reviews of ISAP 1.14.2, “Install New 480-Volt Load Ctr & Rear- 
range Equipment in Fire Area S-8,“ 1.14.4, “Install Remote Shutdown Instrumentation 
Panel" & 1.61, “Pressurized Thermal Shock,” per 850517 commitment. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES, C.l. Integrated 
Safety Assessment Project Directorate. 10pp. 38356:207-38356:216. 


J. Insurance & Indemnity Information 


6610060186 Further response to FOIA request for documents generated or prepared by 
V Stello.Appa N & O documents end & in PDR.App 0 documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project 13pp. 38252:244-38252:256. 

-8603250276 Summarizes AEOD review of end NPRDS data re MCC Pacific check 
valves & Atwood-Momll replacement valves supplied to facility.NRC continuing evalua- 
tions of facility valve program & Insp planned for wk of 860317. 

STELLO.V. Office of the Executive Director for Operations. 86/03/20. PALLADINO 
Commissioners. 7pp. 38253:097-38253:103. 

-8610100420 Forwards util 860227 Itr re 860221 meeting w/Commissioners. 

STELLO,V. Office of the Executive Director for Operations. 86/03/17. PALLADINO 
Commissioners. Ip. 38253:125-38253:125. 

-8610100451 Forwards util 860227 Itr re H Allen remarks to Commissioners om water 
hammer eventMatl condition review program & area monitoring program direct out- 
growth of regional enforcement actions,not spontaneous generation by util. 

MARTIN, J.B. Region 5, Office of Director. 86/03/11. STELLO.V. Office of the Execu- 
tive Director for Operations. Ip. 38253:126-38253:126. 

•^6101(^533 Forwards HP Allen 860227 remarks to Commissioners re water hammer 
eventMatl condition review program instituted & implementation of area monitoring 
program expedited. 

BASK1N,K.P. Southern California Edison Co. 86/02/27. MARTIN.J.B. Region 5, Office 
of Director. 4pp. 38253:127-38253:130. 


8610150084 LER 86-01 1-00:on 860904, west main feedwater pump failed. Caused by 
loss of thrust disk assembly pre-loadNew instructions developed jointly w/mfg to 
avoid loss of pre-load-W/861006 Itr. k i j u 

MORGAN,H.E. Southern California Edison Co. 86/10/06. 4pp. 38235:093-38235:096. 


8610240374 LER 84-01 0-01 :on 840930, during Mode 5 outage, two of three boric acid 
flow p^ns m^r^le.Caused by accumulated gas from vol control tank due to leak in 
replaced.Procedures revised.W/861010 Itr. 

MORGAN, H.E. Southern California Edison Co. 86/10/20. 4pp. 38355:175-38355:178. 


8610^02^ PNO-V-86-073:QL McChain,in custody by FBI on parole violation,issued 
claims of ®vading secu^ background checks for 6 yrs while working at listed facilities 

progress. 
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F. Security, medical, emergency it fire protection plans 


EPIF 


1 '^ reentry & recovery.W/Sousiie nr. 

Yankee Atomic Power Co. 86/09/26. 32pp. 38t39*.317 

^MeeS^OCPRK%p Conference Rept 50-213/86-17 on 860903 & "Mg 

EBNETER,S.D. Region 1, Office of Director. 86/09/26. OPEKA,J.F. Connectici 
Yankee Atomic Power Co, 2pp. 38182:023-38182:061. '-onnecucu 

-^10090159 Enforcement Conference R^t 50-213/86-17 on 860903 Maior area 

saf^shut down In event of fire. 

^^^81^27^^^^^^’^”^' Director, 86/09/26. 3pr 

-^1^0161 "Mgt Meeting, 1 0CFR50 App R.” 

NRC - No Detailed Affiliation Given. 86/09/03. 32pp. 36182:028-38182:061. 

to Potential Violation item 86-17-08 re lna( 

P«(ieot Directorate. 88/10/0: 

Connecticut Yankee Atomic Power Co. 2pp. 38255:067-38255:069. 

^ ^ ^ 

NRC - No OetaSed Affiliation Given. 86/10/07. Ip. 38255:069-38255:069. 


8810070441 Forwards Endorsement 97 to NELIA Policy NF-151 & Endorsement 85 to 
MAELU Policy MF-39. 

OPEKA.J.R. FEE.W.F. Northeast Utilities Service Co. (subs, of Northeast Utilities), 
OPEKA.J.F. Connecticut Yankee Atomic Power Co. 86/09/16. SALTZMAN,J. Assist- 
ant Director for State & Licensee Relations. 3pp. 38124:093-38124:095. 


P. Operating license stage documents & correspondence 

8610160326 Submits summary of facility PORV setpoint issue & addi info supporting 
conclusion that evaluation unnecessary to assure public safety or conform to NRC re- 
quirements. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/08/29. MURLEY,T,E. Region 
1, Office of Director. GRIMES, C.l. Integrated Safety Assessment Project Directorate. 
6pp. 38265:114-38265:121. 

8610060812 Forwards addI info re thermal hydraulic analyses in plant probabilistic 
safety study, in response to requests made during 860812-15 meetings.Core exposure 
prevented for sirwie tube rupture, but not for rupture of five tubes. 

OPEKA,J.F., S^RS.C.F. Connecticut Yankee Atomic Power Co. 86/09/17. 
GRIMES,C.I. Integrated Safety Assessment Project Directorate. 8pp. 38108:138- 
38108:145. 

8610020415 Forwards reviews of ISAP Topic 2.01, “Secondary Side Chemistry Monitor- 
ing," ISAP Topic 2.04, “Modernize Reactor Protection & Control Sys” & loAP Topic 
2.05, “Process Computer Replacement.” 

OPEKA,J.F., SEARS, C.F. Connecticut Yankee Atomic Power Co. 86/09/18. 

GRIMES, C.l. Integrated Safety Assessment Project Directorate. 7pp. 38071:137- 
38071:143. 

8610020423 Forwards reviews of ISAP Topic 1.14.1, "Curbs Ramps Water Control 
Structures,Seals & Shields" & ISAP Topic 1.49, “Steam Generator Tube Integrity.'' 
OPEKA,J.F., SEARS, C.F. Connecticut Yankee Atomic Power Co. 86/09/18. 

GRIMES, C.l. Integrated Safety Assessment Project Directorate. 7pp. 38070:269* 
38070:275. 

8610020498 Forwards reviews for ISAP Topic 1,02, "High/Low Pressure Valve Inter- 
locks,” ISAP Topic 1.07, “Vital Bus Feed Realignment Mods," ISAP Topic 1.11, "Pri- 
mary Auxiliary Bldg Ventilation Sys Mods” & ISAP Topic 1.19, "Control Room...," 
OPEKA,J.F., SEARS, C.F. Connecticut Yankee Atomic Power Co. 86/09/18. 

GRiMES,C.I. Integrated Safety Assessment Project Directorate. 12pp. 38071:067- 
38071:078. 

8610060934 Forwards reviews for ISAP Topic 1.27, "Compliance W/10CFR60.46" & 
ISAP Topic 1.28, “Reactor Coolant Pump Trip." Review includes discussion of safety 
objective & evaluation of plant design for issue addressed. 

OPEKA,J.F., SEARS, C.F. Connecticut Yankee Atomic Power Co. 86/09/18. 

GRIMES,C.I. Integrated Safety Assessment Project Directorate. 8pp. 38109:229- 
38109:236. 

8610080134 Remits Class III fee for 820723 appiication.per 860818 Itr. 

OPEKA,J.F., SEARS, C.F. Connecticut Yankee Atomic Power Co. 86/09/18. 

DIGGS,R.M. License Fee Management Branch. Ip. 38133:355-38133:355. 

8610150342 “Connecticut Yankee Atomic Power Co Reactor Containment Bldg integrat- 
ed Leak Rate Test & Air Filtration Sys Test. Jan - Jul 1986.” W/860918 Itr. 
DlMARZO,J.T., TURNER.M.E.. DELAWRENCE,J.L. Connecticut Yankee Atomic Power 
Co. 86/09/18. MURLEY, T.E. Region 1, Office of Director. 133pp. 38251:145- 
38251:277. 

8610020097 Forwards reviews of ISAP Topic 2.02, “Demineralized Water Storage Tank 
Oxygen Reduction” 6 ISAP Topic 2.10, '^Administration Bldg Upgrade." 

OP0<A,J.F., SEARS,C.F. Connecticut Yankee Atomic Power Co, 86/09/19. 

GRIMES, C.I. Integrated Safety Assessment Project Directorate. 6pp. 38066:294- 
38066:299. 


8610060372 Forwards reviews of ISAP Topics 1.18,1,26 & 1.42, “Reactor Coolant Pump 
Seal Cooling Mods.” “Relief Valve 6 Safety Valve Testing" & “RCS Vents Tech 
Specs," respectively. 

0PEKA,J.F., sears, J.F. Connecticut Yankee Atomic Power Co. 86/09/19- 
GRIMES, C.l, integrated Safety Assessment Project Directorate, 10pp. 38089:099- 
38089:108. 


8610070191 Forwards revlevirs of ISAP Topics 2.09,2.11 & 2.12 re “Reactor Coolant 
Pump Vibration Monitoring Sys Upgrade,” "Main Steam Sys Evaluation" & “Turbine 
Generator Trip Logic,” respectively, per 850731 request. 

OPEKA,J.F., SI^RS,C.F. Connecti^t Yankee Atomic Power Co. 86/09/19. 
GRIMES.C.I. Integrated Safety Assessment Project Directorate, 8pp. 38114:088- 
38114:095. 
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8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re Info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060380 Forwards reviews of ISAP Topic 2.06, “Evaluation of RCS Loop Isolation 
Valves to Mitigate Steam Generator Tube Rupture" & ISAP Topic 2.07, “Auxiliary 
Pressurizer Spray Nozzle." 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/09/22. GRIMES,C.I. Integrated 
Safety Assessment Project Directorate. 6pp. 38089:091-38089:095. 

8610160328 Clarifies commitment made in util 860807 ltr re startup physics reptRevlew 
of safety analysis, amend & rev to startup rept required to resolve issue.Amend re- 
quest will be submitted during Fourth Quarter 1986. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/09/24. MURLEY,T.E. Region 
1, Office of Director. 2pp. 38265:112-38265:113. 

8610080013 Forwards Amend 85 to License DPR-61 & safety evaluation. Amend re- 
vises Tech Specs re NRC recipient of util monthly operating repts,per recent NRC re- 
organizations & STS. 

AKSTULEWICZ,F. Integrated Safety Assessment Project Directorate. 86/09/29. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 4pp. 38143:318-38143:328. 

-8610080014 Amend 85 to License OPR-61 , revising Tech Specs re NRC recipient of 
util monthly operating repts. 

GRiMES,C.i. Integrated Safety Assessment Project Directorate. 86/09/29. 4pp. 
38143:322-38143:325. 

-8610080021 Safety evaluation supporting Amend 85 to License DPR-61. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/29. 3pp. 
38143:326-38143:328. 

8610140006 Requests extension of 860428 single failure exemption to respond to small 
break LOCAs.Plant mods cannot be completed until end of Cycle 15 
outage.Probabilistic safety study for permanent small break LOCA response measures 
encl.Fee paid. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/09/30. GRIMES,C.l. Integrated 
Safety Assessment Project Directorate. 22pp. 38227:122-38227:143. 

8610140407 Forwards major milestone schedule for const & implementation phases of 
erecting new switchgear bldg,per NRC approval of exemption from scheduler require- 
ments of 10CFR50.48. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/09/30. GRIMES,C.I. Integrated 
Safety Assessment Project Directorate. 5pp, 38226:298-38226:302. 

8610270101 Forwards review of ISAP Topic 1.21, “Reg Guide 1.97 Instrumentation," 
per 850517 commitment.NRC 850703 concerns re status of compliance w/Rev 2 to 
Reg Guide 1.97 also addressed. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/09/30. GRIMES, C.l. Integrated 
Safety Assessment Project Directorate. 35pp. 38359:001-38359:035. 

8610100647 Forwards Reactor Sys Branch safety evaluation re NUSCo 140-2, “NUSCo 
Thermal Hydraulic Model Qualification Vol II (VIPRE).” Rept acceptable for ref for 
Haddam Neck licensing calculations of core thermal hydraulics using VIPRE-01. 
ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 86/10/01. 
AKSTULEWICZ,F. Integrated Safety Assessment Project Directorate. JAFFE,D. PWR 
Project Directorate 8. 2pp. 38220:226-38220:241. 

-8610100663 Topical rept evaluation of NUSCo 140-2, “NUSCo Thermal Hydraulic 
Model Qualification Vol II (VIPRE)." Rept acceptable for ref for Haddam Neck licens- 
ing calculations of core thermal hydraulics using VIPRE-01. 

* NRC - No Detailed Affiliation Given. 86/10/01. 14pp. 38220:228-38220:241. 

8610160197 Forwards application fee for review & approval of interim acceptance crite- 
ria for steam generator tubes,per 860724 submittal, in response to 860922 request. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/06. DIGGS,R.M. License 
Fee Management Branch. 1p. 38265:354-38265:354. 

8610150142 Forwards corrected Tech Spec Page 6-1 1 to Amend 83 to License DPR-61 
re fire protection audits. 

AKSTULEWICZ,F. Integrated Safety Assessment Project Directorate. 86/10/07. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 2pp. 38255:067-38255:069. 

-8610150147 Corrected Tech Spec Page 6-11 to Amend 83 to License DPR-61 re fire 
protection audits. 

* NRC - No Detailed Affiliation Given, 86/10/07. Ip. 38255:069-38255:069. 

8610220091 Advises that revised jnservice testing program & associated relief requests 
will be submitted by 870228 for review. Testing currently being performed should be 
continued until code required testing can be performed. 

OPEKA,J.F., SEARS, C.F, Connecticut Yankee Atomic Power Co. 86/10/09. 

GRIMES,C.I. Integrated Safety Assessment Protect Directorate. Ip. 38326:356- 
38326:356, 

8610220069 Forwards summary of safety impact model project analysis for ISAP Topic 
1.21, “Reg Guide 1.97 Instrumentation." 

OPEKA,J.F., SEARS,C.F. Connecticut Yankee Atomic Power Co. 86/10/10. 

GRIMES,C.I, Integrated Safety Assessment Project Directorate. ISpp, 38327:007- 
38327:021. 

8610210300 Forwards update to Table 2 end w/860630 ltr re min expected auxiliary 
feedwater flowrates as determined calcUlatibns beirtg reflned.Rev to affected 
design basis analyses win be provided before 870215. 

OPIEkA,J.F., SEARS, C.F. ^nnecticut Yankee Atomic Power Co. 86/10/14. 

GRIMES,C,I. integrated Safety Assessment Project Directorate, 2pp. 38313:280- 
38313:281. ■ ■ 

8610221^5 Fonwards safe^ evaiua8on accepting NUSCQ 140-2, ’L..Thermal Hydraulic 
Model...,” for ref in core thermal- hydraulic licensing calculationa Licensee must per- 
form analysis to ensure nucleate boiling ratio of 1.3. 

AKSTULEWICZ,F. Integrated Safety Assessment Project Directorate. 86/10/16. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 3pp. 38332:229-38332:245. 

-86102202SO Safety evaluation of NUSCO 140-2, “NUSCO Thermal Hydraulic Model 
Qualification,Vol li (VIPRE)." Rept acceptable for establishing input yalpes & selection 
of correlation options & solution techniques for calculations. 

* Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/16. 14pp. 
38332:232-38332:245. 


8610240267 Forwards reviews of ISAP 1.14.2, "Install New 480-Volt Load Ctr & Rear- 
range Equipment in Fire Area S-8." 1.14.4, “Install Remote Shutdown Instrumentation 
Pane!” & 1.61, “Pressurized Thermal Shock," per 850517 commitment. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES,C.I. Integrated 
Safety Assessment Project Directorate. 10pp. 38356:207-38356:216. 

8810240423 Forwards reviews for listed ISAP topics.including Topic 1.43, “Tech Specs 
From Generic Ltr 83-37," per 850517 commitment. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES.C.l. Integrated 
Safety Assessment Project Directorate. 5pp. 38354:315-38354:319. 

8610240427 Forwards reviews for listed ISAP topics.including Topic 1.44, “Diesel Gen- 
erator Reliability,” per 850517 commitment. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES,C.t. Integrated 
Safety Assessment Project Directorate. 10pp. 38354:320-38354:329. 

8610240433 Fonwards reviews for listed ISAP topics.including Topics 1.08, “Selmic 
Mods to RCS” & 1.13, “Inadequate Core Cooling Instrumentation,^’ per 850517 com- 
mitment. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES.C.L Integrated 
Safety Assessment Project Directorate. 12pp. 38354:341-38354:352. 

8610240436 Forwards reviews of ISAP Topics 1.69, “Addl Low Temp Overpressure Pro- 
tection" & 1.60, "RCS/RHR Suction Line Valve Interlock," per 850517 commitment. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES.C.l. Integrated 
Safety Assessment Project Directorate. 7pp. 38354:353-38354:359. 

8810280239 Forwards reviews of listed ISAP topics re Generic Ltr 83-28, including 
Topic 1.32, “Item 2.1,Equipment Classification & Vendor Interface..." & Topic 1.41, 
“Item 4.5.1 .Reactor Trip Sys Functional Testing," per util 850517 commitment 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/16. GRIMES.C.L Integrated 
Safety Assessment Project Directorate. 16pp. 38366:287-38366:302. 

8610240283 Updates status of evaluation, within context of ISAP, of proposed plant mod 
to reduce oxygen in demineralized water storage tank. Failure of breather valves on 

§ fs could cause unavailability of feedwater sys & raise core melt frequency. 

PEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/17. MROCZKA,E.J, Inte- 
grated Safety Assessment Project Directorate. 3pp. 38350:284-38350:286. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 

8610280304 Notification of 861029 meeting w/util in Bethesda,MD to discuss licensee 
high energy line break study & proposals for assurance of long-term core cooling ca- 
pability. 

AKSTULEWICZ.F. Integrated Safety Assessment Project Directorate. 86/10/22. 
GRIMES,C.I. Integrated Safety Assessment Project Directorate. 2pp. 38386:151- 
38386:152. 

8810280560 Requests that portion of 850510 amend request re movement of fuel within 
reactor pressure vessel be retracted, per FM Akstulewicz 860903 request that util re- 
consider amend request. 

OPEKA,J.F., SEARS, C.F. Connecticut Yankee Atomic Power Co. 86/10/22. 
GRIMES.C.l. Integrated Safety Assessment Project Directorate. 2pp. 38360:165- 
38380:166. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matts." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610270138 Ack receipt of 860821 ltr Informing NRC of steps taken to correct violations 
noted in Inw Repts 50-213/86-04, 50-245/86-06 & 50-336/86-06. 

MARTIN, T.t Region 1, Office of Director. 86/09/08. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38361:056-38361:067. 

8610090152 Fonvards Enforcement Conference Rept 50-213/86-17 on 860903 & "Mgt 
Meeting, 10CFR50 App R.” 

EBNETtR,S,D. Region 1, Office of Director. 86/09/26. OPEKA,J.F. Connecticut 
Yankee Atomic Power Co, 2pp. 38182:023-38182:061. 

-8610090159 Enforcement Conference Rept 50-213/86-17 on 860903.Maior areas 
di8cussed:util 860703 commitments re abilihf to safely shut down in event of fire. 
KRASOPOUCOS,A., ANDERSON, CJ. Region 1, Office of Director. 86/09/26. 3pp. 
38182:025-38182:027. 

-8810090161 "Mgt Meetings 0CFR50 App R." 

* NRC - No Detailed AffllTation Given. 86/09/03. 32pp. 38182:028-38182:061, 

8610100126 Clarifies 860819 response to Potential Violation Item 86-17-08 re inad- 
equate emergency lighting, radio communications & breakers for stated valves action 
items, per App R Insp during wk of 860616, 

OPEI^J.F. Connecticut Yankee Atomic Power Co. 86/09/26. GRIMES, C.L Integrated 
Safety Assessment Project Directorate, 4pp. 38190:011-38190:014. 

8610100601 Suppis 860729 response to violations noted in Insp Rept 50-21 3/86-1 5.Nu- 
clMr review board audits conducted annually per Tech Spec 6.5.2.8.Tech Specs im- 
plemented on 860101 & audited in May & June of 1966. 

OPBKA,J.F., SEARS,C.F. Connecticut Yankee Atomic Power Co, 86/09/26. 
MARTIHTJ, Region 1, Office of Director. 2pp. 38202:1 57-38202:1 58. 

8610140076 Suppis response to violations noted in Insp Rept 50-21 3/86-1 7, per 860903 
mgt meeting.infQ consisting of review of actual tank levels & annunciator response 
procedures for tank low level alarms forwarded on 660008-12. 
bPEKA^J.F., SEARS, C.F. Connecticut Yankee Atomic Power C^. 86/09/26. 
EBNETER,S.D. Region 1, CDffice of Director. 2pp. 38225:330-38225:331. 
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8609250062 IE Info Notice 86*084, "Rupture of Nominal 40>mCi M25 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09730. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOWJ.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610140415 Discusses status of resolution of Unresolved Item 50-21 3/85-08-04.lnserv- 
ice date of 871201 planned. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/03. MARTIN, T.T. Region 1 
Office of Director. 3pp. 38226:306-38226:307. 


8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610150349 Requests payment of amend fee for 860916 request for relief from code 
insp of longitudinal & circumferential pipe welds for planLRequest considered new ao- 
plication. 

DIGGS, R.M. License Fee Management Branch. 86/10/08. OPEKA.J.F. Connecticut 
Yankee Atomic Power Co. Ip. 38258:122-38258:122. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


-8610080021 Safety evaluation supporting Amend 85 to License DPn 

Office of Nuclear Reactor Regulation. Director (oost oc/no/oQ 

38143:326-38143:328. 86/09/29. 3pp. 


S. Reportable occurrences, LERs & related correspondence 

8610020030 LER 86-041-00:00 e6O83O.f0edwater regulatina valve PW fpv 1 tn 
steam generator 1 became stuck open.causing manual reacRinr«nc^’hw°faL 
of weld between stem & plug.Failed part of weld sent to K BeSSo i?r ^ 
MARTIN.C.W.. GRAVES, R.(l. Connaotiout Yankee AtSZT„^®Bi*^-nQ /!.9 7 nn 
38070:089-38070:095. 86'09/29. 7pp. 

8610090108 LER 86-002-02:on 860104,during scheduled inolare 
safety valve.four valves lifted below setpoint tolerance onT valve SnSl 
one failed to open within test range.Caused by setpoint ® ® ° ^ 

8610210124 LER 86-006-02:on 8601 15, testing revealed that eummiin. ^4 
tested exceeded Tech Spec leak rate limit. Caused by leakaaeKiS^ SnSSment 
isolation valves. Valve CC-CV.885 replaced.W/861014 itr ™gh containment 

YankeoAtomlo Po«er Co. 86/10/14. 

“eaS® channel failed to meat ac- 

drt&inuSbrW by setpoint 

iB^l'!o^VOT 38 l'iOT 4 ^®'”''^' Atomic Power Co. 86/10/23. 4pp. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.’ Svc list end. 

Pmp^edness & Enoineering Response (Post 
86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:1 22. 

50-213/86-24 on 86081 5-0930.No violations noted. 
WEN21NGER.E.C. Region 1. Office of Director. 86/10/10. OPEKA.J.F. Connedicut 
Yankee Atomic Power Co. 2pp. 38341 :348-38341 :361 . 

-8610220198 Insp Rept 50-213/86-24 on 860815-0930.No violations noted. Major 
arep inspected:plant operati 9 ns, radiation protection, physical security.fire 
items, IE bulletins & licensee events. 

MCCABE.E.C. Region 1, Office of Director. 86/10/09. 12pp. 38341:350-38341:361. 

to NRC 860829 Itr re violations noted In Insp Rept 50-213/86- 
supervisors instructed that quality-related work will be per- 
formed or venfied by qualified Level 1 personnel. ^ 

wFw^rcb C Yankee Atomic Power Co. 86/10/14. 

WEN2INGER,E.C. Region 1, Office of Director. 5pp, 38416:172-38416:176. 

8610220412 Ack receipt of 860726 Itr informing NRC of steps taken to correct violations 
appreciation for clarifying nuclear review Lard 

MARTIf^T. Region 1. Office of Director. 86/10/15. OPEKA.J.F. Connecticut Yankee 
Atomic Power Go. 2pp. 38331:021*38331:024. ^nnecticui Yankee 

®®FdLre^"lvc Withdrawal Because of Single 

g^ii,S!rciissr»rr»; 

"SSSSSRISSS? gats* 

SsSos^ Prep^edness & Engineering Response (Post 

3M3lfl9L Co. of New YorR, Inc. 107pp. 38331 iosl- 

“n^'?nYr 4 ‘R^ 2 ‘f 3 /s^ “‘en to correct violations 

A "A"® Rrat Quarter 1988.10- 

R. Periodks operating reports & related correspondence 

*^dSa^!nor Jun^ 9 ^^ operating rept for Jul 1986 & revised reactor coolant 

1986.consisting of Rev 1 to 

* Connecticut Yankee Atomic Power Co. 86/06/30. Ip. 38225:292-38225:292. 

NRc"4c^S Z 


V. Operator Examinations 

®®i^IJ?SI®to'GSric Lb'Sfi etare tor FY87-90,in 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKAJF Northeast Nuclear 

BOgIrb'a Northeast Utilities. 86/ 10/01. 

3^78*0^^ ^ ® Human Factors Technology (post 851125). 5 pp. 38278:023- 

DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 
F. Security, medical, emergency & fire protection plans 

“"'"S * dualtotioii plan consistent w/ 

provisions of 10CFR50.54(p) & acceptable. 

muSIi'rl'I' of Director. 86/09/24. FIEDLER,P.B, General Public 

Utilities Corp. - GPU Service Corp. 3pp. 38118:356*38118:358. 

emergency plan implementing procedures, including Rev 1 to 6430- 
Activation" & Rev 0 to 6430-IMP.1 300.33. 
f^Qvised procedures index encl.W/860926 Itr. 
381^?077^‘4 i 82^245 Utilities Corp. - GPU Service Corp. 86/09/26. 169pp. 

h 1 Installation Spec OC-IS-408077-001 for perimeter intrusion 

niiSSJi I ^ acceptance criteria for microwave.H field & sentax 
caS n^'crowave sys meet security needs.Encl withheld. 

Mulu FY T F Utilities Corp. * GPU Service Corp. 86/09/30. 

MURLEY.T.E. Region 1. Office of Director. 2pp. 38265:280-38265:281. 

w 0723 requests to extend completion date until 

^ requirement In Item 1.b of 840612 order re emergency 

response capability schedules. 

division of Bolling Water Reactor (BWR) Licensing. 86/10/06. 
38333^9^‘^‘ Utilities Corp. - GPU Service Corp. 3pp. 38333:091- 

security plan & summary of changes.Rev made effec- 
iriAnSSfiS^ o'" Commission approvaI.Rev constitutes response to 860421 Itr 

2?2r-KJP , . & 18 as unacceptable.Plan withheld (ref 10CFR2.790). 

murTfytf (S,®?®''®J Unities Corp. - GPU Service Corp. 86/10/07. 

MURLEY.T.E. Region 1 , Office of Director. 2pp. 38304:185-38304:186. 

responders workshop in 

pI^aT’ a'.I'J: i?®S'°" of Director. 86/10/08. CONVERSE, R.J. New York 

Power Authority of the State of New York). FIEDLER.P.B. 
wc ca DALTR0FF,S.L PNIadeIpKa Elec- 

®®‘r!?2SaS. Implementing Procedure 6430-IMP- 1300.29, 

ProcedurG 6430.|MP.1 300.01, “aassification of 
trtieraency Conditions. * W/861023 Itr. 

General Public Utilities Corp. - GPU Serv- 
ice Corp. 86/10/23. 29pp. 38394:090-38394:1 1 8. 

P. Operating license stage documents & correspondence 

•‘oonsees & holders of application for OL re Info on 
Safeti^nf ^ Qualification of Electric Equipment Important to 

^gety for Nuclear Power Plants." Svc list end. 

f^eactor Regulation, Director (post 851125). 86/09/ 
22 . Atlantic City Electnc Co. 49pp. 38058:216-38058:265. 

consideration of issuance of amends to Ucense DPR- 
iesfe^ll? i 1 53 & opportunity for hearing re Tech Spec Change 

Directorate 1. 86/09/23. FIEDLER.P.B. General Public 
es Corp. - GPU Service Corp. 2pp. 37677:235-37677:253. 
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—8610030214 Notice of consideration of issuance of amends to License DPR-16 & pro- 
posed NSHC determination & opportunity for hearing re Tech Spec Change Requests 
147 & 153 re protective instrumentation setpoints. 

2WOLINSKI.J.A. BWR Project Directorate 1. 86/09/12. 17pp. 37677:237-37677:253. 

8610010085 Notification of 861008 meeting w/util in Bethesda.MD to discuss status of 
licensing actions. 

DONOKEW.J.N. BWR Project Directorate 1. 86/09/25. ZWOLINSKI,J.A. BWR Project 
Directorate 1. 3pp. 38058:001-38058:003. 

8610070029 Forwards fee for 860911 Tech Spec Change Request 140. 

LAGGART.M.W. General Public Utilities Corp. - GPU Senrice Corp. 86/09/26. 
ZWOLINSKI.J.A. BWR Project Directorate 1. Ip. 38118:288-38118:288. 

8610100216 Submits results of control room HVAC sys test per NUREG-0737,ltem 
III.D.3.4 concerning control room habitability. Rev required for toxic gas & radiological 
analysis submitted on 850816 & 061 7, respectively. 

FIEDLER, P.B. General Public Utilities Corp. - GPU Sen/ice Corp. 86/09/29. 
2W0LINSKt,J.A. BWR Project Directorate 1. 8pp. 38189:078-38189:086. 

8610150053 Discusses initial suppression pool temp for LOCA analysis & core spray 
pump NPSH.Ltr dtd 860804 provided addi info re temp required for pump analysis & 
NPSH calculations.lssue closed.Generic Ltr 84-09 issues will be addressed in future. 
DONOHEW.J.N. BWR Project Directorate 1. 86/10/01. FIEDLER, P.B. General Public 
Utilities Corp. • GPU Service Corp. 3pp. 38254:279-38254:281. 

8610150267 Forwards retyped Tech Specs & bases.replacing existing specs.Tech 
Specs incorporate amends through Amend 107. 

DONOHEW,J.N. BWR Project Directorate 1. 86/10/01. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 216pp. 38256:126-38256:341. 

8610150370 Summary of 860822 meeting w/util in Bethesda,MD to discuss containment 

g rocess piping penetrations for isolation condenser. Viewgraphs end. 
iONOHEW,J.N. BWR Project Directorate 1. 86/10/01. BWR Project Directorate 1. 
21pp. 38258:081-38258:101. 

8610150473 Discusses cancellation of mods to torus pool thermal mixing & local sup- 
ression pool temp monitoring at electromatic relief valve quenchers or discharge 
eaders.Supports cancellation of torus mods. 

DONOHEW,J.N. BWR Project Directorate 1. 86/10/01. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 4pp. 38259:349-38259:357. 

—8610150475 Safety evaluation supporting cancellation of torus pool temp indication & 
thermal mixing mods. 

• BWR Project Directorate 1 . 86/10/01. 5pp. 38259:353-38259:357. 

8610170300 Summary of 860827 & 28 June/Jul 1986 progress review onsite meetings 
w/utii re licensing actions, draft integrated living schedule & inservice testing program 
for current 10 yr cycle.Vlewgraphs end. 

DONOHEW.J.N. BWR Project Directorate 1. 86/10/01. BWR Project Directorate 1. 
51pp. 38288:284-38288:359. 

8610080443 Notification of 861017 meeting w/utils in Bethesda.MD to discuss issues 
affecting operating reactors & NRC. 

ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/02. BERNERO.R.M. Division of 
Bolling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610150005 Forwards Rev 0 to TR-039, “Cycle 11 R Outage, IGSCC Activities,” per Ge- 
neric Ltr 84-11.Rept details insp program, including sampling, exam criteria, results & 
disposition of four butt welds w/ IGSCC indications. 

WILSON, R.F. General Public Utilities Corp. - GPU Service Corp. 86/10/03. 
ZWOLINSKI,J.A. BWR Project Directorate 1. Ip. 38235:006-38235:032. 

-8610150007 Rev 0 to “Cycle 11R Outage, IGSCC Activities." 

COVILL,D., OSTROWSKI.R.. MILLER,R,L. General Public Utilities Corp, - GPU Service 
Corp. TR-039 ROO. 86/09/30. 26pp. 38235:007-38235:032. 

8610220359 Forwards safety evaluation accepting deferment of five NRC required mods 
from Cycle 1 1R outage to Cycle 12R outage, In response to 850726 requestSchedules 
in 820119 & 840612 orders will be revised to agree w/new schedules. 

2WOLINSKI,J.A, BWR Project Directorate 1. 86/10/06. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 38330:046-38330:070. 

-8610220394 Safety evaluation accepting deferment of five NRC required mods from 
Cycle 11R outage to (>cle 12R outage, per licensee 850726 request. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06, 22pp. 
38330:049-38330:070. 

8610220434 Forwards order modifying 810113,1219 & 820119 orders to continue ex- 
emption from GDC 50 of 10CFR50,^p A & extend completion date for remaining two 
plant mods needed to comply w/NUREG-06ei,App A acceptance criteria. 
^OLINSKW.A. BWR Pro^ct Directorate 1. 86/10/06. FIEDLER,P.B. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 38330:180-38330:189, 

-8610220449 Order modifying 810113,1219 & 820119 orders to continue exemption 
from GDC 50 of App A to 10CFR50 &, extend completion date for remaining two plant 
mods needed to comply w/acceptance criteria in App A to NUREQ-0661. 
BERNERO,R.M, Division of Boiling Water Reactor (BWR) Licensing. 86/10/06. Gener- 
al Public Utifities Corp. - GPU Service Corp. 7pp. 38330:183-38330:189. 

8610300088 Requests FR publication of notice of issuance of Amend 108 to License 
DPR-16,revising Tech Specs to incorporate radiological effluent Tech Specs required 
by 10CFR50,App I. 

2WOLINSKI,J.A, BWR Project Directorate 1, 86/10/06. NRC - No Detailed Affiliation 
Given. 2pp. 38406:204-38408:206. 

8610300114 Forwards Amend 108 to License DPR-16 &. safety evaluation. Amend re- 
vises Tech Specs to incorporate radiological effluent Tech Specs required by 
lOCFRSO^App l,Add| Tech Spec change requests discussed, 

DONOHmJ.N. BWR Project Directorate 1. 86/10/06. FiEDLER,P,B. General Public 
Utilities € 0 ^. - GPU Service Corp. 3pp. 36407:305-38408:062. 

-8610300115 Amend 108 to License DPR-t6, revising Tech Specs to incorporate radio- 
logical effluent Tech Specs required by 10CFR50,App I. 

DONOKEW,J.N. BWR Project Directorate 1. 86/10/06. 69pp. 38407:306-36408:016. 

-8610300119 Safety evaluation supporting Amend 108 to License OPR-16. 

* Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/06. OPP- 
38408:017-38408:052. 


8610140184 Requests payment of fee re 860917 application for evaluation of postulated 
high energy line break in emergency condenser penetrations. 

DIGGS, R.M. License Fee Management Branch. 86/10/07, FIEDLER,P.B, General 
Public Utilities Corp. - GPU Service Corp. Ip. 38222:084-38222:084. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda.MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1 986 pro- 
posed. 

THADANLM.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610310009 Forwards safety evaluation supporting util 850924 proposal not to replace 
existing containment purge & vent isolation valves w/new clow valves.Addt info re- 
quested re proposal to cancel commitment to upgrade nitrogen purge & vent sys. 
DONOHEW,J.N. BWR Project Directorate 1. 86/10/10. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 8pp. 38412:105-38412:136. 

-8610310011 Safety evaluation supporting util 850924 proposal not to replace existing 
containment purge & vent isolation valves w/new clow valves. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/10. 24pp. 
38412:113-38412:136. 

8610230148 Informs that thermal hydraulic stability analysis performed for Cycle 10 also 
applicable to C>cle 11 & that addI stability calculations unnecessary.Oifference in 
decay ratio for GE & Exxon fuel assemblies less than or equal to 0.01. 

WILSON, R.F. General Public Utilities Corp. - GPU Service Corp. 86/10/13. 

2WOLINSKI,J.A. BWR Project Directorate 1 . 2pp. 38344:051-38344:052. 

8610210282 Notifies of adoption of provisions of Rev 2 to visual weld acceptance crite- 
ria (VWAC) for structural welding at nuclear power plants.Training will be provided to 
QC inspectors involved in implementation of Rev 2 to VWAC by 861101. 

WILSCN.R.F. General Public Utilities Corp. - GPU Service Corp. 86/10/14. 

DENTON, H. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 

38313:337-38313:338. 

8610200328 Submits addi info concerning util 850801 submittal of “Evaluation to In- 
crease Normal Dryweli Temp Operating Limit," per 851122 requestControls exist for 
monitoring & maintaining dryweli bulk temp at or below 1 50 F. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 86/10/15. 

2WOLINSKI,J.A. Office of Nuclear Reactor Regulation, Director (post 851125). 5pp. 
38303:301-38303:305. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169. "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

B&RNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610300250 Forwards application for amend to Ucense DPR-16,con$isting of Tech 
Spec Change Request 148.revising Sections 3.6 & 4.6 re RCS iodine activity limits & 
surveillance requirements. Certificate of Svc encl.Fee paid. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 86/10/23. 
2WOLINSKI,J.A. BWR Project Directorate 1. 3pp. 36404:323-38404:334. 

-8810300254 Application for amend to License DPR-16,consisting of Tech Spec 
Change Request 148, revising Sections 3.6 & 4.6 re RCS iodine activity limits & sur- 
veillance requirements 

FIEDLER,P.B. General Public Utilities Corp. - GPU Service Corp. 86/10/23. 3pp. 
38404:326-38404:328. 

-8810300256 Proposed Tech Specs re RCS iodine activity limits & surveillance require- 
ments. 

• General Public Utilities Corp. - GPU Service Corp, 86/10/23. 6pp, 38404:329- 
38404:334. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co, of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:062. 

8610070231 Responds to IE Bulletin 86-002 re Static 0-Ring (SCR) swttche8.SOR 
Series 103 differential pressure switches installed in Oct 1985 as part of environ quali- 
fication mod. 

FIEDLER.P.B. General Public Utilities Corp. - GPU Service Corp. 86/09/23. 
MURLEYJ.E. Region 1, Office of Director. 27pp. 38126:001-38126:027, 

8610070456 Forwards Exam Rept 50-21 9/86-220L for exam held during wk of 
86081 1.Requaiification training program insp also conducted. 

KiSTER.H.B. Region 1, Office of Director. 86/09/26. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 38122:231-38122:272. 

-8810070471 Exam Rept 50-21 9/86-220L on 86081 1-1 S.Exam re8ults:all candidates 
passed written exam & one candidate failed oral exam.No violations or deficiencies 
found in insp of requalification training program. 

KOLONAVSKl,L, LANGE, D., KELLER, R. Region 1, Office of Director, 86/09/26. 
39pp. 38122:233-38122:272. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.Q, Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610150516 Forwards Mgt Meeting Rept 50-21 9/86-31 on 86091 6. 

EBNETER,S,D. Region 1, Office of Director. 86/10/01. FIEDLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 38252:030-38252:058. 
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-6610150521 Mgt Meeting insp Rept 50-219/56^1 on 860916.No violations 
ncAed.Major areas discuss^rstatus of current i^ng reveriftcation program. 
MANOLY,K.A., W1GG1NS.J.T. Re^n 1, Office of Director. 86/09/24. 27pp. 
38252:032-38252:058. 


860930012$ !E tnfo Notice ^-085, "Enforcement Actions Against Medical Licensees for 
Wifui Faiure to Rept Misadministrations.’* Svc list end. 

PARTLOWJ.G. Divjskjn of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610150005 Forwards Rev 0 to TR-039. “Cycle 11R Outage, IGSCC Activities,” per Ge- 
neric Ltr 84-11. Rept details insp program.including sampling.exam criteria, results & 
cSspodtion of four butt welds w/IGSCC indications. 

WILSON, R.F. Genera] FHiblic Utilities Corp. - GPU Service Corp. 86/10/03. 
2WOUNSKU.A. BWR Project Directorate 1. Ip. 38235:006-38235:032. 

88101^)069 Ack recapt of 860a)6 ltr infaming NRC of steps taken to correct violations 
noted in In:^ Rept 50-219/86-09. Understandings from 860918 telcon re nonseismlc 
wais & mortar & verification program results listed, 

EB^ETER.S,D. Region 1. Office of Director. 86/10/06. FIEOLER.P.B. General Public 
Ut^ties Corp. - GPU Service Cc^. 2pp. 38270:015-38270:020. 


8610200034 Forwards Safety insp Rept 50-219/86-27 on 860904-09.No violations 
noted. 


EBNETER,S.D. Region 1. Office of Director. 86/10/07. FIEOLER.P.B. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 38290:321-38290:330. 


-8610200036 insp Rept 50-219/86-27 on 860904-09.No violations or deviations 
noted-Major ssreas inspected:test witnessing & preliminary results evaluation of local 

i08fc 1316 t9St* 

CHUNG J.W., GOLLAJA. ANDERSON, CJ. Region 1. Office of Director. 86/10/01. 
6pp. 38290:323-38290:330. 


8610060249 IE C<»Tipfiance Bulletin 86-003. “Potential Failure of Multiple ECCS Pumps 
IXte to Single Failure of Ar-Operated Valve in Min Row Recirculation Line.” Svc list 
enci. 

TAYLC^,J.M. Office of Inspection & Enforcement Director (Post 820201). 86/10/08. 
Coftscriidated Ecterw Co. of New York. Inc. lO^p. 38258:276-38259:017. 

8610210025 Forward Safety Insp Rept 50-219/86-21 on 860707-0817 & notice of 
wte^.Rece*pt of 860819 response to Violation B(2) noted in Insp Rept 50-219/86- 

^ 86/10/09. FIEOLER.P.B. General Public 

Utilities Corp. - GPU Service Corp. 2pp. 38305:254-38305:268. 

-^10210026 Notice of violation from insp on 860707-0817. 

Region 1. Office of Director. 86/10/09. Ip. 38305:256-38305:256. 

50-219/86-21 on 860707-081 7. Violation noted: inadequate ra- 
exposures above local administrative limits to work- 
underneath reactor vessel. 

SLOUGH AR. Region 1. Office of Director. 86/09/30. 12pp. 38305:267-38305:268. 

“Clarification of Requirements for Fabrication & 
^ ® Packages.” Svc list end. 

^ Engineering Response (Post 
New York. Inc. 67pp. 38234:262- 


fefeJd Automatic Bus Trans- 

RoO Withdrawal Bacausa of Single 


a Farlorie ppariting laportt * i«alad oonaapondai^ 

Station Effluent Helaase Rapt 1986- 


8610090443 PNO-l-86-072A:investigation of alleged offsite drug use by two operations 
dept personnel led to termination of employment.Press release issued on 861001 & 
Region I responding to media inquiries. 

BLOUGH.R., KISTER.H. Region 1, Office of Director. 86/10/02. 1p. 38180:223- 
38180:223. 


8610200018 LER 86-021 -00:on 860828,six nuclear safety-related sys failed to satisfy 
plant seismic design bases per IE Bulletins 79-02 & 79-14.Caused by original design & 
const defidencies.Oeficiencies will be corrected. W/86 1007 ltr. 

2AK,R., FIEOLER.P.B. General Public Utilities Corp. - GPU Service Corp. 86/10/07. 
4pp. 38293:227-38293:230. 

8610160114 PNO-l-86-081;on 860930,foreman for Schneider Power Corp alleged that 
qualified welder assisted welding of test coupon by another welder undergoing 
qualification. Both welders fired. Licensee investigating action. 

BLOUGH, KISTER Region 1, Office of Director. 86/10/08, Ip. 38271:140-38271:140. 

8610280096 Special Rept 86-1 4:on 860922 & 27, nonfunctional fire barrier penetration 
seals not restored to functional status within 7 days.Hourly fire watch patrol estab- 
lished within 1 h. Restoration expected by 861130. 

FIEOLER.P.B. General Public Utilities Corp. - GPU Service Corp. 86/10/09. 
MURLEY.T.E. Region 1, Office of Director. 3pp. 38378:261-38378:263. 

8610200104 Summary of 861006 Operating Reactor Events Meeting 86-35 re events 
since last meeting on 860929.Assignees should review identified responsibilities & 
c(^pletion dates & advise if dates cannot be met.Attendance list & viewgraphs end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125), 86/10/14. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 23 od 


8610240013 LER 84-008-01 :on 840826, insp showed significant amount of cracking In 
intermediate-range monitor & source-range monitor tubes.Caused by irradiation accel- 
erated stress corrosion crackIng.Tubes replaced,W/861015 ltr. 

8610230226 LER 86-0^-00:on 860914,4,160-volt electrical bus grounded, result! no In 
actuation of several ESFs.Caused by technician error.Technicians will receive addi 
installation & use of ground brGakers.W/861016 ltr. 

^0/lf6pp:M34W6^^^^^^ ®P~'“ Cp'P- 86/ 

86-024-00:on 860911, loads calculated for primary containment piping 
limits. Caused by postulated high-energy TO 
®*'’®®® *®''®*® Planned.W/fel 01 7 ltr. ^ 

l^pp Corp. 86/10/ 


• i»AailliliailVfl9 


’^®P^ 50.219/86.22OL for exam held during wk of 
S?QTPD P''®gram insp also conducted. ® 

utmtifc nofn ^^o® P‘’®®tor. 86/09/26. FIEOLER.P.B. General Public 

Utilities Ctorp. - GPU Service Corp. 2pp. 38122:231 -381 22:272. 

-8610070471 Exam Rept 50-21 9/86-220L on 860811-15,Exam results-all candid«taft 
3°to 72." 1- OW'F® o' Dfootor. 86/09/86. 


pg-zzo nine mile point NUCLEAR STATION. UNIT 1 
F. Security, medical, emergency & fire protection plans 

K^S'ci?lI-2w.®M194:lfo“em^^^ SUNSER,J.J. NlaBAr. Mohawk 

^JteKM:°473'8?9 “ur'' SUNSER,J.J. Nlaflara Mohawk 

ated inhibit^sM^ to^<»oi^rK!e*W/^cto"?8'of*iS*1®i*'?® k®" "HAhulilly opar- 

odmlnlstratva oontrola aaolton of 

Mohawk Power Corp. 2pp. 38m346!|8m347. MANQAN.C.V. Niagara 

^^^“sessmenLput on call to Pro'ldant In wiJIo- 

88/»MART,N.T. Raglon 1, 0«loa 
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R. Periodic operating reports & related correspondence 


8610200093 Monthly operating rept for Sept 1986.W/861006 Itr. 

ROMAN, T.W., LEMPGES.f.E. Niagara Mohawk Power Corp. 86/09/30. 6pp. 
38290:099-38290:104. 


S. Reportable occurrences, LERs & related correspondence 

8610160168 LER 86-027-00:on 860909, discovered that temporary change notice initiat- 
ed on 860823 for relay block not reviewed & approved within specified time.Caused 
by misfiling of change notice.Relay block removed & notice rerouted. W/861 009 Itr. 
RANDALL.R.G.. LEMPGES,T.E. Niagara Mohawk Power Corp. 86/10/09. 3pp. 

38270:102-38270:104. 

8610160240 LER 86-028-00:on 860910, discovered that supply valves to sampling points 
utilized for obtaining 12-h grab samples of svc water discharge closed.Cause not 
stated.Vaives reopened so that representative sample could be taken.W/861010 Itr. 
RANDALUR., LEMPGES.T.E. Niagara Mohawk Power Corp, 86/10/10. 3pp. 

38265:001-38265:003. 

8610200015 LER 86-029-00:on 86091 0.instrument & control dept surveillance test not 
performed within required interval. Caused by unintentional deletion of test from 
schedule. Personnel advised & schedule updated.W/861010 Itr. 

RANDALL.R.G., LEMPGES.T.E. Niagara Mohawk Power Corp. 86/10/10. 3pp. 

38292:252-38292:254. 

8610240046 LER 86-030-00:on 8609 16, reactor bldg ventilation radiation monitor 11 
tripped on loss of power, resulting in loss of reactor protection sys bus.Work request 
generated.W/861016 Itr. 

RANDALUR., LEMPGES.T.E, Niagara Mohawk Power Corp. 86/10/16. 3pp. 

38346:050-38346:052. 

8610310159 Special repton 860903 & 04,some fire barrier penetrations declared non- 
functional & Fire Door D-107 rubbing against side jamb.Measures to maintain compli- 
ance w/Tech Spec Section 3.6.10.1 implemented. 

LEMPGES.T.E. Niagara Mohawk Power Corp. 86/10/17. MURLEY.T.E. Region 1, 
Office of Director. 2pp. 38419:145-38419:148. 

8610300235 PNO-V-86-073:GL McChain.in custody by FBI on parole violation.issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weld records. Investigation in progress. 

MARSH.R. Region 5. Office of Director. 86/10/23. 1p. 38405:049-38405:049. 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


Q. inspection reports, IE Builetins & correspondence 


8610210246 Forwards Exam Rept 50-223/86-03OL of exam administered during wk of 
860915. 

WEN21NGER.E,C, Region 1, Office of Director. 86/10/14. BEGHIAN.LE. Lowell. Univ. 
of. Lowell. MA. 2pp. 38313:162-38313:220. 

-8610210257 Exam Rept 50-223/86-030L on 86091 6-1 7.Exam resuIts:one candidate 
received license & other candidate failed written exam. 

NORRIS, B.S., KELLER.R.M., KISTER.H.B. Region 1, Office of Director. 86/10/07. 
57pp. 38313:164-38313:220. 


V. Operator Examinations 


6610210246 Forwards Exam Rept 50-223/86-03OL of exam administered during wk of 
860915. 

WENZ1NGER.E.C. Region 1, Office of Director. 86/10/14. BEGHIAN.LE. Lowell. Univ. 
of, Lowell. MA. 2pp. 38313:162-38313:220, 

-8610210257 Exam Rept 50-223/86-03OL on 86091 6-1 7,Exam results:one candidate 
received license 6 other candidate failed written exam. 

NORRIS,B.S., KELLER, R.M., KISTER,H.B. Region 1, Office of Director, 86/10/07. 
57pp. 38313:164-38313:220. 


DOCKET 50-224 UNIV. OF CALIFORNIA RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins & correspondence 

8610020392 Fonwards Exam Rept S0-224/dL-86-01 of exam administered on 860902- 
03. 

PATE,RJ. Region 5, Office of Director. 86/09/12. PISTER.C, California, Univ. of. 
Berkeley, CA. Ip. 38067:033-38067:087. 

-8610020398 Exam Rept 50-224/OL-86-01 on 860902-03.Exam results: candidate 
passed written & oral exams.Exam & answer key end. 

O’BRIEN, J.P., MORRILUP.. ELfN,J.O. Region 6, Office of Director. 86/09/10. 49pp. 
38067:034-38067:087. 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plans 

8610090523 Responds to 860822 Itr tansmitting info re proposed changes for further 
upgrades to physical security sys.Formal submittal of physical security plan revs re- 
quired within 60 days of implementation of changes. 

MARTINJ.T. Region 1, Office of Director. 86/09/30. LAHEY.R.T. Rensselaer Poly- 
technic Institute, Troy, NY. 3pp, 38180:077-38180:079. 


P. Operating license stage documents & correspondence 

8610100121 Requests permission for conversion of core to low enriched U fuel & con- 
tinued operation per encIs-Conversion specifics discussed, 

HARRIS.D.R. Rensselaer Polytechnic Institute, Troy. NY. 86/10/03. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38189:269- 
38189:344. 


-8610100133 "Critical Facility Safety Analysis Rept." 

HARRIS.D.R., WICKS.F., RODRIGUEZ-VERA Rensselaer Polytechnic Institute, Troy. 
NY. 86/06/30. 39pp. 38189:272-38189:310. 

-8610100139 Proposed Tech Specs for conversion to low enriched U. 

* Rensselaer Polytechnic Institute, Troy, NY. 86/06/30. 34pp. 38189:311-38189:344. 

8610290229 Application for amend to License CX-22, changing Tech Specs to allow re- 
ceipt & storage of 600 SPERT unirradiated fuel pits from DOE at critical facility. 
RODRIGUEZ-VERA. HARRIS.D.R. Rensselaer Polytechnic Institute. Troy, NY. 86/10/ 
17. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38393:105- 
38393:106. 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8610210297 Rev 4 to Emergency Procedure EPIP 100-05, "Stores Director (Checklist of 
Initial Generating Station Emergency Procedure Responsibilities)." 

* Commonwealth Edison Co. 86/10/10. 8pp. 38313:272-38313:279, 

8610210496 Rev 3 to Emergency Plan Implementing Procedure EPIP 300-12, "Initiatla- 
tion of Environ Monitoring Activities by Radiation-Chemistry Director." 

KENEALY,D., ZIAKIS.T., KOTOWSKI.J. Commonwealth Edison Co. 86/10/10. 20pp. 
38312:298-38312:317. 

8610300202 Rev 1 to Procedure DEOP 500-3, "Alternate Water Injection Sys." 

* Commonwealth Edison Co. 86/10/22, 18pp. 38410:001-38410:018. 

8610300272 Rev 3 to Procedure EPIP-500-1 Table 1. "First Aid Supplies." 

* Commonwealth Edison Co. 86/10/22. 2pp. 38404:302-38404:303. 

8610210472 Rev 5 to Emergency Plan Implementing Procedure EPIP 100-C8, "Radi- 
ation-Chemistry Director (Checklist of Initial Generating Station Emergency Plan Re- 
sponsibilities)." 

* Commonwealth Edison Co. 86/10/31. 6pp. 38311:046-38311:051. 


P. Operating license stage documents & correspondence 

8610060096 Application for amend to License DPR-30,revising Tech Specs to add 
MAPLHGR limits to reload fuel & adjustment of min critical power ratio limit to reflect 
results of Cycle 9 transient analyses. Fee paid. 

WOJNAROWSKLJ. Commonwealth Edison Co. 86/09/18. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38096:143-36096:205. 

-8610060112 Errata &. Addenda Sheet 15, replacing Pages v/vL3-2,4-3 & 4-16,to "LOCA 
Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear Power Station.” 

* General Electric Co, NEDO-24146A ERR 15. 86/05/21. 8pp. 38096:185-38096:192. 

-6610060119 Errata & Addenda Sheet 14.replacing Pages v/vi,3-2, 4-3, 4-10, 4-15 & 4- 
16,to “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear 
Power Station." 

* General Electric Co. NEDO-24146A ERR 14. 86/08/31. 12pp. 38096:193- 
38096:205. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for CL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem l.A.1.1, “Shift Technical Advisor..." for plants excluding 
Braidwood Units 1 8 a.Program meets Commission policy statements criteria. 
ZWOUNSKl,U.A. BWR Project Directorate 1. 86/10/01. FARRAR, D.L Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,Item i.A.1.1, "Shift Technical Advisor...," meets criteria contained In 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 

8610170116 Cancels Reg Guide 1.97 instrumentation mods identified in util 860801 & 
0131 Itrs-Transmitter for Variable Number 38, isolation condenser shell side water 
level retained. 

WOJNAROWSKLJ. Commonwealth Edison Co. 86/10/01. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp, 38278:020-38278:021. 
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8610300310 Notification of contract execution, Mod 5, to “Dresden & Perry Simulator." 
ContractonGE. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8713. 86/10/01. 
BOYD.S. Office of Inspection & Enforcement, Director (Post 820201). ROESSELER,S. 
NRC ■ No Detailed Affiliation Given. Ip. 38409:055-38409:057. 

-8610300319 Mod 5, extending period of performance from 831205 through 870930, to 
“Dresden & Perry Simulator.” 

GRIMME,W. General Electric Co. WIGGINS, E.J. Division of Contracts. FIN B-8713. 
86/10/01. 2pp. 38409:056-38409:057. 

8610080443 Notification of 861017 meeting w/utils in Bethesda,MD to discuss issues 
affecting operating reactors & NRC. 

2WOLINSKI,J.A. BWR Project Directorate 1. 86/10/02. BERNERO,R.M. Division of 
Boiling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 

fH^ANI,M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp, 38275:315-38275:362. 

8610220292 Notifies that J Stang wilt take over as project manager for Dresden & T 
Rotella for Quad Cities, effective on 861015. Smooth transition expected. 
2WOLINSKI,J.A. BWR Project Directorate 1. 86/10/17. FARRAR,D.L. Commonwealth 
Edison Co. 6pp. 38333:177-38333:182. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

b1rnERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

• Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351 :079-38351:O82. 

8610280062 FOIA request for sbc categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTONJ.M. Chicago Tribune, Chicago, IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end, 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610170119 Forwards rept supporting use of ieak-before-break concept for establishing 
acceptability of masonry walls (IE Bulletin 80-11), per 860930 & 1001 
telconsApplication of Ieak-before-break to RWCU sys piping demonstrated. 
WOJNAROWSKU. Commonwealth Edison Co. 86/10/06. cSENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38281:234-38281:249. 

-8610170121 "Leak-Before-Break Justification RWCU, Dresden Station Units 2 & 
3,Quad Cities Station Units 1 & 2." 

KLUGE,M.W.. GAVULA,J.J. NUTECH Engineers, Inc. 84/05/24. 15pp. 38281:235- 
38281:249. 

8610060249 tE Compliance Bulletin 86-003. “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Miln Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Qo. of New York, tnc. 106pp. 38258:276-38259:017. 

8610160460 Forwards Safety Insp Repts 50-237/86-21 & 50-249/86-26 on 86080S- 
0929 6 notice of violation. 

GULDEMOND.W,Q, Region 3, Office of Director, 86/10/09. REED.C- Commonwealth 
Edison Co. 2pp. 38273;309-38273;321 . 


-8610160464 Notice of viofatfen from Insp on 880006*0929. 

GULDEMOND,W^G. Region 3, Office of Dimmer. 86/10/08. 1p* 38273-.31 1-38273:31 1. 

-86101604(^ Insp Rapts 50^^7/66-21 6 50-249/86-26 on 860805-092^. Violation 
noteddatiure of employees to wear personnel doslmatiy ^ securify badges. 

BOYD,D^a Region 8, Clftioe of 66/1GI08, tOpp. 38273:312-38273:321. 

861008006B IE Info NPtiOa 86^6, ‘*aarllo«0on Of Requirements for Fafedpation 6 
Export of Certain Previously Approved B Packages,*' Svc list end. 

JORDAN, E.L Division of Emergent Preparedness & Engineering Ri 

830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 3823 


66fQ68IIOP IE M wmso mmr, 0 omo power M|3bp Automatip bus TWiW- 
ter." Svc list and. 

JORDAN,E.L Division of Emergency Praparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 106pp. 36259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Faihira” Svc list end. 

JORDAN, EL DMsion pf EmargOney Pfqparedrieas & Engineering Response (Post 
8301Q3>. 86/1Q/t6. ConsoMed Edison Cc of New York, Inc. 93pp. 38331:192- 


8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp, 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610170172 Monthly operating repts for Sept 1986,W/861001 ltr. 

MAXWELUD.C., EENIGENBURG.E. Commonwealth Edison Co. 86/09/30. 29pp. 
38280:249-38280:277. 


S. Reportable occurrences, LERs & related correspondence 


8610060020 LER 86-021 -00:on 860828, Unit 2/3 main chimney continuous particulate & 
iodine sample not collected per Tech Spec 3.2 (Table 3.2.5).Caused by procedural 
inadequacy.New procedure will be written.W/860923 ltr. 

FLAHERTY, J.M., EENIGENBURG,E. Commonwealth Edison Co. 86/09/23. 5pp. 
38094:207-38094:211. 

8610030143 LER 86-020-00:on 860827, small bore torus attached piping supports violat- 
ed allowable limits specified in NUREG-0661. Caused by design error.Pipe supports 
will be modified. W/860925 ltr. 

LEAHY.M., EENIGENBURG.E. Commonwealth Edison Co. 86/09/24. 4pp. 38088:252- 
38088:255. 

8610090039 LER 86-022-00:on 8609 18, fire main vaive position not verified per Tech 
Spec 4.12.B.1.A.Caused by personnel oversight.Event discussed during monthly shift 
engineer meeting.W/860930 ltr. 

MERRITT, S., EENIGENBURG.E. Commonwealth Edison Co. 86/09/30. 3pp. 

38181:106-38181:108. 

8610210111 LER 86-023-00:00 860920, reactor bldg ventilation sys isolated & standby 
gas treatment sys initiated.Caused by power supply 2-1705-7B failure due to defective 
dial componenLPower supply replaced. W/861 008 ltr. 

MCCABE, B., EENIGENBURG.E. Commonwealth Edison Co. 86/10/08. 3pp. 

38308:159-38308:161. 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8610280345 Annual rept of changes, tests & experiments for Jul 1985 - June 1986, per 
10CFR50.59. 

JOHNSON, A.Q. Oregon State Univ., Corvallis, OR. 86/10/03. Region 5, Office of Di- 
rector. 12pp. 38376:193-38376:204. 


DOCKET 50-244 ROBERT EMMET QiNNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8610200079 Rev 13 to Emergency Plan implementing Procedure SC-600, “Emergency 
Plan Qualification & Notification.’^ W/861 009 ltr. 

SPECTER, S.. KOBER.R.W. Rochester Gas & Electric Corp. 86/09/19. MURLEY.T.E. 
Region 1, Office of Director. 43pp. 38290:105-38290:147. 

8610100383 Informs of plans for 861020-24 insp re ability to provide safe shutdown In 
event of fire.Requests analysis, procedures & other documentation re subj be available 
at facility during insp. 

EBENTER,S.D. Region 1, Office of Director. 86/10/01. KOBER.R.W. Rochester Gas 
& Electric Corp. 2pp. 38194:133-38194:134. 

8610100287 Forwards Safety Insp Rept 50-244/86-13 on 860909-11. No violation noted. 
MARTIN, T.T. Redon 1, Office of Director. 86/10/03. KOBER.R.W. Rochester Gas & 
Electric Corp. 2pp. 38187:060-38187:067. 

-B610100306 Insp Rept 50-244/86-13 on 860909-11. No violation noted.Maior areas 
iin8pected:annual emergency preparedness exercise performed on 860910. 

CONKLIN, C.. THOMAS.W., LAZARUS, W,J. Region 1, Office of Director. 86/10/02. 
6pp. 38187:062-38187:067. 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA, per TE Murley Aug 1986 ltr. 

MABTIN,T.T. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority Power Authority of the State of New York), LEONARD, J.D. 

Long Island Ughting Co. KEMPER, J.S. Philadelphia Electric Co. 9pp. 38360:223- 
38350:231. 


8610210383 Forwards Safety Insp Rept 50-244/86-12 on 860826-29. Violation 
notedNotice not issued due to vblation being seif-identified & satisfying criteria in 
10CFR2APP 0. Response requested within 30 days of ltr receipt. 

MARTIHTT. Region 1, Office of Director. 86/10/15. KOBER.R.W, Rochester Gas & 
Electric Corp. 2pp. 38311:206-38311:214. 

-8610210389 Emergency Preparedness Insp Rept 50-244/86-12 on 860826-29. Viola- 
tion noted re abit% to mlly staff 8 augment emergency response organization in timely 
manner. 

THOMASJV., CONKLIN, C., LAZARUS, W,J. Region 1, Office of Director. 86/10/09. 
7pp. 0831 1:208^1 1 :2t 4. 


J. Insurance a^ indemnity information 

8610830313 Foiwaida Endomernents 113 8 114 to NELiA Policy NF-170 8 Endorse- 
ments 97 8 98 to MAELU Policy MF-47. 

VtETEN,M.J. Marsh & McLennan, Inc. 86/09/08. SALT2MAN,J. Assistarrt Director for 
State 8 Licensee Relations. 5pp. 38080:247-38080:^1. 
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P. Operating license stage documents & correspondence 

8609230296 Gen^ Ltr SS-IS to ail licensees & holders of application for OL re info on 
cotTHifaance W/10CFR50.49. "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.*’ Svc list end. 

DENT0N.H.R. Office of Nittlear Reactor Regulation, CHrector (post 851125). 86/09/ 
22, Atlantic City Bectric Co. 49pp. 38058:216-38058:265. 

8610080239 Partiai respcmse to FOiA request App D documents available in 
POR.Search continij^. 

GR!MSUEY,D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech- 
nicai Associates. 17pp. 38231:261-38233:238. 

-8801300020 Describes fransfer of review responsibilities for DCROR per SuppI 1 to 
NUREG-0737 for fisted plants from Div of Human Factors Technology to PWR Ucens- 
m-AStatus of each plant stmmarized. 

ROWSOME,F.H. Htwnan Factors Issues Branch. 86/01/24. ROSA.F. Electrical. Instru- 
mentation & Control Systems Branch (PWR-A). 4pp. 38233:112-38233:146. 

8610210287 Forwards appScation for amend to License DPR-1 8, revising Tech Specs re 
composition of nuclear safety aucSt & review boardFee paid. 

KOBER,R.W. Rochester Gas & Bectric Corp. 86/10/15. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). Ip. 38314:001-38314:008. 

-8610210294 Apptication for amend to License DPR-18, revising Tech Specs re compo- 
srtion of nuclear safety audit a review board. 

SNOW, BA Rochester Gas a Bectric Corp. 86/10/15. 2pp. 38314:002-38314:003. 

-8610210298 Proposed Tech Specs re corrtoosition of nuclear safety audit a re\riew 
board. 

• Rodtester Gas a Electric Corp. 86/10/15. 5pp. 38314:004-38314:008. 

^ ^ PWR applicants a licensees re Westinghouse 

ECCS evaluation models.Svc fist end. 

apjTON.H R Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051, 

86103ipia Forwards Amend 20 to License DPR-18 a safety evaluation. Amend dari- 
fies T^^ec requfrement re record retention period for QA activities, closing action 

on I Aw 

"SS.’S.todfo?QA ^6^ DPR-18.clarif)mg Tech Spec requirement re record 
DIIANNI.D.C. PWR Prr^t Directorate 1. 86/10/2Z 4pp. 38426:024-38426:027. 

suf^ng Amend 20 to Ucense DPR-18. 

22!^. 3^26^3W^!o^ (POst 851125). 86/10/ 

of inrjplementation schedule for installation of ATWS 

addl info re isolation devices used in conjunction w/ 
PWR Project Di- 

Ql Ir^pectfon reports, IE BuHetlns a correspondence 

Spent Generators.” W/o 
Consolklated 

SS/OS/,2. cons^wated 

KOBERAW. Rochester Gas 

SS/10/03. ConsoNdat- 

«|ip. 88t87«ea3BlS^; LAZARUS,WJ. Region 1, Office of Director. 86/10/02. 


8610210084 Responds to violations noted In Insp Rept 50-244/86-15 on 860811- 
IS.Failure to list Fe-55 on shipping manifests Severity Level V or inspector followup 
item.RndIng re lack of QC insp procedure for 10CFR61.65 invalid. 

KOBER.R.W. Rochester Gas a Electric Corp. 86/10/08. MURLEY.T.E. Region 1 
Office of Director. 6pp. 38306:099-38306:103. ' 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication a 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
38259 ^^ 2 /^^^^^^^ Consolidated Edison Co. of New York, Inc. tOSpp. 38259:018- 

8610210383 Forwards Safety Insp Rept 50-244/86-12 on 860826-29. Violation 
noted.Notlce not issued due to violation being self-identified a satisfying criteria in 
10CFR2,App C. Response requested within 30 days of ltr receipt. 

MARTIN.T.T. Region 1, Office of Director. 86/10/15. KOBER.R.W. Rochester Gas a 
Electric Corp. 2pp. 38311:206-38311:214. 

-8610210389 Emergency Preparedness Insp Rept 50-244/86-12 on 860826-29. Viola- 
tion noted re ability to fully staff a augment emergency response organization In timely 
manner. ' 

7pl?38^1V2b^831V2l4'’ Region 1, Office of Director. 86/10/09. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. ^ 

JORDAN, E.L Division of Emergency Preparedness a Engineering Resoonse fPost 
830103) 86/10/16. Consolidated Edson^Co. of New 1^ 93pp^833l!m 
3633 1i284* 

®“P5 ' 1 *? IE '"to Notice SMOS, "Main Steam Safety Valve Teat Failures 
a Ring Setting Adjustments.” Svc list end. 

Preparedness a Engineering Response (Post 
38331^191^^^^°^^^' Edison Co. of New York, Inc. f07pp, 38331:086- 


R. Periodic operating reports a related correspondence 
for Jul 1986.W/860811 ltr. 

. Rochester Gas a Electric Corp. 86/07/31. 6pp. 


ToJSiiwR'AAE'rsglcTM 


38227:272-38227:277. 

S. Reportable occurrences, LERs a related correspondence 

86-007-00:on 860922,revlew of 1986 surveillance testino schedule 
SS?r?SL surveillance Interval exceeded.Caused by"^ personnel 

WIDAyTa. conducted.W /861021 ltr. 

M41&^9^” Rochester Gas a Electric Corp. 86/10/22. 4pp. 38416:188- 

DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 
F. Security, medical, emergency a fire protection plans 

* quaBticrtlon oonstatent 
Nuclea, 

®0-2«/e6.17 « 50.336/86.18 Oh 860816- OB39.No 

cj^ I unit 1 jandby operallonejire prMaotlondilent ee- 

CCABEEC. Region 1, Otflce ot Direotor. 86/10/01. 9pp. 38201OS8.38201KM6. 

5^ect Olrectprate. 86/10/08. QRIMES,C.L 
totorala. Son. 


re arywe 

'"tegtated Safety Aaaeasment Pip|ectD|tecto^.^ n^ls3^ ^ 

IfilftosniA'a .. . 


Power' eONVERSEBJ, tW yqrk 


Me* York 

Boston Edison Votk). LYD0N.I.M. 

38350333.38350:331. ’ ' ’ Yankee Nudaer Power Corp. 8pp. 

L Financial Information 

[^^^it^°{oF^'S[8^3^^10®S0 7im\A lf“or 

DIreclor (post 851135). 3pp. 38M9i^^^7^‘* BeguMon. 
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-8610060444 Errata to “Northeast Utils 1985 Annual Rept," consisting of revised Pages 
1,301 & 311 re FERC Form 1. 

UHL.G.D. Northeast Utilities. 85/12/31. 3pp. 38099:072>38099:074. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR60.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610270176 Contends that Unit 1 fully complies w/requirements of 10CFR50.44 w/o 
need to install hydrogen recombiners or purge/ nitrogen repressurization sys,per NRC 
860812 request. 

OPEKA,J.F., FEE,W.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA,J.F. Northeast Utilities. 86/10/15. Integrated Safety Assessment Project Di- 
rectorate. 7pp. 38361:284-38361:290. 

8610220278 Forwards safety evaluation & TER-C5506-317, “Structural Evaluation of 
Vacuum Breakers (Mark I Containment Program), Millstone...," concluding modified 
vacuum breakers will not be subjected to excessive stress, per Generic Ltr 83-08. 
GRIMES,C.I. Integrated Safety Assessment Project Directorate. 86/10/16. 
OPEKA,J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 4pp. 
38332:246-38332:272. 

-8610220285 Safety evaluation concluding that safety margins of vacuum breakers not 
affected by hydrodynamic chugging force & that methodology of analysis & conclu- 
sions acceptable.Recommends closing of issue. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 2pp. 
38332:250-38332:251. 

-8607170071 “Structural Evaluation of Vacuum Breakers (Mark I Containment 
Program), Millstone Nuclear Power Station Unit 1 ," supplementary technical evaluation 

lHa., C0N,V.N., CARFAGN0,S.P. ARVIN/CALSPAN Advanced Technology Center. 
NRC-03-81-130. TER-C5506-317 S01. 86/07/14. NRC - No Detailed Affiliation Given. 
21pp. 38332:252-38332:272. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610280185 Requests addi info re response to Generic Ltr 83-28, Item 2.2,Part I, 
“Equipment Classification." Notification of schedule for compliance requested vrithin 
30 days. 

GRIMES,C.I. Integrated Safety Assessment Project Directorate. 86/10/22. 
OPEKA,J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 6pp. 
38387:286-38387:291. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610270138 Ack receipt of 860821 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-213/86-04, 50-245/86-06 & 50-336/86-06. 

MARTIN,T.T. Region 1, Office of Director. 86/09/08. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38361:056-38361:067. 

8610080455 Forwards Safety Insp Repts 50-245/86-16,50-336/86-17 & 50-423/86-26 
on 860721 -0808 .no violation noted. 

EBNETER,S.D, Region 1 , Office of Director. 86/09/29. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38166:022-38166:035. 

-8610080463 Insp Repts 50-245/86-16,50-336/86-17 & 50-423/86-26 on 860721- 
0808.No violation noted.Major areas inspected:QA program for audits, receipt, storage 
& handling,procurem6nt control & plant oesign changes & mods. 

DEV,M.. EAPEN.P.K. Region 1, Office of Director. 86/09/18. 12pp. 36166:024- 
38166:035. 

8609250062 IE info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080186 Further response to FQIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & In PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610080237 Update of status rept on BWR pipe crack & projection of licensee 
actions.La8t status rept ($ECY-85-265) covered reinsp & repair activities at number of 
plants. 

STELLO.V. Office of the Executive Director for Operations. 86/02/11. 5pp. 
38252:259-38252:263. 

8610100731 Forwards Insp Repts 50-254/86-17 & 50-336/86-19 on 860816- 0929.No 
violation noted. 

WENZINGER,E.C. Region 1, Office of DIredor. 86/10/01. OPEKA,J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 38201:056-38201:066. 

-8610100748 Insp Repts 50-245/86-17 & 50-336/86-19 on 86081 8-0929.No unaccept- 
able conditions noted.Major areas in8pected:plant operations, fire protection, plant se- 
curity & Unit 1 standby gas treatment sys. 

MCCABE,E.C. Region 1, Office of Director. 86/10/01. 9pp. 38201:058-38201:066. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadminlstratlons.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECC^ Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610280519 Remits insp fees for facilities & matls licenses for First Quarter 1986.ln- 
voices end. 

OPEKA,J.F., SEARS,C.F. Northeast Utilities. 86/10/17. Division of Facility Operations 
(Pre 840429). 13pp. 38380:088-38380:100. 


R. Periodic operating reports & related correepondence 


8810100236 Forwards monthly operating rept for Jul 1986 & revised monthly operating 
repts for ^r.May & June 1986. 

ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
ROMBERG.W.D. Northeast Utilities. 86/08/12. Office of Resource Management, Di- 
rector. Ip. 38195:323-38195:331. 

--8610100318 Monthly operating rept for Jul 1986. 

NEWBURGH,G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/07/ 
31. 5pp. 38195:324-38195:328. 

-8610100327 Revised monthly operating rept for Apr 1986.Rept revised to show day- 
light savings time. 

NEWBURGH, Q. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/04/ 

30. ip. 38195:329-38195:329. 

-8610100337 Revised monthly operating rept for May l986.Rept revised to corred day- 
light savings time hours from Apr rept. 

NEWBURGH.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/05/ 

31. Ip. 38195:330-38195:330. 

-8610100343 Revised monthly operating rept for June 1986.Rept revised to corred 
daylight savings time hours from Apr rept. 

NE^URGH.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/06/ 
30. Ip. 38196:331-38195:331. 


V. Operator Examinations 


8610170045 Forwards estimated schedules for operator licensing exams for FY87-90,in 
response to Generic Ltr 86-14. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). OPEKA,J.F. Northeast Utilities. 86/10/01. 
BOGER,B.A. Division of Human Factors Technology (post 851125). 6pp. 38278:023- 
38278:027. 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


8610200194 Forwards scenario of onsite emergency drill scheduled for 850605,per sug- 
gested reporting schedule outlined in RC Haynes 811026 Itr.Distribution should be lim- 
ned to ensure spontaneous & unbiased response to evolving events. 

SELMAN,M. Consolidated Edison Co. of New York, Inc. 85/04/22. MURLEY,T.E. 
Region 1. Office of Director. 91pp. 38295:008-38295:098. 

8610060320 Forwards FEMA 860723 ltr to State of NY re need for Itrs of agreement to 
assure availability of school district resources in Rockland County.Ltr inadvertently 
omitted from FEMA Indian Point finding sent to NRC on 860917. 

KRIMM,R.W. Federal Emergency Management Agenw. 86/09/24. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 4pp. 
38089:012-38089:015. 

881008Q166 Revised emergency plan procedures including Rev 1 to IP-1021, “Manual 
Update, Readout &/or Printout of Proteus Plant Parameter Data," A Rev 1 to IP-1027, 
“Site Personnel Accountability & Evacuation." 

MIELE,M.L Consolidated Edison Co. of New York, Inc. 86/09/26. 73pp. 38137:022- 
38137:094. 
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^cSktated' Edison Co. ol New Yorit. Inc. 86/10/01. 30pp. 38227:21 5-38227:244. 

86101S0245 Revs to emergency plan implementing procedures.inclu^ng RevJ to lAP- 
1 “Emer^ncy Director (ED)" & Rev 1 to lP-1015, “Mobilization & Operational Proce- 
dure for Offsite Monitoring Team-Immediate Response." 

MIELE,M.L Consolidate Edison Co. of Newr York, Inc. 86/10/02. 73pp. 38270:029- 
38270:’l01. 

8610100589 Forwards "Post-Exercise Assessment 860604 Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Rockland, Orange & Putnam Counties 

for ln®an Point Nuclear Power Station." 

KRIMM.R.W, Federal Emergency Management Agency. 86/10/06. JORDAN, E.L. Divi- 
^n of Bmergency Preparedness & Engineering Response (Post 830103). 2pp. 
38199:243-38200:155. 


-8610100593 “Post-Exercise Assessment 860604 Exercise of Radiological Emergency 
Preparedness Plans of State of NY.Rockiand.Orange & Putnam Counties for Indian 
Point Nuclear Power Station." 

* Fecteral Emergency Management Agency. 86/09/10. 271 pp, 38199:245-38200:155. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA,per TE Murley Aug 1986 Itr. 

MARTIN, T.T. Region 1, Office of Director. 86/10/08. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York), HARRlSON,R.J. 
RiWic ^rvice Cto. of New Hampshire. BRANTLEY, J.C. New Engismd Nuclear Corp. 
9pp. 38360:223-38350*.231. 

8610300100 Revised emergency plan implementing procedures.including Rev 1 to Pro- 
cedure lP-1023, "Operationa! Support Ctr." Rev 1 to Procedure lP-1035, “Technical 
Support Ctr" & revised table of contents. 

MIELE,M.L Consolidated Edison Co. of New York. Inc. 86/10/08. 79pp. 38404:088- 
38404:166. 


8610170154 Ack receipt of recipient & PASNY joint response to FEMA 860917 interim 
fincSngs re emergency preparedness-Redpient 860929 response, including planned 
corrective actions, forv^irded to FEMA. 

MURLEY, T.E. Region 1. Office of Director. 86/10/10. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 38281:210-38281:212. 


6610280045 Forwards FEMA 860910 exercise evaluation rept re 860604 
exerdse.Deficiendes identified in she areas.Scheduled dates proposed for dosing un- 
resolved items in util 860929 & FEMA 861001 ltrs.W/o end. 

MARTINJ.T, Region 1. Office of Director. 86/10/16. SELMAN.M. Consolidated 
Edison Co. of New York, Inc. 2pp. 38367:169-38367:190. 


8610270097 Forwards FEMA memo identifying addl defidency in 860604 full-scale 
exerdse.Post-exercise assessment forwarded on 861006 Incorrectly categorized inad- 
equacies at Orange County personnel monitoring cti'.Reiated info end. 

KRfMM,R.W. Federal Emergency Management Agency. 86/10/21. JORDAN,E.L. Divi- 
sion of Ennergency Preparedness & Engineering Response (Post 830103). 3pp. 
38359:119-38359:121. 


<J. Insurance & indenmity information 

6610070523 Forwards Endorsements 150 & 151 to NEUA Policy NF-100 & Endorse- 
ments 132 & 133 to MAELU Policy MF-29. 

VIETEN.MJ. Marsh & McLennan, Inc. 86/09/08. SALTZMAN,J. Assistant Director for 
State 6 Licensee Relations. 5pp. 38120:295-38120:299. 


P. Operating Hcenae stage documents & correspondence 


8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compfiance w/10CFR50.49, “Envriron Qualirication of EleeWe Equipment Important to 
Safety for Nuclear Power Plants.” Sve list end. 

OENTON,H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


8610100657 Forwards draft SPDES Permit NY0004422. 

BLAKE,J.W. New York Power Authority (formerly Power Authority of the State of New 
York). 86/09/30. VARGA,S.A. PWR Project Directorate 3. 28pp. 38200:156- 


38200:183. 


8610080468 Notification of 861015 meeting w/util in B€thesda.MD to discuss prooosed 
power increase. 

ldGHBORS.J.D. PWR Prdect Dtfectorate 3. 86/10/01. VARGA, S.A- PWR Prdect Di- 
rectorate 3. 38177:355-38177:356. 


^10140138 Notificafion of cancellation of 861015 meeting w/util in Bethesda-MD to 
dscuss proposed power increase. 

NEIGHBORS.J.D. PWR Project Directorate 3. 86/10/01. VARGA,S.A. PWR Proiect Di- 
rectorate 3. 2pp. 38220:326-38220:327. ^ 


881015^ Fofvrards Amend 116 to License DPR-26 Amend revises Tech Specs 
conect two typos in Tech Spec 3.10.2 re power distribution limits issued in Amer 

Sl^SON,^ll Fm Pre^ Orectorate 3. 86/10/06. SELMAN.M. ConsolidaU 
Edison Co. of New York, Ina 38257:319-38257:325. 


-8610100237 “DCRDR for Consolidated Edison Co Indian Point Unit 2," technical eval- 

•^Sctence^Applications International Corp. (formerly Science Applications. Inc.). NRC- 
03-82-096. 86/09/29. NRC - No Detailed Affiliation Given. 25pp. 38275:281- 
38275:305. 


8610220270 Request addl info re 851220 response to Generic Ltr 85-12, "Implementa- 
tion of TMI Action Item ll.K.3.5. ’Automatic Trip of Reactor Coolant Pumps.’" Review 
of end in preparation fo telcon w/NRC requested. 

SLOSSONMM. PWR Project Directorate 3. 86/10/14. SELMAN.M. Consolidated 
Edison Co.’ of New York, Inc. 15pp. 38333:094-38333:108. 


8610290293 Responds to 860919 Itr transmitting Westinghouse Owners Group SER re 
generic design for ATWS mitigation sys actuation circuitry.Final design & implementa- 
tion schedule will be submitted by 870116. 

SELMAN.M. Consolidated Edison Co. of New York, Inc. 86/10/15. SLOSSON.M.M. 
PWR Project Directorate 3. 1p. 38400:360-38400:360. 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECX^S evaluation modeIs.Svc list end, 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051, 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls," W/o sve list. 

• Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610090140 Forwards Insp Rept 50-247/86-11 on 860512-16 & list of potential enforce- 
ment/unresolved items.Program to meet requirements of 10CFR50.49 satisfactorily 
implemented w/ exception of six deficiencies. 

HEISHMAN.R.F. Vendor Program Branch. 86/09/24. SELMAN.M. Consolidated 
Edison (to. of New York, Inc. 5pp, 38184:315-38184:340. 

-8610090146 Insp Rept 50-247/86-11 on 860512-1 S.Major area inspected: implementa- 
tion of program for establishing & maintaining qualification of electric equipment in 
compliance w/ 10CFR50.49.Potential enforcement/unresolved items noted. 
ALEXANDER.S.D., POTAPOVS, U. Vendor Program Branch. 86/09/23. 21pp. 
38184:320-38184:340. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Sve list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc, 67pp. 38068:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MIsadministrations." Sve list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610140115 Forwards safety evaluation supporting 860425 steam generator insp results 
& preventative tube plugging program.Steam generators acceptable for continued op- 
eration until next refueling outage. 

SLOSSON,M.M. PWR Project Directorate 3. 86/10/06. SELMAN.M. Consolidated 
Edison Co. of New York, Inc, 2pp. 38220:347-38220:357. 

-8610140120 Safety evaluation supporting 860425 steam generator tube Insp results 
for 1986 refueling outage. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 9pp. 
38220:349-38220:357. 


8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Sve list 
end. 

TAYLOR, J.M. (Dffice of Inspection & Enforcement, Director (Post 820201). 86/10/08, 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38269:017. 


8610060068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Sve list end. 

Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:326. 


8610060071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Sve list end. 



^ License OPR-26,revising Tech Specs to correct tvw> tvoos 
^ tfetrtoutlon limits iss& In Ame^l 10. ^ 

VARG^SA PWR Drectorate 3. 86/10/06. 4pp. 38257:322-38257:325. 

84m200^ Fwwante new request for refief from certain ASME Code. Section 
testing ter Jut 1984 - June 1994J>roviai<»^ r« “ 


*^onSBllliS1lSSnM?lj5St»5?M2^ sraluation rep*. “DCRDR 

^ ^ Meetng or conference cal tequeated to resolve 


50-247/86-25 on 860801 -091 5.No violation noted. 
QALLO,R.M. R^ion 1. Office of Director. 86/10/14. SELMAN.M. Consolidated Edison 
Co. of New York, Inc. 2pp. 38325:262-38325:271. 

-W10220299 Insp Rept 50-247/86-25 on 860801-091 6.No violation noted. Major areas 
inspected:unscheduled backshift Insp of onsite actMtles, operations & maintUnlt trip 
cSt Lucoc D P^'^P ^ discussed. 

Director. 86/10/10. 6pp. 

®*FdI5fe^"|\)flKnd°'‘®® Rod Withdrawal Because of Single 

Emergen^ Preparedness & Engineering Response (Post 
38331?84^^^^^^^‘ Edison Co. of New York, InC. 93pp.^331:192- 
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8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610140136 Monthly operating rept for Jul 1986.W/860815 Itr. 

KRIEGER.K., SELMAN,M. Consolidated Edison Co. of New York, Inc. 86/07/31. 6pp. 
38225:116-38225:121. 


S. Reportable occurrences, LERs & related correspondence 

8610220134 LER 86-011 -01 :on 860322, results of refueling water storage tank calibr re- 
vealed that low level alarm setpoints for level transmitters below min specified 
level.Caused by instrument drift.Transmitters r6calibr.W/861017 Itr. 

BLATT,M., SELMAN.M. Consolidated Edison Co. of New York, Inc. 86/07/31. 4pp. 
38326:229-38326:232. 

8610140247 Fonfvards evaluation of LERs submitted for Aug 1985 - Jul 1986.LERs of 
above average quality. 

KANE,W.F. Region 1, Office of Director. 86/10/03. SEUMAN,M. Consolidated Edison 
Co. of New York, Inc. 48pp. 38225:066-38225:1 13. 

8610210315 LER 86-031-00:on 86091 6, during preparation for biweekly rod exercise 
testreactor manually tripped following drop of three control rod8.Cau8ed by inad- 
equate electrical jumper. Jumper replaced.Vv/861016 Itr. 

BAHR,J., SELMAN.M. Consolidated Edison Co. of New York, Inc. 86/10/16. 5pp. 
38314:100-38314:104. 

8610280190 PNO-l-86-084:on 861 020,reactor tripped.Caused by failure of safety injec- 
tion logic relay which demands reactor trip upon safety injection actuation.Difficulties 
encountered w/two of three auxiliary feedwater pumps. 

SUMMERS, R. Region 1, Office of Director. 86/10/21. Ip. 38366:102-38366:102. 

8610270328 LER 86-032-00:on 860922,daily grab sample of containment atmosphere 
not taken & analyzed as required by Tech Spec 3.1.F.1.b.6.Caused by poor communi- 
cation between involved personnel.Personnel counseled. W/861 022 Itr. 

HIGGINS,J., SELMAN.M, Consolidated Edison Co. of New York. Inc. 86/10/22. 4pp. 
38374:221-38374:224. 


U. Congressionai/Executive Correspondence 

8610280162 Final response to FOIA request.Documents listed in App A available in 
PDR.Forwards documents listed in App B. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/21. DESIMONE.J. Affiliation 
Not Assigned. 3pp. 38387:356-38388:017. 

-8610280197 Ack receipt of 820212 request that limited appearance sessions be held 
in New York City.ASLB proposes to hold at least one set of 
hearings.Recommendation for date.time & place requested. 

CARTER, LJ. Atomic Safety and Licensing Board Panel. 82/03/19. RICHMOND, F.W. 
House of Rep. Ip. 38388:015-38388:015. 

-8610280200 Requests Commission pursue hearings w/o restrictions & give prompt & 
serious consideration to closing facility while investigation in progress. 

RICHMOND, F. House of Rep. 82/08/03. PALUDINO.N.J. Commissioners. 1p. 
38388:016-38388:016. 

-8610280204 Ack receipt of 820803 Itr re ongoing facilities proceeding. Commission 
must decide adjudication solely on bases of submissions of parties & evaluations of 
submissions. 

KAMMERER.C, Office of (Dongressional Affairs. 82/08/17. RICHMOND, F. House of 
Rep. Ip. 38CJ8:01 7-38388:01 7. 
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F. Security, medical, emergency & fire protection plana 

8610210297 Rev 4 to Emergency Procedure EPIP 100-CS, “Stores Director (Checklist of 
Initial Generating Station Emergency Procedure Responsibilities)," 

* Commonweals Edison CJo. 86/10/10. 8pp. 38313:272-38313:279, 

8610210496 Rev 3 to Emergency Plan Implementing Procedure EPIP 300-12, "Inltlatla- 
tlon of Environ Monitorinfl Activities by Badiatlon-Cnemistry Director." 

KENEALY,D.. 2IAKIS,T., KOTOWSKl,J. Commonweals Edison Co. 86/10/10. 20pp. 
38312:298-38312:317. 

8610300202 Rev 1 to Procedure DEOP 500-3, “Alternate Water Injection Sys.” 

* Commonweals Edison Co. 86/10/22. 18pp. 38410:001-38410:018. 

8610300272 Rev 3 to Procedure EPIP-500-1 Table 1, "Rrst Aid Supplies." 

* Commonwealth Edison Co. 86/10/22. 2pp. 38404:302-38404:303. 

8610210472 Rev 6 to Emergency Plan Implementing Procedure EPIP 100-CJ8, “Radl- 
ation-C>iemi8t^ IDIrector (Checklist of Initial Generating Station Emergency Plan Re- 

* Commonweals Edison CO. 86/10/31 . epp. 3831 1 :046-3831 1 :051 , 

P. Operiding llofnae documents A correspondence 

8610060096 Application for amend to License DPR-30,revl8lng Tech Specs to add 
MAPLHGR limits to reload fuel & adjustment of min critical power ratio limit to reflect 
results of Cycle 9 transient analyses-Fee paid. 

WOJNAROWSKLJ. Commonweals Edison Co. 86/09/18. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38096:143-38096:205. 

-6610060112 Errata & Addenda Sheet 15, replacing Pages v/vL3-2,4-3 & 4-1 6, to “LOCA 
Analysis Rept for Dresden Unite 2 & 3 & Quad Cities 1 & 2 Nuclear Power Station.” 
General ElecSc Co. NEDO-24146A ERR 15. 86/05/21. 8pp. 38096:185-38096:182. 


-8610080119 Errata & Addenda Sheet 14,replacing Pages v/vi,3-2, 4-3,4-10, 4-15 & 4- 
16,to “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear 
Power Station." 

* General Electric Co. NEDO-24146A ERR 14. 86/08/31. 12pp. 38096:193- 
38096:205. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENtON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610100077 Application for amend to License DPR-25, extending expiration date to 
110l12.Proposed amend, environ statement review summary & NSHC evaluation 
encl.Fee paid. 

WOJNAROWSKLJ. Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 1 25). 1 6pp. 381 91 :274-381 91 :289. 

8610150404 Fonwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem I.A.1.1, "Shift Technical Advisor...” for plants excluding 
Braidwood Units 1 & 2.Program meets Commission policy statements criteria. 
ZWOLINSKI,J.A. BWR Project Directorate 1, 86/10/01. FARRAR.D.L. Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem I.A.1.1, “Shift Technical Advisor...,’’ meets criteria contained in 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 

8610170116 Cancels Reg Guide 1.97 instrumentation mods identified in util 860801 & 
0131 ltrs.Transmitter for Variable Number 36, isolation condenser shell side water 
level retained. 

WOJNAROWSKLJ. Commonwealth Edison Co. 86/10/01. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38278:020-38278:021. 

8610300310 Notification of contract execution.Mod 5, to “Dresden & Perry Simulator.” 
ContractonGE. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN B-8713. 86/10/01. 
BOYD.S. Office of Inspection & Enforcement. Director (Post 820201). 1p. 38409:055- 
38409:057. 

-8610300319 Mod S.extending period of performance from 831205 through 870930, to 
“Dresden & Perry Simulator.” 

GRIMME,W. General Electric Co. FIN B-8713. 86/10/01. 2pp. 38409:056-38409:057. 

8610080443 Notification of 861017 meeting w/utils in Bethesda,MD to discuss issues 
affecting operating reactors & NRC. 

ZWOLINSKLJ.A. BWR Project Directorate 1. 86/10/02. BERNERO.R.M. Division of 
Boiling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610280087 “Dresden Unit 3 Reactor Containment Bldg Integrated Leak Rate Test.” 
W/861 006 Itr. 

EENIGENBURG.E. Commonwealth Edison Co. 86/10/06. DENTON, H. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 100pp. 38379:001-38379:100. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda.MD re 
strawman generic reoulrements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1 986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610220292 Notifies that J Stang will take over as project manager for Dresden & T 
Rotella for Quad Cities.effective on 861015. Smooth transition expected. 
ZWOLINSKLJ.A. BWR Project Directorate 1. 86/10/17. FARRAaD.L Commonwealth 
Edison Co. 6pp. 38333:177-38333:182. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREQ-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17, Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610280332 Describes radiation exposure tracking program & final total cumulative radi- 
ation exposure.Raw data used to produce final adjusted total cumulative radiation ex- 
posure for recirculation pipe replacement end. 

WOJNAROWSKLJ. C^ommonwealth Edison Co. 86/10/22. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (poet 851 125). 29pp. 38376:205-38376:233. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc, 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matts." W/o svc list, 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610280082 FOIA request for six categories of documents re 1982 dvil penalty & Ofcs 
of investigations & Inspector & Auditor investigations of listed facilities. 

BURTONXM. Chicago Tribune, Chicago, IL. 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38386:242-38388:243. 

8810000380 Forwards responses to RL Lloyd questions raised during recent NRC 
safety sys outage mod inatallation in8p.Data sheets designed to accomodate adjust- 
rnente & recalibr check. 

WOJNAROWSKLJ, Commonwealth Edison Co, 86/09/29. KONKLIN,J.E. Office of In- 
spection & Enforcement, Director (Post 820201). 2pp. 38149:335-36149:336. 
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8809250062 IE Info Notice 86’084, "Rupture of Nominal 40-mCI 
Seed Causing Significant Spread of Radioactive Contamlnatlori/’ Svc list ^ 
PARTLOW.J G. Division of Inspection Programs (Post 850212). 86/09/30. con8o»wm 
ed Edison Co. of New York, Inc. 67pp. 38058:266*38058:332. 

8610080186 Further response to FOIA request for documents 
V Stello.Apps N & 0 documents and & in PDR.^p O documents paftioHy ® 
Add P documents completely withheld (ref FOIA Exomptiorts 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P- Govwmon^ 
Accountability Project. 13pp. 38252:244-38252:256, 

-8610080237 Update of status rept on BWR pipe crack & proioclion f j 
actions.Last status rept {SECY-85-265) covered relnsp & repair aciivllies at 

ilELLO.V. Office of the Executive Director for Operations. 86/02/U' ^PP- 
38252:259-38252:263. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Modieal 
Wiilfui Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 860212). 86/10/03. Uraw*”" 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610170119 Forwards rept supporting use of leak-before-broak concept ItM ^ 
acceptability of masonry walls (IE Bulletin 80-11)»per 860930 ft 
telcons. Application of leak-before-break to RWCU sys piping demorrstrateo-^,^^ ^ , 
WOJNAROWSKI,J. Commonwealth Edison Co. 86/10^6. DENTON, H.R. 0«k-8 oi Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38281 :234-38281:249. 

-a6ij0l7012i “Leak-Before-Break Justification RWCU.Dreaden Station UNI* ? ^ 
3, Quad Cities Station Units 1 & 2." 

KLUGE, M.W., GAVULA.J.J. NUTECH Engineers, Inc. 84/05/24. I6pp. 3a?81:*.3b- 
38281:249. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECtJS fdnp* 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Lift®’ Svc H»t 

TAYLOR, J.M. Office of Inspection 6 Enforcement. Director (Post 820201)- 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258;276-38259:0l7. 

8610160460 Forwards Safety Insp Repts 50-237/86-21 & SO-240/88-26 on 
0929 & notice of violation. 

GULDEMOND.W.G. Region 3, Office of Director, 86/ 1 0/09 REED.C. Comnwnwnaltn 
Edison Co. 2pp. 38273:309-38273:321 . 

-8610160464 Notice of violation from Insp on 860805-0929. 

GULDEMOND,W.G. Region 3, Office of Director. 86/1 0/08. Ip. 30273:31 l'3a279'U1 

-8610160467 Insp Repts 50-237/86-21 & 50-249/86-26 On 880805'092« VkJlflhfln 
employees to wew personnel dosimetry & security badga*. 
BOYD.D.C. Region 3, Office of Director. 66/10/08. 10pp. 38273:31 2"3l273'3Ul 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Faijdcdwn ^ 
Export of Certain Previously Approved Type 8 Packages/* Svc list sncl 
JORDAN, E.L Division of Emergency Preparedness & Enalnearino RsiBoniie 
Consolidated Eilson'^Co. of New YorMr£%fw» 

38234:328. 

8610080071 IE Info Notice 86-087. "Loss of Offsite Power Upon Automatic 0«» 

T€r« Svc list Gncl« 

JORDAN, E.L. Division of Emergency Preparedness & ErvolnciAHiifl Reioonw (Puit 
83O10y /10/10. Consoldatid eSmh'co. of N.v? 

“SI’ WlthdwwW e«aw9 « SHf* 

“iliffSilRiaiSKlIS''"-"" 

JORDAN, E,L. Division of Emergency Preparedness & Enoin«d»rf«« (Poll 
3833ifi9t®^^°^^^' Co. of Netw Vor8.”IrSl%7i*l^833lW' 

'n»P«stlon Prajnn" 

R Perlodle opwaitng nporti a, ralited eofropondww. 


ec«»on'(5o. 86/09/30- 29pp> 


M^BelSS.riiNWRGT’^^ 

38094:331-38094:333. ' Ectleon Co. 86/03/24, SPP’ 



nuiiter ol 860902.reactor manually scrammed due to large 

pressure alarms.Caused by trip of CRD pump 3B on low suction 
|j^ ’DBORup pump Qy, Qj repair.Procedure DTS 300-1 changed.W/860930 

EENIGPnriidg^E, Commonwealth Edison Co. 86/09/30. 3pp. 


lence 860924, determined that quarterly storage battery surveil- 

revls0dPaS^®“ fequired interval. Caused by personnel error.Procedures 

Commonwealth Edison Co. 86/10/07. 3pp. 


reverslna ®60927,full reactor scram initiating signal received while 

setscrews circulating water flow.Caused by component failure when 

MOYME 9®8/ vibrated loose.Setscrew tightened.W/SBI 021 Itr. 

3838® '"''"'^ENBURG.E. Commonwealth Edison Co. 86/10/21. 3pp. 38380:177- 

DOCKET 60.250 TURKEY POINT PLANT. UNIT 3 
F. Security, medical, emergency 4 fire protection plans 

**S?frequr'** for Region 11 incident response plan rev distribution, per 

BANKS,C. Region 2, Office of Di- 

enforcement conference at Region II to discuss 
GRAcIim 22^“5™' arranged on 86091 7.Proposed meeting agenda end. 

meeting w/utll In Bethesda,MD re physical security at 


end. 

R Project Directorate 2. 86/09/30. PWR Project Directorate 2. 


Point Nuclear Power Plant Exercise," conducted on 
rfirftmmanSl 1 areas requiring corrective actions & 15 areas 

kSrw footed. 

Agency. 86/10/03. JORDAN, E.L DM- 
& Engineering Response (Post 830103). 3pp. 


Power Plant Exercise," conducted on 860122-23. 
Federal Emergency Management Agency. 86/10/03. 52pp. 38305:288-38305:343. 

Itr informing NRC of steps taken to correct violations 
ftRAC f ® 50-250/86-32 & 50-251 /&6.32. 

WOODY.C.O. norida Power* 
50-250/86.32 * 50-251/86-32. Re- 

SS'“3Ki46Z9:iT 

'^®Pts 50-250/86-40 & 50-251 /86-40 on 860928-29 & notice 
D withheld (ref 10CFR2.790 & 73.21). 

Office of Director. 86/10/23. WOODY,C.O. Florida Power & 

Ughl Co. 3pp. 38416:168-38416:171. 

«eei0310200 insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29, Violation 
notedTOflequateconiDensatorv measures. Details withheld (ref 10CFR2.790 & 73.21). 

I. Region 2, Office of Director. 86/10/23. Ip. 


g0416:171-38418:17l. 


p. Operating license stage documents & correspondence 


wire 
replaced 


iiw lUBiHiiiBQ Wires & documented to be qualified. 
woody, C, 0. Rorida Power & Light Co. 86/08/29. GRACE.J.N. Region 2. Office of 

Dlreclor. Ip. 38366:017-38366:01 7. 

$81024(|41/ Ewses appredatlon for attendance at recognition dinner on 860812. 

Light Co. 86/09/08. GRACE,J.N. Region 2, Office 


S. Reportable occurraiRei, URe « nlMed «anaeiion«l«BK» 

0(H)eZ8UXWv 

**Hras^ 


8610270465 Fwrds response to 860721 request for add! info re Rev 9 to Topical QA 
R9DtFPLTQAR1-76a. 

WOODYAO. Rorids Power & Ught Co. 86/09/09. REYES,L Region 2, Office of DI- 
rector. 12pp. 38374;115.38374;126. 

0810240386 Revises completion date for Project 9, Task 20 to performance enhance- 
ment programJasK incorporates post-maint guidance document Into applicable plant 
edufsT# not completed until 860909. 

3DY,C.O. RoJla Power & Light Co. 86/09/10. GRACE. J.N. Region 2, Office of 


0609230286 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
8a(e^fofNl«l«gr Power Plants." Svc list end. 

DENTORH-R. (^Ice of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22, Allanic Oily Electric Co. 49pp. 38058:21 6-38058:265. 

0610020214 Fwarts topical rept evaluation of WCAP-10858, "ATWS Mitigation Sys 
Acluflilon Circuity (AMSAC) Generic Design Package." Generic design 
aQoeplable.n(Wever plant-spedfic details require approvaLResponse requested within 

Directorate 2. 86/09/24. WOODY, C.O. Florida Power 
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8610090166 Forwards addi info & amplifies basis re 860827 commitment to administra> 
tiveiy implement 7-day limiting condition for operation in Modes 1-4 re emergency 
diesel generators. 

WOODY, C.O. Florida Power & Light Co. 86/09/24. NOVAK.T.M. Division of Pressur- 
ized Water Reactor Licensing - A (post 851125). 8pp. 38182:069-38182:076. 

8610100387 Forwards written summary of info presented during 860911 performance 
enhancement program quarterly update meeting. 

WOODY, C.O. Florida Power & Ught Co. 86/09/26. GRACE,J.N. Region 2, Office of 
Director. 26pp. 38194:285-38194:310. 

8610140042 Application for amends to Licenses DPR-31 & DPR-41, upgrading Tech 
Specs to include guidance of NUREG-0452,STS for Westinghouse PWRs.Fee paid. 
WOODY, C.O. Flodda Power & Light Co. 86/09/29. THOMfeON.H.L. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 4pp. 38227:295-38230:043. 

-8610140046 Proposed upgraded Tech Specs, incorporating guidance of NUREG- 
0452, STS for Westinghouse PWRs. 

* Rorida Power & Light Co. 86/09/29. 825pp. 38227:299-38230:043. 

8610070494 Summary of 860903 meeting w/util & Sandia in Bethesda,MD re USI-44, 
“Station Blackout," requirement8.List of attendees end. 

MCDONALD,D.G. PWR Project Directorate 2. 86/09/30. PWR Project Directorate 2. 
3pp. 38131:045-38131:047. 

8610140080 Modifies Commission 850715 order re schedule for completion of Reg 
Guide 1.97 items.lmplementation schedule for new non- qualified area radiation moni- 
tor sys capable of meeting ranges specified in Reg Guide 1.97 to be provided by 
861231. 

NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
09/30. WOODY,C.O. Fiorida Power & Light Co. 5pp. 38222:091-38222:095. 

8610160171 Informs that Amend 9 to topical QA rept re QA program satisfies 
10CFR50,App B requirements & acceptable. 

WALKER.R.a Region 2, Office of Director. 86/09/30. WOODY,C.O. Florida Power & 
Ught Co. 2pp. 38270:279-38270:280. 

8810100384 Responds to 851126 request for clarification of Generic Ltr 85-15 on info 
re deadlines for compliance w/10CpR 50.49, "Environ Qualification of Electrical Equip- 
ment..." End Generic Ltr 86-15 issued on 860922 to provide guidelines. 
MCDONALD,D.G. PWR Project Directorate 2. 86/10/02. WOODY, C.O. Florida Power 
& Ught Co. 2pp. 38220:164-38220:173. 

8610210133 Forwards SER granting util 860116 request for relief from safety-related 
snubber testing requirements of ASME Code, Section XI. 

RUBENSTEInX-S. PWR Project Directorate 2. 86/10/09. WOODY, C.O. Rorida Power 
& Light Co. 2pp. 38321:194-38321:201. 

-8610210142 SER granting util 860116 request for relief from safety- related snubber 
testing requirements of AsME Code, Section XI. 

* NRC - No Detailed Affiliation Given. 86/10/09. 6pp. 38321:196-38321:201. 

8610240309 Application for amends to Licenses DPR-31 & DPR-41 .revising Tech Specs 
to require that 18-month insp of each diesel generator be performed during next Unit 
3 refueling outage. Fee paid. 

W(X)DY.C.O. Florida Power & Light Co. 86/10/20. THOMPSON,H.L. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 3pp. 38355:121-38355:128. 

-8610240326 Proposed Tech Specs requiring 18-month insp of diesel generator be per- 
formed during next Unit 3 refueling outage. 

* Florida Power & Light Co. 86/10/20. 5pp. 38355:124-38355:128. 

8610280066 Forwards “Florida Power 8 Ught Evaluation of BNL 15X15 Lattice Std 
Problem," for review, per 850510 topical rept submittal & 860722 telcon request for 
evaluation of std fuel lattice problem. 

WOODY,C.O. Rorida Power & Light Co. 86/10/21. LYONS,J.E. Office of Nuclear Re- 
actor Regulation, Director (post 851125). Ip. 38367:330-38368:005. 

-8610280091 “Fiorida Power & Ught Evaluation of BNL 15X15 Uttice Std Problem." 
HOSKINS,K.C.. KNUCKLES,E, POTERALSKI,D.C. Florida Power & Light Co. 86/10/ 
10. 35pp. 38367:331-38368:005. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051, 

8610300340 Board Notification 86-021 -.provides info to Board re vessel flux reduction. 
MCDONALD, D.G. PWR Project Directorate 2. 86/10/23. Atomic Safety and Licensing 
Board Panel. 54pp. 38455:001-38455:054. 

8610280550 Forwards load summary sheets for supports subj to PORV discharge loads 
correspgpdjra JkLBPRI load combinations,per 8^626 response to NRC 650714 re- 
quest for aM info re NUBEG-0737,ltem II.D.1. 

WOODY.aO, Rorida Power & Light Co. 86/10/24. RUBENSTEIN,La PWR Project 
Directorate 2. 5pp. 38380:151-383^:155. 


Q. Inspection reports, IE Bulletins A correspondence 

7904100384 Responds to 781219 memo requesting review of noncompliance & licens- 
ee’s objection fo dtation re access control to high radiation area8.Believes pursuing 
adequaw of licensee’s access control is pointiess. 

HI6QtNTOTHAM>L, Division of Fuel Facility & Materials Safety. 79/03/08. 
SUTHlRLANO,J.T. Region 2, Atlanta, Fuel Facility 8 Materials Saf^ Branch. 3pp. 
38289:115-3828^117. 

8103300409 IE Info Notice 61-32, ‘Transfer 8 /of Disposal of Spent Generators^-’ W/o 

SVC I fe ti 

* OfQcs of Inspection 8 Enforcerrient Diractor (Post 620201). 81/19/23. Consolidated 
Edison Ca of Nw York, Inc. 4pp. 38681:075-38^15078. 

8107230047 Rdv 1 to IE Info Nr^tica 80-32, ^tJIarificatton Roquireirrients for 

Exdusive-Use Shipments of Radioactive Matfs." W/o svc Kst. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Cfonsolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351 K)82. 


8610030494 FOIA request for documents re Region II request to NRR for assistance 
concerning proposed violation for shutdown cooling sys & component cooling water 
sys made in 1986. 

CONNOR, L Doc-Search Associates. 86/05/21. Division of Rules and Records. Ip. 
37678:356-37678:356. 

8610020010 Confirms 860825 request for extension of time to 861001 to respond to 
Enforcement Action 86-020.Addl time necessary to assure that root causes clearly 
identified 8 corrective actions correlate w/causes. 

WOODY.C.O. Florida Power 8 Light Co, 86/09/03. TAYLOR,J.M. Office of Inspection 
8 Enforcement, Director (Post 820201). Ip. 38068:252-38068:252. 

8610020226 Confirms 860909 telcon re response to IE Bulletin 85-003. Add! info 
requested,includlng how differential pressure valve switch settings will be determined. 
GRACE. J.N. Region 2, Office of Director. 86/09/19. WOODY.C.O. Rorida Power & 
Light Co. Ip. 38068:014-38068:014. 

8610070282 Confirms plans for 861001 enforcement conference at Region II to discuss 
vital area boundary control arranged on 86091 7.Proposed meeting agenda end. 
GRACE.J.N. Region 2. Office of Director. 86/09/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38125:138-38125:139. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610100480 Forwards summary of 860911 meeting w/util in Atlanta,GA re quarterly 
update of performance enhancement program.List of attendees end.W/o summary. 
WALKER.R.D. Region 2, Office of Director. 86/09/30. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38193:259-38193:260. 

8610090050 Responds to 860812 confirmatory order & notice of violation. Corrective 
actions implemented in areas of design control, 10CFR50.59 evaluations, Tech Spec 
compliance, procedural controls,control of maint activities & timeliness. 

WOODY.C.O. Florida Power & Light Co. 86/10/01. TAYLOR, J.M. Office of Inspection 
& Enforcement. Director (Post 820201). 31pp. 38180:299-38180:329. 

8610100406 Summary of 860923 meeting w/util in Region II ofc re const of adminis- 
tered operator licensing exams.Ltr & end to be placed in PDR (ref 10CFR2.790).List 
of attendees end. 

WALKER.R.D. Region 2, Office of Director. 86/10/01. WOODY.C.O. Florida Power & 
Light Co. 3pp. 38186:226-38186:228. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610220361 Responds to violations noted in insp Repts 50-250/86-33 & 50-251/86- 
33.Corr6Ctive actions;planner & field supervisor involved in event counseled on pre- 
cautions necessary when using partial procedures. 

W(DODY,C.O. Florida Power & Light Co. 86/10/08. GRACE.J.N. Region 2, Office of 
Director. 9pp. 38327:113-38327:121. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

6610210376 Forwards Insp Repts 50-250/86-35 & 50-251/86-35 on 860805-0908. No 
violations or deviations identified. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/10. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38311:188-38311:205. 

-8610210405 Insp Repts 50-250/86-36 & 50-251/86-35 on 860805-0908.No violations 
or deviations noted.Major areas inspected:action on previous insp findings, annual 8 
monthly sunreiHance, maint observations & operational safety. 

BREWER,D.R., VAN DYNE.K.W., MACDONALD, J.B. Region 2, Office of Diroctor. 86/ 
10/08. 16pp. 38311:190-38311:205. 

8610220076 Advises of completion of review of 860821 SALP rept 8 Insp Repts 50- 
250/86-27,50-251/86-27,50-335/86-13 & 50-389/86-12. Concurs that performance at 
St Lucie plant continues to be excellent & Turkey Point plant improved during period. 
WOODY.C.O. Florida Power 8 Ught Co. 86/10/13. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38324;359^38324:360. 

6810170038 EN-86-025A:on 861014,order imposing civil monetary penalty in amount of 
$25,000 issuedSuffident basis exists for mitigating proposed $50,000 civil penalty by 
50% based on licensee extensive corrective actions noted in 860528 ltr. 

FiACK,E., AXELRAO,J. Office of Inspection 8 Enforcement, Director (Post 820201). 
86/10/14. Ip. 38277:369-38277:359. 

8810170103 Fonwards order Imposing civil monetary penalty in amount of $26,000 from 
Insp Repts 5Q-2S0/86-04 8 50-251 /86-04.Severity Level III category 

reaftirmed.Proposed imposition of civil penalty mitigated from $50,000. 

TAYLOR,J.M. Office of Inspection 8 ^forcement. Director (Post 820201). 86/10/14. 
WOODY, C.O. Florida Power 8 Ught Co. 3pp. 38285:158-38285:170. 

•^10170107 Order imposing dvii monetary penally in amount of $25,000. NRC assess- 
ment of licensee response end. 

TAYLOR,j.M. Office of Inspection 8 Enforcement, Director (Post 820201). 86/10/14. 
Rorida Power 8 Ught Co. 10pp. 38285:161-38285:170. 
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8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610280242 Ack receipt of 861006 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/86-32 & 50-251/86-32. 

GRACE, J.N. Region 2, Office of Director. 86/10/17. WOODY.C.O. Florida Power & 
Light Co. Ip. 38379:145-38379:146. 

-8610280249 Forwards response to Insp Repts 50-250/86-32 & 50-251/86-32. Re- 
sponse withheld (ref 10CFR73.21). 

WOODY.C.O. Florida Power & Light Co. 86/10/06. GRACE. J.N. Region 2, Office of 
Director. Ip. 38379:146-38379:146. 

6610240309 Application for amends to Licenses DPR-31 & DPR-41, revising Tech Specs 
to require that 18-month insp of each diesel generator be performed during next Unit 
3 refueling outage. Fee paid. 

WOODY.C.O. Florida Power & Light Co. 86/10/20. THOMPSON.H.L Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 3pp. 38355:121-38355:128. 

-8610240326 Proposed Tech Specs requiring 18-month insp of diesel generator be per- 
formed during next Unit 3 refueling outage. 

* Florida Power & Light Co. 86/10/20. 5pp. 38355:124-38355:128. 

8610310198 Forwards Insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29 & notice 
of violation. Notice of violation withheld (ref 10CFR2.790 & 73.21). 

GRACE. J.N. Region 2, Office of Director. 86/10/23. WOODY.C.O. Florida Power & 
Light Co. 3pp. 38416:168-38416:171. 

-8610310200 Insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29. Violation 
noted:inadequate compensatory measures. Details withheld (ref 10CFR2.790 & 73.21). 
MASNYK,O.M.. MCGUIRE.D.R. Region 2. Office of Director. 86/10/23. Ip. 
38416:171-38416:171, 

8610310022 Forwards Exam Requalification Rept 50-250/OL-86-03 on 860908-11 & util 
staff comments.Only individuals passing requalification & licensing exams in 1986 will 
perform licensed duties. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/27. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38412:148-38412:294. 

"8610310030 Exam Rept 50-250/OL-86-03 on 860908-11. Exam results:two reactor op- 
erators & six senior reactor operators passed written requalification exam.Oral exam 
waivers granted to individuals who passed exam in Apr. 

DEAN.W.F., MUNRO.J,F. Region 2. Office of Director. 86/10/15. 145pp. 38412:150- 
38412:294. 


R. Periodic operating reports & reiated correspondence 

8610270275 "Semiannual Radioactive Effluents Release Rept Jan-June 1986." W/ 
860829 Itr. 

WOODY.C.O. Florida Power & Light Co. 86/06/30. GRACE, J.N. Region 2, Office of 
Director. 26pp. 38374:195-38374:220. 

8610100242 Forwards monthly operating repts for Jul 1986 & corrected monthly operat- 
ing rept for June 1986 for St Lucie Unit 1. 

WOODY.C.O. Florida Power & Light Co. 86/08/15. Office of Resource Management, 
Director. Ip. 38195:305-38195:322. 

-8610100280 Monthly operating repts for Jul 1986. 

GRANT.N.W. Florida Power & Light Co. 86/07/31. 16pp. 38195:306-38195:321. 

-8610100323 Corrected monthly operating rept for June 1986. 

GRANT.N.W. Florida Power & Light Co. 86/06/30. 1p. 38195:322-38195:322. 

8610270320 Forwards "Changes, Tests & Experiments Made W/o Prior Commission Ap- 
proval for Period Jul 1985 - June 1986." 

WOODY.C.O. Florida Power & Light Co. 86/08/29. GRACE.J.N. Region 2. Office of 
Director. 1p. 38362:117-38362:277. 

-8610270331 “Changes, Tests & Experiments Made W/o Prior Commission Approval for 
Period Jul 1985 - June 1986." 

* Florida Power & Light Co. 86/06/30. 160pp. 38362:118-38362:277. 

8610240390 Forwards Aug 1986 progress summary of select sys assessment. 
WOODY.C.O. Florida Power & Light Co. 86/09/12. GRACE.J.N. Region 2. Office of 
Director. 4pp. 38356:188-38355:191. 


S. Reportable occurrences. LERs & related correspondence 

8610010227 Special repton 86081 S.condenser air ejector high range noble gas effluent 
monitor exceeded 7 day outage reportability limitations established in Tech Spec 
Table 3.5-5.Caused by water intrusion into casing of detector. 

WOODY.C.O. Florida Power & Light Co. 86/09/18. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38055:144-38055:145. 

8610280231 LER 86-034-00;on 860921 .during performance of secondary plant periodic 
tests.reactor trip & auxiliary feedwater actuation occurredOaused by personnel 
error.Pre-amp for source range neutron flux detector replaced.W/861021 Itr. 
SALAMON.G.. WOODY.C.O. Florida Power & Light Co. 86/10/21. 3pp. 38366:303- 
38366:305. 


V. Operator Examinations 

8610140381 Forwards technical comments re operator license exams on 860908.Util 
has taken steps to improve operator training program, which has now been accredited 
by Natl Nuclear Accrediting Board. 

WOODY, C.O. Florida Power & Ught Co, 86/09/19. GRACE.J.N. Region 2. Office of 
Director, 74pp. 38226:042-38226:1 15. 


8610100406 Summary of 860923 meeting w/util in Region II ofc re const of adminis- 
tered operator licensing exams.Ltr & end to be placed in PDR (ref 10CFR2.790).List 
of attendees end. 

WALKER, R.D. Region 2, Office of Director. 86/10/01. WOODY.C.O. Florida Power & 
Light Co. 3pp. 38186:226-38186:228. 

8610310022 Forwards Exam Requalificatlon Rept 50-250/OL-86-03 on 860908-11 & util 
staff comments.Only individuals passing requalification & licensing exams in 1986 will 
perform licensed duties. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/27. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38412:148-38412:294. 

-8610310030 Exam Rept 50-250/OL-86-03 on 860908-1 1 .Exam resultsitwo reactor op- 
erators & six senior reactor operators passed written requalificatlon exam.Oral exam 
waivers granted to individuals who passed exam in Apr. 

DEAN.W.F.. MUNRO.J.F. Region 2, Office of Director. 86/10/15. 145pp. 38412:160- 
38412:294. 
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F. Security, medical, emergency & fire protection plans 

8610270339 Forwards ack form for Region II incident response plan rev distribution, per 
860811 request. 

WOODY.C.O. Florida Power & Light Co. 86/09/05. BANKS, C. Region 2. Office of Di- 
rector. 4pp. 38366:013-38366:016. 

8610070282 Confirms plans for 861001 enforcement conference at Region li to discuss 
vital area boundary control arranged on 86091 7.Proposed meeting agenda end. 
GRACE.J.N. Region 2, Office of Director. 86/09/26. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38125:138-38125:139. 

8610070499 SummaiY of 860912 meeting w/util in Bethesda,MD re physical security at 
facility.List of meeting attendees end. 

MCDONALD, D.G. PWR Project Directorate 2. 86/09/30. PWR Project Directorate 2. 
3pp. 38131:031-38131:033. 

8610210180 Forwards “Turkey Point Nuclear Power Plant Exercise," conducted on 
860122-23.No deficiencies identified.Ten areas requiring corrective actions & 15 areas 
recommended for improvement noted. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/03. JORDAN.E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 3pp. 
38305:285-38305:343. 

-8610210184 "Turkey Point Nuclear Power Plant Exercise," conducted on 860122-23. 
* Federal Emergency Management Agency. 86/10/03. 52pp. 38306:288-38305:343. 

8610280242 Ack receipt of 861006 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/86-32 & 50-251/86-32. 

GRACE, J.N. Region 2, Office of Director. 86/10/17. WOODY.C.O. Florida Power & 
Light Co. 1p. 38379:145-38379:146. 

-8610280249 Fonvards response to Insp Repts 50-250/86-32 & 50-251/86-32. Re- 
sponse withheld (ref 10CFR73.21). 

WOODY.C.O. Florida Power & Light Co. 86/10/06. GRACE.J.N. Region 2, Office of 
Director. Ip. 38379:146-38379:146. 

8610310198 Forwards Insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29 & notice 
of violation.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

GRACE, J.N. Region 2, Office of Director. 86/10/23. WOODY,C.O. Florida Power & 
Light Co. 3pp. 38416:168-38416:171. 

-8610310200 Insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29. Violation 
noted:lnadequate compensatory measures. Details withheld (ref 10CFR2.790 & 73.21). 
MASNYK,0 !m. Region 2, Office of Director. 86/10/23. Ip. 38416;171-38416;171. 


P. Operating license stage documents & correspondence 

8610270343 Summarizes 860825 teicon w/Region ti re Limitorque jumper wire 
qualification.per 10OFR50.49 equipment qualification listQuestionable wires replaced 
w/properly identified wires & documented to be qualified. 

WOODY, (5.O. Florida Power & Light Co. 86/08/29. GRACE,J.N. Region 2, Office of 
Director. Ip. 38366:017-38366:017. 

8610240417 Expresses appreciation for attendance at recognition dinner on 860812. 
GRANDAGE,D.D. Florida Power & Light Co. 86/09/08. GRACE,J.N. Region 2, Office 
of Director. Ip. 38355:146-38355:146. 

8610270455 Forwards response to 860721 request for addi info re Rev 9 to Topical QA 
Rept FPL TQAR 1-76a. 

WOODY.C.O. Florida Power & Ught Co. 86/09/09. REYES.L Region 2, Office of Di- 
rector. 12pp. 38374:115-38374:126. 

8610240386 Revises completion date for Project 9, Task 20 to performance enhance- 
ment program.Task incorporates post-maint guidance document into applicable plant 
procedure.Task not completed until 860909. 

WOODY.C.O. Florida Power & Ught Co. 86/09/10. GRACE.J.N. Region 2, Office of 
Director, ip. 38355:192-38355:192. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610020214 Forwards topical rept evaluation of WCAP-10858. “ATWS Mitigation Sys 
Actuation Circuity (AMSAC) Generic Design Package," Generic design 
acceptable, however piant-specific details require approval.Response requested within 
30 days. 

MCDONALD.D.G. PWR Project Directorate 2, 86/09/24. WOODY.C.O. Florida Power 
& Light Co. 2pp. 37669:079-37669:098. 
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8610090166 Forwards addi info & amplifies basis re 860827 commitment to administra- 
tively implement 7-day limiting condition for operation In Modes 1-4 re emergency 
diesel generators. 

WOODY, C.O. Florida Power & Light Co. 86/09/24. NOVAK.T.M. Division of Pressur- 
ized Water Reactor Licensing - A {post 851125). 8pp. 38182:069-38182:076. 


8610100387 Forwards written summary of Info presented during 86091 1 performance 
enhancement program quarterly update meeting. 

WOODY, C.O. Florida Power & Light Co. 86/09/26. GRACE,J.N. Region 2. Office of 
Director. 26pp. 38194:285-38194:310. 

8610140042 Application for amends to Licenses DPR-31 & DPR-41 .upgrading Tech 
Specs to include guidance of NUREG-0452,STS for Westinghouse PWRs.Fee paid. 
WOODY,C.O. Florida Power & Light Co. 86/09/29. THOMPSON.H.L. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 4pp. 38227:295-38230:043. 


-8610140046 Proposed upgraded Tech Specs,incorporating guidance of NUREG- 
0452,STS for Westinghouse PWRs. 

* Florida Power & Ught Co. 86/09/29. 825pp. 38227:299-38230:043. 


8610020226 Confirms 860909 telcon re response to IE Bulletin 85-003. Addl info 
requested, including how differential pressure valve switch settings will be determined. 
GRACE,J.N. Region 2, Office of Director. 86/09/19. WOODY, C.O. Florida Power & 
Light Co. Ip. 38068:014-38068:014. 

8610070282 Confirms plans for 861001 enforcement conference at Region II to discuss 
vital area boundary control arranged on 86091 7.Proposed meeting agenda end. 
GRACE,J.N. Region 2, Office of Director. 86/09/26. WOODY,C.O. Florida Power & 
Light Co. 2pp. 38125:138-38125:139. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end, 
PARTLOW,J.G, Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc, 67pp. 38058:266-38058:332. 

8610100480 Forwards summary of 860911 meeting w/util in Atlanta, GA re quarterly 
update of performance enhancement program.List of attendees encl.W/o summary. 
WALKER.R.D. Region 2, Office of Director. 86/09/30. WOODY,C.O. Florida Power & 
Light Co. 2pp. 38193:259-38193:260. 


8610070494 Summary of 860903 meeting w/util & Sandia in Bethesda,MD re USI-44, 
"Station Blackout," requirements.List of attendees end. 

MCDONALD, D.G, PWR Project Directorate 2. 86/09/30. PWR Project Directorate 2. 
3pp. 38131:045-38131:047. 


8610140080 Modifies Commission 850715 order re schedule for completion of Reg 
Guide 1.97 items.lmplementation schedule for new non- qualified area radiation moni- 
tor sys capable of meeting ranges specified in Reg Guide 1.97 to be provided by 
861 231 

NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
09/30. WOODY, C.O. Florida Power & Light Co. 5pp. 38222:091-38222:095. 


8610160171 Informs that Amend 9 to topical QA rept re QA program satisfies 
10CFR50,App 6 requirements & acceptable. 

WALKER, R.D. Region 2, Office of Director. 86/09/30. WOODY,C.O. Florida Power & 
Ught Co. 2pp. 38270:279-38270:280. 

8610100384 Responds to 851126 request for clarification of Generic Ur 85-15 on info 
re deadlines for compliance W/10CFR50.49, “Environ Qualification of Electrical Equip- 
ment..." End Generic Ltr 86-15 issued on 860922 to provide guidelines. 

MCDONALD, D.G. PWR Project Directorate 2. 86/10/02. WOODY,C.O. Florida Power 
& Ught Co. 2pp. 38220:164-38220:173. 


8610210133 Forwards SER granting util 860116 request for relief from safety-related 
snubber testing requirements of ASME Code, Section XI. 

RUBENSTEIN,L.S. PWR Project Directorate 2. 86/10/09. WOODY, C.O. Florida Power 
& Ught Co. 2pp. 38321:194-38321:201. 


-8610210142 SER granting util 860116 request for relief from safety- related snubber 
testing requirements of ASME Code, Section XI. 

* NRC - No Detailed Affiliation Given. 86/10/09. 6pp. 38321:196-38321:201. 


8610240309 Application for amends to Licenses DPR-31 & DPR-41 .revising Tech Specs 
to require that 18-month insp of each diesel generator be performed during next Unit 
3 refueling outage. Fee paid. 

WOODY,C.O. Florida Power & Ught Co. 86/10/20. THOMPSON.H.L. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 3pp. 38355:121-38355:128. 

-8610240326 Proposed Tech Specs requiring 18-month insp of diesel generator be per- 
formed during next Unit 3 refueling outage. 

• Florida Power & Light Co. 86/10/20. 5pp. 38355:124-38355:128, 


8610090050 Responds to 860812 confirmatory order & notice of violation. Corrective 
actions implemented in areas of design control, 10CFR50.59 evaluations.Tech Spec 
compliance.procedural controls.control of maint activities & timeliness. 

WOODY.C.O. Florida Power & Light Co. 86/10/01. TAYLOR. J.M. Office of Inspection 
& Enforcement. Director (Post 820201). 31pp. 38180:299-38180:329. 

8610100406 Summary of 860923 meeting w/util in Region II ofc re const of adminis- 
tered operator licensing exams.Ltr & end to be placed in PDR (ref 10CFR2.790).List 
of attendees end 

WALKER.R.D. Region 2. Office of Director. 86/10/01. WOODY.C.O. Florida Power & 
Light Co. 3pp. 38186:226-38186:228. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610220361 Responds to violations noted in Insp Repts 50-250/86-33 & 50-251/86- 
33.Corrective actlons:planner & field supervisor involved in event counseled on pre- 
cautions necessary when using partial procedures. 

WOODY,C.O. Florida Power & Light Co. 86/10/08. GRACE, J.N. Region 2, Office of 
Director. 9pp. 38327:113-38327:121. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610280065 Forwards “Florida Power & Light Evaluation of BNL 15X15 Lattice Std 
Problem," for revlew,per 850510 topical rept submittal & 860722 telcon request for 
evaluation of std fuel lattice problem. 

WOODY, C.O. Florida Power & Ught Co. 86/10/21. LYONS, J.E. Office of Nuclear Re- 
actor Regulation, Director (post 851125). Ip. 38367:330-38368:005. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co, of New York. Inc. 37pp, 38420:326-38421:051. 

8610300340 Board Notification 86-021 :provlde8 Info to Board re vessel flux reduction. 
MCDONALD, D.G. PWR Project Directorate 2, 86/10/23. Atomic Safety and Licensing 
Board Panel. 54pp. 38455:001-38455:054. 

8610280550 Forwards load summaiy sheets for supports sub] to PORV discharge loads 
corresponding to EPRI load combinations, per 860626 response to NRC 850714 re- 
quest for add! info re NUREG-0737,ltem II.D.I. 

WOODY,C.O. Rorida Power & Light Co, 86/10/24. RUBENSTEIN.L.S. PWR Project 
Directorate 2. 5pp. 38380:151-38380:155. 


Q. Inspection reports, 1£ Bulletins & correspondence 

7904100384 Responds to 781219 memo requesting review of noncompliance & licens- 
ee’s objection to citation re access control to high radiation area8.BeHeves pursuing 
adequa^ of licertsee’s access control is pointless. 

HIGaiNBOTHAM,L Division of Fuel Facitity & Materials Safety. 79/03/08. 
SUTHERLAND^.?. Region 2, Atlanta, Fuel Facility & Materials Safety Branch. 3pp. 
38289:115-36289:117. 

8103300409 IE Info Notice 01 -32, “Transfer &/or Disposal of Spent Generators." W/o 
svc li^ 

* Office of tnsjracfion & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New Yoric, Inc. 4^ 38351 :075-38351 :078. 

81072300^ Rev 1 to IE Wo Nofice 80^95^ *^C(SirfflcafiQn qf Certain Requirements for 
Exdusive-Use Shipments of Racfioactive Mails." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:079-38351:082. 

8610021001’D' ConfimS 86082Si^rBqueii of^^me to 661001 to respond to 

' Enforcement Action 86-020.Addl time necessary to assure that root causes clearly 
identified & correctiye actions correlate w/causes. 

WOODY.aO. Florida Power & Ught Co. 86/09/03. TAYLOR,J.M. Office of Inspection 
& Enforcement, Director (Post 8^201). Ip. 38068:252-38068:252. 


8610210375 Forwards Insp Repts 50-250/86-35 & 50-251/86-35 on 860805-0908.No 
violations or deviations identified. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/10. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38311:188-38311:205. 

-8610210405 Insp Repts 50-250/86-35 & 50-251/86-35 on 860805-0908. No violations 
or deviations noted.Major areas inspected:action on previous insp findings, annual & 
monthly surveillance, maint observations & operational safety. 

BREWER, D.R., VAN DYNE.K.W., MACDONALD, J.B. Region 2. Office of Director. 86/ 
10/08. 16pp. 38311:190-38311:205. 

8610220076 Advises of completion of review of 860821 SALP rept & Insp Repts 50- 
250/86-27,50-251/86-27,50-335/86-13 & 50-389/86-12. Concurs that performance at 
St Lucie plant continues to be excellent & Turkey Point plant improved during period. 
WOODY.C.O. Florida Power & Light Co. 86/10/13. GRACE, J.N. Region 2. Office of 
Director. 2pp. 38324:359-38324:360. 

8610170038 EN-86-025A:on 861 01 4, order imposing civil monetary penalty in amount of 
$25,000 issued-Sufficient basis exists for mitigating proposed $50,000 civil penalty by 
50% based on licensee extensive corrective actions noted in 860528 ltr. 

FLACK,E., AXELRAD.J. Office of Inspection & Enforcement, Director (Post 820201). 
86/10/14. Ip. 38277:359-38277:359. 

8610170103 Forwards order imposing civil monetary penalty in amount of $25,000 from 
Insp Repts 50-250/86-04 & 50-251 /86-04.Sever(ty Level lit category 

reaffirmed.Proposed imposition of civil penalty mitigated from $50,000. 

TAYLOR. J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/14. 
WOODY, C.O. Florida Power & Light Co. 3pp. 38285:158-38285:170. 

-8610170107 Order imposing ciyil monetary penalty in amount of $25,000. NRC assess- 
ment of licensee response end. ^ ^ , 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/14. 
Florida Power & Light Co. 10pp. 38285:161-38285:170. 

861010010S IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. ^ 

JORDAN, E.L. Division of Emergency Preparedness & Engineenn*^ '^^sponse (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pr 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co,„of New York, Inc. 107pp. 38331:086- 
38331:191. 
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8610280242 Ack receipt of 861006 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-250/86-32 & 50-251/86-32. 

GRACE. J.N. Region 2. Office of Director. 86/10/17. WOODY.C.O. Florida Power & 
Ught Co. ip. 38379:145-38379:146. 

-8610280249 Forwards response to Insp Repts 50-250/86-32 & 50-251/86-32. Re- 
sponse withheld (ref 10CFR73.21). 

WOODY.C.O. Rorida Power & Ught Co. 86/10/06. GRACE, J.N. Region 2, Office of 
Director, ip. 38379:146-38379:146. 

8610240309 Application for amends to Ucenses DPR-31 & DPR-41 .revising Tech Specs 
to require that 18-month insp of each diesel generator be performed during next Unit 
3 refueling outage. Fee paid. 

WOODY, C.O. Florida Power & Ught Co. 86/10/20. THOMPSON, H.L Division of Pres- 
suiized Water Reactor Ucensing - A {post 851125). 3pp. 38355:121-38355:128. 

-8610240326 Proposed Tech Specs requiring 18-month insp of diesel generator be per- 
formed during next Unit 3 refueling outage. 

• Florida Power & Ught Co. 86/10/20. 5pp. 38355:124-38355:128. 

8610310198 Forwards Insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29 & notice 
of vioiation.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

GRACE. J.N. Region 2, Office of Director. 86/10/23. WOODY.C.O. Florida Power & 
Ught Co. 3pp. 38416:168-38416:171. 

-8610310200 Insp Repts 50-250/86-40 & 50-251/86-40 on 860928-29. Violation 
noted;inadequate compensatory measures.Details withheld (ref 10CFR2.790 & 73.21). 
MASNYK,O.M., MCGUIRE, D.R. Region 2, Office of Director. 86/10/23. Ip. 
38416:171-38416:171. 


R. Periodic operating reports & related correspondence 


8610270275 "Semiannual Radioactive Effluents Release Rept Jan-June 1986.” W/ 
860829 itr. 

WOODY.aO. Rorida Power & Ught Co. 86/06/30. GRACE, J.N. Region 2. Office of 
Director. 26pp. 38374:195-38374:220. 

8610100242 Forwards monthly operating repts for Jul 1986 & corrected monthly operat- 
ing rept for June 1986 for St Lucie Unit 1. 

WOODY.C.O. Florida Power & Ught Go. 86/08/15. Office of Resource Management, 
Director. Ip. 38195:305-38195:322. 

-8610100280 Monthly operating repts for Jul 1986. 

GRANT,N.W. Rorida Power & Ught Co. 86/07/31. 16pp. 38195:306-38195:321. 

8610270320 Forwards "Changesjests & Experiments Made W/o Prior Commission Ap- 
proval for Period Jul 1985 - June 1986." 

WOODY,C.O. Florida Power & Ught Co. 86/08/29. GRACE, J.N. Region 2, Office of 
D'rector. 1 p. 38362:1 1 7-38362:277. 


-8610270331 “Changes.Tests & Experiments Made W/o Prior Commission Approval for 
Period Jul 1 985 - June 1986.” 

* Rorida Power & Light Co. 86/06/30. 160pp. 38362:1 18-38362:277. 


8610240390 Fonrtrards Aug 1986 progress summary of select sys assessment. 

WOODY, C.O. Florida Power & Ught Co. 86/09/12. GRACE.J.N. Region 2, Office of 
Director. 4pp. 38355:1 88-38355:1 91 . ^ 


S. Reportable occurrences, LERs & related correspondence 

8610150040 LER 86-01 7-00:on 860809, auxiliary feedwater flow initiated following testing 
of automatic feedwater sys.Caused by personnel error.Operator counseled & Proce- 
dure AP-103.16 re technical advisor duties revised.W/861003 Itr. 

SALAMON,G., WOODY.C.O. Florida Power & Ught Co. 86/10/03. 3pp. 38239:015- 
38239^017* 

8610150(m LER 86-01 9-00:on 860906, reactor tripped.Caused by short in light socket 
for fee<^ater isolation circuit 4C in safeguards rack 44 during maintUght socket re- 
placed & satisfactorily tested to preclude recurrence.W/861006 Itr. 

WOODY.C.O. Florida Power & Ught Co. 86/10/06. 4pp. 38239:018- 

38239!021 . 

8610200032 LER 86-Q22-00:on 860908,Phase A containment isolation of Train B 
actuatecLCai^ by personnel error & wire/bundle relay interference during 

technical assistance written. W/861 008 Itr. 
WCX)DY,C.O. Flonda Power & Ught Co. 86/10/08. 3pp. 38293:083- 

3029olO85* 

8610220182 t^R 86-021 -00:on 86091 6,unit shot down due to malfunction in rod posi- 
tion indiration (RPI) sys.Caused by failed line voltage regulator in RPI power 
inverter output checked.W/861016 Itr. 

thSSlT’vS” WOODY.C.O. Florida Power & Ught Co. 86/10/16. 3pp. 38324:126- 
3oo24n 2B. 


LER 86-018-01 :on 860824,auxiliaiy feedwater flow control valve CV-4-283 
fa^ to open fully.Cau^Bd by corroded terminal due to water in pressure converslo 
module.Termin^ cteaned.W/861021 Itr. 

WOODY.C.O. Florida Power & Ught Co. 86/10/23. 3pp. 38373:24( 

3B373I242* 


V. Operator Examinations 

Forw^ technical comments re operator license exams on 860908.Util 
program, which has now been accredited 

2, Office Of 

WOOOY.C-0- Florida Power 4 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8610220019 Forwards responses to 860903 review visit questions. Corrections to SAR 
& revised Tech Specs end. 

BUSCH.R.D. New Mexico, Univ. of. Albuquerque, NM. 86/10/13. DOSA,J. Office of 
Nuclear Reactor Regulation, Director (post 851125). 42pp. 38322:069-38322:110. 


V. Operator Examinations 

8610020057 Forwards revised operator requalification program, incorporating 860821 
suggestions where applicable.Rev should be evaluated w/o regard for previous sub- 
mittals. 

BUSCH.R.D. New Mexico, Univ. of, Albuquerque, NM. 86/09/26. DOSA.J. NRC - No 
Detailed Affiliation Given. 7pp. 38066:303-38066:309. 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610310264 Forwards Safety Insp Repts 50-254/86-14 & 60-265/86-13 on 860810- 
1004.No violation noted. 

GULDEMOND.W.G. Region 3. Office of Director. 86/10/21. REED.C. Commonwealth 
Edison Co. 2pp. 38418:217-38418:229. 

-8610310273 Insp Repts 50-254/86-14 & 50-265/86-13 on 860810-1 004.No violations 
or deviations noted.Major areas inspected:actions on previous insp 
findirigs, operations, radiological controls, emergency preparedness & security. 
BOYD.D.C. Region 3, Office of Director, 86/10/20. 11pp. 38418:219-38418:229. 

8610310285 Responds to NRC 860725 Itr re weaknesses noted in Insp Repts 50-254/ 
86-11 & 50-265/86-1 0.Corrective actlons:controlier action sheet developed for use at 
all exercises & drills & public address sys will be installed. 

TURBAK,M.S. Commonwealth Edison Co. 86/10/22. KEPPLER.J.G. Region 3. Office 
of Director. 4pp. 38418:210-38418:213. 


P. Operating license stage documents & correspondence 

8610060096 Application for amend to License DPR-30, revising Tech Specs to add 
MAPLHQR limits to reload fuel & adjustment of min critical power ratio limit to reflect 
results of Cycle 9 transient analyses. Fee paid. 

WOJNAROWSKI,J. Commonwealth Edison Co. 86/09/18. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38096:143-38096:205. 

-8610060112 Errata & Addenda Sheet 15, replacing Pages v/vl,3-2,4-3 & 4-1 6, to "LOCA 
Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear Power Station." 

* General Electric Co. NEDO-24146A ERR 15. 86/05/21. 8pp. 38096:185-38096:192. 

-8610060119 Errata & Addenda Sheet 14, replacing Pages v/vl,3-2, 4-3, 4-10, 4-15 & 4- 
1^6, to "LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear 
Power Station." 

* General Electric Co. NEDO-24146A ERR 14. 86/08/31. 12pp. 38096:193- 
38096:205. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re Info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090481 Responds to NRC 860718 request for review & comments on BNL draft 
rept on intersys LOCAs.Rept accurate & objective. Caution In use of historical experi- 
ence recommended.Comments end. 

WOJNAROWSKLJ. Commonwealth Edison Co. 86/10/01. 2WOLINSKI.J.A. BWR 
Project Directorate 1. 3pp. 38178:355-38178:357. 

861015(^35 l^mvards summary of secondary containment leak rate test on 860918 per 
Tech Spec Section 4.7.C.1 .c. 

TOJNAROWSKI,J. Commonwealth Edison Co. 86/10/01. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 38239:022-38239:024. 

8610150404 Forw^ds^fety evaluation accepting util 860425 revised program for com- 
piyirw w/NUREG-0737Jtem I.A.1.1, ‘Shift Te^nicai Advisor..." for plants excluding 
meets Commission policy statements criteria. 
2WOLINSKUA BWR Project Directorate 1. 86/10/01. FARRAR, D.L. Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

®69425 revised training program for 
NUREG-0737,ltem LA.1.1, Shift Technical Advisor...,” meets criteria contained in 
Commission policy statements. 

38^^285^8251 -Se Regulation, Director (post 851125). 86/10/01. 4pp. 

881^00075 Forwards 860307 mod to NPDES permit 
TOJNAROWSKLJ. Commonwealth Edison Co. 86/10/01. KEPPLER,J.G. Region 3, 
Office of Director. 17pp. 38293:276-38293:292. 

86100^43 Notification of 861017 meeting w/utlls In Bethesda,MD to discuss issues 
affecting operatng reactors & NRC. 

BWR Directorate 1. 86/10/02. BERNERO.R.M. Division of 

Bolling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610160466 Sumnriafy of 86091 1 meeting w/BWR Owners Group In Bethesda,MD re 
genenc r^uirenronts for enhancing BWR containment performance In 
eceident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 

S^^p°^275*^15®^27?3^^^ ^^R Project Directorate 2. 
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8610220292 Notifies that J Stang will take over as project manager for Dresden & T 
Rotella for Quad Cities.effective on 861015. Smooth transition expected. 
2WOLINSKI,J.A. BWR Project Directorate 1. 86/10/17, FARRAR, D.L. Commonwealth 
Edison Co. 6pp. 38333:177*38333:182. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296, 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTON,T.M. Chicago Tribune, Chicago, IL. 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610070092 Forwards Requalification Exam Rept 50-254/OL-86-02 administered on 
86091 5-1 7.Requalification program potentially unsatisfactory,per NUREG-1021.Addl 
exams will be conducted during wk of 861013 to determine program adequacy. 
HEHL,C.W. Region 3, Office of Director. 86/09/30. REED.C. Commonwealth Edison 
Co. 2pp. 38125:207-38125:291. 

-8610070111 Exam Rept 50-254/OL-86-02 on 86091 5-1 7.Exam results:two senior reac- 
tor operators & one reactor operator passed.AII others failed one portion of exam. 
HILLS.D.E., LANKSBURY,R.D., BURDICK,T.M. Region 3, Office of Director. 86/09/30. 
83pp. 38125:209-38125:291. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610170119 Forwards rept supporting use of leak-before-break concept for establishing 
acceptability of masonry walls (IE Bulletin 80-11),per 860930 & 1001 

telcons.Application of leak-before-break to RWCU sys piping demonstrated. 
WOJNAROWSKI,J. Commonwealth Edison Co. 86/10^6. DENTON,H.R, Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip, 38281:234-38281:249. 

-8610170121 "Leak-Before-Break Justification RWCU, Dresden Station Units 2 & 
3, Quad Cities Station Units 1 & 2." 

KLUGE.M.W., GAVULA,J.J. NUTECH Engineers. Inc. 84/05/24. 15pp. 38281:235- 
38281:249. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017, 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co, of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610310264 Forwards Safety Insp Repts 50-254/86-14 & 50-265/86-13 on 860810- 
1004.No violation noted. 

GULDEMOND.W.G. Region 3, Office of Director. 86/10/21. REED.C, Commonwealtti 
Edison Co. 2pp. 38418:217-38418:229. 

-8610310273 Insp Repts 50-254/86-14 & 50-265/86-13 on 86081 0-1 004.No violations 
or deviations noted.Major areas in$pected:actions on previous insp 
find(iigs,operations,radiological controls, emergency preparedness & security. 
BOYD,D.C. Region 3, Office of Director. 86/10/20. 11pp. 38418:219-38418:229. 

8610310285 Responds to NRC 860725 ltr re weaknesses noted in Insp Repts 50-254/ 
86-11 & 50-265/86-1 0.CorrectK/e actions:controller action sheet developed for use at 
all exercises & drills & public address sys will be installed. 

TURBAK,M.S. Commonwealth Edison Co, 86/10/22, KEPPLER.J.G. Region 3, Office 
of Director. 4pp. 38418:210-38418:213. 


R. Periodic operating reports & related correspondence 

8610200430 Monthly operating repts for Sept 19e6.W/861001 ltr. 

KRONICH.C.L, ROBEY,R.A. Commonwealth Edison Co. 86/09/30. 23pp. 38304:162- 
38304:184. 

8610210009 Fonwards listing of changes, tests & experiments completed during Sept 
l986.Summaiy of safety evaluation being reported per 10CFR50.59. 

ROBEY,R.A. Commonwealth Edison Co. 86/10/08. CASE.E.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 5pp. 38306:024-38306:028. 


S. Reportable occurrences, LERs & related correspondence 

8610020145 LER 86-025-00:on 860827,certain small bore torus attached piping not 
within allowable operability iimits.Caused by inadequate design review.Piping support 
hangers will be modified.W/860922 ltr. 

CASTRO,B., BAX,R.L. Commonwealth Edison Co. 86/09/19. 6pp. 38061:334- 
38061:339. 

8610090302 LER 86-027-00:on 860905, RCIC pump discharge to reactor vessel valve 1- 
1301-48 failed to open.Cau8ed by high pickup voltage on 250‘volt dc motor operated 
valve contactor. Voltage changed & valve cycled successfully.W/8e0926 ltr. 
BRITZ,D.J., BAX,R.L. Commonwealth Edison Co. 86/09/26. 5pp. 38145:342- 
38145:346. 


V. Operator Examinations 

8610070092 Fonvards Requalification Exam Rept 50-254/OL-86-02 administered on 
86091 5-1 7.Requalification program potentially unsatisfactory,per NUREG-1021.Addl 
exams will be conducted during wk of 861013 to determine program adequacy. 
HEHL,C.W. Region 3, Office of Director, 86/09/30. REED.C. Commonwealth Edison 
Co. 2pp. 38125:207-38125:291. 

-8610070111 Exam Rept 50-254/OL-86-02 on 86091 5-1 7.Exam results:two senior reac- 
tor operators & one reactor operator passed.AII others failed one portion of exam. 
HILLS.D.E., LANKSBURY.R.D., BURDICK.T.M. Region 3, Office of Director. 86/09/30. 
83pp. 38125:209-38125:291. 
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F. Security, medical, emergency & fire protection plans 

8610210363 Temporary Change Notice TCN-EI-85-027 to Rev 3 to Emergency Imple- 
mentation Procedure El-9, “Offsite Radiological Monitoring." 

6RUNET,J.R. Consumers Power Co. 86/09/09. 5pp. 38312:191-38312:195. 

8610210359 Temporary Change Notice TCN-Ei-86-012 to Rev 1 to Emergency Imple- 
mentation Procedure El-16.1, "Maint of Emergency Equipment." 

DAWSON.M. Consumers Power Co. 86/09/11. 4pp. 38312:210-38312:213. 

8610100251 Rev 4 to Emergency Implementation Procedure El 6.7, "Plant Site Meteor- 
ological Sys." 

FUGERE,A.L.. BRUNET, J.R.. DAWSON,M. Consumers Power Co. 86/09/23. 2pp. 
38191:331-38191:332. 

8610100257 Rev 3 to Emergency Implementation Procedure El 6.8, "Backup & Supple- 
mental Meteorology." 

FUGERE,A.L., BRUNET,J.R., DAWSON,M. Consumers Power Co. 86/09/23. 2pp. 
38189:035-38189:036. 

8610010324 Rev 5 to Pages 5 & 6 to Emergency Implementation Procedure El-4.1, 
"Technical Support Ctr." 

* Consumers Power Co. 86/09/25. 3pp. 38053:196-38053:198. 

8610010329 Rev 1 to Emergency Implementation Procedure El-15.2, "Communications 
Drills." 

* General Public Utilities Corp. - GPU Service Corp. 86/09/25. 2pp. 38053:187- 
38053:188. 

8610010332 Rev 4 to Emergency Implementation Procedure El-e, "Onsite Radiological 
Monitoring." 

* Genera Public Utilities Corp. • GPU Service Corp. 86/09/25. 3pp. 38052:354- 
38052:356. 

8610010336 Rev 6 to Emergency Implementation Procedure Ei-10, "Accident Environ 
Assessment" 

* General Public Utilities Corp. - GPU Service Corp. 86/09/25. 3pp. 38053:193- 
38053:195. 

8610010339 Rev 3 to Emergency Implementation Procedure Ei-9, "Offsite Radiological 
Monitoring." 

* General Public Utilities Corp. - GPU Service Corp, 86/09/25. 4pp. 38053:189- 
38053:192. 

8610210435 Technical Change Notice TCN El-85-010 to Rev 1 to Attachment 1 of 
Emergency Implementation Procedure El-16.1, "Emergency Kit Inventory." 

* Consumers Power Co. 86/10/10. 2pp. 38312:035-38312:036. 

8610220390 Rev 5 to coversheet of Emergency Implementation Procedure El-6.0, "Off- 
site Dose Calculation & Recommendations for Protective Actions." 

* Consumers Power Co. 86/10/13. 2pp. 38331:036-38331:037. 

8610220397 Rev 4 to coversheet of Emergency Implementation Procedure El-6.1 , "Re- 
lease Rate Determination From Stack Gas Monitors." 

FUGERE,D.L Consumers Power Co. 86/10/13. 2pp. 38331:030-38331:031. 

8610220410 Rev 3 to coversheet of Emergency Implementation Procedure El 6.2, “Re- 
lease Rate Determination From Steam Line Monitors RIA-2323 & RIA-2324 for Steam 
Releases Through Atmospheric Dump Valves." 

DAWSON.M., FUGERE,D.L. Consumers Power Co. 86/10/13. 2pp. 38330:355- 
38330:356. 
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8610220416 Rev 3 to coversheet of Emergency Implementation Procedure El 6.3, “Re- 
lease Rate Oetermination From High-Range Effluent fv^onitcrs." 

DAWSON, M., FUGERE.O.L. Consumers Povi^er Gc. 86/10/13, 2pp. 33331:018- 
38331:019. 

8610230128 Ckjversheet to Rev 3 to Emergency Implementing Procedure El 6.4, “Re- 
fease/Potentlal Release Determination From Containment High-Range Monitors," indi- 
cating periodic re\riew. 

PENROD, K. Consumers Power Co. 86/10/13. 2pp. 38344:227-38344:228. 

8610240029 Rev 3 to cover sheet of Emergency Implementation Procedure E(-6.10, 
“Offsite Dose Calculation - Straight Line Gaussian (Manual Method)." 

DAWSON, M.. FUGERE,D.L Consumers Power Co. 86/10/13. 2pp. 38346:206- 
38346:207. 

8610240057 Rev 3 to coversheet of Emergency Implementation Procedure El 6.6, 
“Gamma E Determination." 

FUGERE,D.L, PENROD, K. Consumers Power Co. 86/10/13. 2pp. 38346:156- 
38346:157. 

8610240118 Rev 3 to coversheet of Emergency Implementing Procedure El 6.3, “Pro- 
tective Action Recommendations for Offsite Population.” 

PENROD.K. Consumers Power Co. 86/10/13. 2pp. 38348:179-38348:180. 

8610240367 Rev 3 to coversheet of Emergency implementation Procedure El-6.9, 
.. “Automated Dose Assessment Program." 

PENROD.K. Consumers Power Co. 86/10/13. 2pp. 38355:169-38355:170. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8610280515 Summary of ACRS Reactor Operations Subcommittee 860804 meeting w/ 
NRC & util in Wahsington.DC re recent operation events, including F Buckman presen- 
tation on 860519 event of facility. Attendance list end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/11. ACRS - Advisory 
Committee on Reactor Safeguards. 27pp. 38383:191-38383:217. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610010344 Requests review & safety evaluation input by 861231 re util local leak rate 
test corrective action plan in support of exemption from 10CFR50.App J, Section 
III.A.b.(b). 

THADANI.A.C. PWR Project Directorate 8. 86/09/25. NORELIUS.C.E. Region 3. 
Office of Director. Ip. 38056:049-38056:049. 

8610090045 Forwards application for amend to License DPR-20,deleting 800829,0919 & 
1024 modifying orders obsoleted by Environ Qualification Rule 10CFR50.49 & chang- 
ing Tech Specs to replace 850111 & 0306 changes.Fee paid. 

BERRY,K,W. Consumers Power Co. 86/09/29. Office of Nuclear Reactor Regulation, 
Director (post 851125). 4pp. 38181:126-38181:169. 

-8610090054 Application for amend to License DPR-20.deleting 800829,0919 & 1024 
modifying orders obsoleted by Environ Qualification Rule 10CFR50.49 & changing 
Tech Specs to replace 8501 1 1 & 0306 changes. 

BUCKMAN.F.W. Consumers Power Co. 86/09/29. 13pp. 38181:130-38181:142. 

-8610090056 Proposed Tech Specs replacing 8501 1 1 & 0306 changes. 

* Consumers Power Co. 86/09/29. 27pp. 38181:143-38181:169. 

8610100675 Fonwards corrected Tech Specs resulting from quality check which re- 
vealed problem areas. 

WAMBACH.T.V. PWR Project Directorate 8. 86/10/07. BERRY.K.W. Consumers 
Power Co. 32pp. 38212:052-38212:083. 

8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed in App K. 
GRIMSL^,D.H. Division of Rules and Records. 86/10/09. RILLO.C.J. Thelen, Marrin, 
Johnson & Bridges. 2pp. 38288:167-38288:183. 

8610300042 Forwards Amend 98 to License DPR-20 & safety evaluation. Amend in- 
creases allowable quantity of Cs-137 contained in sealed CEtiibr sources used in OF>er- 
ation of facility & adds Tech Specs requiring leakage testing of all sealed sources. 
WAMBACH,T.V. PWR Project Directorate I. 86/10/15. BERRY,K.W. Consumers 
Power Co. 2pp. 38408:086-38408:094. 

—8610300044 Amend 98 to License DPR-20, Increasing allowable quantity of Cs-137 
contained in sealed calibr sources used in support of operation of facility, adding Tech 
Spec to require leakage testing of all sealed sources & correcting typo, 

THADANl,A.C. PWR Project Directorate 8. 86/10/15. 5pp. 38408:088-38408:092. 

-8610300045 Safety evaluation supporting Amend 98 to License DPR-20. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 88/10/15. 2pp. 

38408:093-38408:094. ^ 

8610270422 Requests end proprietary & nonproprietary SERs be transmitted to util for 
action based on review of util 860611 submittal re inadequate core cooling Instrumen- 
tation sys.ProprTetary SER wltiiheld (ref 10CFR2.790). 

CRUTCHFIELD, D. Assistant Director for Technical Support (PWR-B). 86/10/20. 
WAMBACH,T.V. PWR Project Directorate 8. 2pp, 38372:185-38372:194. 

—8610270427 Nonproprietary SER st^porting util 86061 1 submittal re inadequate core 
cooling instrumentation sys for plantUtll approach to reactor vessel level monitoring 
sys based on RADCAL gamma thenmometer probes acceptable. 

* NRC - No Detailed Affiliation Given. 86/10 ^''0. 8pp. 38372:187-38372:194. 

8610270452 Forwards application for amend to License DPR-20,revising Tech Specs to 
reflect removal of Coi^'nment Air Cooler Fan V4A due to inadex^^te criti^ svc 
v^fer fiow (j^bution to required components.Fee paid. 

BERRY,K.W. Consumers Power Co. 86/10/20. Office of Nuclear Reactor Regulation, 
Director (post 851 125). 3pp. 38378:201-38378:213. 


-8810270456 Application for amend to License DPR-20, revising Tech Specs to reflect 
removal of Containment Air Cooler Fan V4A. 

BUCKMAN.F.W, Consumers Power Co. 86/10/20. 4pp. 38378:204-38378:207. 

-861027(M60 Proposed Tech Specs.reflecting removal of Containment Air Cooler Fan 
V4A. 

* Consumers Power Co. 86/10/20. 6pp. 38378:208-38378:213. 

8610280296 Forwards evaluation of SEP Topic III-6, “Seismic Design 
Considerations, Palisades Plant." Requests plans & schedules for resolution of issues 
within 30 days. 

WAMBACH,T.V. PWR Project Directorate 8. 86/10/20. BERRY.K.W. Consumers 
Power Co. 2pp. 38386:162-38386:168. 

-8610280308 Evaluation of SEP Topic 111-6, “Seismic Design Considerations, Palisades 
Plant" Concludes that items re adequacy of input earthquake motions, add! amplifica- 
tion of floor response spectra & control room panels remain open. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/20, 5pp. 
38386:164-38386:168. 

8610300233 Comments on 860728 info re implementation of ASME Code Case 411 into 
seismic analysis of piping sys,submitted following utii receipt of NRC clarification of 
conditions placed on C^e Case by Rev 24 to Reg Guide 1.84. 

THADANl,A.C. PWR Project Directorate 8, 86/10/20. BERRY.K.W. Consumers Power 
Co. 3pp. 38408:283-38408:285. 

86102IM>369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280313 Notification of 861027 meeting w/util in Bethesda.MD re reanalysis of con- 
tainment response to LOCA w/reduced uCW flow.Util will present results of reanalysis 
& svc water low flow problems. 

WAMBACH.T.V. PWR Project Directorate 8. 86/10/22. DENTON.H., VOLLMER.R., 
LYONS, J. NRC • No Detailed Affiliation Given. 2pp. 38386:149-38386:150. 

8810300248 Notification of cancellation of 861027 meeting w/util in Bethesda,MD re re- 
analysis of containment response to LOCA w/svc water low flow problems. 
WAMBACH.T.V. PWR Project Directorate 8. 86/10/22. DENTON.H., VOLLMER.R., 
LYONS,J. NRC • No Detailed Affiliation Given. Ip. 38408:273-38408:274. 

8810310029 Fonwards FR notice of consideration of issuance of amend to facility OL & 
proposed NSHC determination & opportunity for hearing.Notice concerns 861020 re- 
quest to delete operability requirement for Containment Air Cooler V 4A. 

THADANI,A.C. PWR Project Directorate 8. 86/10/27. BERRY.K.W. Consumers Power 
Co. 3pp. 38412:061-38412:069. 

-8610310035 Notice of consideration of issuance of amend to facility OL & proposed 
NSHC determination & opportunity for hearing. 

THADANI,A.C. PWR Project Directorate 8. 86/10/27. 6pp. 38412:064-38412:069. 


CL Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38361:079-38351:082. 

8610090292 Responds to violations noted In Insp Rept 50-255/86-14. Corrective 
actions:au)diiary feedwater sys design requirements clarified through evaluation of 
vendor original flow requirements. 

BERRY,K.W. Consumers Power Co. 86/07/17. KEPPLER.J.G. Region 3, Office of Di- 
rector. 3pp. 38182:293-38182:295. 

8610100045 Responds to violations noted in insp Rept 50-255/86-18. Corrective 
action8:need to maintain complete logs emphasized to all shift supervisors & shift su- 
pervisor log entries being monitored by operations superintendent. 

BERRY,K.W. Consumers Power Co. 86/09/08. KEPPLER,J.Q. Region 3, Office of Di- 
rector. 2pp. 38190:217-38190:218. 

8810030008 Forwards Safety insp Rept 50-255/86-23 on 860723-0908 & notice of vio- 
lation. 

GULDEMOND.W.G. Region 3. Office of Director. 86/09/26. BUCKMAN, F.W. Consum- 
ers Power Co. 2pp. 38088:256-38088:274. 

-8610030009 Notice of violation from insp on 860723-0908. 

GULDEMOND,W.G. Region 3, (Office of Director. 86/09/26. 2pp. 38088:258- 
38088:259. 

-8810030016 Insp Rept 50-255/86-23 on 8e0723-0908.ViolatiQns noted: failure to ade- 
quately control malnt activities In accordance w/procedures & instructions & failure to 
adequately tost following maint 

BURGE^.B.L Region 3, Office of Director. 86/09/25. 15pp, 38088:260-38088:274. 

8810100535 Corrects 860710 response to Open Item 1 from insp Rept 50-255/86- 
11. Cs-137 activity for Acti^ Detector 2 should read 5JE-6 uCi/ml (3). 

JOHNSON.B,D. Consumers Power Co. 86/09/26. KEPPLER,J.G, Region 3, Office of 
Director. 1p. 381941215-38194:215. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 4Q-mCI 1-125 Brachytherapy 
Seed Cauaino^Starjificant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. pMsfon of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of N^ York. Inc. 67pp. 38058:266-38058:332. 

8810100317 Forwards Beam Rept 50-2S5/OLS-86-01 of exams administered on 
880624,0722-24 8 0827. 

HEHL,C.W. Region 3, Office of Ditector, 86/09/30. BUCKMAN,F.W. Consumers 
Power Co. 2pp. 38186:236^8187:020, 
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-8610100320 Exam Rept 50>255/OLS>86-01 on 860624,0722-24 & 0827.Exam 
resutts:both reactor candidates & seven senior reactor operator candidates passed. 
H1GGINS.R.L. CLARK.R.G.. SMITH, J.D. Region 3, Office of Director. 86/09/30. 
1 43pp. 381 86:238-381 87:020. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministratlons." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610200061 Monthly operating rept for Sept 1986.W/861003 itr. 

SMITH, P.A., VANDENBERG,D. Consumers Power Co. 86/09/30. 5pp. 38293:116- 
38293:120. ^ 


S. Reportable occurrences, LERs & related correspondence 

8610060016 LER 86-01 9-01 :on 86061 0,electrical repairman initiated spurious emergen- 
cy diesel generator actuation while replacing relay in turbine protection 
clrcuitry.Procedure developed for bypass start function. W/860925 Itr. 

MALONE, D.G., JOHNSON,B.D. Consumers Power Co. 86/09/25. 8pp. 38094:334- 


8610060689 LER 86-020-01 :on 86061 7, spurious emergency diesel generator actuation 
initiated at conclusion of flushing evolution in turbine Tube oil $ys.Caus^ by personnel 
error.Procedure for bypassing automatic start function doveloped.W/860925 Itr, 
MALONE,D.G., JOHNSON,B.D. Consumers Power Od. 86/09/25. 4pp. 38092:253- 


8610060696 LER 86-035-00:on 860830,discovered that containment purge supply isola- 
tion valves CV-1813 & CV-1814 not truly in electrically locked clos^ condition.6aused 
by circuitry design feature.Sys modified.W/860929 Itr. 

OSBORNE, K.E., JOHNSON,B.D. Consumers Power Co, 86/09/26. 2pp. 38109:291- 
38109:292. 


8610200104 Summary of 861006 Operating Reactor Events Meeting 86-35 re events 
since last meeting on 860929.Assignees should review identified responsibilities & 
completion dates & advise if dates cannot be metAttendance list & viewgrapha end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 86/10/14. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 23po. 
38299:341-38300:002. » • ; hh- 


8610080076 Advises that 860827 rev to physical security plans consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

Region 2, Office of Director. 2ECH,G.G. TVA Oversight Group. 86/09/30. 
WHITE,S.A. Tennessee Valley Authority. 3pp. 38131:351-38131:353. 


8610090239 Forwards Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 on 
860902-05.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

ZECH,G.G. Region 2, Office of Director. 86/09/30. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 38146:308-38146:310. 


-8610090254 Partially withheld Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 
10CFR2,790 & 73.21). Violations noted re barriers & contingency. 
TOBIN,W.J. Region 2, Office of Director. 86/09/18. Ip. 38146:310-38146:310. 


860922 radiological emergency plan.W/o ends. 
GRIDLEY.R. Tennessee Valley Authority. 86/09/30. GRACE,J.N. Region 2, Office of 
Director. Ip. 38275:148-38275:148. 


8610150485 Forwards revised radiological emergency plans & central emergency con- 
trol ctr implementing procedures for facilities. 

QRIDLEY,R.L Tennessee Valley Authority. 86/10/08. GRACE,J.N. Region 2, Office of 
Director. 2pp. 38246:156-38248:360. 


-8610150490 Rev 19 to radiological emergency plan. 

* Tennessee Valley Authority. 86/07/18. 185pp. 38246:159-38246:343. 

-8610150492 Rev 26 to radiological emergency plan. 

* Tennessee Valley Authority. 86/09/09. 163pp. 38246:344-38247:146. 

-8810150495 Rev 31 to radiological emergency plan. 

* Tennessee Valley Authority. 86/09/22. 85pp. 38247:147-38247:303. 

—8610150497 Revised central emergency control ctr Implementing procedures docu- 
ment. 

* Tennessee Valley Authority. 86/09/18. 417pp. 38247:304-38248:360. 


8810300194 Forwards revised schedule re startup issues reflecting discussions at 
861014-15 meetings w/util & list of upcoming plant meetlngs.lssues Include seismic 
'LPjP'nS ^ supports,fire protection & contractor recommendations. 
MULLER,D.R. BWR Project Directorate 2. 86/10/27. NORRIS,S. NRC - No Detailed 
Affiliation Given. 49pp. 38407:125-38407:173. 


H. General correspondence 


6610170088 Forwards revised distribution list,superseding 860815 distribution 
listPlacement of author name on list requested. 

GRIDLEY,R.L Tennessee Valley Authority. 86/10/06. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Region 2, Office of Director. 
7pp. 38278:013-38278:019. 


P. Operating license stage documents & correspondence 

8810170149 Responds to request for info re disposal of waste oil at piant.Licensee 
could transfer waste oil meeting exemption requirements to recycling facility w/o vio- 
lating regulations. 

JONES,B.W. Region 2, Office of Director. 83/01/03. PUCKETT, J.M. Region 2, Office 
of Director. 4pp. 38289:168-38289:1 71 . 

8810100751 FOIA request for records on Browns Ferry & Sequoyah, including current 
timetable for correcting technical & engineering problems & expected annual costs for 
cwital imp^rovements. 

KRIESBERG,J. Public Citizen’s Critical Mass Energy Project. 86/08/22. GRIMSLEY,D. 
Division of Rules and Records. 3pp. 38205:063-38205:065. 

8810280007 Forwards summary of util 860624 presentation re cable pulling specs. 
GRIDLEY.R.L. Tennessee Valley Authority. 86/08/28. GRACE,J.N. Region 2, Office of 
Director. 3pp. 38367:238-38367:240. 


V. Operator Examinations 


50-256/OLS-86-01 of exams administered on 

860624,0722-24 & 0827. 

HEHL,C.W. Region 3, Office of Director. 86/09/30. BUCKMAN.F.W. Conaumers 
Power Co. 2pp. 38186:236-38187:020, 


-8610100320 Exam Rept 50-255/OLS-86-01 on 860624,0722-24 & 0827.Exam 
^ ®®''®" ®®nto'' I’eactor operator candidates passed. 
HIGGINS,R.L., CLARK,R.G., SMITH.J.D. Region 3, Office of Director. 88/09^. 
1 43pp. 381 86:238-381 87:020. 
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F. Security, medical, emergency A fire prolectlon plana 

881007^13 Notifi^Jwt propo^d Revs A 30 to plant radiological emergency plan 
insistent w/10CFR50.47(b) planning stds & l0CFR50,App E requltementa: 

of Director. 2EQH,G.G. TVA Oversight Group, 88/09/19. 
WH ITE,S. A. Tennessee Valley Authority. 2pp. 381 1 8:227-381 1 8;^ 


.. raspprtse p!an,W/860930 Itr. 

88/Q9/22. GRACE,J.N. Region 2, Office of 


8610080234 Rev 31 to r__ 

GRIPLEY,R. Tenneswe \ 

Director. 14pp, 38133^05-^1^:318. 

8610150382 ^ Forwards r^s to radiological ernergency plan implementing 
procedures.including IP-6, “Activation of Technical Support 6r," IP.7, “Activation of 
^'Personnel Accountability & Evacuation." W/o ends. 
QRIOLiYKL, Tennessee \Mtey Authority. 86/09/24. GRACE,J.N, Region 2, Office of 
Director, 2pp. 38252:004-38252:005. 


8610280274 “Secondary Containment Leak Rate Test,Browns Ferry Nuclear Plant." 90 
d^ rept.W/86091 1 Itr. 

GRIDLEY,R.L Tennessee Valley Authority. 86/09/11. GRACE,J.N. Region 2, Office of 
Director. 34pp. 38379:311-38379:344. 


8610080198 Forwards Rev 0 to “Welding Project Relnsp Plan," per plant weld program 
review described in 860818 nuclear performance plan.Plan & relnsp results will be 
submitted as part of weld program review description scheduled for late Dec 1986. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/17. MULLER, D.R. BWR Project Di- 
rectorate 2. 1 p. 381 36:1 73-381 36:1 99. 


-8810080202 Rev 0 to “Welding Project Relnsp Plan." 

KRON,B.J. Tennessee Valley Authority. 86/07/08. 36pp. 38136:174-38136:199. 


8809230298 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENtON»H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 


8610060784 Forwards views on selected Items 1,2, 3, 5 & 7, in response to 860827 re- 
quest Identified in ACRS 860812 ltr.Agrees w/ACRS view that high morale of nuclear 
operating plant personnel key ingredient for plant safety. 

WHITE.S.A. Tennessee Valley Authority. 86/09/26. YOUNGBLOOD, B.J. PWR Project 
Directorate 4. 8pp. 38109:165-38109:172. 


8810090177 SmppIs response to 860627 Itr to SA White re outside evaluations & repts 
concerning TVA safety-related activities & mgtlNPO documentation re util will be 
available at plant sites indefinitely, per NRC request. 

GRIDLEY.R.L Tennessee Valley Authority. 86/09/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38181:306-38181:308. 
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8610140293 Application for amends to Licenses DPR-33,DPR*52 & DPR-68, incorporat- 
ing new requirements for radiological effluent monitoring.recording & reporting per 
NUREG-0473.Proposed exceptions submitted to NRC in util 831027 & 0801 Itr. 
GRIDLEY.R. Tennessee Valley Authority. 86/09/30. MULLER, D.R. BWR Project Di- 
rectorate 2. 2pp. 38224:256-38225:047. 

~8€10140295 Proposed Tech Spec revs, incorporating new requirements for radiological 
effluent monitoring, recording & reporting per NUREG-0473. 

* Tennessee Valley Authority. 86/09/30. 150pp. 38224:258-38225:047. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Ste)lo.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

“8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON.H.L TVA Oversight Group. 86/01/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082. 

8610100556 Forwards comments & request for addi info on util 860828 performance 
plan.Tirtiely response will aid In meeting end of 1986 review schedule.Due to regula- 
tory process.Summer 1987 startup may be unrealistic. 

MULLER, D.R. BWR Project Directorate 2. 86/10/03. WHITE, S.A. Tennessee Valley 
Authority. 10pp. 38208:251-38208:260. 

8610100770 Partial re^onse to FOIA requesLForwards document listed in 
app.Document also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. KRIESBERG,J. Public Citi- 
zen’s Critical Mass Energy Project. 3pp. 38205:066-38205:096. 

“8610100772 Package consisting of summary schedule suppi & variance rept & capital 
project request summary. 

* NRC - No Detailed Affiliation Given. 86/10/03. 28pp. 38205:069-38205:096. 

8610140278 Advises that end notice of withdrawal of 831027 application for amends to 
Licenses DPR-33,DPR-52 & DPR-68, changing Tech Specs re radiological effluents, per 
860404 request, being forwarded for FR publication. 

GROTENHUIS,M. BWR Project Directorate 2. 86/10/07. WHITE.S.A. Tennessee 
Valley Authority. 2pp. 38221:291-38221:294. 

“8610140280 Notice of withdrawal of 831027 application for amends to Licenses DPR- 
33,OPR-52 & DPR-68, changing Tech Specs re radiological efftuents,per util 860404 
Itr. 

MULLER, D.R. BWR Project Directorate 2. 86/10/07. 2pp. 38221:293-38221:294. 

8610160466 Summary of 86091 1 meeting w/BWR Ovwers Group in Bethesda.MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions-Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp- 38275:315-38275:362. 

8610170053 Forwards info re employee concern program, including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 & list & summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY.R.L Tennessee Valley Authority. 86/10/07. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281:081-38281:206. 

8610170270 Notification of 861014 meeting w/util at plant to develop schedules for res- 
olution of Unit 2 startup issues. 

CLARK,R.J. BWR Project Directorate 2. 86/10/10. MULLER.D.R. BWR Project Direc- 
torate 2. 3pp. 38289:112-38289:114. 

8610240359 Forwards description & status of MSIV leakage reduction program 
mods.Proqram plans include monitoring & evaluating valves already modified & mod 
of add! valves failing local leak rate test if disassembly required for repair. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/15. GRACE.J.N. Region 2. Office of 
Director. 5pp.. 38355:139-38355:143. 

8610280437 Requests add! info re 850225 request for amends to Licenses DPR- 
33,OPR-52 & DPR-68,deleting limiting condition for operation & sunreiltance require- 
ments associated w/RHR sys crosstie between adjacent reactor units. 

ZECH,G.G. Region 2. Office of Director, 86/10/16. WHITE,S.A. Tennessee Valley Au- 
thority. 2pp. 38381:111-38381:112. 

8610230062 Generic Ltr 86-17 to ail BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8:BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Ucensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

6610270308 Forwards corrections to Pages 3,5 & 6 of 861003 request for add! info re 
Vol 3 of nuclear performance plan for plant Second request for addi info re plan also 
end. 

MULLER,D.R. BWR Project Directorate 2. 86/10/21. WHITE.S.A. Tennessee Valley 
Authority. 10pp. 38372:113-38372:122. 

6610300375 Fonwards weekly schedule of TVA activities for wks of 861027 & 1103.Ofc 
of Investigations (01) activities not included, per 01 requesLsince schedule made 
public. 

THOMPSON, H.L TVA Oversight Group. 86/10/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR.J.M. Office of Inspection & En- 
forcement. Director (Post 820201). ZECH.G. Region 2, Office of Director. 4pp. 
38411:262-38411:265. 

6610300182 Requests submittal of reactor vessel matls surveillance program to satisfy 
objectives of 10CFR50,App H for withdrawing reactor vessel surveillance capsules to 
correct messed fluenoe/calcuiated fluence ratio in 850723 plan. 

CLARK,R.X BWR Project Directorate 2. 86/10/27. WH1TE,S.A. Tennessee Valley Au- 
thority. 3pp. 38407:088-38407:090. 

8610300194 Forwards revised schedule re startup issues reflecting discussions at 
861014-15 meetings w/utii & fist of upcoming plant meetings.Issues indude seismic 
design for p^ing 8 supports,fire protection & contractor recommendations. 
MULLER,D.R. BWR Project Directorate 2. 86/10/27. NORRIS, S., DENTON, H.. 
THOMPSON, H. NRC - No Detailed Affiliation Given. 49pp. 38407:125-38407:173. 


8610300381 Forwards safety evaluation supporting 860808 response to 860428 request 
for addi info re Generic Ltr 83-28,ltems 3.1.3 & 3.2.3 concerning post-maint testing of 
reactor trip sys & ail other safety-related components. 

GROTENHUIS,M. BWR Project Directorate 2. 86/10/27. WHITE.S.A. Tennessee 
Valley Authority. 2pp. 38409:099-38409:103. 

“8610300389 Safety evaluation supporting util 860808 response to 860428 request for 
addi info re Generic Ltr 83-28,ltems 3.1.3 & 3.2.3 concerning post-maint testing of re- 
actor trip sys & all other safety-related components. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/27. 3pp. 
38409:101-38409:103. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:079-38351:082. 

8610020087 Responds to NRC 860728 & 0808 itrs re violations noted in Insp Repts 50- 
259/86-22,50-260/86-22 & 50-296/86-22. Corrective actions;hold placed on all cable 
pulling activities pending rev to incorporate Specs G-38 & G-40. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2. Office of 
Director. 4pp. 38066:114-38066:117. 

8610080198 Forwards Rev 0 to “Welding Project Reinsp Plan," per plant weld program 
review described in 860818 nuclear performance plan.Plan & reinsp results will be 
submitted as part of weld program review description scheduled for late Dec 1986. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/17. MULLER.D.R. BWR Project Di- 
rectorate 2. 1p. 38136:173-38136:199. 

“8610080202 Rev 0 to "Welding Project Reinsp Plan.” 

KRON,B.J. Tennessee Valley Authority. 86/07/08. 36pp. 38136:174-38136:199, 

8610100606 Informs that all actions required by 86091 1 confirmatory action Itr complet- 
ed on 860911. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38202:159-38202:161. 

8610090361 Forwards Insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 
860728-0801 & notice of violation. 

ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHITE.S.A. Tennessee Valley Authority. 2pp. 38182:265-38182:278. 

“8610090365 Notice of violation from insp on 860728-0801, 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
2pp. 38182:267-38182:268. 

“8610090368 Insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 860728- 
0801. Violation notediimproper torquing of bolts on diesel generator cooling water 
check valves. 

GIRARD, E.H., BLAKE, J.J. Region 2, Office of Director. 86/09/09. 10pp. 38182:269- 
38182:278. 

8610100529 Forwards Insp Repts 50-259/86-28.50-260/86-28 & 50-296/86-28 on 
860801-31 .No violation noted. 

ZECH.G.G, Region 2. Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38194:228-38194:241. 

“8610100542 Insp Repts 50-259/86-28,50-260/86-28 & 50-296/86-28 on 860801- 
31 .No violations or deviations noted.Major areas inspected:operatlonai safety, maint 
observation,surveillance testing observation.ROs & whole body count procedures. 
PAULK, G.L.. PATTERSON, C.A.. BROOKS.C.R. Region 2. Office of Director. 86/09/ 
18. 12pp. 38194:230-38194:241. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610090239 Forwards Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 on 
860902-05.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/30. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38146:308-38146:310. 

“8610090254 Partially withheld Insp Repts 50-259/86-31.50-260/86-31 & 50-296/86-31 
on 860902-05 (ref 10CFR2.790 & 73.21). Violations noted re barriers & contingency. 
TOB1N.W.J., MCGUIRE,D.R. Region 2, Office of Director. 86/09/18. Ip. 38146:310- 
38146:310. 

8610150002 Fonvards addi info in response to IE Bulletin 85-0Q3 re motor-operated 
valve common mode failures. Required review & documentation of design basis for op- 
eration of each valve within scope of bulletin completed. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. GRACE, J.N. Region 2. Office of 
Director. 6pp. 38239:001-38239:006. 

8610150025 Ack receipt of 860917 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-259/86-22, 50-260/86-22 & 50-296/86-22. 

ZECH,G.G. Region 2, Office of Director. 86/10/01. WHITE.S.A. Tennessee Valley Au- 
thority. ip. 38239:007-38239:007. 

8610280268 Reissues Page 2 of 860908 notice of violation & proposed imposition of 
civil penalty (EA-86-056). Violation B.3 should ref Insp Rept 85-28 instead of 85-05. 
2ECH,G.G. Region 2 , Office of Director. 86/10/01. WHITE, S.A. Tennessee Valley Au- 
thority. 3pp. 38379:356-38379:358. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end, 

PARTLOW,J.G. Division of Inspection Programs (Post 850212), 86/10/03. Consolidat- 
ed Edison Co, of New York, Inc. 70pp. 38126:237-38126:303. 
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8610100563 Forwards request for add! info needed to review utii 860917 work plan to 
reinspect selected welds. 

MULLER.D.R. BWR Project Directorate 2. 86/10/03. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 38208:226>38208:228. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610200175 Responds to NRC 860908 notice of violation & proposed imposition of dvii 
penalties-Corrective actions:nuclear engineering procedures issued & design specs 
changed. Violation re 10CFR50.59 disputed.Fee forwarded separately. 

WHITE,S.A. Tennessee Valley Authority. 86/10/08. TAYLOR, J.M. Office of Inspection 
& Enforcement Director (Post 820201). 29pp. 38294:140-38294:168. 

8610080068 IE info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved "Wpe B Packages.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610220154 Forwards Insp Repts 50-259/86-30,50-260/86-30 & 50-296/86-30 on 
860825-29.No violations or deviations noted. 

ZECH.G.G. Region 2, Office of Director. ZECH,G.G. TVA Oversight Group. 86/10/10. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38325:173-38325:178. 


S. Reportable occurrences, LERs & related correspondence 

8610020205 LER 86-028-00:on 860828,personnel access doors from turbine bldg into 
reactor bldg opened at same time resulting in momentary loss of secondary 
conteinmenLCaused by rectifier solenoid fallure.Rectifier replaced. W/860923 Itr. 
SMITH.D.L, LEWIS, R.L Tennessee Valley Authority. 86/09/23. 3pp. 38068:174- 


8610220469 LER 86‘029-00:on 86091 1,B&B Promatec Co contract personnel errone- 
ously opened bus potential transformer cabinet on 4 kV shutdown board.pullinq fuses 
& deenergizing circuit. Personnel discipiined.W/861 010 Itr. 

GORDON.A.W.. LEWIS, R.L. Tennessee Valley Authority. 86/10/10. 4pp. 38331:053- 


8610220068 PNO-ll-86-075:Reglon 11 received rept re five fission detectors, each con- 
taining approx 2 g high enriched U, identified as missing in Jul 1986.Matl believed In- 
radwaste shipment.Region 11 specialist sent to site. 

COLLINS,T.R. Region 2, Office of Director. 86/10/15. 2pp. 
38327:005-38327:006. 

Notifies of loss of five fuel loading chambers containing 2 g enriched U- 
235.initiaily reported on 861014, Investigation underway. 

GRIDLEY,R. Tennessee Valley Authority. 86/10/15. GRACE, J.N. Region 2, Office of 
Director, ip. 38380:014-38380:014. - a . 

8610300055 LER 86-030-00:on 860922,automatic isolation of RWCU occurred while 
preventative maint performed on relay in A1 trip channel.Caused by random failure of 
reenergized & isolation reset.W/861021 Itr. 

JONES, S.B., LEWIS, R.L. Tennessee Valley Authority. 86/10/21, 3pp. 38404:024- 
38404:026. 


V. Operator Examinations 


-8610220161 Insp Repts 50-259/86-30,50-260/86-30 & 50-296/86-30 on 860825- 
29.No violations or deviations noted-Major areas inspected:seismic analysis per IE 
Bulletin 79-14 & pipe support baseplate designs per IE Bulletin 79-02. 

ViAS,S.J., BLAKE, J.J. Region 2, Office of Director. 86/09/29. 4pp. 38325:175- 
38325:178. 


8610080097 Forwards list of required ref matl for reactor/senior reactor operator licens- 
ing exams,to be furnished by 861008. Written exams scheduled for 861 201 .Replace- 
ment & simulator exams scheduled for wk of 861 117. 

BARR,K.P. Region 2, Office of Director. 86/09/26. WHITE,S.A. Tennessee Valley Au- 
thority. 6pp. 381 32:324-381 32:329. 


8610100105 IE info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 
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8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191, 

8610270103 Responds to NRC 860916 Itr re violations noted In Insp Repts 50-259/86- 

26.50- 260/86-26,50-296/86-26 & 30-15165/86-01. Corrective actions:^o new dewa- 
tering stations installed & preventive maint program developed for dewatering equip- 
ment 

GRIDLEY,R. Tennessee Valley Authority. 86/10/16. GRACE, J.N. Region 2, Office of 
Director. 1 1 pp. 38359:122-38359: 1 32. 

8610270155 Responds to NRC 860911 Itr re violations noted in Insp Repts 50-259/86- 

25.50- 260/86-25 & 50-296/86-25.Corrective actions: review performed on all FSAR 
revs which affeded intent of original updated FSAR. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/16. GRACE, J.N. Region 2, Office of 
Director. 7pp. 38362:043-38362:049. • a . 


8610070013 Notifies that proposed Revs 29 & 30 to plant radiological emergency plan 
consistent w/10CFR50.47(b) planning stds & 1 0CFR5O,App E requirements 

•^® 9 lon 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/19. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38118:227-38118:228. 


8610080234 Rev 31 to radiological emergency response plan.W/860930 Itr. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/22. GRACE,J.N. Region 2, Office of 
Director. 14pp. 38133:305-38133:318. 


8610150382 Forwards revs to radiological emergency plan implementing 
procedures,including IP-6, “Activation of Technical Support Ctr," IP-7, “Activation of 
Operations Support Ctr" & IP-8, "Personnel Accountability & Evacuation.” W/o ends. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/24. GRACE,J.N. Region 2. Office of 
Director. 2pp. 38252:004-38252:005. 


8610080076 Advises that 860827 rev to physical security plans consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

2ECH,G.G. Region 2. Office of Director. ZECH,G.G. TVA Oversight Group. 86/09/30. 
WHITE,S.A. Tennessee Valley Authority. 3pp. 38131:351-38131:353. 


8610270083 Forwards Insp Repts 50-259/86-29,50-260/86-29 & 50-296/86-29 on 
860908-12 & notice of violation.Concern noted re continued poor performance In 
transportation of radioactive matl. 

GRACE,J.N., ZECH.G.G. Region 2, Office of Director. 86/10/22, Tennessee Valley 
Authority. 3pp. 38361 :01 8-38361 :035. 

-8610270088 Notice of violation from insp on 860908-12. 

GRACE, J.N. Region 2, Office of Director. 86/10/22. 2pp. 38361:021-38361:022. 


8610090239 Fonwards Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 on 
860902-05.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

2ECH,G.G. Region 2, Office of Director. 86/09/30. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 381 46:308-381 46:31 0. 

-8610090254 Partially withheld Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 
on 860902-05 (ref 10CFR2.790 & 73.21). Violations noted re barriers & contingency. 
TOBIN, W.J. Region 2, Office of Director. 86/09/18. Ip. 38146:310-38146:310. 


-8610270094 Insp Repts 50-259/86-29.50-260/86-29 & 50-296/86-29 on 860908- 
12. Violations noted:fajlure to require authorized person to sign radioactive matl ship- 
ping manifest & failure to perform internal contamination surveys. 

WEDDINGTON,R.E., HOSEY,C.M. Region 2, Office of Director. 86/09/25. 13pp. 
38361:023-38361:035. 


R, Periodic operating reports A related correspondence 


radioactive discharges released from facility during Jul-Dec 198J 
3 ^ImiS 8378?^0® Authority. 86/03/11. Region 2. Office of Director. 20pF 


**June^"^8eo?^ltr*"^ Assessment RepLBrowns Ferry Nuclear Plant,Jan- 
"rennessee Valley Authority. 86/06/30. GRACE,J.N. Region 2, Office of 


8610100094 Monthly operating repts for Jul 1986. 

LEWIS,RXi Tennessee Vatley Authority. 86/07/31, I6pp. 38191:086- 
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8610160331 Forwards revs to 860922 radiological emergency plan,W/o ends. 
GRIDLEY,R. Tennessee Valley Authority. 86/09/30. GRACE.J.N. Region 2, Office of 
Director. Ip. 38275:148-38275:148. 

8610150485 Forwards revised radiological emergency plans & central emergency con- 
trol ctr implementing procedures for facilities. 

GRIDLEY.R.L Tennessee Valley Authority. 86/10/08. GRACE,J.N. Region 2, Office of 
Director. 2pp. 38246:156-38248:360. 

-8610150495 Rev 31 to radiological emergency plan. 

* Tennessee Valley Authority. 86/09/22, 85pp. 38247:147-38247:303. 

-8610150497 Revised central emergency control ctr implementing procedures docu- 
ment. 

* Tennessee Valley Authority. 86/09/18. 417pp. 38247:304-38248:360. 

8610300194 Fonvards revised schedule re startup issues reflecting discussions at 
861014-15 meetings w/util & list of upcoming plant meeting8.lssues include seismic 
design for piping & siwports,fire protection & contractor recommendations. 
MULLER.D.R. BWR Project Directorate 2. 86/10/27. NORRIS.S. NRC - No Detailed 
Affiliation Given. 49pp. 38407:125-38407:173. 


®®i99?£l®® ‘*NPDES Discharge Monitoring Rept;Aui 1986.’’ 

38W^4 ^W3a|!* * Tennewee valley Authority. 86/08/31. 11pp. 

“NPD^ Discharge Monitoring Rept for Sept 1986.” 

RIVERS,M.E. Tennessee VMley Authority. 86/09/30. 11 pp. 38419:184-38419:194. 


H. General correspondence 

8610170088 Forwards revised distribution ilst,8uper8edlng 860815 distribution 
li8t.Placement of author name on list requested. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Region 2, Office of Director. 
7pp. 38278:013-38278:019. 
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r. stage icc^.r'.ertts & correspondence 

'M.‘:z*"Z'A'si " ■'■i.r";-; :: •'■fC'-s-t: ”-^2 'e D:spc-saj of waste oil at piantUcensee 

'eq-.renents to recycling facility w/o vio- 

."'It.ziT-'r Z. C“* :£■ :: C •'set O'. 53.-;'/C3. PUCKETT, J.M. Region 2, Office 

iS'wtSCTrt 'rcu-t-s: ‘O'' 'rccfOs on Srewns Ferry & Sequoyah, including current 
oc-'tfct.r-c S engineenr^ proolerrs & exp^ted annual costs for 

:.c~- £ C':,oa^»*^^^£rergy Project. 86/08/22. GRIMSLEY.D. 

16T22S00C? -ZTJhsm £.*r'T.a.*% c‘' ci: 560624 presantator! re cable pulling specs. 

.A^tcr.ty. 3S/G8/2S. GRACE, J.N. Region 2, Office of 


8610140352 Forwards marked-up pages to tentative review schedule, per 860924 
requestComments provided verbally to D Clark during 860930-1002. 

SPESSARD.R.L Division of Inspection Programs (Post 850212). 86/10/07. 
MULLER.D.R. BWR Project Directorate 2. 6pp. 38230:058-38230:063. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda.MD re 
strawman generic requirements for enhancing BWR containment performance In 
severe accident conditions.Second technical exchange meeting in mid-Nov 1 986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610170053 Fonwards info re employee concern program, including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 & list & summary sheet 
for ail new concerns generated from 860806-0912. 

GRIDLEY.R.L Tennessee Valley Authority. 86/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281:081-38281:206. 


Ccr 3 .r.r€r:: .££.* Rate T^t, Browns Ferry Nuclear Plant,” 90 
3" I'-I*' »£.'.€> £6/39/11. GRACE, J.N. Region 2, Office of 

S€lXiC’:38 : to ‘V.a/r.rg =ro>c*. Rer.sp Pia.n.” per pl^t weld program 

;:£s,;roec ££-:£*£ per^orrr.ar^e plan.P;an & reinsp results will be 

'eview Desaiption Ktheduled for late Dec 1986. 
3". 3’;.*"' P '"£r.’“es3£e '.a ley S5.':5/17. ML’LLER.D.R. BWR Project Di- 

'SCTOra!!'-: Z. “Z- S-'’:” 36: '"'£■££136:" 53. 

-M10G8C2G2 Fev : t; Wa r.-o =” e:* =5 .-.si Pa.-.” 

Tirneases , • e, ■i,:.--'-. £6 36pp. 3=136:174-38136:199. 

iKSS2.3C296 »;■ itaniees i ‘"c’ders of application for OL re info on 

::ri. !&-.:£• # '3 ;.fF5;,43 E.-, 'i- ’'laiir it Eeci-ii Equipment Important to 

sa-sT. ‘;:r \jz^€B: -iwer r.arts,’' Svo ist encL 

::ENj*CN,.r =. C-^ce \.uc:i€ar Reactor .Regulation, Director (post 851125). 86/09/ 
4*. Atsarts: Dn E;.xlriC Cc 45pc. 3S052 216-38058:265. 

§6lOC?S3’5i sumimary i* 5£OS*5-''1’ meet;r>gs »/utii a! site re development of best esti- 
•natc scTeCw'es *.zr *:.■ £ %RC aiPor.s ci unit restart issues.Agenda & tentative 
3i;re3L..'ri3 iev&';ip6i meePrg ere;. 

.R,„ £;=AR ='C'.eri iTectirate 2. 56.'':9/22. MULLER.D.R. BWR Project Direc- 
::,rre 3. 4 * ;:p. y - 1 23; ' ”3-3£1 2S:2* 2. 

8613060784 =sm'rS£i vews sejectec items 1.2, 3, 5 & 7.m response to 860827 re- 
p-f&s. .cert;r,.ec r S6:c'2 Agrees wLacps ’/iew that high morale of nuclear 
iceraTrj; c.arr pepcrre, <£> 'ireier: p.a- sa'e*> 

YOLnGBLOOD.B.J. PWR Project 


8610170270 Notification of 861014 meeting w/util at plant to develop schedules for res- 
olution of Unit 2 startup issues. 

CLARK, R.J. BWR Project Directorate 2. 86/10/10. MULLER.D.R. BWR Project Direc- 
torate 2. 3pp. 38289:1 1 2-38289: 114. 

8610240359 Fonvards description & status of MSIV leakage reduction program 
mods.Program plans include monitoring & evaluating valves already modified & mod 
of addi valves failing local leak rate test if disassembly required for repair. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/15. GRACE.J.N. Reqion 2. Office of 
Director. 5pp.. 38355:139-38355:143. “ 

8610280437 Requests add! info re 850225 request for amends to Licenses DPR- 
33,DPR-52 & DPR-68, deleting limiting condition for operation & surveillance require- 
ments associated w/RHR sys crosstie between adjacent reactor units 
2ECH.G.G. Region 2. Office of Director. 86/10/16. WHITE.S.A. Tennessee Valiev Au- 
thority. 2pp. 38381:111-38381:112. ^ 


licensees & applicants re availability of 
NUREG-1169, Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods. Sve list end. ^ 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Cio. 31 pp. 3841 1 :266-3841 1 :296. ^ 


X . o 4 «“pwaras corrections to Pages 3,5 & 6 of 861003 request for addI info re 
encl^ nuclear performance plan for plant. Second request for addi Info re plan also 


MULLER.D.R. BWR Project Directorate 2. 86/10/21. 
Authority. 10pp. 38372:113-38372:122. 


WHITE.S.A. Tennessee Valley 


i6TOOiC268 deters, if ££' 

rer^'s ■?esa:inc '’',"pe 5 i 5 testrg 

q-terer laic r le'ire '3s:ar -s. 
G=D»E-r, 'Te'-reesee ,3u:e, 

1. Zzz 3£*2£ '’"-SS'uS '' 


■ ' 22 '©quest re exemption from App J require- 
it severai vaives & flanges-Resuits of evaluation 
z . — ste -eed fi*' exemptio.n. 
z-% =£ :9.3:. Mw'.l£R.D.R. BWR Project Di- 


notification of cancellation of 861031 meeting w/ util In 

BWR Prolect DIrec- 


'^rF'-'^/sspe-se;.: HSCes^ 'tr ts SA White re outside evaluations 
sctiv't'es & mgt!NPO documentation re util 
-■J..;"-.;- '-■■■“-s TcsTr.'s.y -,er%nCrequesl 

Sear.!,' a:, :r, -.a::.-: 


•* 181 . 

*e'-c'£r3©e .2..e, 

'sctorire £. Lpe, ;c£i4.£5€-3££2£;C4r, ' 


-I s uoul itr. 

.S. 3-:. MULLER.D.R. BWR Project I 



prepared 
aAflDE,B.P. Govemm, 
«a.;y sen«tie of m aeWSes invohrtng staff for wks 

O' Nuof, 


"“V be urveafest^ 

Mfsy *. ‘ ^ 86; 10/03. WHITE,S.A. Tennessee Va 

requestForwards document listed 
Public < 

o< summary sdisdule su^ 

m . No OafiMcf wsaton G««r 86 't: - 53 . 28pp. 38203:069-38205:096. 


*■ WHfTE.aA. Term« 


ucer^es , 

Pro.^ ““ 

RIB arectouai, 86 / 10 / 07 . ^ 38221293 - 38221 ^ 94 . 


activities for wks of 861027 & 1103.OfC 
public. ^ ^ activities not included, per 01 request.since schedule m^e 

THOMPSON, H.L TVA Oversight Group. 86/10/26. DENTON HR Office of Nucloar 


oKes 5 lorll^n surveillance program to satisfy 

THOMP^N,k NRC - 

Va%Aulh^“2p®'^384oS3M^f^^ WHITE.S.A. Tannesaoe 

Tn h' °"’®/ sa'st^elatad rornt^nlnts " ® pos'-maint testing of ra- 
38409:101^384^:103.”®®°*°^ Regulation, Director (post 851125). 86/10/27. 3pp. 


Q. Inspeetion reports. IE Bulletins a eorrsspondence 


ovu iisi. - ui sppofii uenerators.' w/o 

81/10/23. Consolidated 

Shipments o? Rad?Mc??e^^^^ Requirements for 

Edison Co. 82/02/12* Consolidated 

259/86-S.5o46o"/8^^^ violations noted in Insp Repts SO- 

&lY!a Valle Specs 

Director. 4pp. 38066:114-38066:117.°*^^' 86/09/17. GRACE, J.N. Region 2, Office of 
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8610080198 Forwards Rev 0 to “Welding Project Reinsp Plan." per plant weld program 
review described in 860818 nuclear performance plan.Plan & reinsp results will be 
submitted as part of weld program review description scheduled for late Dec 1986. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/17. MULLER, D.R. BWR Project Di- 
rectorate 2. Ip. 38136:173-38136:199. 

"8610080202 Rev 0 to “Welding Project Reinsp Plan." 

KRON.B.J. Tennessee Valley Authority. 86/07/08. 36pp. 38136:174-38136:199. 

8610100606 Informs that all actions required by 860911 confirmatory action Itr complet- 
ed on 860911. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38202:159-38202:161. 

8610090361 Forwards Insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 
860728-0801 & notice of violation. 

ZECH,G.G. Region 2. Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38182:265-38182:278. 

-8610090365 Notice of violation from insp on 860728-0801 . 

2ECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
2pp. 38182:267-38182:268. 

-8610090368 Insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 860728- 
0801 .Violation noted:improper torquing of bolts on diesel generator cooling water 
check valves. 

GiRARD,E.H., BLAKE.J.J. Region 2. Office of Director. 86/09/09. 10pp. 38182:269- 
38182:278. 

8610100529 Forwards Insp Repts 50-259/86-28,50-260/86-28 & 50-296/86-28 on 
860801 -31. No violation noted. 

ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38194:228-38194:241. 

-8610100542 Insp Repts 50-259/86-28,50-260/86-28 & 50-296/86-28 on 860801- 
31. No violations or deviations noted.Major areas inspected:operationat safety.maint 
observation, surveillance testing observation, ROs & whole body count procedures. 
PAULK.G.L., PATTERSON,C.A., BROOKS, C.R. Region 2, Office of Director. 86/09/ 
18. 12pp. 38194:230-38194:241. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610090239 Forwards Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 on 
860902-05.Notlce of violation withheld (ref 10CFR2.790 & 73.21). 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/30. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38146:308-38146:310. 

-8610090254 Partially withheld Insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 
on 860902-05 (ref 10CFR2.790 & 73.21). Violations noted re barriers & contingency. 
TOBIN,W.J., MCGUIRE, D.R. Region 2, Office of Director. 86/09/18. Ip. 38146:310- 
38146:310. 

8610150002 Forwards addi info in response to IE Bulletin 85-003 re motor-operated 
valve common mode failures.Required review & documentation of design basis for op- 
eration of each valve within scope of butietin completed. 

GRIDLEY,R. Tennessee Valley Authority. 86/09/30. GRACE, J.N. Region 2, Office of 
Director. 6pp. 38239:001-38239:006. 

8610150025 Ack receipt of 860917 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-259/86-22, 50-260/86-22 & 50-296/86-22. 

ZECH.G.G. Region 2. Office of Director. 86/10/01. WHITE, S.A. Tennessee Valley Au- 
thority. Ip. 38239:007-38239:007. 

8610280268 Reissues Page 2 of 860908 notice of violation & proposed imposition of 
civil penalty (EA-86-056). Violation B.3 should ref Insp Rept 85-28 instead of 85-05. 
ZECH.G.G. Region 2, Office of Director, 86/10/01. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 38379:356-38379:358. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J,G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co, of New York, Inc. 70pp. 38126:237-38126:303. 

8610100583 Forwards request for addI info needed to review util 860917 work plan to 
rolnspQct 30l0ct^cl wGtds 

MULLER,D.R. BWR Project Directorate 2. 86/10/03. WHITE, S.A. Tennessee Valley 
Authority. 3pp. 38208:226-38208:228. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201), 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610200175 Responds to NRC 860908 notice of violation & proposed imposition of civil 
penitities.Corrective actlon&:nuclear engineering procedures issued & de^n specs 
charig^. Violation re 10CFR50.59 disputed.Fee forwarded separately. 

WHlfE,S.A. Tennessee Valley Authority. 86/10/08. TAYLOR, J.M. Office of Inspection 
& Enforceinent, Director I^Post 820201). 29pp. 38294:140-3^94:1^ 

8610080068 IE info Notice ^^^80. ‘*Clarlficatl(»i of Requirements for Fabrication & 

» of Certain Previously Approved Type B Packages." Svc list end. 

Divisibn of Emergency Preparedness & Engineering Response (Post 
830103). 88/10/10. COnsdidatid Edison Co. of New York, Inc. 67pp. 38234:282- 
38234:3^ 

8810080071 IE Info Ndfe SO-oi^, of Qffdte Povifflr Upon Automatic Bus Trans- 
■ fer." Svc list 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8810220154 Forwards Insp Repts 50-259/86-30,50-260/86-30 50-296/86-30 on 

860825-29.No violations or deviations noted. 

ZECH,G.G. Region 2. Office of Director. ZECH,G.G. TVA Oversight Group. 86/10/10. 
WHITE, S.A. Tennessee Vftlley Authority. 2pp. 38325:1 73-38325:178. 


-8610220161 Insp Repts 50-259/86-30,50-260/86-30 & 50-296/86-30 on 860825- 
29.No violations or deviations noted.Major areas inspected:seismic analysis per !E 
Bulletin 79-14 & pipe support baseplate designs per IE Bulletin 79-02. 

VIAS,S.J., BLAKE, J.J. Region 2, Office of Director. 86/09/29. 4pp. 38325:175- 
38325:178. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610270103 Responds to NRC 860916 Itr re violations noted in Insp Repts 50-259/86- 

26.50- 260/86-26,50-296/86-26 & 30-15165/86-01. Corrective actions:two new dewa- 
tering stations installed & preventive maint program developed for dewatering equip- 
ment. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/16. GRACE.J.N. Region 2, Office of 
Director. 11pp. 38359:122-38359:132. 

8610270155 Responds to NRC 860911 Itr re violations noted in Insp Repts 50-259/86- 

25.50- 260/86-25 & 50-296/86-25.Corrective actions: review performed on all FSAR 
revs which affected intent of original updated FSAR. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/16. GRACE.J.N. Region 2, Office of 
Director. 7pp. 38362:043-38362:049. 

8610270083 Forwards Insp Repts 50-259/86-29,50-260/86-29 & 50-296/86-29 on 
860908-12 & notice of violation.Concern noted re continued poor performance in 
transportation of radioactive matl. 

GRACE,J.N., ZECH.G.G. Region 2, Office of Director. 86/10/22. Tennessee Valley 
Authority. 3pp. 38361:018-38361:035. 

-8610270088 Notice of violation from insp on 860908-12. 

GRACE,J.N. Region 2, Office of Director. 86/10/22. 2pp. 38361:021-38361:022. 

-8610270094 Insp Repts 50-259/86-29.50-260/86-29 & 50-296/86-29 on 860908- 
12.Violatlons noted:failure to require authorized person to sign radioactive matl ship- 
piiw manifest & failure to perform internal contamination surveys. 

WEDDINGTON.R.E., H05EY,C.M. Region 2, Office of Director. 86/09/25. 13pp. 
38361:023-38361:035, 


R. Periodic operating reports & related correspondence 


8610280330 Rept of radioactive discharges released from facility during Jul-Dec 1985. 
LEWIS, R.L Tennessee Valley Authority. 86/03/11. Region 2, Office of Director, 20pp. 
38378:341-38378:360. 


8610060024 “Radiological Impact Assessment Rept, Browns Ferry Nuclear Plant, Jan- 
June 1986." W/860922 Itr. 

LEWIS.R.L Tennessee Valley Authority. 86/06/30. GRACE, J.N. Region 2, Office of 
Director. 50pp. 38096:090-38096:139. 

8610100094 Monthly operating repts for Jul 1986. 

CREAMER, K.L., LEWIS.R.L Tennessee Valley Authority. 86/07/31. 16pp. 38191:086- 
38191:101. 


8610090250 "NPDES Discharge Monitoring Rept,Aug 1986." 

R1VERS,M.E. Alabama, State of. * Tennessee Valley Authority. 86/08/31. 11pp. 
38146:294-38146:304. 


8610310130 “NPDES Discharge Monitoring Rept for Sept 1986." 

RIVERS.M.E. Tennessee Valley Authority. 86/09/30. 11pp. 38419:184-38419:194. 


S. Reportable occurrences, LERs & related correspondence 


8610220068 PNO-ll-86-075;Region II received rept re five fission detectors, each con- 
taining approx 2 g high enriched U, identified as missing in Jul 1986.Matl believed in- 
ckided in 1965 radwaste shipment. Region II specialist sent to site. 

WEDDiNGTON,R.. COLLINS, T.R. Region 2, Office of Director. 86/10/16. 2pp. 
38327:005-38327:006. 


8610280331 Notifies of loss of five fuel loading chambers containing 2 g enriched U- 
235.1nitially reported on 861014. Investigation underway. 

GR1DLEY.R. Tennessee Valley Authority. 86/10/15. C3RACE,J.N. Region 2. Office of 
Director, 1 p, 38380:01 4-38360:01 4. 

8610220365 LER 86-01 2-00:on 860918,480-volt shutdown board inadvertently deener- 
gized when operator attempted to transfer power from normal to aiternate.Cau8ed by 
loose wlre.W/661017 Itr. 

JONES, S.B., LEWIS.R.L. Tennessee Valley Authority. 86/10/17. 3pp. 38331:038- 
38331:040. 

8610280556 LER 86-010-01 :on 860702, crack indications in alt recirculation sys reactor 
vessel inlet nozzle safe ends reveafed.Oaused by IGSCC,Safe ends will be replaced. 
W/8ei024ltr. 

(50RDON,A.W.. LEWIS, R.L Tennessee Valley Authority. 86/10/24. 4pp. 38380:161- 
38^0:164. 

861(1300348 LER-86-013-00:on 860927, unplanned ESF actuations occurred due to 
failed reley in refueling' zone vent exhaust radiation trip loglc.Caused by burned coil in 
QE Model CR120A reray. Relay peplaced.W/861 024 Itr. 

JONES, S.B.,. LEWIS.R,L. Tennessee Valley Authority. 86/10/24. 3pp. 38409:354- 
38409:356. 
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V. Operator Examinations 

8610080097 Forwards list of required ref mat! for reactor/senior reactor operator licens- 
ing exams, to be furnished by 861008. Written exams scheduled for 861 201. Replace- 
ment & simulator exams scheduled for wk of 861 1 1 7. 

BARR,K.P. Region 2, Office of Director. 86/09/26. WHITE.S.A. Tennessee Valley Au- 
thority. 6pp, 38132:324-38132:329. 


DOCKET 50-261 KB. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8610020232 Forwards Insp Rept 50-261/86-21 on 860811-15 & notice of violation. 
WALKER, R.D. Region 2, Office of Director. 86/09/17. UTLEY,E.E. Carolina Power & 
Ught Co. 2pp. 38068:001-38068:012. 

-8610020236 Notice of violation from insp on 860811-15. 

WALKER, R.D. Region 2. Office of Director. 86/09/17. 2pp. 38068:003-38068:004. 

-8610020239 Insp Rept 50-261/86-21 on 86081 1-1 5.V^olation noted:failure to provide 
initial ti'aining & annual retraining for various members of emergency organization in 
accordance w/emergen<^ plan & implementing procedures. 

TABAKA, A.E., DECKER,T.R. Region 2, Office of Director. 86/09/03. 8pp. 38068:005- 
38068:012. 

8610070438 Revs to emergency plan S procedures,including Rev 4 to PEP-101, "Initial 
Emeraency Actions," Rev 7 to reP-102, “Emergency Control - Unusual Event" & Rev 
7 to l%P-103, "Emergency Control - Alert” W/860923 Itr. 

MORROW,M., MORGAN,R.E. Carolina Power & Light Co. 86/09/23. GRACE, J.N. 
Region 2. Office of Director. 31pp. 38124:122-38124:152. 

8610030027 Advises that util 860822 Rev 14 to emergency response plan meets plan- 
ning stds of 10CFR50.47(b) & requirements of App E to lOCFRSO.Issue re deletion of 
training requirements for damage control team dosed. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/25. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 38088:137-36088:138. 

8610100214 Forwards Insp Rept 50-261/86-25 on 860908-1 2.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/30. UTLEY.6.E. Carolina Power & 
Ught Co. 2pp. 38193:093-38193:094. 

-8610100222 Partially witiiheld Physical Security Insp Rept 50-261/86-25 on 860908-12 
(ref 10CFR2.790 & 73.21 ).No violations or deviations noted.Maior areas 
inspected:secur!ty plan & Implementing procedures & organization. 

ENNIS, J.D., MCGUIRE.D.R, Region 2. Office of Director. 86/09/30. 2pp. 38193:095- 
38193:095. 

8610210361 Forwards Insp Rept 50-261/86-23 on 860811 -091 0.No violations or devi- 
ations Identified. 

VERRELLl,D.M. Region 2, Office of Director. 86/10/10. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 38312:200-38312:209. 

-8610210366 Insp Rept 50-261/86-23 on 860811 -091 0.No violations or deviations 
identified.Major areas lnspected:Tech Spec compliarK:e,plant tour,operatlons 
performance,ROs, housekeeping.site security & surveillance activities. 

KRUG,H,E., LATTA,R.M., FREDRICKSON,?. Region 2, Office of Director. 86/10/10. 
8pp. 3831 2:202-3831 2:209. 

8610310234 Revised plant emergency procedures,lncluding Rev 3 to PEP-171, “Emer- 
gency Communicator & Staff’ & Rev 1 to PEP-302, “Whole Body Dose Projections.” 
W/861022 Itr. 

MORROW.M.C. Carolina Power & Ught Co. 86/10/2^ GRACE, J.N. Region 2, Office 
of Director. 53pp. 38418:072-38418:124. 


8610030412 LEPRICON ANALYSIS OF PRESSURE VESSEL SURVEILLANCE DOSIM- 
ETRY INSERTED INTO H.B. ROBINSON-2 DURING CYCLE 9. 

MAERKER,R.E. Oak Ridge National Laboratory. FIN B-0415. NUREG/CR-4439. 86/ 
09/30. Division of Reactor System Safety (Post 860720). 70pp. 37669:151-37669:219. 

8610080377 Requests plant-specific extended burnup rept be resubmitted or XN-NF-83- 
A55 be updated to provide plant-specific info in order to complete review. 

REQUA,G. PWR Project Directorate 2. 86/10/02. UTLEY.E.E. Carolina Power & Ught 
Co. 3pp. 38140:044-38140:046. 

8610170023 Fonvards SER & SALP input accepting util 831107 response to Generic Ltr 
83-28, Item 2.1 (Part 1) re equipment classification of reactor trip sys 
components.EG&G rept also end. 

REQUA,G. PWR Project Directorate 2. 86/10/09. UTLEY.E.E. Carolina Power & Ught 
Co. 2pp. 38289: 1 20-38289:1 37. 

—8610170033 SER accepting util response to Generic Ltr 83-28 re equipment classifica- 
tion of reactor trip sys components. Program exists for identifying, classifying & treating 
components required for safety-related performance. 

* PWR Project Directorate 2. 86/10/09. 4pp. 38289:122-38289:137. 

8610170015 Forwards request for addl info to provide guidance & reaffirm NRC position 
re testing of bypass breakers,per Generic Ltr 83-28,ltem 4.3 & Generic Ltr 85-09.Re- 
sponse requested within 90 days. 

REQUA.G. PWR Project Directorate 2. 86/10/10. UTLEY.E.E. Carolina Power & Ught 
Co. 5pp. 38282:245-38282:249. 

8610210253 Application for amend to License DPR-23, changing Tech Specs re storage 
& handling of fuel w/Increased enrichment of 3.9% U-235,per end XN-NF-86-100 & 
XN-NF-86-107.Fee paid. 

CUTTER, A.B. Carolina Power & Light Co. 86/10/13. RUBENSTEIN.LS. PWR Project 
Directorate 2. 3pp. 38315:160-36315:258. 

-8610210256 Proposed Tech Specs, reflecting storage & handling of fuel w/ increased 
enrichment of 3.9% U-235. 

* Carolina Power & Light Co. 86/10/13. 4pp. 38315:163-38315:166. 

-8610210259 Rev 0 to “Final Rept Criticality Safety Analysis HB Robinson New Fuel 
Storage Vault W/4.2% Enriched 15x15 Fuel Assemblies." 

GERRALD,L.D., PIEPER,J.E., SKOGEN.F.B. Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp.). XN-NF-86-100 ROO. 86/09/02. 54pp. 38315:167-38315:220. 

-8610210261 Rev 0 to “Rnal Rept Criticality Safety Analysis HB Robinson Spent Fuel 
Stor^e Racks (Unpoisoned,Low Density) W/4.2% Enriched 15x15 Fuel Assemblies." 
GERRALD,L.D., PIEPER,J.E., SKOGEN.F.B. ^on Nuclear Co., Inc. (subs, of Exxon 
Corp.). XN-NF-86-107 ROO. 86/09/09. 38pp. 38315:221-38315:258. 

8610240273 Forwards response to Reg Guide 1.97, Item 3.3.3 re containment Isolation 
& motor-operated valves.Annotated figures showing redundant valve functions end. 
ZIMMERMAN.S.R. Carolina Power & Light Co. 86/10/20. RUBENSTEIN.LS. PWR 
Project Directorate 2. 14pp. 38350:287-38350:300. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610300302 Fonvards corrected Amend 103 to License DPR-23, revising Tech Specs by 
eliminating requirement for shutting down ventilation sys in fuel handling bldg & reduc- 
ing waste gas decay tank radioactivity limit 

REQUA,G. PWR Project Directorate 2. 86/10/28. UTLEY.E.E. Carolina Power & Light 
Co. 2pp. 38409:026-38409:029. 

-8610300305 Corrected Amend 103 to License DPR-23, revising Tech Specs to elimi- 
nate requirement for shutting down ventilation sys in fuel handling bldg & to reduce 
waste gas decay tank radioactivity limit 

RUBENSTEIN.LS. PWR Project Directorate 2. 86/09/18. 2pp. 38409:028-38409:029. 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


8610300120 Enata to NUREG/CR-4439, “Lepricon Analysis of Pressure Vessel Surveil- 
lance Dodmetry Inserted Into HB Robjnson-2 During Cycle 2," correcting pages. 
INGERSOLLK. Oak Ridge National Laboratory. NUREG/CR-4439 ERR. 86/08/21. Di- 
vision of Reactor System Safety (Post 860720). 7pp. 38408:060-38408:066. 

8609230296 Generic Ltr 86-15 to ali licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 

8610010141 Forwards request for addl info re 860502 submittal on Inservice testing 
prog!am.Response requested within 90 days of ltr receipt 

REQUA.G. PWR Proj^ Directorate 2. 86/09/22. UTLEY,E.E. Carolina Power & Light 
Co. 11pp. 38057:225-38057:235. 


8610070121 Foi^s “CRDR Rnal Summary Repf ’ & proposed implementation sched- 
uie for pCROaRept mdudes info required by SuppI 1 to NUREG-0737 & matl dis- 
meeting w/NRC & Science Applications Inti, Inc. 

^TTERAB. par£«}a Power & Light Co. 86/09/23. RUBENSTEIN.LS. PWR Project 
Directorate 2. Ip. 381 15:219-381 16:254. 

-W10070127 “CRDR Final Summary Rept for HB Robinson Nuclear Project Unit 2.” 
* Caroterja Power & Ught Co. 86/09/30. 395pp. 381 15:220-381 16:254. 

86W2M85 Foro^ saf^ evaluation of WCAP-10858. “ATWS Mitigating Sys Actu- 
ation Circifltry f’acks^." Many plant-specitic details needed to ensure 

addressing details requested. 

^ 86/09/24. UTLEY, E.E. Carolina Power & Ught 


8610140K7 Reqj^ts approval to provide NRC w/NPDES permit & any autoorized 
notification of dgnificant environ events. 

Cardina Power & Ught Co. 86/09/29. RUBENSTEIN.LS. PWR 

Project DirectofaleZ ip. 38293.'231-382S:231. r »r. 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

6107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38361:079-38351:082. 

8610020232 Forwards Insp Rept 50-261/86-21 on 860811-15 & notice of violation. 
WALKER.R.D. Region 2, Office of Director. 86/09/17. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 38068:001-38068:012. 

-8610020236 Notice of violation from insp on 860811-15. 

WALKER, R.D. Region 2, (Office of Director. 86/09/17. 2pp. 38068:003-38068:004. 

-8610020239 Insp Rept 50-261/86-21 on 86081 1-1 S.Violation noted:faiiure to pro>4de 
Initial training 6 annual retraining for various members of emergency organization In 
accordance w/emergency plan & implementing procedures. 

TABAKAAE., DECKER,T.R. Region 2. Office of Director. 86/09/03. 8pp. 38068:005- 
38068:012. 

8610280341 Summarizes 860821 & 25 telcons re concerns identified in IE Info Notice 
86-003 concerning potential deficiencies in environ qualification of Umitorque valve 
actuator wiring. Details of generic activities end. 

ZIMMERMAN,S.R. Carolina Power A Light Co. 86/09/19. GRACE, J.N. Region 2, 
Office of Director. 8pp. 38380:003-38380:010. 

861QQ30Q47 Forwards Insp Rept 50-261/86-20 on 860818-22 & notice of violation, 
WALKER,R.D. Region 2. Office of Director. 86/09/26. UTLEY, E.E. Carolina Power & 
UgM Co. 2pp. 38082:046-38082:059. 

-66t003dC^ Notice of violation from insp on 860818-22. 

WALKER, R.D. Region 2, Office of Director. 86/09/26. 2pp. 38082:048-38082:049. 
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-8610030057 Insp Rept 50-261/86-20 on 8608 18-22. Violation notedrfailure to provide 
adequate procedures for control of radioactive matl & respirator fit testing. 
WEDDINGTON,R.E., REVSiN.B.K.. HOSEY.C.M. Region 2. Office of Director. 86/09/ 
21. 10pp. 38082:050-38082:059. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100214 Forwards Insp Rept 50-261/86-25 on 860908-1 2.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/30. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 38193:093-38193:094. 

-8610100222 Partially withheld Physical Security Insp Rept 50-261/86-25 on 860908-12 
(ref 10CFR2.790 & 73.21 ).No violations or deviations noted.Major areas 
inspected:8ecurity plan & implementing procedures & organization. 

ENNIS, J.D.. MCGUIRE,D.R. Region 2, Office of Director. 86/09/30. 2pp. 38193:095- 
38193:095. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610170023 Forwards SER & SALP input accepting util 831107 response to Generic Ltr 
83-28, Item 2.1 (Part 1) re equipment classification of reactor trip sys 
components.EG&G rept also end. 

REQUA.G. PWR Project Directorate 2. 86/10/09. UTLEY, E.E. Carolina Power & Light 
Co. 2pp. 38289:120-38289:137. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087. “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210361 Forwards Insp Rept 50-261/86-23 on 860811 -091 0.No violations or devi- 
ditions id0ntifiocl 

VERRELLI.D.M,' Region 2, Office of Director. 86/10/10. UTLEY, E.E. Carolina Power & 
Ught C^. 2pp. 38312:200-38312:209. 

-8610210366 Insp Rept 50-261/86-23 on 860811 -091 0.No violations or deviations 
identified.Major areas inspected:Tech Spec compliance, plant tour, operations 
performance, ROs, housekeeping,site security & surveillance activities. 
kRUG.H.E., LATTA.R.M,, FREDRICKSON, P. Region 2, Office of Director. 86/10/10. 
8pp. 38312:202-38312:209. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. i07pp. 38331:086- 
38331:191. 

8610270311 Responds to violations noted in Insp Rept 50-261/86-20. Corrective 
actions:procedure revised to allow for SCBA fit testing & personnel trained in proce- 
dural guidance for doing sun/eys of matls prior to release from radiation area. 
MORGAN, R.E. Carolina Power & Ught Co. 86/10/16. GRACE, J-N. Region 2, Office of 
Director. 4pp. 38362:279-38362:282. 

8610279273 Responds to violations noted in insp Rept 50-261/86-21. Corrective 
action8:accident assessment 6 damage control team members designated & appropri- 
ate training initiated. 

MORGANIR.E. Carolina Power & Ught Co. 86/10/17, GRACE, J.N. Region 2, Office of 
Director. 3pp. 38362:1 00-38362:102. 


R. Periodic operating reports & reiated 


8610280380 Forwards supple to semiannual effkient & waste disposal semiannual repts 
for 1984 & 1985,correcting qualitath/e & quanOtative discrepandes in solid waste dis- 
posal summaries that occurred during rept data reduction phase. 

MORGAN,R.E. Carolina Power & Light Co. 86/08/01. GRACE, J.N. Region 2, Office of 
Director. 3pp. 38376:149-38376:160. 


-8610280384 Corrected “Effluent & Waste Disposal Semiannual RepUan- June 1984" 
for solid waste & irradiated fuel shipments. 

* Carolina Power & Ught Co. 84/06/30. 2pp. 38376:152-38376:153. 

-8610280387 Corrected 'fluent & Waste Disposal Semiannual BePUul-Oec 1984** for 
solid waste & irradiated foet shipments. 

* Carolina Power & Ught Co. 84/12/31. app. 38376:164-38376:165. 

-8610280391 Corrected “Effluent & Wiste Disposal: Semiannual Rept, Jan- June 1985" 
for solid waste & irradiated M ahipments. 

* Carolina ^Qwer 6 Light Co, 86/06/30^ gppt 38376:1S6-3S376r157. ^ 

-88TO280393 Corrected “BfOuW & Waste Disposal Semiannual RepUuLDec 1985" for 
liquid efflpants, 

* Carolina Power & Ught Co. 86/12/31. 3pp. 38376:158-38376:160. 


8610170108 Monthly operating rept for Sept 1986.W/861009 itr. 

SCOTT,A.E.. NORRIS,H.R.. MORGAN.R.E. Carolina Power & Light Co. 86/09/30. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 5pp. 
38277:354-38277:358. 


S. Reportable occurrences, LERs & related correspondence 

8610010607 LER 86-01 2-00:on 860825.inadvertent discharge of excess boric acid into 
RCS resulted from pressurizer low pressure reactor tnp.uaused when operator inad- 
vertently left emergency boration valve open.Staff counseled.W/860924 itr. 

SAYRE,D., MORGAN, R.E. Carolina Power & Ught Co. 86/09/24. 3pp. 38058:101- 
38058:103. 

8610160058 Special rept:on 860902, during cold shutdown, pressurizer PORV lifted twice 
to prevent overpressurization.Caused by inadvertent action by unit 
operators.Operations personnel counseled re importance of breaker position indica- 
tors. 

MORGAN.R.E. Carolina Power & Light Co. 86/09/29. GRACE.J.N. Region 2. Office of 
Director. 2pp. 38269:030-38269:031. 

8610170186 LER 86-01 3-00:on 860910, reactor tripped on low steam generator B level 
& steam flow/feedwater flow mismatch during steam generator pressure channel 
testing.Caused by personnel error.Personnel counseled.W/861010 Itr. 

ABBOTT, R., MORGAN, R.E. Carolina Power & Ught Co. 86/10/10. 3pp. 38280:323- 
38280:325. 
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F. Security, medical, emergency & fire protection plans 


8610010328 Advises that 860909 Rev 19 to plant security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 86/09/19. LARSON.C.E. Northern States 
Power Co. 2pp. 38053:334-38053:335. 

8610070261 Rev 9 to corporate nuclear emergency plan, consisting of Revs 8,8 & 6 to 
introduction, emergency response & App A, respectiveiy.W/860922 Itr. 

LARSON, C.E., FEY.F.L. Northern States Power Co. 86/09/26. 30pp. 38120:001- 
38120:027. 

8610240343 Fonwards “Fire Protection Safety Shutdown Analysis & Compliance W/Sec- 
tlon III.G of 10CFR50,App R," superseding 020630 submittal. 

MUSOLF,D. Northern States Power Co. 86/10/08. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). 2pp. 38356:001-38356:114. 

-8610240349 “Fire Protection Safe Shutdown Analysis & Compliance W/Section III.G 
of 10CFR50,App R." 

* Northern States Power Co. 86/10/08. 112pp. 38356:003-38356:1 14. 

8610210476 Supplemental application to amend License DPR-22,revising Tech Specs 
to incorporate time limits on allowed sys control Inoperability for alternate shutdown 
sy8.Revises 860331 amend request. 

MUSOLF,0. Northern States Power Co. 86/10/10. Office of Nuclear Reactor Regula- 
tion. Director (post 861126). Ip. 38311:057-38311:058. 

-8610210479 Proposed Tech Spec Page 3.1 3/4.1 3,lncorporatlng time limits on allowed 
sys control inoperability for alternate shutdown sys. 

* Northern States Power Co. 86/10/10. Ip. 38311:058-38311:058. 


H. Genera) correspondence 


8610160148 Requests removal of DE Gilberts from all document distribution lists for 
NRC-sponsored research repts. Distribution of repts to author should continue. 
MUSOLF.D. Northern States Power Co. 86/10/06. Office of Nuclear Regulatory Re- 
search. Director (Post 860720). Ip. 38265:031-38265:031. 


J. Inauranea & Indemnity Information 

8610200207 Informs that 861003 submittal re financial info for 1986 satisfies require- 
ments of 10CFR1 40.21 for approved guarantee of payment of deferred premiums. 
NASH,D.A. Assistant Director for State & Licensee Relations. 86/10/15, HALL,E.J. 
Northern States Power Cfo, Ip. 38299:143-38299:143. 


P. Operating lieenae stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H,R. Office of Nuclear Reactor Regulation, Director (post 861125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080443 Notification of 861017 meeting w/utils in Bethe8da,MD to discuss issues 
affecting operating reactors & NRC. 

2WOLINSKI.J.A. BWR Protect Directorate 1. 86/10/02. BERNERO.R.M. Division of 
Bolling Water Reactor (BWR) Uoensing, 9pp. 38177:346-38177:354. 

8610150627 Forwards Revs 0 to NSPNAD-8608, “Reload Safety Evaluation Methods’* 
8 NSPNAD-8609. “Qualification of Reactor Physics Methods," for review & 
^iprP'^'Bopts dpscribs reload safety analysis methodology developed for facility.Fee 

,MUSOLF,D. Northern States Power Co. 86/10/02, Office of Nuclear Reactor Regula- 
tioa^Diveetor (ppst 851125). 2pp. 38271 :1 66-38272:1 38. 

Rev 0 fo N8PNAD-a60d, "Reload Safety Evaluation Methods." 
RAUTMAN,D., ANDERSON, R.O, Northern States Power Co. NSPNAD-8608 ROO. 86/ 
09/30. 204pp. 38271:168-38272:011. 
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-8610150531 Rev 0 to NSPNAD-8609, “Qualification of Reactor Physics Methods for 

S^^NG!R.rBC??l^u]c.. ANDERSON, R.O. Northern States Power Co. 86/09/10. 
127pp. 38272:012-38272:138. 

8610240271 Forwards application for amend to License DPR-22.revising Tech Spew to 
reflect addjtkw of third source of offsite power for supplying auxiliary electncal 

Suj^5l)^l£rthern States Power Co. 86/10/03. DENTON.H. Office of Nuclear Re- 
actor Regulation. Director (post 851 125). 2pp. 38355:339-38355:354. 

-8610240274 Apptication for amend to License DPR-22.revising Tech Specs to reflect 
addition of third source of offsite power for supplying auxiliary ejecjncal power. 
MUSOLF,D. Northern States Power Co. 86/10/03. 9pp. 38355:341-38355:349. 


-8610240277 Proposed Tech Specs,refiectlng addition of third source of offsite power 
for suppl^ auxiliary eiectricaJ power. 

* Northern states Power Co. 86/10/03. 5pp. 38355:350-38355:354. 


8610160466 Sionnwy of 860911 meeting w/BWR Owneis Group in Bethesda,MD re 
strawman gen^ic recy^ments for enhancing BWR contanrnent performance in 
severe accident conufi^s-Second technicai exchange meeting in mid-Nov 1986 pro- 
posed. 

THADAN1.M.C. BWR Project Drectorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610210478 Supplemental application to amend License DPR-22, revising Tech Specs 
to kworpwate time Smits on allowed sys control Inoperability for alternate shutdown 
sys.R€vises 860331 amend request 

MUSOLF.D. Northern States Power Co. 86/10/10. Office of Nuclear Reactor Regula- 
tion, D&’ector (pOTt851l25). Ip. 38311:057-38311:058. 


-8610210479 Proposed Tech Spec Page 3.13/4.13,lncorporating time limits on allowed 
sys control inoperafaBity for alternate shutdown sys. 

• Northern States Power Co. 86/10/10. Ip. 38311:058-38311:058. 


8610230062 Generic Ltr 86-17 to ali BWR licensees 8 applicants re availability of 
NUREG-1169. “Technical Fincfings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methocfe." Svc list encl. 

b1rNERO,R.M. Division of Boiiing Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


8610310073 Informs that Rev 5 to offsite dose calculation manual acceptable ref for 
use w/Tech Specs.Manual uses documented & approved methods consistent w/ 
methodology & guidelines In NUREG-0133. 

2WOUNSKf,JJL BWR Project Directorate 1, 86/10/22. MUSOLF,D.M. Northern 
States Power Co. 2pp. 38426:001-38426:021. 


-8610310138 Safety evaluation accepting Rev 5 to offsite dose calculation manual. 

* Office of Nuclear Reactor Regulaton, Director (post 851125). 86/10/22. 19pp. 
38426:003-38426:021. 


8610310091 Porw^Tcis Amend 47 to License DPR-22 & safety evaluation. Amend re- 
vises Tech Specs to permit operation w/oniy one recirculation loop in operation. 
2WOL1NSKI.JA. BWR Project Directorate 1. 86/10/22. MUSOLF.D.M. Northern 
States Power Co. 2pp. 38425:332-38425:356. 

-8610310098 Amend 47 to License DPR-22,rev*ising Tech Specs to permit operation w/ 
only one recirculation loop In operation. 

2WOLINSKI.J./V. BWR Project Directorate 1. 86/10/22. 18pp. 38425:334-38425:351. 

-8610310102 Safety evakiation supporting Amend 47 to License DPR-22. 

MCCOY, M. Office of Nuclear Reactor Regulation, Director (post 85112^. 86/09/22. 
5pp. 38425:352-38425:356. 


a btspecbon reports, IE Bulietyis & correspondence 

8103300409 IE info Notice 81-32, ‘Transfer &/or Disposal of Spent Generators.” W/o 
svcSst 

‘ Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

810?23IM>47 Rev 1 to IE Info Notice 80-32, “dariTication of Certain Requirements for 
Exdusive-ltee Shipments of Ratfioactive Matts.” W/o svc list. 

• Office of Inspectioo & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Etison Co. of New York, Inc. 4pp. 38351:079-38351:082. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encl. „ r- • • « , 

JORDAN E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103 ). ’86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list encl. , „ _ . . „ ^ 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list encl. „ r- • • r, . 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610220466 EN-86-079:on 861 020, order to show cause why radios or other electrical/ 
electronic equipment providing background music should not be removed, will be 
issued-Llcensee Aug 1985 ltr ack radios removed as potential distraction. 

BEACH, A.B. Office of Inspection & Enforcement, Director (Post 820201). 86/10/17. 
1p. 38330:354-38330:354. 

8610240305 Forwards order to show cause why radios or other electrical/ electronic 
equipment used to provide background music in control rooms should not be removed 
(ref IE Info Notice 85-053).Response requested in 25 days. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/20. 
MCCARTHY,D.W. Northern States Power Co. 3pp. 38354:178-38364:187. 


-8610240322 Order to show cause why radios or other electrical/ electronic equipment 
used to provide background music in control rooms should not be removed (ref IE Info 
Notice 85-053 & Circular 81-02). 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/20. 
Northern States Power Co. 7pp. 38354:181-38354:187. 


R. Periodic operating reports & related correspondence 

8610100262 Monthly operating rept for Jul 1986.W/860808 ltr. 

MYRABO,A.L, MUSOLF,D. Northern States Power Co. 86/07/31. 5pp. 38189:127- 
38189:131. 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8610310264 Forwards Safety insp Repts 50-254/86-14 & 50-265/86-13 on 860810- 
1004.No violation noted. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/21. REED.C. Commonwealth 
Edison Co. 2pp. 3841 8:21 7-3841 8:229. 

-8610310273 insp Repts 50-254/86-14 & 50-265/86-13 on 86081 0-1 004.No violations 
or deviations noted.Major areas inspected:actions on previous insp 
findings, operations, radiological controls, emergency preparedness & security. 
BOYD.D.C. Region 3, Office of Director, 86/10/20. 11pp. 38418:219-38418:229. 

8610310285 Responds to NRC 860725 ltr re weaknesses noted in Insp Repts 50-254/ 
86-11 & 50-265/86-1 0.Corrective actionsicontroller action sheet developed for use at 
all exercises & drills & public address sys will be installed. 

TURBAK,M.S. Commonwealth Edison Co. 86/10/22. KEPPLER,J.G. Region 3, Office 
of Director. 4pp. 38418:210-38418:213. 


P. Operating license stage documents & correspondence 


8610060096 Application for amend to License DPR-30, revising Tech Specs to add 
MAPLHGR limits to reload fuel & adjustment of min critical power ratio limit to reflect 
results of Cycle 9 transient analyses.Fee paid. 

WOJNAROWSKI.J. Commonwealth Edison Co. 86/09/18. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38096:143-38096:205. 

-8610060103 Proposed Tech Specs, adding MAPLHGR limits for reload fuel & adjusting 
min critical power ratio limit to reflect results of Cycle 9 transient analyses. 

• Commonwealth Edison Co. 86/09/18. 25pp. 38096:145-38096:168. 

-8610060110 Rev 0 to “Supplemental Reload Licensing Submittal for Quad Cities Nu- 
clear Power Station,Unit 2, Reload 8 (Cycle 9)." 

SMITH, C.W., ZARBJS,W.A., CHARNLEY,J.S. General Electric Co. 23A4758 ROO. 86/ 
07/31. 16pp. 38096:169-38096:184. 

-861(^0112 Errata & Addenda Sheet 15, replacing Pages v/vi,3-2,4-3 & 4-1 6, to “LOCA 
Aralysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear Power Station." 

• General Electric Co. NEDO-24146A ERR 15. 86/05/21. 8pp. 38096:185-38096:192. 

-8610060119 Errata & Addenda Sheet 14, replacing Pages v/vi, 3-2, 4-3, 4-10, 4-16 & 4- 
l6,to “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 2 Nuclear 
Power Station.” 

• General Electric Co. NEDO-24146A ERR 14. 86/08/31. 12 dd. 38096:193- 


8609230296 Generic Ltr 86-15 to ail licensees & hoiders of application for OL re info on 
wm^ance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list encl. 

9^ Nuclear Reactor Regulation, Director (post 851125). 86/09/ 

22, Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610^481 Responds to NRC 860718 request for review & comments on BNL draft 
rept on intersys LOCAs-Rept accurate & objective. Caution in use of historical experi- 
ence recommended.Comments encl. 

wGWNAROWSKl,J. Commonwealth Edison Co. 86/10/01. ZWOLINSKIJ.A. BWR 
Proj^ Directorate 1 . 3pp. 381 78:355-381 78:367. 
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8610150035 Forwards summary of secondary containment leak rate test on 860918 per 
Tech Spec Section 4.7.C.1 .c. _ ^ 

WOJNAROWSKI.J. Commonwealth Edison Co. 86/10/01. KEPPLER.J.G. Region 3, 
Office of Director. 3pp. 38239:022-38239:024. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem I.A.1.1, “Shift Technical Advisor..." for plants excluding 
Braidwood Units 1 & 2.Program meets Commission policy statements criteria. 
ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/01. FARRAR.D.L. Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem I.A.1.1, "Shift Technical Advisor...,’’ meets criteria contained in 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 

8610200075 Forwards 860307 mod to NPDES permit. 

WOJNAROWSKI.J. Commonwealth Edison Co. 86/10/01. KEPPLER.J.G. Region 3, 
Office of Director. 17pp. 38293:276-38293:292. 

8610080443 Notification of 861017 meeting w/utils in Bethesda,MD to discuss issues 
affecting operating reactors & NRC. 

ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/02. BERNERO.R.M. Division of 
Boiling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610170056 Informs that due to equipment procurement & delivery delays, listed Reg 
Guide 1.97 mods, scheduled for completion during Oct 1986 refueling outage,will not 
be completed. Revised mod completion schedule end. 

WOJNAROWSKI,J. Commonwealth Edison Co. 86/10/06. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). 3pp. 38278:032-38278:034. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610220292 Notifies that J Stang will take over as project manager for Dresden & T 
Rotella for Quad Cities,effective on 861015. Smooth transition expected. 
ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/17. FARRAR.D.L. Commonwealth 
Edison Co. 6pp. 38333:177-38333:182. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.’’ Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


Q. inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.’’ W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610280082 FOiA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTONJ.M. Chicago Tribune, Chicago. IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.’’ Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30, Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610070092 Forwards Requaiification Exam Rept 50-254/OL-86-02 administered on 
86091 5-1 7. Requalification program potentially unsatisfactory, per NUREG-1021,Addl 
exams will be conducted during wk of 861013 to determine program adequacy. 
HEHL,C.W. Region 3, Office of Director. 86/09/30. REED.C. Commonwealth Edison 
Co. 2pp. 38125:207-38125:291, 

-8610070111 Exam Rept 50-254/OL-86-02 on 86091 5-1 7.Exam results:two senior reac- 
tor operators & one reactor operator passed.AII others failed one portion of exam. 
HILLS.D.E. Region 3, Office of Director. 86/09/30. 83pp. 38125:209-38125:291. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadminlstratlons." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610170119 Forwards rept supporting use of leak-before-break concept for establishing 
acceptability of masonry wails (IE Bulletin 80-11), per 860930 & 1001 

telcons-Applicatlon of leak-before-break to RWCU sys piping demonstrated. 
WOJNAROWSK!,J. Commonwealth Edison Co. 86/10/06. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38281:234-38281:249. 

-8610170121 "Leak-Before-Break Justification RWCU, Dresden Station Units 2 & 
3.Quad Cities Station Units 1 & 2." 

KLUGE, M.W. NUTECH Engineers. Inc. 84/05/24. 15pp. 38281:236-38281:249. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.’’ Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086. "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
36234:328, 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610310264 Forwards Safety Insp Repts 50-254/86-14 & 50-265/86-13 on 860810- 
1004.No violation noted. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/21. REED.C. Commonwealth 
Edison Co. 2pp. 38418:217-38418:229. 

-8610310273 Insp Repts 50-254/86-14 & 50-265/86-13 on 86081 0-1 004.No violations 
or deviations noted.Major areas tnspected:actions on previous insp 
findings, operations, radiological controls, emergency preparedness & security. 
BOYD.D.C. Region 3, Office of Director. 86/10/20. 11pp. 38418:219-38418:229. 

8610310285 Responds to NRC 860725 ltr re weaknesses noted in Insp Repts 50-254/ 
86-11 & 50-265/86-1 0.Corrective actions:controller action sheet developed for use at 
ail exercises & drills & public address sys will be installed. 

TURBAK.M.S. Commonwealth Edison Co. 86/10/22. KEPPLER,J.G. Region 3, Office 
of Director. 4pp. 38418:210-38418:213. 


R. Periodic operating reports & related correspondence 


8610200430 Monthly operating repts for Sept 1986.W/861001 ltr. 

KRONICH,C.L., ROBEY,R.A. Commonwealth Edison Co. 86/09/30. 23pp. 38304:162- 
38304:184. 

8610210009 Forwards listing of changes, tests & experiments completed during Sept 
1986.Summary of safety evaluation being reported per 10CFR50.59. 

ROBEY,R.A. Commonwealth Edison Co. 86/10/08. CASE,E.G. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 5pp. 38306:024-38306:028. 


S. Reportable occurrences, LERs & related correspondence 


8610090062 LER 86-011 -00:00 860907, standby liquid control sys failed to provide flow 
to test tank while performing QOS 1100-6.Caused by disc on loop throttling valve sep- 
arating from valve stem due to broken tack weld.Stem & disk replaced.W/860926 ltr. 
PAIRITZ.J.P., BAX.R.L. Commonwealth Edison Co. 86/09/26. 5pp. 38181:001- 
38181:005. 


V. Operator Examinations 

8610070092 Forwards Requaiification Exam Rept 50-254/OL-86-02 administered on 
86091 5-1 7.Requalification program potentially unsatisfactory,per NUREG-1021.Addl 
exams will be conducted during wk of 861013 to determine program adequacy. 
HEHL,C.W. Region 3, Office of Director. 86/09/30. REED,C. Commonwealth Edison 
Co. 2pp. 38125:207-38125:291. 

-8610070111 Exam Rept 50-254/OL-86-02 on 86091 5-1 7,Exam results:two senior reac- 
tor operators & one reactor operator passed.AII others failed one portion of exam. 
HILLS.D.E., LANKSBURY,R.D., BURDICK.T.M. Region 3, Office of Director. 86/09/30. 
83pp. 38125:209-38125:291. 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610080236 Forwards Safety Insp Repts 50-266/86-18 & 50-301/86-17 on 860908- 
11. No violations noted.Exercise weaknesses end. Plans for corrective action request- 
ed within 45 days of ltr date. 

SHAFER, W.D. Region 3, Office of Director. 86/10/01. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 38177:270-38177:281. 

-8610080242 Safety Insp Repts 50-266/86-18 & 50-301/86-17 on 860908-11. No 
noncompliance, deficiencies or deviations noted.Major areas inspected:emergency pre- 
paredness exercise. 

FOSTER,J., ALLEN,T., SNELL, W. Region 3, Office of Director. 86/09/30. 9pp. 
38177:273-38177:281. 

8610200318 Forwards addi info for 860509 request for exemption from certain require- 
ments of 10CFR50,App R re fire suppression sys & 3 h fire barrier requirement, per 
860918 request. 

FAY.C.W. V^sconsin Electric Power Co. 86/10/10. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). LEAR.G. PWR Project Directorate 1. 8pp. 
38303:327-38303:334. 

8610210349 Forwards Physical Security Insp Repts 50-266/86-17 & 50-301/86-16 on 
860908-18 & notice of violation.Notice of violation withheld (ref 10CFR73.21 (c)(2)). 
AXELSON.W.L. Region 3, Office of Director. 86/10/10. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 38314:135-38314:188. 

-8610210351 Partially withheld Physical Security Insp Repts 60-266/86-17 & 50-301/ 
86*16 on 860908-11 & 15-18 (ref 10CFR73.21). Noncompliance noted:use of inad- 

oniioffli hfiifrlAr 

DROUIN,B.. CREED, J.R. Region 3, Office of Director. 86/10/10. 2pp. 38314:187- 
38314:188. 
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I. Financial information 

8610140060 Consents to 860805 proposed ownership of Wisconsin Electric Power Co 
by Wisconsin Energy Co.Util will remain public & provide same svc.Non-util operations 
would be earned out by other subsidiaries. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/06. FAY.C.W. Wisconsin Electric Power Co. 6pp. 38222:103-38222:108. 


P. Operating iicense stage documents & correspondence 

8607220151 Forwards safety evaluation & EG&Q technical evaluation rept accepting util 
850830 & 1127 responses to Generic Ltr 82-33 re post-accident monitoring instrumen- 
tation compliance w/ guidelines of Reg Guide 1 .97.Rev 2. 

COLBURN, T.G. PWR Project Directorate 1. 86/07/11. FAY.C.W. Wisconsin Electric 
Power Go. 3pp. 38289:308-38289:340. 

-8606110136 “Conformance to Reg Guide 1.97, Point Beach Nuclear Plant, Units 1 & 
2 ." 

STOFFEUJ.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. EGG-EA-6771. 
86/04/30. NRC - No Detailed Affiliation Given. 27pp. 38289:314-38289:340. 

8610070081 Responds to 851203-06 regulatory effectiveness review rept dtd 
860807.0iscusses possibility of extending response period by addi 30 days.Response 
expected by 861027. 

ZACH.J.J. Wisconsin Electric Power Co. 86/09/16. LEAR.G. PWR Project Directorate 
1. Ip. 38125:293-38125:293. 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ QusJification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Sve list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080354 Forwards request for addI info re use of energy absorbers as replacement 
for snubbers, to be discussed at 861017 meeting w/util.BNL & Bechtel In 
Bethesda,MD. 

COLBURN, T.G. PWR Project Directorate 1. 86/09/30. FAY,C.W. Wisconsin Electric 
Power Co. 6pp. 38140:082-38140:087. 

8610080426 Notification of 861017 meeting w/util & Bechtel in Bethesda, MD to dis- 
cuss use of energy absorbers as replacements for snubbers as seismic supports in 
safety-related piping sys. Meeting agenda & request for addi info end. 

MACDONALD, C.E. Transportation Certification Branch. 86/09/30. TOYAMA,F.T. 
Army. Dept of. 5pp. 38140:003-38140:008. 

8610160232 Forwards list re status & completion dates for generic multi-plant issues not 
identified in 860530 & 071 1 submittals.per 860430 request 

FAY,C.W. Wisconsin Electric Power Co. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). LEAR.G. PWR Project Directorate 1. 3pp. 
38269:263-38269:265. 

8610140155 Requests payment of fee for 831025 application for amends to Licenses 
DPR-24 & DPR-27 to change criteria for Type A leak rate testing. 

DIGGS, R.M. License Fee Management Branch. 86/10/07. FAY.C.W. Wisconsin Public 
Service Corp. Ip. 36222:090-38^2:090. 

8610170202 Advises that util intends to submit description of final ATWS mitigation sys 
actuation circuitry design by 870430. 

FAY,C.W. Wisconsin Electric Power Co. 86/10/10. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). LEAR.G. PWR Project Directorate 1. 2pp. 
38280:245-38280:246. 

8610220408 Notification of 861023 meeting w/util, BNL & Bechtel in Bethesda,MD to 
discuss use of energy absorbers as replacement for snubbers.Meeting originally 
scheduled for 861017.Revised meeting agenda end. 

COLBURN.T.G. PWR Project Directorate 1. 86/10/15. LEAR.G.E. PWR Project Direc- 
torate 1. 4pp. 38330:161-38330:164. 

8610270421 Forwards balance due for NRC review & approval of 831025 application for 
amend to licenses. 

FAY,C.W. Wisconsin Electric Power Co. 86/10/21. DIGGS, R.M. Office of Administra- 
tion. Ip. 38373:309-38373:309. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modei$.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE info Notice 81-32, “Transfer &/or Disposal of Spent GeneratCM-s." W/o 
SVC list 

* Office of Inspection & Enforcement Director (Post 820201). 81/10/23, Consolidated 
Edison Co. of New York. Inc. 4pp. 38351 :075-38351 :078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirement for 
Exclusive-Use Shipments of Radioactive Matls." W/o sve list 

* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8619100208 Responds to NRC 860808 ltr re violations noted in Insp Repts 50-266/86- 
10 & 50-301 /86-09.Corrective actions:maint procedure Issued for return to sve of new 
instrument bus inverters on 860901. 

BURSTEIN.S. Wisconsin Electric Power Co. 86/09/24. GULDEMONO.W.G. Region 3, 
Office of Directed. 2pp. 38193:091-38193:092. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-ma 1-125 Brachytherapy 
Seed Causing Stanificant Spread of Radioactive Contamination." Sve list end. 
PARTLOW,J.G. Division of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610090367 Forwards Safety Insp Repts 50-266/86-19 & 50-301/86-19 on 860916- 
18.No violations noted. 

HARRISON, J.J. Region 3. Office of Director. 86/09/30. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 38182:279-38182:284. 


-8610090377 Insp Repts 50-266/86-19 & 50-301/86-19 on 86091 6-1 8.No violation or 
deviation noted.Major areas inspected: resolution of IE Bulletin 79-02, “Pipe Support 
Baseplate Design Using Concrete Expansion Anchors." 

NORTON,J.F., DANIELSON.D.H. Region 3. Office of Director. 86/09/30. 4pp. 
38182:281-38182:284. 

8610080236 Forwards Safety insp Repts 50-266/86-18 & 50-301/86-17 on 860908- 
11. No violations noted.Exercise weaknesses end. Plans for corrective action request- 
ed within 45 days of ltr date. 

SHAFER, W.D. Region 3, Office of Director. 86/10/01. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 38177:270-38177:281. 

-8610080242 Safety Insp Repts 50-266/86-18 & 50-301/86-17 on 860908-11. No 
noncompllance,deficlencies or deviations noted.Major areas inspected:emergency pre- 
paredness exercise. 

FOSTER, J., ALLEN, T., SNELL,W. Region 3, Office of Director. 86/09/30. 9pp. 
38177:273-38177:281. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministratlons." Sve list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Sve list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610160469 Forwards Safety Insp Repts 50-266/86-15 & 50-301/86-14 on 860801- 
0930.No violations noted. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/09. FAY,C.W. Wisconsin 
Electric Power Co. 2pp. 38274:041-38274:048. 

-^610160470 Insp Repts 50-266/86-15 & 50-301/86-14 on 860801 -0930.NO noncom- 
pliances or deviations noted.Major areas inspected: maint, surveillance, IE bulletin fol- 
lowup & followup on temporary instruction.Two unresolved items noted. 

JACKIW,I.N. Region 3. Office of Director. 86/10/08. 6pp. 38274:043-38274:048. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
^port of Certain Previously Approved Type B Packages." Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210349 Forwards Physical Security Insp Repts 50-266/86-17 & 50-301/86-16 on 
860908-18 & notice of violation.Notice of violation withheld (ref 10CFR73.2 1(c)(2)). 
AXELSON.W.L. Region 3, Office of Director. 86/10/10. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 38314:135-38314:188. 

-8610210351 Partially withheld Physical Security Insp Repts 50-266/86-17 & 50-301/ 
86-16 on 860908-11 & 15-18 (ref 10CFR73.21). Noncompliance noted:use of Inad- 
equate protected area barrier. 

DROUIN.B., CREED, J.R. Region 3, Office of Director. 86/10/10. 2pp. 38314:187- 
38314:188. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Sve list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Sve list end. 

JORDAN, E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison (5o. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610290386 Requests relief from 10-yr Inservice insp interval. Supportive info for relief 
request from specific 1977/ Summer, 1979 Edition/Addenda of ASME Section XI Code 
requirements encl.Fee paid. 

FAY,C.W. Wisconsin Electric Power Co. 86/10/27. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). LEAR.G. PWR Project Directorate 1. 
31pp. 38402:144-38402:174. 


R. Periodic operating reports & related correspondence 

8610160179 Monthly operating repts for Sept 1986.W/861009 ltr. 

KRAUSE.C.W., FAY,C.W. Wisconsin Electric Power Co. 86/09/30. 9pp. 38265:096- 
38265:104. 


S. Reportable occurrences, LERs 8( related correspondence 

8610070502 LER 86-004-01 :on 860605 & 29.control rods K07 & C07 found misaligned 
from bank demand position by more than 75%.Caused by personnel error & design 
features of new computer sys. Misaligned rods declared out-of-svc.W/860925 ltr. 
FAY.C.W.. BURSTEIN.S. Wisconsin Electric Power Co. 86/09/17. KEPPLER,J.G. 
Region 3, Office of Director. 4pp. 38124:234-38124:237. 


V. Operator Examinations 

8610280193 Advises that operator & senior operator licensing written & oral exams 
scheduled for wk of 87021 6.Ref matl listed in end requested by 861 201 .License appli- 
cations required 60 days prior to exam. 

HEHL,C.W. Region 3. Office of Director. 86/10/22. FAY.C.W. Wisconsin Electric 
Power Co. 8pp. 38366:103-38366:110. 
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DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 


8610150092 Ack receipt of 860829 Itr requesting addi time in meeting commitment to 
upgrade perimeter assessment sys.Request approved. 

GAGLIARDO.J.E. Region 4. Office of Director. 86/10/07. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 38249:103-38249:105. 


8610210130 Advises that info requested in NRC 860925 Itr re best estimate schedule 
for resolution of problems encountered w/firewater cooldown analysis will be submit- 
ted as part of util graduated rise-to-power program, 

WAREMBOURG.D.W. Public Service Co. of Colorado. 86/10/10. BERKOW.H.N. 
Standardization & Special Project Directorate. 3pp. 38306:358-38306:360. 


8610300397 Notifies of development of fire protection program plan at plant in accord- 
ance w/requirements of 10CFR50.48(a).per 860314 commitment. Plan includes updat- 
ed fire hazards analysis for each plant fire area. 

WILLIAMS, R.O. Public Service Co. of Colorado. 86/10/16. BERKOW,H.N. Standardi- 
zation & Special Project Directorate. 2pp. 38409:277-38409:278. 


8610290001 Forwards Rev 17 to physical security plan.Rev withheld (ref 10CFR73.21). 
GAHM,J.W. Public Service Co. of Colorado. 86/10/24. BERKOW,H.N. Standardization 
& Special Project Directorate. 2pp. 38394:088-38394:089. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8610280526 Summary of ACRS Subcommittee on Fort St Vrain 860402 public meeting 
w/NRC & util at facility re technical problems addressed during recent extended 
outage & mgt charges. Attendance list & viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards- 33pp. 38383:106-38383:138. 

8610280530 Summary of ACRS Subcommittee on Gas-Cooled Reactor Plants 860626 
public meeting w/NRC & util In Washington,DC re bases used to Impose requirements 
on facility & possibility of severe accidents.Attendance list & viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards. 19pp. 38383:139-38383:156. 


P. Operating license stage documents 8t correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:266. 

8610070217 Submits list & schedule of proposed bldg const at facility. 
WAREMBOURG.D.W. Public Service Co. of Colorado. 86/09/24. BERKOW.H.N. 
Standardization & Special Project Directorate. 4pp. 38125:310-38125:313. 

8610010055 Informs that 860722 request for changes to Tech Specs Section 7 under 
review w/target completion date of 870115. 

HEITNER,K.L. Standardization & Special Project Directorate. 86/09/25. 

WILLI AMS, R.O. Public Service Co. of Colorado. 3pp. 38050:358-38050:360. 

8610150310 "Technical Assistance to Region IV (Fort St Vrain)," monthly business Itr 
rept for Aug 1986. 

IRELAND, J!r. Los Alamos Scientific Laboratory. FIN A-7552. 86/09/26. 
JOHNSON, E.H. Region 4, Office of Director. 4pp. 38240:217-38240:220. 

8610080396 Ack receipt of 860225 itr in response to NRC 851203 acceptance appraisal 
& concerns.Responses acceptable. Implementation of corrective actions will be re- 
viewed during future performance appraisal. 

MARTIN, R.D, Region 4. Office of Director. 86/10/01. WRIGHT.G.F. Nebraska, State 
of. 2pp. 38165:322-38165:325. 

-8610080410 Responds to acceptance appraisal on 851017-18.One technician added 
to div of labs & split sampling program for Cooper Nuclear Station initiated in Jan 
1986. 

WRIGHT,G.F. Nebraska, State of. 86/02/25. MARTIN,R.D. Region 4, Office of Direc- 
tor. 2pp. 38165:324-38165:325. 

8610160119 Requests extension of time frame to review Soviet rept on Chernobyl acci- 
dent & assess impact on facility safety.Util will define areas to be further investigated 
& complete schedule by 861022. 

BREY.H.L. Public Service Co. of Colorado. 86/10/06. BERKOW.H.N. Standardization 
& Special Project Directorate. 2pp. 38270:239-38270:240. 

8610160284 Forwards list of licensing issues for which addI NRC response 
expected.Status of NRC responses discussed w/ K Heitner on 861007.Comments on 
MAMAMIA tracking sys also end. 

BREY.H.L Public Service Co. of Colorado. 86/10/07. BERKOW.H.N. Standardization 
& Special Project Directorate. 6pp. 38273:356-38273:361. 

8610170067 Responds to NRC Tech Spec upgrade program questions re use of non- 
safety grade equipment for DHR & helium circulator drive.Use of non-safety grade 
boiler feed pumps to provide primary coolant circulation approved. 

WILLIAMS,R.O. Public Service Co. of Colorado. 86/10/08. BERKOW.H.N. Standardi- 
zation & Special Project Directorate. 4pp. 38278:038-38278:041. 

8610230211 Informs that beta radiation monitor installed in discharge pathway for reac- 
tor bldg sump on 860922, per 850925 Itr.Final rept will be provided.including data 
needed to evaluate performance & feasibility of monitoring sys. 

GAHM.J.W, Public Service Co. of Colorado. 86/10/14. BERj<OW,H.N. Standardization 
& Special Project Directorate. Ip. 38344:029-38344:029. 

8610220170 Comments on program plan for utilizing facility experiences & technical 
support activities to best advantage in advanced HTGR safety studies.Focus of pro- 
gram plan should be limited to few critical areas. 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125), 
86/10/16. SPE)S,T.P. Division of Safety Review & Oversight (post 851125). Spp. 
38332:196-38332:200. 


8610220334 Forwards request for addi info re NRC review of util info on plant protective 
sys trip setpoints & surveillance requirements against draft safety evaluation fonivard- 
ed on 860124. 

HEITNER,K.L. Standardization & Special Project Directorate. 86/10/16. 

WILLIAMS, R.O. Public Service Co. of Colorado. 12pp. 38333:299-38333:310. 

8610280507 Summarizes end revised std remittance advice forms & App A repts for 
June-Aug 1984 & Mar-May 1986,in response to 860908 telcon request.Revs reflect 
recalculated electrical generation fee.W/o end. 

BREY,H.L, Public Senrice Co. of Colorado. 86/10/16. JEDREY,C. Energy, Dept. of. 
2pp. 38388:222-38388:223. 

8610220411 Notification of 861027-31 meetings w/util in Platteville,CO to discuss Tech 
Spec upgrade program. 

HEITNER,K.L. Standardization & Special Project Directorate. 86/10/17. 

BERKOW,H.N. Standardization & Special Project Directorate. 4pp. 38330:173- 
38330:176. 


8610280525 Requests transfer of feed balance of 18.053 kg natural U as UF6 from Util 
Svcs Contract DE-SC05-84UE07530 to Usage Agreement DE-SC05-76UA03075 (Eur- 
atom Supply Agency). 

BREY,H.L. Public Service Co. of Colorado. 86/10/17. HUFFMAN,F.C. Energy, Dept, 
of. Ip. 38380:105-38380:105. 

8610280273 Ack receipt of 860924 Itr re proposed Tech Spec change to standby diesel 
generator surveillance.ltem being reviewed under TAC 63029 w/target completion 
date of 870415. 

HEITNER,K.L. Standardization & Special Project Directorate. 86/10/21. 

WILLIAMS,R.O. Public Service Co. of Colorado. Spp. 38386:226-38386:228. 

8610280423 Ack receipt of 860815 Itr re control rod instrumentation study.ltem being 
reviewed under TAC 62198 w/870430 target completion date. 

HEITNER,K.L. Standardization & Special Project Directorate. 86/10/21. 

WILLIAMS,R.O. Public Service Co. of Colorado. Spp. 38385:273-38385:275. 

8610270467 Informs that util will update & submit rept on Chernobyl accident by 
861126.Update will ctr on graphite related concerns,including analysis of worst case 
explosive gas mixtures & comparison of reactor kinetics behavior. 

BREY,H.L. Public Service Co. of Colorado. 86/10/22. BERKOW.H.N. Standardization 
& Special Project Directorate. 2pp. 38374:134-38374:135. 

8610290081 Staff requirements memo re Commission briefing in Washington.DC on 
status of facility. 

CHILK,S.J. Office of the Secretary of the Commission. 86/10/23. STELLO.V. Office of 
the Executive Director for Operations. 1 p. 38398:226-38398:226. 

8610310008 Summary of 861001-02 meetings w/util,INEL & ORNL re staff comments 
on plant Tech Spec upgrade program.NRC comments not intended to require plant 
moo or changes to licensing basis of plant. 

HINSON.C.S. Standardization & Special Project Directorate. 86/10/28. BERKOW.H.N. 
Standardization & Special Project Directorate. 9pp. 38412:137-38412:145. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list, 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610140297 Responds to NRC 860630 Itr re violations noted in Insp Rept 50-267/86- 
11. Corrective actions withheld (ref 10CFR73.21). 

GAHM,J.W. Public Service Co. of Colorado. 86/07/22. GAGLIARDO,J.E. Region 4, 
Office of Director. 2pp. 38225:228-38225:229. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080138 Ack receipt of 860910 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/86-09. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/09/30. WILLIAMS, R.O. Public Serv- 
ice Co, of Colorado. 2pp. 38137:015-38137:019. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100682 Forwards apps to SALP consisting of util 860829 written commitments & 
comments,summary of 860805 SALP meeting, summary of 860828 SALP response 
meeting & conclusions based on written comments. 

MARTIN, R.D. Region 4, Office of Director. 86/10/03. WILLIAMS, R.O. Public Service 
Co. of Colorado. 4pp. 38204:343-38205:036. 

8610150092 Ack receipt of 860829 itr requesting addi time in meeting commitment to 
upgrade perimeter assessment sys.Request approved. 

GAGLIARDO,J.E. Region 4. Office of Director. 86/10/07. WILLIAMS, R.O. Public Serv- 
ice Co. of Colorado. 2pp. 38249:103-38249:105. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 
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8810080068 iE Info ^•c^!ce 86-086, '‘Cianfication of Requirements for Fabrication & 
Export cf Certain Pre’ricusly Approved Type 3 Packages.” Svc fist end. 

JORDAN, E.L Division; cf Emergency Preparedness & Engineering Response (Post 
8301 CS). 86/10/10. Ccnsclidated Edison Cc. cf New York, Inc. 67pp. 38234:262- 


8610080071 IE !nfo Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc fist end, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE tnfo Notice 86-089, "UnconfroUed Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284, 


86^100107 SuppI 1 to !E info Notice 86-005. “Main Steam Safety Valve Test Failures 
& Rmg Setting Adjustments." Svc list end. 

Emergency Preparedness & Engineering Response (Post 
fiu-.Cu,. 56. 10. 16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 


38331:191. 


8610280546 Notification cf 861027 meeting w/uti! in Arlington, TX to discuss schedule 
for formal insp of facility e^pm^t qualification program. 

Standardization & Special ^oject Directorate. 86/10/20. 
Standardization & Spedaf Project Directorate. 4pp. 38382:327- 

u8382:230. 


8610310079 Fowards Insp Rept 50-267/86-27 on 860922-26.Potential violation re train- 
ing considered unresolved item & identified in Paragraph 5 of rept 
GAGUAROO.J,£. Region 4. Office of Director. 86/10/24. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado, 2pp. 38419:236-38419:243. 


-8610310085 insp Rept 50-267/86-27 on 860922-26.Potential violation noted:faiIure to 
pierform required reactor man^xjlations.pef 50FR11147. 

^^^192^38419^43 4. Office of Director. 86/10/21. 


Ft Perfodic operating reports & related correspondence 

operating rept for Sept 1986.W/861015 Itr. 


T. Hearing transcripts on non-antitrust matters 

8610270177 Transcript of Commission 861017 briefing in Washington, DC re facility.Pp 
1-70.Supporting documentation & meeting viewgraphs end. 

• Commissioners. 86/10/17. 93pp. 38371:147-38371:239. 


V. Operator Examinations 


8610310079 Forwards Insp Rept 50-267/86-27 on 860922-26. Potential violation re train- 
ing considered unresolved item & identified in Paragraph 5 of rept. 

GAGUARDO.J.E. Region 4. Office of Director. 86/10/24. WILLIAMS.R.O. Public Serv- 
ice Co. of Colorado. 2pp. 38419:236-38419:243. 

--8610310085 Insp Rept 50-267/86-27 on 860922-26.Potential violation noted:failure to 
perform required reactor manipulatlons.per 50FR 11147. 

SKOW.M.E., BENNETT.W.R.. JAUDON.J.P. Region 4. Office of Director. 86/10/21. 
6pp. 38419:238-38419:243. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8610160421 Forwards Info re App R insp rescheduled for 861 027-31 .per NRC 860814 
Itr.W/o end. 

TUCKER.H.B. Duke Power Co. 86/09/22. GRACE, J.N. Region 2, Office of Director. 
2pp. 38273:133-38273:134. - y - 

8610160027 Forwards P&lDs for hot shutdown, cold shutdown & alternative or dedicated 
shutdown sys.supplementing 860922 Info requested by NRC on 860814 to support 
App R insp.W/o ends. 

TUCKER.H.B. Duke Power Co. 86/09/30. GRACE, J.N. Region 2. Office of Director. 
1D- 38271:1 30-38271*1. 'in 


8610230093 Responds to comments re SALP Repts 50-269/86-02. 50-270/86-02.60- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 In area of plant operations war- 
ranted. 


GRACE, J.N. Region 2, Office of Director. 86/10/10. TUCKER.H.B. 
15pp. 38344:229-38344:253. 


Duke Power Co. 


8610280109 Forwards FEMA final rept of 860402-03 emergency exercise.No deficien- 
cies identified.ArMs requmng corrective actions: coordination between state, local & 
rnedia ctr & offsite releases In scenario. 

cS.° p 3^2^^^:328^ 'nJCKEH.H.B. Duke Power 


S. Reportable occurrences, LERs & related correspondence 

86-025-OOton 860825.reactor bWg sump release not continuosly 
s^p!^.Causgd by debns blocking sample line. Sample flow 
8^^4 ^ revised to include continuous sampler operatioaW/ 

86/09/24. 6pp. 
82.051/03X. 

GAHM.J.W. Pu^ Service Co. of Colorado. 86/09/26. Record Services Branch rncr 
ument Control Desk). 2pp. 381 78:274-38178:308. services branch (Doc- 

-8610090452 LER 81-025/03X-1:on 810317.liquid nitrooen storaoe tank im/ni Ho 
ae^ to 650 gaitons-Caused by loss^wer^l line feoltiSi Jalw 
ge^er recto^.Level re«tabfehed.Bypass valve installed around converter. 
SILL^.J.M. Piddtc Service Co. trf (Colorado. 86/09/26. 4pp. 38178:276-38178’279 

aaSJ.M. Public Savice Co. of Coloiado. 8^09/26. 5pp. 38178:280.38178:284 

Ultrasonic de- 

StLLS,J.M, PubSc Service Co. of Colorado. 86/09/26. 6pp. 38178:290-38178:295. 
—8610090502 LER 83-048/CK3X-1:on 831103 & 04 two in hatkim k ■ 

SIU.SJ.M. PiMic Sanies Co. of Cotoraio. 86/09/26. 5pp. 38178:296.38178:300 

dnftitoophones adiu^. Mrawrorea *noperaoie.Caused by instrument 
aU.S.J.M. Pubic Sanies Co. of Colorajto. 86/08/29. 8pp. 38178a01.3ai7s-.'«B 



peraonnel etfor.Loose gipund wire svaCaused 


iiniJitsmeniaxion scnecuie Tor Development of emergen- 
Schedule contingent upon NRC response 
5 requestConst expected to be completed by June 1 988. ^ 

TUCKER.H.a Duke Power Co. 86/10/24. DENTON.HVr. Office of Nuclear Reactor 
2pT?wT6:152lwi&^^^^ STOLZ.J.F. NRC - No Detailed AfflllXn GhSa 

P. Operating license stage documents & correspondence 

Once-Through Steam Generator A had 21 tubes plugged & 
? *“S®® P‘^99®d.Per Tech Spec 4.1 7.6(a), ^ 

Jwllfror <3RACE.J.N. Region 2. Offica of Diractor. 

to Licensss DPR-38, DPR-47 & 

P^VSp^rGte?SS7"' raquiremants for aoddan. 
^CI^,H.B Dute Power Co. 86/09/19. DENTON, H.R. Office of Nuclear Reactor 

•^Kr.l^a78g?r6M.®l^.?ir3ll1^^^ matrumentaaon. 

lUUKtRjH.B. Duke Power Co, 86/09/25 DENTnM h n Kit 

3»5«S8.'^ Wpr^^® 

^R-38,DPR-t7 

fluent monitor {4RIA-45). ^ ^ survetiiance requirements for addi gaseous ef- 

TUCKER.H.B. Duke Power Co. 86/09/29 DENTON m r m . ws 

Regulation, Director (post 851125) STOL2JF ^iS*®®** Reactor 

2pp. 38200:234-3820o33a ^ NRC - No Detailed Affiliation Given. 

8610100654 Advises that util established catenorv nf “i ^ 

SSSS^P lA siffiSi KM SSSiTS 

6610100654 Advises that util established cateoon/ of "i * 

lit 

Regulation, cirectOT 1p?M204:3^j8204^?™°® RPaotof 
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8610090421 Forwards Revs 11 & 12 to offsite dose calculation manual. Revs correct 
typos, incorporate radwaste facility info & provide info on conventional wastewater 
treatment sys releases. 

TUCKER, H.B. Duke Power Co. 86/10/02. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOL2,J.F. PWR Project Directorate 6. 
yOUNGBLOOD,B.J. PWR Project Directorate 4. 2pp. 38178:313-38178:338. 

-8610090436 Rev 11 to offsite dose calculation manuaUncluding Section AI.O, 
“Oconee Nuclear Station Radwaste Sys," Section A2.0, "Release Rate Calculation" & 
Section A3.0, "Radiation Monitor Setpoints." 

’ Duke Power Co. 86/09/12. 13pp. 38178:315-38178:327. 

-8610090447 Rev 12 to offsite dose calculation manual, including Section Cl.O, “Cataw- 
ba Nuclear Station Radwaste Sys" & Section C2.0, "Release Rate Calculation." 

* Duke Power Co. 86/09/19. 11pp. 38178:328-38178:338. 

8610150048 Forwards evaluation on elevated levels of radiocesiums in environ around 
plant per Task Initiation Action 85-07. Concentrations of radioactive matls & levels of 
radiation In environ significantly higher than expected. 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/03. WALKER,R.D. Region 2, Office of Director. 15pp. 38254:285-38254:299. 

8610140159 Informs that 860902 proposed changes to plant startup physics testing pro- 
gram describing physics test startup of reload cores acceptable. Proposed changes In- 
clude several editorial changes & minor revs to ANS Std ANS-1 9.6.1. 

STOLZ,J.F. PWR Project Directorate 6. 86/10/07. TUCKER,H.B. Duke Power Co. 
2pp. 38220:320-38220:321. 

8610160224 Forwards Amends 151,151 & 148 to Licenses DPR-38,DPR-47 & DPR- 
55,respectively & safety evaluation. Amends revise Tech Specs to support operation of 
Unit 2 at full rated power during upcoming Cycle 9. 

PASTIS,H.N. PWR Project Directorate 6. 86/10/08. TUCKER,H.B. Duke Power Co. 
2pp. 38275:225-38275:241. 

-8610160230 Amends 151,151 & 148 to Licenses DPR-38,DPR-47 & DPR-55, 
respectively, revising Tech Specs to support operation of Unit 2 at full rated power 
during upcoming Cycle 9. 

STOLZ.J.F. PWR Project Directorate 6. 86/10/08. 8pp. 38275:227-38275:234. 

—8610160237 Safety evaluation supporting Amends 151,151 & 148 to Licenses DPR- 
38,DPR-47 & DPR-65, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/08. 7pp. 
38275:235-38275:241. 

8610230153 Informs that application fee for 860305 transmittal will not be submitted & 
util should not be billed for any cost associated w/review of documents.Documents 
submitted for informational purpose only.Review not requested or required. 
TUCKER,H.B. Duke Power Co. 86/10/08. DIGGS, R. Office of Administration. Ip. 
38344:053-38344:053. 

8610210164 Suppis 860212 proposed amends to Licenses DPR-38.DPR-47 & DPR- 
55,changing Tech Specs 3.16 & 4.4.3 re operation & maint of containment hydrogen 
recombiner sys as primary method to maintain post-accident containment atmosphere 
hydrogen. 

TUCKER,H.B. Duke Power Co. 86/10/10. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 3pp. 
38306:003-38306:007. 

-8610210167 Proposed Tech Specs 4.4-17 & 4.4-18 re operation & maint of contain- 
ment hydrogen recombiner sys as primary method to maintain post-accident contain- 
ment atmosphere hydrogen below control limit. 

* Duke Power Co. 86/10/10. 2pp. 38306:006-38306:007. 

8610210423 Application to amend Licenses DPR-38,DPR-47 & DPR-55, revising Tech 
Specs to require Type C local leak test for Penetration 22, low pressure svc water from 
reactor coolant pump motors & lube oil coolers outlet. Fee paid. 

TUCKER,H.B. Duke Power Co. 86/10/13. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 3pp. 
38311:322-38311:331. 

-8610210432 Proposed Tech Specs, requiring Type C local leak test for Penetration 
22, low pressure svc water from reactor coolant pump motors & lube oil coolers outlet. 

* Duke Power Co. 86/10/13. 7pp. 38311:325-38311:331. 

8610270355 Requests attendance at 861030 ceremonies, recognizing plant branches of 
Natl Academy for Nuclear Training. Academy established in 1985 to coordinate & unify 
training efforts of electric utils operating nuclear plants in US. 

LEE.W.S. Duke Power Co. 86/10/17. GRACE.J.N. Region 2, Office of Director. 3pp. 
38373:349-38373:351. 

8610310181 Advises that Amend 10 to topical QA program rept acceptable & continues 
to meet requirements of 10CFR50,App B. 

WALKER.R.D. Region 2, Office of Director. 86/10/17. TUCKER.H.B. Duke Power Co. 
Ip. 38417:151-38417:151. 

8610270077 Forwards response to NRC 860829 request for addi info re Tech Spec 
amend concerning hydrogen control sys.Related info also encl.W/one oversize draw- 
ing. 

TUCKER.H.B. Duke Power Co. 86/10/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ,J.F. PWR Project Directorate 6, 21pp. 
38361:330-38362:004. 

-8610270091 Rev 0 to Procedure OSSD-021 0.1 6-03, “Hydrogen Recombiner & Hydro- 
gen Purge Sys." 

HYLAND, E.L, WEAVER,E.M. Duke Power Co. 86/02/07. 14pp. 38361:350-38362:004. 

8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.4, “Improvements in Maint & Test Procedures for B&W Plants.” 

STOLZ,J.F. PWR Project Directorate 6. 86/10/20, CAMPBELL, G, Arkansas Power & 
Light Co. 2pp. 38407:283-38407:286. 

-8610200058 “Conformance to Generic Ltr 83-28, Item 4.4, Arkansas Nuclear One Unit 
1 , Crystal River Unit 3,Davis-Be8se Unit 1, Oconee Units 1,2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1,” technical evaluation rept 

FARMER, F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7910. 
86/10/31, NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 


8610310245 Forwards info requested in Section IV of NRC safety evaluatiori m B&W 
Owners Group submittals on TMI Action item II.K.3.5, "Automatic Trip of Reactor 
Coolant Pumps," per Generic Ltr 86-05. 

TUCKER.H.B. Duke Power Co. 86/10/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation. Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 7pp. 
38418:140-38418:146. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. / 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. _ ^ 

* Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020311 Forwards Insp Repts 50-269/86-24,50-270/86-24 & 50-287/86-24 on 
86081 2-0908. No violations or deviations noted. 

BROWNLEE. V.L Region 2, Office of Director. 86/09/19. TUCKER.H.B. Duke Power 
Co. Ip. 38067:099-38067:108. 

-8610020315 Insp Repts 50-269/86-24,50-270/86-24 & 50-287/86-24 on 860908.No 
noncompliance or deviations noted.Major areas 

inspected:operations,sufveillance,maint,verfication of ESF lineups & followup items. 
BRYANT.J.C., SASSER, M.K., PEEBLES,T. Region 2, Office of Director. 86/09/19. 
9pp. 38067:100-38067:108. 

8610080140 Discusses util 860828 response to NRC concerns re inservice insp during 
second 10-yr insp intervaI.Relief not required for Refs 8,9,12 & 16 & relief for Refs 
14,23,24,26,29 & 31 will be submitted prior to end of second 10-yr inten/al. 

TUCKER,H.B. Duke Power Co. 86/09/19. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ,J.F. PWR Project Directorate 6. 2pp. 
38137:020-38137:021. 

8610160421 Forwards info re App R insp rescheduled for 861 027-31 .per NRC 860814 
Itr.W/o end. 

TUCKER.H.B. Duke Power Co. 86/09/22. GRACE.J.N. Region 2. Office of Director. 
2pp. 38273:133-38273:134. 

8610030530 Forwards Insp Repts 50-269/86-23,50-270/86-23 & 50-287/86-23 on 
860826-29.No violation or deviation noted. 

BROWNLEE.V.L. Region 2. Office of Director. 86/09/26. TUCKER.H.B. Duke Power 
Co. 2pp. 38086:120-38086:128. 

-8610030541 Insp Repts 50-269/86-23,50-270/86-23 & 50-287/86-23 on 860826- 
29.No violation or deviation noted.Major areas inspected:inservice insp, review of pro- 
cedure & investigation of techniques developed for ultrasonic exam of flange. 
COLEY.J.L., BLAKE.J.J. Region 2, Office of Director. 86/09/23. 7pp. 38086:122- 
38086:128. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consoiidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610160027 Fonwards P&IDs for hot shutdown, cold shutdown & alternative or dedicated 
shutdown sys,supplementing 860922 info requested by NRC on 860814 to support 
/\dp IR insp oncis 

TUCKER.H.B. Duke Power Co. 86/09/30. GRACE.J.N. Region 2, Office of Director. 
Ip. 38271:130-38271:130. 

8610090298 Responds to NRC 860801 itr re violations noted in Safety Sys Functional 
Insp Repts 50-269/86-16,50-270/86-16 & 50-287/86-16 on 860505-061 1. Corrective 
action:mods made enhancing emergency feedwater supply from condenser hotwell. 
TUCKER.H.B. Duke Power Co. 86/10/01. TAYLOR, J.M. Office of Inspection & En- 
forcement, Director (Post 820201). 17pp. 38146:172-38146:198. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02,60- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 in area of plant operations war- 
ranted. 

GRACE, J.N. Region 2, Office of Director. 86/10/10. TUCKER, H.B. Duke Power Co 
15pp. 38344:229-38344:253. 
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861010010S IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 

JORDAN^L*Division of Emergency Preparedne^ & Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York, Inc. 93pp. 38331.192- 
38331 


8610080471 Forwards list detailing status of items not previously addressed in status 
rept of approved regulatory Improvements transmitted by NRC 860502 Itr, 
TUCKER.H.B. Duke Power Co. 86/09/25. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ,J.F. PWR Project Directorate 6. 4pp, 
38165:335-38165:338. 


8610100107 Suppl 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Rinq Setting Adjustments.” Svc list end. ^ _ . . „ 

JORDAN, E.L Division of Emergency Preparedne^ 

830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331.086- 
38331:191. 


8610100695 Submits addi info re 860827 proposed amend to Licenses DPR-38,DPR-47 
& DPR-55 to include add! operability & surveillance requirements for addl gaseous ef- 
fluent monitor (4RIA-45). 

TUCKER.H.B. Duke Power Co. 86/09/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. NRC • No Detailed Affiliation Given. 
2pp. 38200:234-38200:235. 


R. Periodic operating reports & related correspondence 

8610280311 Advises that semiannual radioactive effluent release & solid waste disposal 
repts for Jan-June 1986 will be submitted by 861 001 .instead of 860829.since analysis 

TUO^R H.B.^tSe Pcwer Co. 86/08/29. GRACE, J.N. Region 2, Office of Director. 
Ip. 38379:360-38379:360. 

8610230156 Monti^ly operating repts for Sept 1986.W/861015 Ifr. 

REAVIS,J.A., TUCKliR,H.B. Duke Power Co. 86/09/30. 17pp. 38344:176-38344:192. 


S. Reportable occurrences, LERs It related correspondence 


8610100476 LER 86-0l0-00;on 860828.potential for lack of pump runout protection 
during certain design basis transients found. Caused by failure to analyze emergency 
feedwater sys for all design basis transients.W/860929 Ifr. ^ ^ 
HAQHl,M.A, TUCKER.H.B. Duke Power Co. 86/09/29. 8pp. 38194:001-38194:008. 


8610280343 Confirms 861006 telcon between NA Rutherford & VL Brownlee re sched- 
uled 861008 mgt meeting In Region 11 to discuss loss of suction to low pressure svc 
water sys pumps during load shed function test 

WALKER.R.O. Region 2, Office of Director. 86/10/06. TUCKER,H.B. Duke Power Co. 
2pp. 38375:176-38375:177. 


8610270111 PNO-ll-86-078:on 861021.2 gallons Of hydrazine spilled in turbine 
bldg.Caused by leak in deionized water mixing valve overflowing mix tank.Spill cleaned 
up. 

BURGER.C., BROWNLEE,V.L Region 2. Office of Director. 86/10/22. 1p. 38359:134- 
38359:134. 


V. Operator Examinations 

8610100623 Forwards request for addl info re operator replacement & requalification 
training programs.lnfo requested within 45 days of Itr date. 

YOUNQBLOOO.B.J. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power 
Co. 6pp. 38220:220-38220:225. 
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F. Security, medicai, emergency & fire protection plana 


8610100654 Advises that util established category of “Lifetime” for record retention re- 
quirement for post-trip review data, per Item 1.2 of Generic Ltr 83-28 & in response to 
TM Novak 850621 Itr. 

TUCKER.H.B. Duke Power Co. 86/10/01. DENTON.H.R. BWR Project Directorate 3. 
ADENSAM.E.G. PWR Project Directorate 4. Ip. 38204:331-38204:331. 

8610090421 Forwards Revs 11 & 12 to offsite dose calculation manual. Revs correct 
typos, incorporate radwaste facility info & provide info on conventional wastewater 
treatment sys releases. 

TUCKER.H.B. Duke Power Co. 86/10/02. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 2pp. 38178:313-38178:338. 

-8610090436 Rev 11 to offsite dose calculation manual.including Section A1.0, 
"Oconee Nuclear Station Radwaste Sys," Section A2.0, “Release Rate Calculation” & 
Section A3.0, "Radiation Monitor Setpoints.” 

• Duke Power Co. 86/09/12. 13pp. 38178:315-38178:327. 

8610150048 Forwards evaluation on elevated levels of radiocesiums in environ around 
plant per Task Initiation Action 85-07. Concentrations of radioactive matls & levels of 
radiation in environ significantly higher than expected. 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/03. WALKER.R.D. Region 2. Office of Director. 16pp. 38254:285-38254:299. 

8610140159 Informs that 860902 proposed changes to plant startup physics testing pro- 
gram describing physics test startup of reload cores acceptable.Proposed changes in- 
clude several editorial changes & minor revs to ANS Std ANS-1 9.6.1. 

ST0L2,J.F. PWR Project Directorate 6. 86/10/07. TUCKER.H.B. Duke Power Co. 
2pp. 38220:320-38220:321. 

8610160224 Forwards Amends 151,151 & 148 to Licenses DPR-38.DPR-47 & DPR- 
SS.respectively & safety evaluation. Amends revise Tech Specs to support operation of 
Unit 2 at full rated power during upcoming Cycle 9. 

PASTIS.H.N. PWR Project Directorate 6. 86/10/08. TUCKER.H.B. Duke Power Co. 
2pp. 38275:225-38275:241. 

-8610160230 Amends 151,151 & 148 to Licenses DPR.38.DPR-47 & DPR-SS, 
respectiveiy.revising Tech Specs to support operation of Unit 2 at full rated power 
during upcoming Cycle 9. 

STOLZ.J.F. PWR Project Directorate 6. 86/10/08. 8pp. 38275:227-38275:234. 

-8610160237 Safety evaluation supporting Amends 151,151 & 148 to Licenses DPR- 
38,DPR-47 & DPR-55, respectively. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/08. 7pp. 
38275:235-38275:241. 


8610160421 Forwards info re App R insp rescheduled for 861 027-31, per NRC 860814 
Itr.W/o end. 

TUCKER, H.B. Duke Power Co. 86/09/22. GRACEJ.N. Region 2, Office of Director. 
2pp. 38273:133-38273:134. 

8610160027 Forwards P&IDs for hot shutdown, cold shutdown & alternative or dedicated 
shutdown sys.suppl8menting 860922 Info requested by NRC on 860814 to support 
A(h> R insp.W/o ends. 

TUCKER.H.B. Duke Power Co. 86/09/30. GRACE.J.N. Region 2. Office of Director. 
Ip. 38271:130-38271:130. 

8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02,50- 
287/8$-02,50-369/86-07 & 50-370/86-07. Category 3 In area of plant operations war- 
ranted. 

GRACE,J.N. Region 2, Office of IDirector. 86/10/10. TUCKER.H.B. Duke Power Co. 
15pp. 38344:229-38344:253, 

8610280109 Forwards FEMA find rept of 860402-03 emergency exercIse.No defiden- 
cies identified^reas requiring corrective actions: coordination between state, local & 
util public info staffs at {^ant media ctr & offsite releases in scenario. 

BROWNLEE.V.L Re^n 2. Office of Director. 86/10/16. TUCKER.H.B. Duke Power 
Co. Ip. 38367:286-38367:328. 

8610310126 Revises preliminary implementation schedule for development of emergen- 
cy operations facility, including crisis mgt ctr. Schedule contingent upon NRC response 
to 860618 excepfkxi requestConst e^qsected to be completed by June 1986. 
TUCKER.H,B. Duke Power Co. 86/10/24. DENTON.H.R. Office of Nuclear Reactor 
Regulation. Director (post 851125). STOL2.J.F. NRC - No Detailed Affiliation Given. 
2pp. 38416:152-38416:153. 


F. Operating ficenae stage documents A correspondence 

Supp* to 841008 application lor amend to Licenses DPR-38, DPR-47 & 
0^-55, reviM Te<* Specs to reflect operability requirements for accident monitoring 
mstrumentationijer Generic Ltr 83-27. 

7UCKER,H:.^ OiAe Power <^o. 86/09/19. DENTON, H.R. Office of Nuclear Reactor 
851125). STOLZ,J.F. PWR Project Directorate 6. 2pp. 

oB13l*J334-381 31 :337. 

instrumentation. 
^ application for OL re Info on 


8610230153 Informs that application fee for 860305 transmittal will not be submitted & 
util should not be billed for any cost associated w/review of documents-Documents 
submitted for informational purpose only.Review not requested or required. 
TUCKER.H.B. Duke Power Co. 86/10/08. DIGGS, R. Office of Administration. Ip. 
38344:053-38344:053. 

8610210164 Suppis 860212 proposed amends to Licenses DPR-38,DPR-47 & DPR- 
55,changing Tech Specs 3.16 & 4.4.3 re operation & maint of containment hydrogen 
recombiner sys as primary method to maintain post-accident containment atmosphere 
hydrogen. 

TUCKER,H.B. Duke Power Co. 86/10/10. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 3pp. 
38306:003-38306:007. 

-8610210167 Proposed Tech Specs 4.4-17 & 4.4-18 re operation & maint of contain- 
ment hydrogen recombiner sys as primary method to maintain post-accident contain- 
ment atmosphere hydrogen below control limit. 

* Duke Power Co. 86/10/10. 2pp. 38306:006-38306:007. 

8610210423 Application to amend Licenses DPR-38, DPR-47 & DPR-55, revising Tech 
Specs to require Type C local leak test for Penetration 22,iow pressure svc water from 
reactor coolant pump motors & lube oil coolers outletFee paid. 

TUCKER, H.B. Duke Power Co. 86/10/13. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ,J.F. PWR Project Directorate 6. 3pp. 
38311:322-38311:331. 

-8610210432 Proposed Tech Specs,r€quiring Type C local leak test for Penetration 
22, low pressure svc water from reactor coolant pump motors & lube oil coolers outlet. 

* Duke Power Co. 86/10/13. 7pp. 38311:325-38311:331. 

8610270355 Requests attendance at 861030 ceremonies,recognizing plant branches of 
Natl Academy for Nuclear Training. Academy established In 1985 to coordinate & unify 
training efforts of electric utils operating nuclear plants in US. 

LEE.W.S. Duke Power Co. 86/10/17. GRACE, J.N. Region 2, Office of Director. 3pp. 
38373:349-38373:351. 

8610310181 Advises that Amend 10 to topical QA program rept acceptable & continues 
to meet requirements of 10CFR50.App B. 

WALKER, R.D. Region 2. Office of Director. 86/10/17. TUCKER.H.B. Duke Power Co. 
Ip. 38417:161-38417:151. 

8610270077 Forwards response to NRC 860829 request for addl info re Tech Spec 
amend concerning hydrogen control sy$.Related info also encl.W/one oversize draw- 
ing. 

TUCKER, H.B. Duke Power Co. 86/10/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOL2,J.F. PWR Project Directorate 6. 21pp. 
38361:330-38362:004. 
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-8610270091 Rev 0 to Procedure OSSD-021 0.16-03, "Hydrogen Recombiner & Hydro- 
gen Purge Sys." 

HYLAND, E.L. WEAVER, E.M. Duke Power Co. 86/02/07. 14pp. 38361:350-38362:004. 

8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.4, “Improvements in Maint & Test Procedures for B&W Plants." 

STOLZ.J.F. PWR Project Directorate 6. 86/10/20. CAMPBELL, G. Arkansas Power & 
Light Co. 2pp. 38407:283-38407:286. 

-8610200058 "Conformance to Generic Ltr 83-28, Item 4.4, Arkansas Nuclear One Unit 
1. Crystal River Unit 3,Davis-Besse Unit 1, Oconee Units 1,2 & 3, Rancho Seco,TMi-1 & 
Washington Nuclear Plant 1 technical evaluation rept. 

FARMER, F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7910. 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 

8610310245 Forwards info requested in Section IV of NRC safety evaluation re B&W 
Owners Group submittals on TMI Action Item II.K.3.5, "Automatic Trip of Reactor 
Coolant Pumps.” per Generic Ltr 86-05. 

TUCKER.H.B. Duke Power Co. 86/10/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 7pp. 
38418:140-38418:146. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020311 Forwards Insp Repts 50-269/86-24.50-270/86-24 & 50-287/86-24 on 
86081 2-0908.No violations or deviations noted. 

BROWNLEE, V.L Region 2. Office of Director. 86/09/19. TUCKER.H.B. Duke Power 
Co. Ip. 38067:099-38067:108. 

-8610020315 Insp Repts 50-269/86-24,50-270/86-24 & 50-287/86-24 on 860908.No 
noncompliance or deviations noted.Major areas 

inspected:operations,surveillance,maint,verfication of ESF lineups & followup items. 
BRYANT.J.C., SASSER.M.K., PEEBLES, T. Region 2, Office of Director. 86/09/19. 
9pp. 38067:100-38067:108. 

8610080140 Discusses util 860828 response to NRC concerns re inservice insp during 
second 10-yr insp intervaI.Relief not required for Refs 8,9,12 & 16 & relief for Refs 
14,23,24,26,29 & 31 will be submitted prior to end of second 10-yr interval. 
TUCKER.H.B. Duke Power Co. 86/09/19. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 2pp. 
38137:020-38137:021. 

8610090082 Advises of status of insp & replacement of all unidentified wire for environ- 
mentally qualified Limitorque operators outside of containment,per 860812 
itr.Justification for continued operation of Unit 3 & related info end. 

TUCKER.H.B. Duke Power Co. 86/09/19. GRACE, J.N. Region 2, Office of Director. 
8pp. 38181:228-38181:235. 

8610160421 Forwards info re App R insp rescheduled for 861027-31, per NRC 860814 
Itr.W/o end. 

TUCKER.H.B. Duke Power Co. 86/09/22. GRACE.J.N. Region 2, Office of Director. 
2pp. 38273:133-38273:134. 

8610030530 Forwards Insp Repts 50-269/86-23,50-270/86-23 & 50-287/86-23 on 
860826-29.No violation or deviation noted. 

BROWNLEE.V.L Region 2, Office of Director, 86/09/26. TUCKER,H.B, Duke Power 
Co, 2pp. 38086:120-38086:128. 

-8610030541 Insp Repts 50-269/86-23,50-270/86-23 & 50-287/86-23 on 860826- 
29.No violation or deviation noted.Major areas inspected:inservice insp.review of pro- 
cedure & investigation of techniques developed for ultrasonic exam of flange. 
COLEY.J.L., BLAKE,J.J. Region 2, Office of Director. 86/09/23. 7pp, 38086:122- 
38086:128. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination," Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610160027 Fonvards P&IDs for hot shutdown, cold shutdown & alternative or dedicated 
shutdown sys.supplementing 860922 info requested by NRC on 860814 to support 
App R Insp.W/o ends. 

TUCKER.H.B. Duke Power Co. 86/09/30. GRACE, J.N. Region 2, Office of Director, 
ip, 38271:130-38271:130. 


8610090298 Responds to NRC 860801 ltr re violations noted in Safety Sys Functional 
Insp Repts 50-269/86-16.50-270/86-16 & 50-287/86-16 on 860505-061 1 .Corrective 
action-.mods made enhancing emergency feedwater supply from condenser hotwell, 
TUCKER, H.B. Duke Power Co. 86/10/01. TAYLOR.J.M. Office of Inspection & En- 
forcement, Director (Post 820201). 17pp. 38146:172-38146:198. 


8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOWjJ.G. Division of Inspection Programs (Post 850212), 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp, 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02,50- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 in area of plant operations war- 
ranted. 

GRACE.J.N. Region 2, Office of Director. 86/10/10. TUCKER,H.B. Duke Power Co. 
15pp. 38344:229-38344:253. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284, 


8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp, 38331:086- 
38331:191. 


R. Periodic operating reports & reiated correspondence 


8610280311 Advises that semiannual radioactive effluent release & solid waste disposal 
repts for Jan-June 1986 will be submitted by 861 001, instead of 860829, since analysis 
of data still in progress. 

TUCKER,H.B. Duke Power Co. 86/08/29. GRACE.J.N. Region 2, Office of Director. 
Ip. 38379:360-38379:360. 

8610230156 Monthly operating repts for Sept 1986.W/861015 ltr. 

REAVIS, J.A., TUCKER.H.B. Duke Power Co. 86/09/30. 17pp. 38344:176-38344:192. 


S. Reportable occurrences, LERs & reiated correspondence 


8610280343 Confirms 861006 telcon between NA Rutherford & VL Brownlee re sched- 
uled 861008 mgt meeting in Region II to discuss loss of suction to low pressure svc 
water sys pumps during load shed function test. 

WALKER,R.D. Region 2, Office of Director. 86/10/06. TUCKER,H.B. Duke Power Co. 
2pp. 38375:176-38375:177. 

8610200104 Summary of 861006 Operating Reactor Events Meeting 86-35 re events 
since last meeting on 860929.Assignees should review identified responsibilities & 
completion dates & advise if dates cannot be met. Attendance list & viewgraphs end. 
HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/10/14. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 23pp. 
38299:341-38300:002. 

8610270111 PNO-ll-86-078:on 861021,2 gallons of hydrazine spilled in turbine 
bldg.Caused by leak in deionized water mixing valve overflowing mix tank.Splll cleaned 
up. 

BURGER,C., BROWNLEE.V.L. Region 2, Office of Director. 86/10/22. 1p. 38359:134- 
38359:134. 


V. Operator Examinations 


8610100623 Forwards request for addi info re operator replacement & requalification 
training programs.Info requested within 45 days of ltr date. 

YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power 
Co. 6pp. 38220:220-38220:225. 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


8610070078 Advises that 860530 Rev 13 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1. Office of Director. 86/09/25. MURPHY.W.P. Vermont Yankee 
Nuclear Power Corp. 3pp. 38115:216-38115:218. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA,per TE Murley Aug 1986 ltr. 

MARTIN.T.T. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). HUKILUH.D., 
STANDERFER,F. General Public Utilities Corp. - GPU Service Corp. 9pp. 38350:223- 
38350:231. 

8610220239 Forwards Safety Insp Rept 50-271/86-18 on 860805-0903.No violations 
noted. 

WENZINGER,E.C. Region 1, Office of Director. 86/10/10. MURPHY.W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 38327:073-38327:090. 

-8610220246 Insp Rept 50-271/86-18 on 860805-0903.No violations noted. Major 
areas inspected:physical security.plant operations, sun/eillance testing, maint activities 
& licensee actions to correct block wall discrepancies. 

ELSASSER.T.C. Region 1, Office of Director. 86/10/10. 16pp. 38327:075-38327:090. 
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G. Adjudicatory correspondence 

8610060483 Errata to New England Coalition on Nuclear Pollution supplemental re- 
sponse to util spent fuel pool expansion request. 

WE1SS,E.R. New England Coalition on Nuclear Pollution. WEISS, E.R. Harmon & 
Weiss. #486 0954. 86/09/30. Ip. 38098:266-38098:266. 


H. General correspondence 

8609260251 Ack receipt of 860731 Itr congratulating author on appointment as 
chairman.Co-insp of nuclear plants w/State of VT being discussed w/Tarrant.Data on 
Chernobyl accident not cause for immediate regulatory concern. 

2ECH,LW. Commissioners. 86/09/19. KUNIN.M.M. Vermont. State of. Ip. 37669:285- 
37669:285. 

-8609260259 Congratulates on recent appointment as NRC Chairman.States must be 
assured that state-of-the-art safety measures used at nuclear power plants.in light of 
recent Chernobyl accidentStringent safety stds should be adopted. 

KUNIN.M.M. Vermont. State of. 86/07/31. ZECH.LW. Commissioners. 2pp. 
68563:121-68563:122. 


P. Operating license stage documents & correspondence 


8610140305 “Vermont Yankee Primary Containment Leakage Rate Testing, 1986.” W/ 
861003 Itr. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 86/06/30. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director (post 851125). 44pp. 38223:275- 
38223:318. 

8610080005 FOIA request for ail records which form basis for NUREG-0956 conclusion 
on Mark I containment in severe accidents & post-OL license records re analysis or 
evaluation of containment or related sys of Vermont Yankee reactors. 

CURRAN.D. Harmon & Weiss. 86/07/31. GRIMSLEY.D.H. Division of Rules and 
Records. 3pp. 38142:324-38142:326. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080006 Responds to FOIA request for all records which form basis for NUREG- 
0956 conclusion about Mark I containment in severe accidents. End App A documents 
avsula^le in PDR.App B documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. CURRAN.D. Harmon & 
Weiss. 4pp. 38142:327-38143:304. 

-8310310103 Fonwards Mechanical Engineering Branch safety evaluation of Mark I con- 
tainment long-term program.excepting vacuum breakers.Mods approved. 

KNIGHT, J.P. Assistant Director for ujmp. & Structures Engineering (Post 830201). 
83/10/24. LAINAS.G.C. Assistant Director for Operating Reactors. 5pp. 38142:331- 
38142:335. 

—8606250581 Discusses PRA analysis.NRC worked w/IDCOR to develop methodology 
less expensive & time consuming than full PRA. Methodology will be applied to specif- 
ic plants, following NRC review & approval. 

MULLER.D.R. BWR Project Directorate 2. 86/06/20. MURLEY.T.E. Region 1. Office 
of Director. 2pp. 38143:156-38143:157. 

-8610080051 Requests response to two addi questions on NRC evaluation of 
planLincludtng explanation of H Denton statement re ability of Mark I containments to 
survive severe accident. NRC response end. 

PAULUP.L Vermont, State of. 86/06/25. LOHAUS.P. Region 1, Office of Director. 
4pp. 38143:158-38143:161. 

-8610080054 “High Risk:GE Mark I Pressure-Suppression Design.” Public Citizen press 
release re natl coalition of citizen groups petitions NRC to revoke CPs for new nuclear 
plants end. 

COATES.J. Vermont Public Interest Research Group. 86/06/25. 21pp. 38143:162- 
38143:182. 

-8610080059 Expresses appreciation for NRC cooperation re State of VT study of plant 
containment sys. 

KUNIN,M.M, Vermont, State of. 86/07/01. DENTON, H. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38143:183-38143:183. 

-8610080064 Summary of 860630 meeting w/util & governor of State of VT in 
Montpelier.VT re 90% conditional failure probability of Mark I containments, given full 
core melt accident 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/07/ 
01. STELLO.V. Office of the Executive Director for Operations. 1p. 38143*184- 
38143:184. 

-8610080070 Fomvards notice of 860806 meeting w/iitil & State of VT in Bethesda MD 
to discuss status of Mark I containment safety study.Vermont Yankee containment 
safety study & safety objectives end. 

Assjs^^ Director for Technical Support (BWR). 86/07/15. 
STELLO.V. Office of the Executive CHrector for Operations. 32pp. 38143*185- 
38143:223. 

86100^269 to 860912 rwuest for addI info re 860425 application for amend 

to Ucei^e DPR-28.revjsing Tech Specs re spent & new fuel storage.Diagram of typi- 
cal spent fuel rack outside boundary region end. » a 

CAPSTIGK,R.W. Vermont Yankee Nuclear Power Corp. 86/09/26. ROONEY VL 
BWR Project Directorate 2. 5pp. 38134:354-38134:358. 

8810100574 S^m^ of 8M911 meeting w/util, GE.State of NY.PIRG.NUTECH & Bech- 
tel m Bethesda,MD re Mark 1 containment safety study. Ust of attendees & view- 

QrEipo$ 6nCrt* 

Oireotorate 2. 86/10/03. BWR Project Directorate 2. 
Vermont Yankee Cycle 12.” W/eei006 Itr. 

CAF®TiaCjR.W. Venmont Yankee Nuclear Power Corp. 86/10/06. MURLEYTE 
Region 1, Office of Dtreclor. 14pp. 38290:151-38290:1 64. ’ ’ 


8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda, MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditlons.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI,M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610160474 Advises that Multi-Plant Action Items A-12,B-20.B-21,B-27, B-42,B-70,D-1 1 
& D-15 identified as completed or inapplicable, per RL Emch 860818 memo & 860915 
discussion. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 86/10/09. ROONEY, V.L 
BWR Project Directorate 2. 2pp. 38274:069-38274:070. 

8610230213 Forwards supplemental response to 860214 request for addi info re 
840626 proposed App J Tech Spec$.Listed penetrations already meeting require- 
ments of water seal discussed,No air- leakage testing proposed. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 86/10/10, ROONEY, V.L. 
BWR Project Directorate 2. 4pp. 38344:030-38344:033. 

8610240133 Forwards responses to 14 of 25 INEL questions on RELAP5YA computer 
code.Info on remaining 1 1 questions will be forwarded in near future. 

CAPSTICK,R.W. Yankee Atomic Electric Co. 86/10/16. ROONEY, V.L BWR Project 
Directorate 2. 91pp. 38347:317-38348:047. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169. “Technical Findings re Generic issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610280022 Responds to 860925 request for addi info in support of proposed Tech 
Spec change for spent fuel pool storage expansion.Uncertainty in average assembly 
enrichment is -f0.13 w/o U-236 & affects delta k by less than .01. 

CAPSTICK.R.W. Vermont Yankee Nuclear Power Corp. 86/10/21. ROONEY,VL 
BWR Project Directorate 2. 2pp. 38368:154-38368:155. 

8610280033 Requests withdrawal of 840605 application for amend to License DPR- 
28,conslsting of Proposed Change 120 due to ongoing comprehensive review of Tech 
Specs conducted by GE. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 86/10/21. DENTON.H.R 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38367:215- 
38367:216. 

8610270313 Forwards request for addi info based on review of 860425 Itr re proposed 
spent fuel pool expansion. 

ROONEY, V.L BWR Project Directorate 2. 86/10/22. CAPSTICK.R.W. Vermont 
Yankee Nuclear Power Corp. 6pp. 38372:125-38372:130. 

8610310002 Notification of 861117 meeting w/util & State of VT in Bethesda.MD to dis- 
cuss plant Mark I containment safety study & status of follow-on activities. 

ROONEY, V. BWR Project Directorate 2. 86/10/29. MULLER.D.R. BWR Project Direc- 
torate 2. 2pp. 38412:146-38412:147. 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list 

* Office of Inspection & Enforcement Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J,G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc, 67pp. 38058:266-38058:332. 

8610100031 Forwards “1985 Insenrice Insp Summary Rept850921 -860702," per Article 
IWA-6000 of Section XI of ASME Boiler & Pressure Vessel Code. 

CAPSTICK,R.W. Vermont Yankee Nuclear Power Corp. 86/09/30. MULLER.D.R. 
BWR Project Directorate 2. Ip. 38190:296-38190:322. 

-8610100033 “1985 InservIce Insp Summary Rept,850921 -860702." 

* Vermont Yankee Nuclear Power Corp, 86/09/24. 26pp. 38190:297-38190:322. 

8610080188 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR,^p O documents partially withheld & 
App P documents completely withheld (ref FOIA Bcemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38262:244-38252:256. 

-8610080237 Update of status rept on BWR pipe crack & projection of licensee 
actions. Last status rept (SECY-85-265) covered reinsp A repair activities at number of 
plants. 

STELLO.V. Office of the Executive Director for Operations. 86/02/11. 5dd. 
38252:259-38252:263. ^ 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MIsadministratlons.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

B610080249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line," Svc list 
end. 

TAYLOR,J,M. Office Of Inspection & Enforcement, Director (Post 820201). 86/10/08, 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017 
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8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.’* Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220239 Fonwards Safety Insp Rept 50-271/86-18 on 860805-0903.No violations 
noted. 

WENZINGER.E.C. Region 1, Office of Director. 86/10/10. MURPHY,W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 38327:073-38327:090. 

-8610220246 Insp Rept 50-271/86-18 on 860805-0903. No violations noted. Major 
areas inspected:physical security, plant operations, surveillance testing, maint activities 
& licensee actions to correct block wall discrepancies. 

ELSASSER,T.C. Region 1, Office of Director. 86/10/10. 16pp. 38327:075-38327:090. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/16. Consolidated Edison Co. of New York, Inc. i07pp. 38331:086- 
38331:191. 

8610290219 Responds to NRC 860916 Itr re violations noted in insp Rept 50-271/86- 
IS.Corrective actions:shift supervisor instructed to log all additions to standby liquid 
control tank & sample results in control room log book. 

MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 86/10/16. WENZINGER,E.C. 
Region 1, Office of Director. 3pp. 38392:222-38392:224, 

8610300278 Forwards Insp Rept 50-271/86-17 on 860909-12 & notices of violation & 
deviation.Based on results of insp, verification of full compliance w/IE Bulletin 80-1 1 re 
masonry wall design unfulfilled due to lack of documentation. 

EBNETER.S.D. Region 1, Office of Director. 86/10/23. MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp. 2pp. 38405:001-38405:019. 

-8610300279 Notice of violation from insp on 860909-12. 

* Region 1. Office of Director. 86/10/23. Ip. 38405:003-38405:003. 

-8610300281 Notice of deviation from insp on 860909-12. 

* Region 1. Office of Director. 86/10/23. Ip. 38405:004-38405:004. 

-8610300283 Insp Rept 50-271/86-17 on 860909-1 2.Violations & deviation 
noted:original wall survey not performed utilizing documented & controlled procedures. 
VARELA.A.A., WIGGINS,J.T. Region 1, Office of Director. 86/10/21, 15pp. 
38405:005-38405:019. 


R. Periodic operating reports & related correspondence 

8610150077 Monthly operating rept for Sept 1986.W/861010 Itr. 

WALL1N,G.A,, MURPHY,W.P. Vermont Yankee Nuclear Power Corp. 86/09/30. 6pp. 
38239:082-38239:087. 


S. Reportable occurrences, LERs & related correspondence 

8610280169 PNO-l-86-086:on 861 021, train collided w/propane tank truck outside 
site,resulting in minor propane leak.Plant fire brigade commander dispatched to 
site.No add! action by licensee necessary. 

ELSASSER.T. Region 1. Office of Director. 86/10/21. Ip. 38366:228-38366:228. 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610100359 informs that util will consolidate protected areas of facilities under provi- 
sions of 10CFR50.54(p).Const schedules & scheduled combining date listed in 
encI.EncI withheld. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 
MURLEY,T.E. Region 1, Office of Director. 2pp. 38194:126-38194:127. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA,per TE Murley Aug 1986 Itr, 

MARTIN,T.T. Region 1. Office of Director. 86/10/08. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). HEAD.W.F. E.R. 
Squibb & Sons, lnc.(subs. of Squibb Corp.), MCGOVERN, J.J. Cintichem, Inc. 9pp. 
38350:223-38350:231. 

8610210391 Forwards Safety Insp Repts 50-272/86-24 & 50-311/86-24 on 860819- 
0930.Licensee identified one violation jnvoMng control of fire protection 
impairments.Notice of violation not issued since licensee corrected problem, 
GALLO.R.M. Region 1, Office of Director. 86/10/16. MCNEILL, cfA Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38311:215-3831 1:229, 

-8610210413 Safety Insp Repts 50-272/86-24 A 50-311/86.24 on 86081 9-0930.Viola- 
tlon identified:fire watch not continuously maintained in accordance w/Tech Specs. 
NORRHOLM,LJ. Region 1, Office of Director. 8)5/10/08. 13pp, 3^11:217-38311:229. 

8610240014 Submits itemized costs for IAEA safeguards insp activities. Costs entail 
scaffolding erected for IAEA use after IAEA personnel objected to safety harnesses & 
ladder provided by utiLReimbursement of listed labor costs requested 
MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 86/10/20. 
NOONAN, V.S. PWR Project Directorate 5. 2pp. 38346:1 30-38346:131 . 


8610310025 Forwards safeguards SER input, proposed license condition & up-to-date fa- 
cility attachment reflecting selection for application of IAEA safeguards agreement. 
BERKOW.H.N. Standardization & Special Project Directorate. 86/10/28. 
NOONAN.V.S. PWR Project Directorate 5. 24pp. 38412:037-38412:060. 


P. Operating license stage documents & correspondence 


8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance w/10CFR50,49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 

8610060172 Forwards revs to “Salem Generating Station Inservice Testing Program 
(Pumps & Valves)," for Units 1 & 2.Revs result of extensive review of sys components 
required to place & maintain reactors in shutdown condition. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 86/09/24. 
VARGA.S.A. PWR Project Directorate 3. 2pp. 38090:001-38090:341. 

-8610060178 Rev 4 to “Salem Nuclear Generating Station Inservice Testing Program 
(Pumps & Valves) for Unit 1." 

* Public Sen/ice Electric A Gas Co. of New Jersey. 86/09/24. 172pp. 38090:003- 
38090:174. 

-8610060184 Rev to "Salem Nuclear Generating Station Inservice Testing Program 
(Pumps A Valves) for Unit 2." 

* Public Service Electric A Gas Co. of New Jersey, 86/09/24. 167pp. 38090:175- 
38090:341. 

8610100227 Application for amends to Licenses DPR-70 A DPR-75, deleting Tech Spec 
5.3.1 re max fuel rod weight limit of 1 ,766 g U. Fee paid. 

MCNEILL, C. A. Public Service Electric A Gas Co. of New Jersey. 86/10/03. 
VARGA,S.A. PWR Project Directorate 3. 6pp. 38189:064-38189:071. 

-8610100230 Proposed Tech Spec 5.3.1 .deleting max fuel rod weight limit of 1,776 g U. 

* Public Service Electric A Gas Co. of New Jersey. 86/10/03. 2pp. 38189:070- 
38189:071. 

8610100775 Application for amend to License DPR-70, replacing FXY limits w/state- 
ments referring to radial peaking factor limit rept A providing for cycle-by-cycle deter- 
mination of FXY (Z) limits w/o need to submit Tech Spec changes.Fee paid. 

MCNEILL, C.A. Public Service Electric A Gas Co. of New Jersey. 86/10/03. 

VARGA.S.A. PWR Project Directorate 3. 7pp. 38198:117-38198:126. 

-8610100780 Proposed Tech Specs.replacing FXY limits w/statements referring to 
radial peaking factor limit rept which provides for cycle-by-cycle determination of FXY 
(Z) limits w/o need to submit Tech Spec changes, 

* Public Service Electric A Gas Co. of New Jersey. 86/10/03. 3pp. 38198:124- 
38198:126. 

8610150451 Application for amends to Licenses DPR-70 A DPR-75, adding Section 5.3.1 
to allow limited replacement of limited number of fuel pins w/filler rods or 

vacancies, provided replacement acceptable.Fee paid. 

MCNEILL,c.A. Public Service Electric A Gas Co. of New Jersey. 86/10/03. 

VARGA, S.A. PWR Project Directorate 3. 6pp. 38251:139-38251:144. 

-8610150465 Proposed Tech Spec, adding Section 5.3.1 to allow for reconstitution of 
fuel assemblies containing defective rods. 

* Public Service Electric A Gas Co. of New Jersey. 86/10/03. ip. 38251:144- 
38251:144. 

8610150051 Revised License Change Request 84-01 for amends to Licenses DPR-70 A 
DPR-75, revising reporting requirements per 10CFR50.72 A 50.73 A correcting typos in 
radiological ETS. 

MCNEILL,C.A. Public Service Electric A Gas Co. of New Jersey. 86/10/06. 

VARGA, S.A. PWR Project Directorate 3. 7pp. 38239:219-38239:332. 

-8810150055 Proposed Tech Specs.revisin 9 reporting requirements per 10CFR50.72 A 
50.73 A correcting typos. 

* Public Service Electric A Gas Co. of New Jersey. 86/10/06. 107pp. 38239:226- 
38239:332. 

8610170164 Approves licensee proposed changes to SER re maint on svc water sys 
during refueling outages. Backup battery power added to reactor vessel level instru- 
mentation to maintain gravity feed during complete loss of ac power. 

NOONAN,V.S. PWR Project Directorate 5, 86/10/08. MCNEILL,C.A. Public Service 
Electric A Gas Co. of New Jersey. 3pp. 38289:172-38289:174. 

8610170204 Authorizes use of ASME Code Case N-1 33-2, "Use of SB-148 Alloys 952 A 
954, Section lll,Div 1 Class 3." Case may be used for replacement valves for plant svc 
water sys only. Future applications should utilize latest code case rev. 

NOONAN,V.S. PWR Project Directorate 5. 86/10/08. MCNEILL, C.A. Public Service 
Electric A Gas Co. of New Jersey. 4pp. 38289:1 81-38289:1 84. 

8610220031 Requests publication of FR notice of consideration of issuance of amends 
to Licenses DPR-70 A DPR-75 A proposed NSHC determination A opportunity for 
hearing re fuel assemblies containing defective rods. 

NOOr^N,V.S. PWR Project Directorate 5. 86/10/08, NRC - No Detailed Affiliation 
Given. 3pp. 38332:032-38332:034. 

8810200145 Revised application for amends to Licenses DPR-70 A DPR-75, combining 
Ucense Change Requests 86-02 A 86-09 re max fuel rod weight limits A limited fuel 

EiCnSll,C.A. Publfc Service Electric A Gas Co. of New Jersey. 86/10/10. 
NOONAN, V.S. PWR Project Directorate 3. 1p. 38290:148-38290:150. 

-8810200146 Corrected Tech Spec Page 5-4, reflecting combined License Change Re- 
quests 86-02 A 66-09 re max fuel rod weight limits A limited fuel pin 
replacement, respectively. 

* Public Service Electric A Gas Co. of New Jersey. 86/10/10. 2pp. 38290:149- 
38290:150. 
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8610210295 Requests review of allegation that previous util employee identified in 
861001 telcon may not possess valid educational credentials-Results of review & cur- 
rent employee screening methods requested within 30 days. 

KANE,W.F. Region 1, Office of Director. 86/10/14. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38313:359-38313:360. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280426 Provides addi info re License Change Request 85-07 concerning boron in- 
jection tank removal, per 861003 conversation.Tech Spec change will not be imple- 
mented until lines between boric injection & acid tanks cut & capped. 

MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 86/10/24. 
NCX)NAN,V.N. PWR Project Directorate 5. 2pp. 38381:109-38381:110. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list 
‘ Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 


8610060249 IE Cornpliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, "Ciarification of Requirements for Fabrication & 
Ewx^ of Certairi Previously Approved Type B Packages." Svc list end. 

0^ Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp, 38234:262- 
38234:328. 


86 10080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer. Svc list end. 

Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. t05pp. 38259:018- 
38259i1 22« 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure. Svc list end. ** 

Enwrgen^ Preparedness & Engineering Response (Post 
Consolidated Edison Co. of New York, Inc. 93pp. 38331 *192- 

38331:284. 


S. Reportable occurrences, LERs & related correspondence 


8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227 No ad- 
verse effects noted during testing. 

RANDALUR.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De. 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 


8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227 No ad- 
verse effects noted during testing. 

BROOME,E.C, International Telephone & Telegraph Corp. 86/10/10 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 


8610210494 LER 86-01 7-01 :on 860729,Fire Door C-8-1 blocked open for maint of com- 
ponent cooling HX 11. Action statement not issued.Caused by error in judgement re 
proper classification of fire doors.Doors will be clearly marked.W/861014 ltr 
POLLACK,M.J., ZUPKO,J.M. Public Service Electric & Gas Co. of New Jersev 86/10/ 
14. 4pp. 38311:120-38311:123. 


8610230031 LER 86-01 6-01 :on 860805,steam generator feed pump tripped on over- 
speed trip.Caused by failed diode. Diode replaced. All four steam generator feed pumo 
electrical control panels completely refurblshed.W/861014 ltr. 

POLLACK, M.J., ZUPKO,J.M. Public Service Electric & Gas Co. of New Jersev 86/10/ 
14. 6pp. 38344:131-38344:136. 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


P. Operating license stage documents 8t correspondence 


8610030140 Notification of transfer of operation of nuclear reactor to geochemistry 
Branch,effective on 861 001. Reactor operations committee members can review modi- 
fied facility organizational chart at Feb 1 987 meeting. 

MILLARD.H.T. Interior. Dept. of. Geological Survey. 86/09/22. CARTER, R. Standardi- 
zation & Special Project Directorate. Ip. 38080:001-38080:001. 


8610090068 Notifies that responsibility for operation of nuclear reactor transferred to 
geochemistry branch on 861 001, per R Hamilton decision.Change will be reported in 
1986 annual rept. 

MILLARD.H.T. Interior, Dept, of, Geological Survey. 86/09/22. Region 4. Office of Di- 
rector, ip. 38181:006-38181:006. ^ 
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E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610060632 Forwards Decision DD-86-12 in response to petition & suppis re licensing 
actions ba^d on ailegations.NRC evaluation of allegation & basis for conclusions In 
33 to NUREG-0675, transmitted on 860527. 
Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
30. DEVINE.T. Government Accountability Project. 4pp, 38222:136-38222:157. 

-8610080319 Notice of issuance of Director’s Decision DD-86-12 under 10CFR2 206T 
Devine request to defer plant licensing decisions until actions re alleged harassrnentA 
organizational freedom for QA inspectors denied. 

VOLLMER^R.H. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 


^ 86-005, "Main Steam Safety Valve Test Failures 

& Ring Setting Adjustments. Svc list end. 

Preparedness & Engineering Response (Post 
^erisolidated Edison Co. of New Yom, Inc. 107pp. 38331 :086- 

38331:191. 

PPrw^ds Safety Insp Repts 50-272/86-24 & 50-311/86-24 on 860819- 
violation involving control of fire protection 
SM‘}?|rits.Notice of vioton not i^ued since licensee corrected problem. 
oSiS A i of Director. 86/10/16. MCNEILUC-A. Public Service 

Electric & Gas Co. of New Jersey. 2pp. 38311:215-38311:229. 

’’f*® 50-272/86-24 & 50-311/86-24 on 8608 19-0930. Viola- 
NORpSffif tnaintainsd in accordance w/Teoh Specs. 

NORRHOLM,LJ. Region 1, Office of Director. 86/10/08. 13pp. 38311:217-38311:229. 

****^*^^5?^ Submits itemized costs for IAEA safeguards Insp activities Costs entail 
^ffdding er^^ IAEA use after IAEA personnel obj4X to sS harnesses & 
ladder provided by utiLRe rnbursement of iktaH lahnr ^ Harnesses tk 


j w personnel objected to safe 

ladder preyed by^LReimbursement of listed labor costs requested. 

1 ®as C^^^ Jersey. 86/10/20. 




R. Periodic operating reports A related correspondence 

discharge monitoring rept for Aug 1986. Exclusion expla- 

CAPORALE.G. 


8610100042 Partial response to FOIA requesLForwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

Confirms discussions re relationship between allegations & matters before 
eecD? ?c design Q A matters. Effect of matters on evaluations presented in 

SSERs 16,18 & 19 should be considered. 

9P'®® *‘^® Executive Legal Director (Pre 860701). 84/01/13. 

KNIGHT,J. NRC - No Detailed Affiliation Given. 7pp. 38207:166-38207:172. 

8610200390 Partly response to FOIA request.Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES.G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8310180107 Forwards 830929 transmittal of info from RL Cloud Assoc re AISC 1-6 & 
M-9 concerning buckling issue in SSER 18. 

‘-‘censing Branch 3. 83/10/03. Licensing Branch 3. 9pp. 38336:154- 
003361162 . ^ 

-8311010064 Forwards list of info needed to conduct meaningful audit on 831025-27 re 
aHegatioris received in course of proceeding. List of Info to be audited re SSERs 18 & 
' ®rr’® ®‘®® encLList to be telefaxecTto util. 

* Structures Engineering (Post 830201). 
3833^^90 " No Detailed Affiliation Given. 12pp. 38336:179- 

alS! afflifin PDR^ raqueatFonrarda App A & B documents. App B 

" input for use in preparing SuppI 16 to SER on effect of break- 

RAM saltwater intake structure. Issue resolved satisfactorily. 

KN'^.G.W. U. 

'*®WlSenrdloSbtelnPDR^°'* -^questPomtards doeumants listed In 
2pr333M:l''^^^^ '^O^MES.G.A. MHB Tech- 
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-8610240276 horwaros araft outline of plant fuel load/low power SER. 

ENGELKEN.R.H. Region 5. Office of Director. 82/12/09. EISENHUT.D.G. Division of 
Licensing (800428-851124). Ip. 38354:205-38354:206. 


F. Security, medical, emergency & fire protection plans 

8610080239 Partial response to FOIA requesLApp D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES, G.A. MHB Tech- 
nicai Associates. 17pp. 38231:261-38231:278. 

-8512090352 Forwards insp summary of App R compliance audit on 851118-22.Struc- 
tural steel unprotected in numerous areas within plant.Unresolved issue exists re ade- 
quacy of fire dampers. 

KUBICKI.D. Plant Electrical, Instrumentation & Control Systems Branch (PWR-B). 85/ 
12/02. QLIALLS,P. Region 5, Office of Director. 3pp. 38232:306-38232:340. 

-8610090093 Requests all analyses & memoranda written subsequent to EDO 850705 
memo to Commission, “Consideration of Potential Complicating Effects of Earth- 
quakes on Emergency Planning," by 851018. 

REHM,T.A. Office of the Executive Director for Operations. 85/10/17. MINOGUE,R. 
Office of Nuclear Regulatory Research, Director (Pre 860720). DENTON,H. Office of 
Nuclear Reactor Regulation, Director (pre-851125). TAYLOR, J. Office of Inspection & 
Enforcement, Director (Post 820201). 1p. 38232:217-38232:217. 

8610100042 Partial response to FOIA requesLForwards documents listed on App 
F.Documents also available in PDR. 

GRiMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES,G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

-8610100209 Discusses Commission 840810 Decision CLi-84-12 re consideration of 
earthquakes in context of emergency planning & Memorandum & Order CLI-84-13 au- 
thorizing issuance of full power OL. 

CUNNINGHAM, G. Office of the Executive Legal Director (Pre 860701). 84/08/14. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 21pp. 
38207:206-38207:227. 

8610200390 Partial response to FOIA request.Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES,Q.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610210420 Discusses end ASLAB 830518 decision (ALAB-728),affirming ASLB 
810717 partial initial decision authorizing issuance of OL for fuei loading & low power 
testing.Principal issues addressed is low power emergency preparedness. W/o end. 
CUNNINGHAM,G.H. Office of the Executive Legal Director (Pre 860701). 83/05/25. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-85112S). 2pp. 
38336:109-38336:117. 

8610090088 Forwards Safeguards insp Repts 50-275/86-24 & 50-323/86-24 on 
860825-0903.No violations noted.EncI withheld (ref 10CFR73.21). 

MONTGOMERY, J.L Region 5, Office of Director. 86/10/03. SHIFFER,J.D. Pacific 
Gas & Electric Co. 2pp. 38180:272-38180:273. 

8610150180 Partial response to FOIA request.App G documents end. Documents also 
available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150234 Requests that Auxiliary Sys Branch fire protection reviewers be provided 
to participate in App R fire protection/safe shutdown insp scheduled for 851118-22. 
KIRSCH,D.F. Region 5, Office of Director. 85/08/29. PARR,O.D. Auxiliary Systems 
Branch. Ip. 38259:243-38259:243. 

-8610150241 Informs that facility chosen for safeguards regulatory effectiveness review 
during wk of 86011 3-1 7.Prime purpose of review is to evaluate overall effectiveness of 
safeguards program. 

MARTIN,J.B. Region 5, Office of Director. 85/12/06. SHIFFER.J.D. Pacific Gas & 
Electric Co. 2pp. 38259:244-38259:245. 

-8610150250 Requests NRR assume lead responsibility for evaluation & resolution of 
Unresolved Item 50-275/85-36-04 re fire dampers. 

KIRSCH.D.F. Region 5, Office of Director. 85/12/30. THOMPSON,H.L. Division of 
Pressurized Water Reactor Licensing - A (post 851125). 1p. 38259:246-38259:259. 

-8610150282 Forwards revised list of participants for regulatory effectiveness review at 
site on 86051 9-23.W/o end. 

MARTIN,J.B. Region 5, Office of Director. 86/03/28. SHIFFER,J.D. Pacific Gas & 
Electric Co. 1p. 38259:271-38259:271. 


Q. Adjudicatory correspondence 

8610060632 Forwards Decision DD-86-12 in response to petition & suppis re licensing 
actions based on allegations.NRC evaluation of allegation & basis for conclusions in 
Decision DD-86-12 contained in SSER 33 to NUREG-0675, transmitted on 860527. 
VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (post 851125). #486 
0932, 86/09/30. DEVINE,T. Government Accountability Project. 3pp. 38092:104- 
38092:1 14. 

-8610060640 Decision DD-86-12, denying T Devine & GAP 840727 request, on behalf of 
TJ aNeill & JL McDermott, to defer licensing actions pending completion of items re 
allegations.No allegation re plant safety. 

VC)LLMER,R,H, Office of Nuclear Rector Regulation, Director (post 851125). 86/09/ 
30. 8pp. 38092:107-38092:1 14. 


—8610210381 Discusses end ASLAB 830421 memorandum & order reopening facility 
record to consider issue of design QA.ASLAB has not considered whether to also 
reopen record on issue of const QA.Continued support will be appreciated. W/o end. 
CUNNINGHAM,Q.H. Office of the Executive Legal Director (Pre 860701). 83/04/26. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
38336:105-38336:106. 

-8610210397 Advises that response to end governor motion to reopen record on const 
QA due on 830606.Drafts of NRC affidavits should be completed by 830527.Hubbard 
declaration attached to governor motion is new.W/o end. 

CHANDLER,L.J. Hearings Division. 83/05/20. MARTIN, J. Region 5, Office of Director. 
E1SENHUT,D. Division of Licensing (800428-851124). Ip. 38336:107-38336:107. 

-8610210407 Advises that response to end joint intervenor motion to reopen record on 
const QA due on 830531. Draft affidavits addressing substantive technical matters 
raised should be completed by 830524.W/O end. 

CHANDLER,L.J. Hearings Division. 83/05/16. EISENHUT.D. Division of Licensing 
(800428-851 1 24). 1 p. 38336:1 08-38336:1 08. 

-8610210420 Discusses end ASLAB 830518 decision (ALAB-728),affirming ASLB 
810717 partial initial decision authorizing issuance of OL for fuel loading & low power 
testing.Principal issues addressed is low power emergency preparedness.W/o end. 
CUNNINGHAM,G.H. Office of the Executive Legal Director (Pre 860701). 83/05/25. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 
38336:109-38336:117. » . ^ hk 

-8610210439 Advises that response to motions to reopen record on const QA filed by 
joint interveners & governor due on 830606. Forwards draft NRC response to 
motlon.Comments requested by 860602.W/O draft NRC response. 

CHANDLER,L.J. Hearings Division. 83/05/31. MARTIN, J. Region 5, Office of Director. 
EISENHUT,D. Division of Licensing (800428-851124). 4pp. 38336:118-38336:121. 

-8610210460 Forwards governor & joint intervenors responses to NRC & util replies to 
motions to reopen record on const QA.ASLAB will issue order scheduling mini-eviden- 
tiary hearing to consider motions.Hearing will commence on 83071 9.W/o end. 
CHANDLER,L.J. Hearings Division. 83/06/27. MARTIN, J. Region 5, Office of Director. 
EISENHUT,D.G. Division of Licensing (800428-851124). 2pp. 38336:126-38336:129. 

8610020125 Withdrawal of motions for emergency stay of defueling operations at facility 
& 10CFR2.206 requestProof of Sve end. 

LOWRY,E.F. San Luis Obispo Mothers for Peace. LOWRY, E.F. Grueneich & Lowry. 
#486 925. 86/10/01. Commissioners. 3pp. 38066:268-38066:270. 

8610080258 Response to San Luis Obispo Mothers for Peace first set of interrogatories 
re reracking of ^ent fuel pools.Certificate of Sve encLRelated correspondence. 
GRIFFIN,B.W., CONNELL.E.C. Pacific Gas & Electric Co. #486 0979. 86/10/03. San 
Luis Obispo Mothers for Peace. 8pp. 38139:350-38139:357. 

8610080274 Response to util & NRC first set of interrogatories & request for production 
of documents-lnterrogatorles opposed for reasons indicated.uertificate of Sve 
encI.Related correspondence. 

FERGUSON, R.B. Sierra Club. #486 0983. 86/10/03. Office of the General Counsel. 
37pp. 38136:069-38136:105. 

8610080278 Response to Consumers Organized for Defense of Environ Safety first set 
of interrogatories re reracking of spent mel pools.Certificate of Sve encI.Related corre- 
spondence. 

CONNELL,E.C. Pacific Gas & Electric Co. #486 0980. 86/10/03. Consumers Orga- 
nized for Defense of Environmental Safety. 12pp. 38137:229-38137:240. 

8610080285 Response to NRC interrogatories & request for documents re Contention 
14.Related correspondence. 

MCDERMOTT,L. Consumers Organized for Defense of Environmental Safety. #486 
0982. 86/10/03. Office of the General Counsel. 3pp. 38137:344-38137:350. 

-8610080294 Response to util first set of interrogatories & request for production of 
documents.Certificate of Sve encLRelated correspondence. 

MCDERMOTT,L. Consumers Organized for Defense of Environmental Safety. 86/10/ 
03. Pacific Gas A Electric Co. 4pp. 38137:347-38137:350. 

8610080298 Response to interrogatories & request for production of documents re alter- 
natives to high density reracking of spent fuel pool at facilities.Certificate of Sve 
encI.Related correspondence. 

MCGURREN,H.J. Assistant General Counsel for Hearings. #486 0988. 86/10/03. 
Mothers for Peace. 7pp. 38177:185-38177:191. 

8610080302 Response to 860916 interrogatories & request for production of documents 
re licensing proceedings.Certificate of Sve encI.Related correspondence. 
MCGURREN,H.J. Assistant General Counsel for Hearings. #486 0989. 86/10/03, 
Consumers Organized for Defense of Environmental Safety. 15pp. 38166:291- 
38166:305. 

8610080246 Response to util interrogatories re preparation for upcoming safety hear- 
ings on reracking of spent fuel pools.Safety issues should be considered before 
amend accepted.W/ Certificate of Svc.Reiated correspondence. 

UMHOFER.B. Mothers for Peace. #486 0976. 86/10/06. Pacific Gas & Electric Co. 
1 9pp. 381 34:335-381 34:353. 

8610080272 Answers to Sierra Club 860915 first set of interrogatories re reracking of 
spent fuel pools.W/Certificate of Sve. Related correspondence. 

MCCALL,J.K. Pacific Gas & Electric Co. #486 0978. 86/10/06. Sierra Club. 23pp, 
38136:046-38136:068. 


8610200390 Partial response to FOIA requestForwards App C documents. Documents 
also placed in PDR. 

GRtMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212, 


<*■8309300011 Informs of status of discussions w/DOJ re allegations of anonymous in- 
formant concerning QL appHcationj^DOJ no longer objects to disclosure of technical 
info sought 5y NRC & applicant that would reveal Informant Identity. 
CUNN!NGHAM,G.H, Office of the Executive Legal Director (Pre 860701), 83/08/30. 
pIRCKSiWJ, Office of the Executive Qli^Or for Operations, 17pp, 38336:1^ 
38336:149. 


8610080353 Response to NRC interrogatories on Contention 1 re util responsibility to 
demonstrate safety of high density reracking.lnterv6nors not responsible for solving 
waste storage problem.W7Certificate of Svc.Related correspondence. 

UMHOFER,B. Mothers for Peace. #486 0977. 86/10/06. Office of the General Coun- 
sel. 16pp. 38177:232-38177:247. 

8610220216 Request for permission to enter upon util land on 861119 to inspect high 
density spent fuel racks proposed for use in spent fuel pools of Units 1 & 2,interroga- 
tories & request for production of documents.W/Certificate of Sve. 

FERGUSON,R,B. Sierra Club. #486 1162. 86/10/17. Atomic Safety and Licensing 
Board Panel. 6pp. 38324:191-38324:196. 
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8610220367 Forwards NRC second set of interrogatories & request for documents re 
Contention 14. Related correspondence. 

CHANDLER, LJ. Assistant General Counsel for Hearings. #486 1199. 86/10/20. 
MCDERMOTT, L Consumers Organized for Defense of Environmental Safety. 1p. 
38327:122-38327:133. 

-8610220372 Second set of interrogatories re Contention 14 concerning neutron em- 
brittlement & other metallurgical deterioration & environ stresses on spent fuel 
pool.Related correspondence. 

MCGURREN.H.J. Assistant General Counsel for Hearings. 86/10/20. Consumers Or- 
ganized for Defense of Environmental Safety. 2pp. 38327:123-38327:124. 

-8610220374 Second set of interrogatories re Contention 1 concerning proposed re- 
raclung of spent fuel pools.Related correspondence. 

MCGURREN,H.J. Assistant General Counsel for Hearings. 86/10/20. Mothers for 
Peace. 2pp. 38327:125-38327:126. 

-8810220380 Second set of interrogatories re Contentions 1 & 2 concerning proposed 
reracking of spent fuel pools. Certificate of Svc encI.Related correspondence. 
MCGURREN,H.J. Assistant General Counsel for Hearings. 86/10/20. Sierra Club. 
7pp. 38327:127-38327:133. 

8610240082 Second set of interrogatories & request for production of documents on 
Contentions 1 & ll.Certificate of Svc end. Related correspondence. 

NORTON.B. Pacific Gas & Electric Co. #486 1227. 86/10/20. Sierra Club. 6pp. 
38346:078-38346:083. 

8610280359 Requests reconsideration of lack of relevant response re Intemogatory 3 
concerning dissimilar metal contact.Util Drawing 439504 shows third dissimilar metal 
(SAE 62 Bronze). Certificate of Svc encI.Related correspondence. 

MCDERMOTT,L Consumers Organized for Defense of Environmental Safety. #486 
1272. 86/10/23. NORTON.B. Pacific Gas & Electric Co. 2pp. 38375:201-38375:202. 

H. General correspondence 

8610030209 Responds to 860904 Itr transmitting constituent D Hoehman request for 
safety hearing re util proposal to increase spent fuel storage capacity at plantinfo re 
public hearing, tentatively scheduled for 870326,provided.W/o stated end. 

STELLO,V. Office of the Executive Director for Operations. 86/09/24. FIEDLER, B. 
House of Rep. 4pp. 37669:303-37669:309. 

-8610030215 Forwards constituent D Hoehman 860828 request for safety hearing re 
util proposal to increase spent fuel storage capacity at plant. 

FIEDLER.B. House of Rep. 86/09/04. KAMMERER,C. NRC - No Detailed Affiliation 
Given. 3pp. 37669:307-37669:309. 

8610100454 Responds to 860826 request for review of Milwaukee Journal 860813 arti- 
cle submitted w/P Vollrath Itr expressing concerns re safe operation of plant following 
seismic event in State of CA.A1I plants must meet seismic requirements. 

STELLO.V. Office of the Executive Director for Operations. 86/10/03. PETRI.T.E. 
House of Rep. 5pp. 38208:352-38208:359. 

Forwards P Vollrath 860819 Itr to C Miles forwarding Milwaukee Journal 
860813 article re sdentist predictions of earthquake In State of CA & questions NRC 
decision to allow operation of plant. 

PETRI.T.E. House of Rep. 86/08/26. KAMMERER.C. Office of Congressional Affairs, 
ip. 38208:357-38208:359. 

-86101 00«7 Forwards Milwaukee Journal 860813 article re scientists predictions of 
* questions NRC decision to allow operation of plant. 
ypLLR^H.P.K. Affiliation Not Assigned. 86/08/19. MILES, C. NRC - No Detailed Af- 
filiation Given. 2pp. 38208:358-38208:359. 

K. Utility Rnal Safety Analysis Report (FSAR) & amends 

8610^381 Forwards Rev 2 to updated FSAR for Diablo Canyon Power Plant,Unlts 1 & 
2 .bsted charges reflect plant status as of 860322. 

HERRERA. J.R., CRANE, P.A. Pacific Gas & Electric Co. 86/09/19. DENTON, H.R. 
^^i^'^Nudear Reactor Regulation, Director {post 851125). 2pp. 38102:061- 

-8610060362 Rev 2 to updated FSAR for Diablo Canyon Power Plant, Units 1 & 2W/ 
one oversize figure. 

* Pacific Gas & Electric Co. 86/09/30. 1.281pp. 38102:063-38105:263. 

M. Antitrust correspondence 

MHB Tech- 

-85060M293 Forw^s recent clarification of Northern California Power Acencv oetltion 

Ifr 'Of olosing out six counts 

Kill 

.►torthem Ca!,Hpmla_Power A, 


P. Operating Hcense stage documents & correspondence 

™ P* ""'“ge.rapair & design of 

“'fsion of 


8609220137 Forwards evaluation of reinstallation of original spent fuel racks oer uodat. 
ed FSAR Chapter 9.Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #486 782. 86/09/17. VARGAS A pwn 
Project Directorate 3. 36pp. 37918:082-37918:117. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Imoortant tn 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nudear Reactor Regulation, Director (post 8511251 afi/oc/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 

8610080239 Partial response to FOIA request. App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A MHB Tech 
nical Associates. 1 7pp. 3823 1 :261-38231 :278. 

-8505100521 Forwards printout from detailed licensing action data base created to 
eliminate discrepancies re open TMI action items. Printout should be reviewed & cor- 
rections given to R Scholl within 2 wks. 

HANNON,J.N. Operating Reactors Assessment Branch. 85/05/06. SCHIERLING H F 
Licensing Branch 3. 3pp. 38231:291-38231:293. ’ ‘ 

—8505160529 Submits daily highlightOn 850507,Unit 1 reached 100% power & de- 
clared commercial & first element of fuel loaded into Unit 2. 

SCHIERLING, H. Licensing Branch 3. 85/05/07. DENTON, H., EISENHUT,D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical SuddoiI 
Branch. 1p. 38231:294-38231:294. '-a' ouppon 

-8505230266 Forwards comments on util "Long-Term Seismic Program Plan Jan 
1985." Plan generally acceptable.Comments & util responses will occupy aoenda of 
850522-23 proposed meeting in Bethesda,MD. ^ 

BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 8302011 
85/05/09. NOVAK, T. Assistant Director for Licensing. 15pp. 38231:295-38231:309. 

-8505280360 Forwards safety evaluation & SALP input supporting 850424 application 
for amend to License DPR-80 re radiological effluent Tech Specs.Proposed changes 
acceptable. 

MULLER, D.R. Assistant Director for Radiation Protection. 85/05/15. NOVAK TM As- 
sistant Director for Licensing. 3pp. 38231:310-38231:312. 

~85060603(^ Surnmary of 850515 meeting w/util & Westinghouse re combined Unit 1 
& Unit 2 Tech Specs & necessary ShoTly notices for issuance of Unit 2 full power 
license & for amerid of Unit 1 full power license.List of attendees end. 

SCHIERLING, H. Licensing Branch 3. 85/05/30. Licensing Branch 3. 2pp. 38231:346- 
38231^347. 

-8506060627 Submits dally highlightOn 85051 5, fuel loading completed for Unit 2.Unit 2 
9° critical on 850707 & will be ready for power ascension by 
85071 7.Three separate reactor trips experienced by Unit 1 since 850518. 
SCHIERLING, H. Licensing Branch 3. 85/05/21. DENTON, H., EISENHUT,D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical Support 

Branch. Ip. 38231:334-38231:338. v.ai ouppon 

-8506130249 Discusses review of Unit 2 applicability code assignment of Unit 1 allega- 
tions on piping & supports as listed in Table 5.6-1, Page E-6 of SSER 26A!I 
allegations.except allegations listed, fall in Category D. 

CHERNY, F.C. Mechanical Engineering Branch. 85/06/05. KNIGHTON, G. Licensing 
Branchs. Ip. 38231:349-38231:352. wv.BMs.niy 

-8506270782 Forwards safety evaluation re 850520 proposed Tech Specs revs based 
on WCAP-10271, * Evaluation of Surveillance Frequencies & Out-of-Svc Times for Re- 
actor Protection Instrumentation Sys." Tech Specs acceptable. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/06/21. NOVAK TM 
Assistant Director for Licensing. 1 p. 38232:01 1 -38232:01 5. 

-8506270790 Safety evaluation re 850520 proposed Tech Specs based on WCAP- 
10271, Evaluation of Surveillance Frequencies & Out-of-Svc Times for Reactor Pro- 
tection Instrumentation Sys." Tech Specs acceptable. 

* Assistant Director for Safety Assessment. 85/06/21. 4pp, 38232:012-38232:015. 

"8507080019 Forwards final draft Tech Specs for Units 1 & 2 for transmittal to util for 
review & certification as consistent w/FSAR.SER & Unit 2 as-built plantSummary of 
changes also end.W/o end. 

CRUTCHRELD.D. Assistant Director for ^fety Assessment, 85/06/28. NOVAK, T.M. 
Assistant Director for Licensing. 5pp. 38232:016-38232:020. 

fracking sys, Including Allegation 100 & 

^ 648.Addl updates will be provided w^n available, 

5. Office of Director. 

hce?fng IfSa. '<N'0HT0N,Q.W. 

ram^piar. evaluatiori of 1^ proposed plan for long-term seismic 

consideration of comments resulting from 850710 
meeting w/util & ACRS 85071 1 meeting. 

for Ucensing. 86/07/02. FRALEY, R.F. ACRS - Adviso- 
ry Committee on Reactor Safeguards, 9pp, 38232:043-36232:054. 

responses re suitability of performing PRA at Level 1 
rather than Level 2, per 850411 reqoeSL > 

NOVAK, TJJI. Assistant Dlr^or for Lloehsing. 88/07/02. FRALEY, R.F. ACRS - Adviso- 
ry Committee on Reactor Safeguards, 3pp. 38232:038-38232:042. 

instructed to comply w/ASME Code Sec- 
inservice testing 

rSioIivIr ? between Tech Specs. .& program noted. 

K'WSHTON.G. Uccnsirrfl 
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-8507250244 Recommends that restriction re parkirig location of polar crane to pre- 
clude Jet impingement be included in Tech Specs. Tech Specs should not be written 
for turbine bldg bridge cranes unless spacing limits become permanent. 

BOSNAK.R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/07/16. NOVAK, T.M. Assistant Director for Licensing. Ip. 38232:081-38232:081. 

-8508010557 Forwards "in-Progress Audit Rept of DCRDR for Diablo Canyon 
Plant.Units 1 & 2.” Rept provides basis for evaluation of DCRDR.DCRDR does not 
satisfy requirements.Meeting should be held to discuss DCRDR process. 

REGAN.W.H. Human Factors Engineering Branch. 85/07/24. KNIGHTON, G.W. Li- 
censing Branch 3. 3pp. 38232:092-38232:130. 

-8508010664 Submits daily highlight.On 85071 5,Reglon V received five documents from 
GAP containing further ailegations,based on Ofc of investigation investigations. 
SCHIERLING.H. Licensing Branch 3. 85/07/22. DENTON,H.R., EISENHUT,D.G. 
Office of Nuclear Reactor Regulation, Director (pre-851125). EDISON,G. Technical 
Support Branch. Ip. 38232:082-38232:082. 

-8508080150 Forwards marked-up Tech Spec Table 3.4-1, "RCS Pressure Isolation 
Valves,” listing addi valves in Items 6,7 & 8 not yet in draft Tech Specs.AII valves 
must be leak rate tested per CRGR 850724 instructions. 

BOSNAK,R. Assistant Director for Comp. & Structures Engineering (Post 830201). 85/ 
07/30. NOVAK,T.M. Assistant Director for Licensing. 2pp. 38232:148-38232:149. 

-8508080242 Provides updated info to be entered into allegation tracking sys. 

LEY.M.C. Licensing Branch 3. 85/07/23. KIRSCH,D.F. Region 5, Office of Director. 
Ip. 38232:088-38232:088. 

-8508080360 Advises that NRR final decision re GAP 10CFR2.206 petitions cannot be 
issued at present due to incomplete reviews & investigations of allegations.Allegations 
provided by GAP to Region V on 850715 have no impact on final decision. 
SCHIERLING,H. Licensing Branch 3. 85/07/26. NOVAK,T.M. Assistant Director for U- 
censing. Ip. 38232:133-38232:133. 

-8508160097 Informs that pressure isolation valve leakage rate acceptance criteria out- 
lined in 850214 memo accepted by CRGR.RevIsed marked-up Tech Specs end. 
BOSNAK,R.J, Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/08/09. NOVAK,T.M. Assistant Director for Licensing. 5pp. 38232:163-38232:167. 

-8509060304 Forwards SSER 32 for final approval to permit issuance. End includes 
comments made by contributors & OELD as of 850730.No comments received In re- 
sponse to 850725 request for div directors concurrence.W/o end. 

NOVAK,T.M. Assistant Director for Licensing. 85/08/08. THOMPSON,H.L. Division of 
Licensing (800428-851124). 1 p. 38232:162-38232:162. 

-8509260364 Submits daily highlight.Util submitted rept describing high density spent 
fuel storage mods by 850919 Itr.New fuel storage racks will be installed in dry spent 
fuel pool condition to reduce radiation exposure. 

SCHIERLING,H. Licensing Branch 3. 85/09/23. DENTON,H.. EISENHUT,D.. 
LYONS, J. Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 
38232:185-38232:186. 

-8510150211 Notifies Of transfer of Allegations 1686 & 1690 from NRR to Region V for 
final closure responsibillty.Region V input needed.NRR will provide supplemental tech- 
nical assistance if necessary. 

KNIGHTON,G.W. Licensing Branch 3. 85/10/03. KIRSCH,D.F. Region 5, Office of Di- 
rector. Ip. 38232:187-38232:187. 

-8510150213 Forwards full power OL Tech Specs.Tech Specs combined for both units 
can be appended to Unit 1 OL by amend.Util clarifications & changes Incorporated in 
Tech Specs,per 850701 request. W/o end. 

CRUTCHFIELD,D. Assistant Director for Safety Assessment. 85/08/05. NOVAK,T.M. 
Assistant Director for Licensing. 2pp. 38232:158-38232:159. 

-8510150414 Requests review of util rept re reracking of spent fuel pools for 
facilities. Input for safety evaluation should be provided by 860331 in accordance w/ 
end proposed SER outline. 

SCHIERLING,H. Licensing Branch 3. 85/10/03. BERLINGER,C. Core Performance 
Branch. PARR,0. Auxiliary Systems Branch. LEAR.G.E. Structural & Geotechnical En- 
gineering Branch. 3pp. 38232:188-38232:190. 

-8510180106 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850906 request to implement relaxed axial offset control. 

KNIGHTON,G.W. Ucensing Branch 3. 85/10/11. NOTTINGHAM, D. Division of Licens- 
ing (800428-851124). 3pp. 38232:206-38232:210. 

-8510180113 Initial NSHC determination & noticing action re util 850906 application to 
amend Licenses DPR-80 & DPR-82, implementing relaxed axial offset control for Unit 
1 after 8.000 MWD/ module test unit burnup.Amend involves NSHC. 

SCHIERLING.H,, KNIGHTON, G.W. NRC - No Detailed Affiliation Given. 
CHANDLER,W. Office of the Executive Legal Director (Pre 860701), 85/10/11. 2pp. 
38232:209-38232:210. 

-8510180126 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850827 request re electrical power sys battery sets & charges. 
KNIGHTON,G.W. Licensing Branch 3. 85/10/11. NOTTINGHAM.D. Division of Ucens- 
ing (800428-851124). 4pp. 38232:211-38232:216. 

-8510180128 initial NSHC determination & noticing action re util 850827 application for 
amends to Licenses DPR-80 & DPR-82 re electrical power sys battery sets & associ- 
ated chargers. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 85/10/11. 2pp. 38232:215- 
38232:216. 


-8511140342 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-18 & proposed NSHC determination & opportunity for 
hearing on 850827 request re refs to reactor coolant pump breaker trips. 

KNIGHTON, G.W. Licensing Branch 3. 85/11/08. NOTTINGHAM.D. Division of Licens- 
ing (800428-851124). 5pp. 38232:241-38232:247. 

-8511140348 Initial NSHC determination & noticing action re util 850827 application for 
amends to Licenses DPR-80 & DPR-81 re Tech Spec changes to delete refs to reac- 
tor coolant pump breaker position trip.Amend Involves NSHC. 

KNIGHTON,G.W. NRC - No Detailed Affiliation Given. 85/11/06. 2pp. 38232:246- 
38232:247. 


-8511180147 Requests submittal date for providing info addressing Generic Ltr 83- 
28,Sectlons 4.2.3 & 4.2.4 re life testing & replacemenLLicensee must respond by 
860131 to meet schedule for completing review projects. 

LAGRANGE, R.G. Equipment Qualification Branch. 85/11/07. KNIGHTON, G. Licensing 
Branch 3. Ip. 38232:240-38232:240. 

-8511210039 Requests that task of reviewing justification for use of energy balance 
technique to qualify masonry walls be added to Assignment 6 to Contract NRC-03-81- 
130. 

LEAR.G.E. Structural & Geotechnical Engineering Branch. NRC-03-81-130. 85/11/15. 
WILLIAMS.M. Division of Licensing (800428-851124). 3pp. 38232:259-38232:266. 

-8511250004 Forwards Mechanical Engineering Branch SER re safety & relief valve 
testing,per NUREG-0737,ltem II.D.I.Info demonstrates ability of RCS PORV.safety 
valves & piping to function under expected operating conditions. 

BOSNAK.R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/11/18. NOVAK,T.M. Division of Licensing (800428-851124). 2pp. 38232:267- 
38232:268. 


-8511250327 Advises that util 850827 Tech Spec change request allowing mod of re- 
actor trip circuitry acceptable.Review required no interaction w/applicant, therefore, no 
SALP input provided. 

HOUSTON.R.W. Assistant Director for Reactor Safety. 85/11/18. NOVAK, T.M. Assist- 
ant Director for Licensing. 2pp. 38232:294-38232:299. 

-8512190280 Notifies of transfer of spent fuel pool rerack licensing amend application 
to Div of PWR Licensing A.SER not due until 860331 .Possibility of hearing exists. 
LIAW.B.D. Engineering Branch (BWR). 85/12/12. BALLARD.R.L Engineering Branch 
(PWR-A). Ip. 38232:341-38232:349. 

-8601060490 Fonwards SSER input re clarification of Tech Spec requirements for start- 
up test reporting Section 6.9.Task completed. 

KNIGHT,J.P. Assistant Director for Technical Support (PWR-A). 85/12/20. 
VARGA.S.A. PWR Project Directorate 3. 2pp. 38232:350-38233:079. 

-8601160332 Fonvards request for addI info re spent fuel pool reracking, to complete 
radiological review of util 850919,1030 submittals & 851205 meeting w/NRC. 

KNIGHT, J. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/01/ 
10. SCHIERLING,H. PWR Project Directorate 3. 2pp. 38233:102-38233:103. 

-8601160593 Notice of consideration of issuance of amends to Licenses DPR-80 & 
DPR-82 & proposed NSHC determination & opportunity for hearing on 851030 request 
re spent fuel pool storage capacity. 

NORRiS,J.A. PWR Project Directorate 3. 86/01/06. 20pp. 38233:080-38233:099. 

-8601220038 Forwards request for addi info based on review of licensee submittal con- 
cerning proposed spent fuel expansion.Expedited response needed to complete 
review. 

ROSA,F. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/01/ 
15. SCHIERLING,H.E. PWR Project Directorate 3. 4pp. 38233:104-38233:106. 

-8601280242 Requests response to end questions re high-density spent fuel rack 
design & analysis in order to complete review. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/01/23. 
SCHIERLING,H. PWR Project Directorate 3. 4pp. 38233:108-38233:111, 

-8601300020 Describes transfer of review responsibilities for DCRDR per Suppi 1 to 
NUREG-0737 for listed plants from Div of Human Factors Technology to PWR Licens- 
inQ-A.Status of each plant summarized. 

ROWSOME,F,H. Human Factors Issues Branch. 86/01/24. ROSA,F. Electrical, Instru- 
mentation & Control Systems Branch (PWR-A). 4pp. 38233:1 12-38233:146. 

-8602060371 Discusses utils requests for relief from present schedules of diesel gener- 
ator testing.Zion Units 1 & 2 still following accelerated testing regime,per 800229 con- 
firmatory order. Diablo Canyon requests for exemptions being processed. 

NORRIS,J.A. PWR Project Directorate 3. 86/01/29. VARGA,S.A. Division of Pressur- 
ized Water Reactor Licensing - A (post 851 125). 1p. 38233:147-38233:193. 

-8603030409 Forwards request for addi info needed to complete evaluation of high- 
density spent fuel rack design & analysis.Advance copy provided to F Rinaldi for 
transmittal to licensee. 

ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 86/02/24. 
SCHIERLING.H. PWR Project Directorate 3. 2pp. 38233:194-38233:195. 

-8603110033 Responds to 860123 memo.NRR in process of closing out remaining alle- 
gations on facility.Evaluations expected to be completed by Mar 1986.Region V eval- 
uations for individual allegations & info to be included in apps requested. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/02/ 
26. MARTIN, J.B. Region 5, Office of Director. 3pp. 38233:196-38233:200. 


-8511010136 Forwards lists of documents responsive to FOIA Requests 84-741,84- 
742,84-743 & 84-744.Some documents may ref or include confidential info. 
KNIGHTON, G.W. Licensing Branch 3. 85/10/23. SMITH,H. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 14pp. 38232:218-38232:234. 


-8603270412 Forwards evaluation supporting licensee request for use of ASME Code 
Case N-411,8ubj to listed restrictions. 

ROSSI, C.E, Assistant Director for Technical Support (PWR-A). 86/03/24. 
SCHIERLING.H. PWR Project Directorate 3. 4pp. 38233:208-38233:211. 


-8511120444 informs of need for addi info to complete review of environ assessment 
for spent fuel pool expansion.lnfo concerns fuel pool heat load (Btu/h) for original 
design to determine percent increase for new design. 

PENTECOST, E.D. Environmental & Hydrologic Engineering Branch. 85/11/05. 
SCHIERLING.H. Licensing Branch 3. Ip. 38232:239-38232:239. 


-8604030185 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 

a on 860213 request re addition of check valves to Tech Spec. 

,S.A. PWR Project Directorate 3. 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:21 9-38233:228. 
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-8804030416 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing cm 860214 request re increase of max enrichment of reload fuel. 

VARGA,SJk. PWR Project Directorate 3. 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:212-38233:214. 

-8604030443 Requests FR pubf'ffiation of notice of consideration of issuance of amends 
to licenses DPR-80 & DPR-82 & propc^ed NSHC determination & opportunity for 
hearing on 860214 request to change Tech Spec re containment cooling sys. 
VARGA.SA PWR Prc^t Directorate 3. 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:215-38233:218. 

-8604040631 Requests FR (Hibiication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 

» on 851224 request re reducir^ excessive testing of diesel generators. 

SA PWR Project Directorate 3. 86/03/31. NRC - No Detailed Affiliation 
Given. 6pp. 38233:233-38233:238. 

-8604040638 Requests FR publication of rmtice of consideration of issuance of amends 
to Licenses DPR80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 851226 request re op^tion w/swing diesel generator out of svc. 

VARGA, S,A. PWR Project Directorate 3. 86/03/31, NRC - No Detailed Affiliation 
Given. 4pp, 38233:229-3823323^ 

-8610080256 Safety evaluation re util 850424 application for amend to License DPR- 
SO.changing ratfiologica! effluent Tech Sp&x re radwaste mgtProposed changes ac- 
ceptable. 

• Office of Nuclear Reacts Regulation, Director {pre-851125). 85/05/15. 8im. 
38231:313-38231:320. 

-W10090072 Forwards “long Term Seismic Program, Program Plan for Reevaluation of 
DiaWo Canyon Power Plant" & util responses to NRC staff comments on program 
plan. 

ROTHMAN, R.L Geoscierx^s Branch. 85/10/10. SAVY,J. Lawrence Livermore Na- 
tionaf laboratory. 2pp. 38232:197-38232:198. 


-8405210097 Forwards draft response to Govt Accountability Project 840503 2.206 pe- 
tition requesting decision to exceed 5% power be deferred until certain actions taken. 
HOEFLING, R. Regional Operations & Enforcement Division. 84/05/08. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 3pp. 38207:134- 
38207:136. 

-8405210299 Forwards Govt Accountability Project 840412 2.206 request that Commis- 
sion take actions before reinstating low power OL.Ltr should be considered part of 
review effort & issues raised in Itr should be addressed. W/o end. 

BURNS, S.G. Office of the Executive Legal Director (Pre 860701). 84/05/07. 
DENTON, H. Office of Nuclear Reactor Regulation. Director {pr0-851l25). 2pp. 
38207:132-38207:133. 

-8406210185 Forwards draft Itr to util providing NRC agreement w/State of CA Historic 
Preservation Ofc no effect determination re Site SLO-2. Notification provided per 
36CFR800.4(b)(1). 

REGAN, W.H, Site Analysis Branch. 84/06/12. KNIGHTON.G.W. Licensing Branch 3. 
2pp. 38207:1 60-38207:1 62. 

-8407310597 Forwards documents for use in upcoming Commission meeting re full 
power license amend. W/o end. 

DIRCKS,W.J. Office of the Executive Director for Operations. 84/07/24. PALLADINO 
Commissioners. 30pp. 38207:176-38207:205. 

-8408090485 Forwards briefing slides & statement of I Yin for upcoming full power 
Commission meeting. 

DIRCKS,W.J. Office of the Executive Director for Operations. 84/07/31. PALLADINO 
Commissioners. Ip. 38207:175-38207:175. 

-8502050749 Forwards lists of NRR personnel who participated in facility allegations & 
piping & pipe supports evaluations, per 8501 1 7 request. W/o ends. 

SHILLING, H. Licensing Branch 3. 85/01/28. BOULDEN.H. Office of Inspector & 
Auditor. 4pp. 38207:247-38207:252. 


-8610090101 Informs that level of effort & proposed schedule discussed in 851016 Itr 
re Contract NRC-03-8l-l30.Finaj Work Assignment 26. "Evaluation of Spent Fuel 
Racks Structural Analysis," aa:eptd>le. 

CARRINGTON, M. Division of Licensing (800428-851124). NRC-03-81-130. 85/10/31. 
PANDEY.S. ARVIN/CALSPAN Advanced Technology Center. Ip. 38232:237- 
38232:238. 

-8610^162 Informs that qualification file for core exit thermocouple junction boxes 
provides reasortade assurance that junction boxes capable of functioning as required 
«r? postdated pressue & temp enwron. 

WGR^GE,R.G. Equipment Qualification Branch. 85/11/12. KNIGHTON.G. Ucensing 
Branch 3. Ip, 38232:248-38232:248. ^ 

-8610090172 Forwards util request for amends to Licenses OPR-80 & DPR-81 re spent 
Tud pod reracking for info & review.Review schedule & list of reviewers end W/o 
amend rec^jest 

SCHtERUNG.H. Ucensing Branch 3. 85/11/13. BROOKS.W.. WITT.F.. KIM,S.B. NRC 
- No Detatied AffiUation Given, 4pp. 38232:249-38232*258. 

-W10090197 Forwards draft rept containing results of review of allegation mqt for 
requested within 15 days of memo date 

c Cyfice of Inspector & Auditor. 85/11/26. DIRCKS.W.J. Office of the 

Executive Director for Operations, ip. 38232:300-38232:301 . 

^ testing.per NUREG-0737.ltem 11.D.1 or MuW- 

demonstrates ability of RCS PORVs.PORV block valves, safety 
valv^a ^c^ted ppng to function under expected operating conditions, ^ 

38^S^232§3 Regulation. Director (pre-851125). 85/11/18. 25pp. 

^ Proyam Analysis Staff (post 851125). 86/03/17 
Pressurized Water Reactor Ucensing - A (post 851125). Ip! 

t o,uta.fo rwarding name of new member to be added to 
^ of partidpante schadded to conduct regulatory effectiveness review from 860519- 

Region 5, Office Of 

8610<^0413 Reyi^ written corKXirrence to temporarily reroute seawater rewerce n® 
^ ^^S,iCR. Califomia, State of. 

locale 3. eipp. 3a055;019-381^^M,*^' Projeot Oireo- 

a ais. 

Licensing 

aSSMt tetluestFoniaids documents listed on App 

H01MES,QA MH8 Tech- 

BOSZTOCZyZR. 'aMpment 


-8505310082 Litigation Rept 11 for 1985. 

General Counsel. SECY-85-156. 85/05/03. 6pp. 

38208:1 1 5-38208:1 24. 


—8512120256 Expresses concern on behalf of M Cattoir over events surrounding auto- 
matic shutdown on 85051 8.Closed valves should have been open & water rushed 
fhfo ugo p iping designed for steam causing pipe support fractures. 

'^®P- ®5/10/24. PALLADINO.N. Commissioners. 3pp. 

dO£Uo:i 25-38208: 1 36. 


resolution of Allegations 162 re QA procedures 
lmpositlon.Allagatlon 1703 

PALUDINO. QIUNSKY. ROB- 

I"® preparation for ACRS 840210 briefina on 

oversDeerforntSKS^ri^riii^^L^^^^ common mode failure & main turbine 

during seismic event. 

Assistant Director for 

ASUB 840330 Decision AUB-763 re design QA. Verification 
seSo aSsmioWgn adSqwfe"'®'''’'’ '’^^‘'e reasonable assurance that 

DENTON^Hr''^’^^^^ S!h® Legal Director (Pre 860701). 84/04/03. 

DEYOUNG R ’ Regulation. Director (post 851125). 

38207:lli-382lS’*13l.^ Inspection & Enforcement, Director (Post 820201). 2pp. 

Requests review of add! allegations received to determine whether de- 
by WiTo 2^®^°"® required prior to issuance of full power Ilcense.Comments requested 

VOLLMER,R.H. Di- 

"toSeS^estX^33““" “P®" ''®™ « 

85/01/03. Division of Licensing 

consultants re plant seismic 
cepted. ecxjeieration values In seismic reevaluation program ac- 

si^.%1'07Sl^M07^^.“''°®'^®' °ENT0N.H. NRC - No 

"w^tton memo forwarding list of NRR personnel 

■ NO Debdied 
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-8610100149 Forwards documents re plant allegations, including Joint Intervenors 
84061 1 reply to util & NRC concerning design QA, const QA & licensee character & 
competence. W/o ends. 

CHANDLER.LJ. NRC - No Detailed Affiliation Given. 84/06/21. EISENHUT.D. Division 
of Licensing (800428-851124). MARTIN, J.B. Region 5, Office of Director. 2pp. 
38207:155-38207:159. 

-8610100159 Forwards rept re special evaluation of shift advisors.Review concludes 
training program adequate & meets industry proposals. 

THOMPSON, H.L Division of Human Factors Safety (800428-851124). 84/04/25. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 
38207:163-38207:163. 


-8610100164 Comments on plant Sholly packages.Review concludes no legal objection 
to issuance of notice for Unit 1. Package for Unit 2 does not appear necessary. 
CHANDLER,L.J. NRC - No Detailed Affiliation Given. 85/06/10. SCHIERUNG,H. NRC 
- No Detailed Affiliation Given. 1p. 38207:329-38207:329. 

-8610100166 Discusses ASLAB 840629 decision re appeal of ASLB Aug 1982 initial 
decision authorizing issuance of full power OLs. ASLAB concluded ASLB erred in at- 
taching condition requiring further final FEMA findings. 

CUNNTnGHAM,G. Office of the Executive Legal Director (Pre 860701). 84/07/06. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-85112S). 
DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201), 2pp. 
38207:164-38207:165. 

-8610100175 Confirms discussions re relationship between allegations & matters before 
ASLAB concerning design QA matters.Effect of matters on evaluations presented in 
SSERs 16,18 & 19 should be considered. 

CHANDLER, L.J, Office of the Executive Legal Director (Pre 860701). 84/01/13. 
KNIGHT,J., BISHOP, T. NRC - No Detailed Affiliation Given. 7pp. 38207:166- 
38207:172. 


-8610100187 Forwards util response to ASLAB 840628 memorandum & order request- 
ing further info re acceptability of using A307 boits.W/o end. 

CHANDLER,L.J. Office of tne Executive Legal Director (Pre 860701). 84/07/16. 
KNIGHT,J. NRC - No Detailed Affiliation Given. 1p. 38207:174-38207:174. 

-8610100193 Forwards summary sheet for Allegations 1230 & 1231 .No further action 
required. 

BOSNAK,R.J. NRC - No Detailed Affiliation Given. 86/03/04. NRC - No Detailed Affili- 
ation Given. 3pp. 38208:064-38208:066. 

-8610100201 Confirms 850208 conversation re plant allegation review. No documenta- 
tion prior to 840913. 

GRIMES,C. Systematic Evaluation Program Branch. 85/02/11. KARAS,F. Division of 
Rules and Records. 1p. 38208:104-38208:104. 

-8610100207 Partially deleted memo forwarding Electrical,lnstrumentation & Control 
Sys Branch safety evaluation of proposed Tech Spec revs re batteries.SALP input 
also end. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A), 86/03/06. NRC - No 
Detailed Affiliation Given. 1p. 38208:105-38208:105. 

-8610100209 Discusses Commission 840810 Decision CLI-84-12 re consideration of 
earthquakes in context of emergency planning & Memorandum & Order CLI-84-13 au- 
thorizing issuance of full power OL. 

CUNNINGHAM,G. Office of the Executive Legal Director (Pre 860701). 84/08/14. 
DENTON,H.R, Office of Nuclear Reactor Regulation, Director (pre-SS1 125). 
DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 
MINOGUE,R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 21pp. 
38207:206-38207:227. 


-8610100213 Safety evaluation accepting proposed Tech Spec revs re batteries. 

* NRC - No Detailed Affiliation Given. 86/03/06. 5pp. 38208:106-38208:110. 

-8610100219 Forwards resolution of Diablo Canyon Allegation 676.Action completes 
resolution of outstanding allegations under Technical Assistance Mgt Branch responsi- 
bility. 

WILLIAMS,M.H. Planning & Program Analysis Staff (post 851125). 06/03/14, 
VARGA,S.A. PWR Project Directorate 3. 4pp. 38208:111-38208:114. 

8610200390 Partial response to FOIA requestForwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, Q.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38336:346. 

-8112100549 Discusses QA Branch plans re determination of acceptability of util design 
verification program. 

HAASS,W.P. Quality Assurance Branch, 81/11/30. MIRAQLIA,F.J. Ucensing Branch 
3. 2pp. 38335:219-38335:220. 

-8112100616 Requests review of Commission 811119 order & 811119 Itr re design ver- 
ification prqgram.Comment requested by 811 125. 

MIRAGUA,F.J. Ucensing Branch 3. 81/11/20. ENQELKEN.R.H. Region 5, Office of 
Director (810301-820201). 6pp. 38335:213-38335:218. 

-8201190331 Summary of 811217 meeting re facility proposed design verification, 
EISENHUTAG. Oivlstorj of Ucensing (800428-851124). 81/12/21. DENtON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 16pp. 38335:226- 
38335:241. 

-8203010096 Comments on Section 4.2,5,0 & 8.0 of verification plan per 811214 
r^i«8l.Deslgn audit plan shduld discuss guidelines, to be used in determining suitabil- 
ity of design methods, 

C>iy|8lon of Resident A Regional Reactor Inspection. 81/12/17. 
EiSENHUT,D.G. Division of Ucensing (800428-851124). 1p, 38335:221-38335:225, 

-8205030609 Comments on util overiail mgt plan A TES Phase I program mgt plan for 
facility.Sub] documents complete A responsive to Commission order A needs in QA 

HAASS,W.P.. Quality Assurance Branch: 82/04/22. VOLLMER,R.H. Division of Engi- 
neering (pre-861 125). 2pp. 38336:291-38335:293. 


-8206040019 Forwards Itr from concerned engineer stating concern re seismic reanaly- 
sis being conducted at facilitie8.Concems should be factored into NRC review of re- 
verification effort. 

SNIEZEK,J. Office of Inspection A Enforcement, Director (Post 820201). 82/05/18. 
CASE,E. Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 38335:294- 

ODOOCaOOil ~ 


-8208060304 Provides list of ITRs w/board notification numbers as of 820728 in re- 
sponse to 820723 memo. 

EISENHUT,D.G. Division of Licensing (800428-851124). 82/08/03. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 1p. 38335:303- 


-8212220056 Forwards draft outline for fuel loading/low power SER. Approach follows 
that of SECY-82-41 4.Comments requested no later than 821209. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/12/03. MATTSON, R.J. Di- 
vision of Systems Integration (811005-851124). 10pp. 38336:003-38336:012. 

-8212220327 Forwards Div of Engineering updated program for conducting independent 
design verification program review. 

VOLLMER.R.H. Division of Engineering (pre-851125). 82/12/15. EISENHUT.D.G. Divi- 
sion of Licensing (800428-851124). 9pp. 38336:013-38336:021. 

—8301210176 Comments on "Diablo Canyon Independent Design Verification Program," 
draft Interim technical rept,Phase ll,addl sample A add! veriflcatjon.Other technical 
review branches should also be apprised of rept. 

KNIGHT,J.P. Assistant Director for Comp. A Structures Engineering (Pre 830201). 83/ 
01/07. NOVAK,T.M. Assistant Director for Licensing. Ip. 38336:049-38336:051. 

—8302010014 Fomrards response to Teledyne request for info re nodes used in making 
envelope floor response spectra A location of max response In concrete for fan cooler 
section 5.W/0 end. 

POLK,H. Structural Engineering Branch. 83/01/06. SCHIERLING.H. Licensing Branch 
3. Ip. 38336:046-38336:048. 

-8303020333 Requests new review of component cooling water sys design 
adequacy.ltems to be addressed in review ll8ted.SER Input due by 830331 . 
EISENHUT.D.G. Division of Licensing (800428-851124). 83/02/18. MATTSON, R. Divi- 
sion of Systems Integration (811005-851124). 2pp. 38336:067-38336:068. 

—8303040124 Advises that div will provide SER input re design adequacy of plant com- 
ponent cooling water sys by 830331 A requests Div of Licensing exp^lte responses 
from util re documentation util committed to provide at 830128 meeting. 

Division of Systems Integration (811005-851124). 83/02/24. 
EISENHUT.D.G. Division of Licensing (800428-851124). 3pp. 38336:069-38336:088. 

-6304050552 Comments on S&W 830318 Itr transmitting Rev 1 to Interim Technical 
Rept 38. "Final Rept on Const QA Evaluation of WIsmer A Becker." Section 6 re eval- 
uation of review results does not appear to bo consistent w/findings. 

HARPSTER.T.L QA Branch. 83/03/25. KNIQHTON.G.W. Licensing Branch 2. 2pp. 
38336:094-38336:104. " 

-8305060159 Summarizes 830418 meeting w/J Wermlel.A ViettI A B Buckley A "J 
Smith" re status of NRC reevaluation of component cooling water sys-Comments so- 
licited from J Smith on draft SER In area of surge tank level instrumentation seismic 
design. 

PARR.O.D. Auxiliary Systems Branch. 83/04/27. DENTON, H.R. Office of Nuclear Re- 
actor Regulation. Director (pre-851125). 2pp. 38336:089-38336:090. 

-8307190297 Notification of 830706 meeting in Bethesda,MD to discuss seismic analy- 
sis of buried tanks at fadlity.Requests reporter to prepare transcripts. 

KNIGHTON.G.W, Ucensing Branch 3. 83/06/29. SULLIVAN,P.A. Administrative A Lo- 
gistical Support Branch. 2pp. 38336:130-38336:131. 

-8310060473 Forwards project schedule milestones received 830923 A updated Tele- 
dyne Engineering (IDVP) Svcs completion schedule received 830924. 

SCHIERLING.H. Licensing Branch 3. 83/09/30. Ucensing Branch 3. 4pp. 38336:150- 
38336:153. 

—8310130375 Notification of 831014 briefing for Commissioner Gilinsky, covering analy- 
ses A mods used to restore seismic response of annulus steel structure. 

KNIGHT, J.P. Assistant Director for Comp. A Structures Engineering (Post 830201). 
83/10/04. VOLLMER,R.H. Division of Engineering (pre-851125). 1p. 38336:163- 
38336:163. 

-1^02(^29 Requests input to SSER 19 re fuel load requirements.Inputs required by 

SCHIERLING,H. Licensing Branch 3, 83/10/07, KNIGHT, J.P., WERMIEUJ.. KUO.P.T. 
NRC - No Detailed Affiliation Given. 8pp. 38336:1 64-38336:1 71 , 

-8610200412 Discusses design QA A possibility of need for broader look at design QA 
than that provided by Cloud A IE.Suggest8 listed longer term remedies to overcome 
lack of QA. 

VOLLMER.D. NRC - No Detailed Affiliation Given. 81/10/26. DENTON, H. NRC - No 
Detailed Affiliation Given. Ip. 38335:150-38335:150. 

-8610200423 Advises that author obtained listed ihfo which may be of use in develop- 
ing seismic reverlflcation program for Diablo CanyoaRelated Info end. 

* NRC - No Detailed Affiliation Given. 81/10/28. NRC - No Detailed Affiliation Given. 
37pp. 38335:151-38335:212. 

-8610210158 Recommends that end proposed board notification re seismic design ver- 
ifiqation program be transmitted to Commission. W/o end. 

TEDESCOiR.L Assistant Director for Ucensing. 82/03/05. EISENHUT,D.G. Division of 
Licensing {800428-851124). Ip, 38335:242-3^35:252. 

-8610210181 Notification of postponement of 820326 meeting w/util in Bethesda-MD to 
discuss NRC questions re QA audit reviews performed by R,F. 
Reedyj|nc.Agenda«attendance list, handouts A viewgraphs from 820325 meeting end. 
SCHrERLING,H.E. Ucensing Branch 3. 82/03/25. MIRAQLIA,F,J. Licensing Branch 3. 
38pp. 38335:253-38335:290. 

?;iA8t0210498 Requests that R,L Cloud A Assoc review thermal/deadweight analysis A 
hosgri.Thermal/deadwsight analysis does not match seismic or current field support 
configuration. 

* Affiliation Not Assigned. 82/05/18. NRC • No Detailed Affiliation Given. 6pp. 
38336:295-38335*.300. 
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-86102102S2 Forwards draft Commission paper re Facility Phase ll,for review & 
commentUst of open items on Phase II end. „ 

EISENHUT.D.G. Division of Ucensing (800428-851124). 82/10/01. DENTON, H.R. 
NRC - No Detailed Affiliation Given. 2pp. 38335:356-38335:357. 

-8610210278 Lists meetings scheduled on fadlity.Details of meetings encl.NRC aten- 
dance recommended. _ . ^ .-r 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 82/12/29. EISENHUT.D.. 
KNIGHT, J., PARR.O. NRC - No Detailed Affiliation Given. 7pp. 38336:022-38336:045. 


-8610210314 Forwards list of facility meetings scheduled for next wks. List based on 

info provided by Teledyne & util as of 830217. . « 

SCHIERLING.H, NRC - No Detailed Affiliation Given. 83/02/17. EISENHUT.D.G., 
VOLLMER.R.H., MATTSON, R.J. NRC - No Detailed Affiliation Given. 2pp. 38336:061- 
38336:066. 


—8610210449 Advises that 830617 reserved tor meeting w/util & Diablo Canyon project 
m^ to discuss schedute.preoperation & hot functional test & other issues & 
requirements.Wishes to be informed of which NRC personnel should attend. 
SCHIERLING.H. NRC - No Detailed Affiliation Given. 83/06/10. EISENHUT.D.G. NRC 
- No Detailed Affiliation Given. 2pp. 38336:122-38336:125. 

—8610220242 Responds to 821109 memo re NRR & Region V views on facility design 
verification program.Concurs w/ recipient view that expanded Phases I & II program 
will assure that deficiencies in design program of util will be identified. 

ENGELKEN.R.H. Region 5, Office of Director. 82/11/09, DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (pre-851125). Ip. 38336:223-38336:346. 


8610100617 Discusses request to reroute Discharge 001 N secondary effluent from 
package sewage treatment plant for domestic sewage only.Rerouting acceptable per 
Discharge Prohibition A.3.Revised program end. 

JONES,K.R. California, State of. 86/10/01. FURTADO,V.C. Pacific Gas & Electric Co. 
10pp. 38202:263-38202:272. 


8610150457 Summary of 860919 meeting w/utli & NUS to review engineering calcula- 
tions & installation procedures for reinstallation of original spent fuel racks into Unit 1 
fuel pool.Attendee list & supporting documentation end. 

SCHIERLING.H. PWR Project Directorate 3. 86/10/01. PWR Project Directorate 3. 
23pp. 38260:010-38260:092. 


-8610150461 Amend 3 to application for OL.responding to requests for addi info trans- 
mitted in 731228 & 740104 Itrs & including other miscellaneous changes & corrections 
to FSAR. 

WORTHINGTON.J. Pacific Gas & Electric Co. 74/02/15. 6pp. 38260:034-38260:039. 


—8610150474 Discusses preliminary review of application for licenses to operate two 
reactors.Application not sufficiently complete for detailed revlew.EncI 1 identifies 
FSAR defidencies & End 2 identifies addi financial info needed. 

GIAMBUS^.A. Atomic Energy Commission, Directorate of Licensing. 73/08/13. 
SEARLS.F.T. Pacific Gas & Electric Co. 4pp. 38260:040-38260:043. 

—8610150479 Forwards application for Class 104b OL.FSAR forwarded separately.W/o 
application.Supportlng documentation end. 

SEARLS,F.T. Pacific Gas & Electric Co. 73/09/28. Atomic Energy Commission, Direc- 
torate of Ucensing. 35pp. 38260:044-38260:080. 

—8610150482 Forwards request for addi info to continue review of application for 
OLConfirmation re Inconwration of mods to WCAP-8185 in amend re 17x17 fuel 
design requested.Supporting documentation end. 

GOLLER.K.R. Atomic Energy Commission, Diredorate of Licensing. 74/01/04. 
SEARLS,F.T. Pacific Gas & Electric Co. 12pp. 38260:081-38260:092. 

8610150180 Partial response to FOIA requesLApp G documents end. Documents also 
available In PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES.G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 


-8610150187 Advises that Diablo Canyon Review Panel transferred closeout responsi- 
bility for listed ailegations to NRR during 850409 meeting.W/o stated end. 
KiRSCH.D.F. Region 5, Office of Director. 85/05/10. SCHIERLING.H.E. Region 5. 
Office of Director. 1p. 38259:210-38259:210. 


-8610150207 Forwards comments from review of proposed combined Tech Specs for 
Units 1 & 2. 

KIRSCH.D.F. Region 5, Office of Director. 85/07/17. NOVAK,T.M. Assistant Director 
for Ucensing. 17pp. 38259:219-38259:235. 

-8610150216 Ack receipt of 850718 package of allegations from T Devine. As of 
85071 8,package not submitted as 2.206 amend. 

KfRSCH,D.F. Region 5, Office of Director. 85/07/23. Region 5, Office of Director. Ip. 
38259*.236-38259:236. 

-8810150262 Requests encouragement for completion of outstanding allegations re fa- 
cility. 

MARTIN.J.B. Region 5, Office of Director. 86/01/23. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38259:261-38259:261, 

8610150215 Forwards evaluation of reinstallation of original spent fuel racks & certain 
as-measured welds.Changes to racks, method of reinstallation & as-measured welds 
acceptable & do not require license or Tech Spec change. 

VARGA, S.A. PWR Project Directorate 3. 86/10/03, KIRSCH,D.F. Region 5. Office of 
Director. 2pp. 38255:070-38255:282, 

—8610150216 Safety evaluation accepting rdnstallation of original ^ent fuel racks at 
facility. 

• Office of Nuclear Reactor Regufation, Director (post 851125). 86/10/03. 35pp. 
38255:072-38265:182. 


-8609220284 Submits daily highlightOn 86091 9, meeting will be held w/ util to 
dtscus8,{n further detail,reinstallation of original racks into Unit 1 spent fuel pool. 
SCH1ERUNG,H.E PWR Project Directorate 3. 86/09/18. DENTON.H.. VOLLMER,R.. 
LYONS,J. NRC - No Detailed Affiliation Given. 11pp. 38255:183-38256:193. 


-86101 50229 Forwards application for OL.FSAR being forwarded separately. 

SEARLS,F.T. Pacific Gas & Electric Co. 73/09/20. Atomic Energy Commission, Direc- 
torate of Licensing. 32pp. 38255:198-38255:229. 

-8610150231 Forwards request for add! info re new 17x17 fuel design, based on review 
of FSAR through Amend 1 . 

GOLLER.K.R. Atomic Energy Commission - Deputy Director for Reactor Projects. 74/ 
01/04. SEARLS.F.T. Pacific Gas & Electric Co. 12pp. 38255:230-38255:282. 

8610150363 Summary of 860925-26 meetings w/util in Bethesda.MD re as-built welds 
on Unit 1 original spent fuel racks. 

SCHIERLING.H. PWR Project Directorate 3. 86/10/03, PWR Project Directorate 3. 
7pp. 38258:102-38258:121. 

-8610150369 Informs of agreement made during 860924 telcon for NRR to assume 
lead responsibility for technical assessment of resident Inspectors findings re spent 
fuel racks. NRR should make technical judgement re weld length deficiencies. 
KIRSCH.D.F. Region 5, Office of Director. 86/09/24. HOLAHAN.G. Operating Reac- 
tors Assessment Staff (post 851125). 13pp. 38258:109-38258:121. 

8610140354 Final response to FOIA request.Forwards App A & B documents. App B 
documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. BISHOP.T.W. O’Brien- 
Kreitzberg & Associates, Inc. 3pp. 38234:031-38234:070. 

-8108100503 Submits status of evaluation by Coastal Engineering Research Ctr re facil- 
ity intake structure flooding - breakwater damage. 

FLIEGEL,M. Hydrologic & Geotechnical Engineering Branch. 81/07/29. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:034-38234:038. 

-8108210266 Submits tentative schedule for breakwater problem solving & status 
rept.Marked-up H Denton 810714 memo to Elsenhut end. 

L^R.G. Hydrologic & Geotechnical Engineering Branch. 81/07/31. VOLLMER.R.H. 
Division of Engineering (pre-851125). 2pp. 38234:039-38234:044. 

-8108210269 Requests speedy resolution of breakwater problem solving & status rept. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 81/07/14. 
EISENHUT.D.G. Division of Licensing (800428-851124). 1p. 38234:041-38234:041, 

-8108210276 Advises that facility breakwater structure has been found acceptable for 
low power operation. M Fliegel 810729 trip rept end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 81/07/14. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 38234:042- 
38234:044. 

-8109300471 Notification of 810925 meeting w/util in Bethesda,MO to discuss resolu- 
tion of breakwater structure. 

BUCKLEY, B.C. Licensing Branch 3. 81/09/23. MIRAGLIA.F.J. Licensing Branch 3. Ip. 
38234:046-38234:045. 

-8110280734 Summary of 810925 meeting w/util re various approaches available to re- 
solve UHS Intake structure flood protection concerns. 

FLIEGEL,M, Hydrologic & Geotechnical Engineering Branch. 81/10/14. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch, 2pp. 38234:046-38234:047. 

-6112020339 Summary of 811109-10 site visit to review physical model of backwater & 
surrounding coastal areas. 

FLIEGEL, M. Hydrologic & Geotechnical Engineering Branch. 81/11/17, LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:048-38234:054. 

-8201260542 Advises that since applicant has not submitted info re status of break- 
water/intake problem.SER suppi input will be delayed until mid-May. 

LEAR,G. Hydrologic & Geotechnical Engineering Branch. 82/01/12. MIRAGLIA.F. Li- 
censing Branch 3. 1 p. 38234:056-38234:055. 

-8208130344 Forwards agenda & list of attendees for 820729 Informal meeting w/ap- 
plicant re status of studies on vent mods to svc water intake compartment.wave & 
ship collision impact forces & repairs to breakwaters. 

JACHOWSKl.R. Hydrologic & Geotechnical Engineering Branch. 82/08/06. LEAR.G. 
Hydrologic & Geotechnical Engineering Branch. 3pp. 38234:056-38234:058. 

-8610140358 SSER re effect of breakwater damage on saltwater intake strudure. 

* NRC - No Detailed Affiliation Given. 83/02/15. 10pp. 38234:061-38234:070. 

8610140173 Responds to 860829 Itr to ASLB requesting NRC use natl iab to perform 
Independent analysis of licensee plan to rerack spent fuel pools.NRC used well-quali- 
fied experts from Franklin Research Ctr in review of licensee application. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 86/10/ 
07. CULVER, N. San Luis Obispo Mothers for Peace. FERGUSON.R.B. Sierra Club. 
5pp. 38220:278-36220:282. 

8610140196 Notification of 861021-24 meeting w/util in San Francisco, CA to review 
status of long-term seismic program.induding geological features & characterization of 
Hosgri fault zone & San Luis Obisbo region. 

SCHIERLING.H. PWR Project Directorate 3. 86/10/08. VARGA, S.A. PWR Project Di- 
rectorate 3. 7pp. 38233:291-38233:297. 

8610240269 Partial response to FOIA requestFonwards documents listed in 
app.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38354:190-38354:213. 

-8610240272 Responds to 811120 memo re plant design verification 
program.Breakdown of various tasks for response to Commission 811119 order to util 
suspending fuel loading & tow power test operations end. 

CREWS, J.L Division of Reactor Safety 6 Projects. 81/11/25. MiRAGLIA,F.J. Licens- 
ing Branch 3. 9pp. 38354:193-38354:204, 


-8610160224 Advises that application for licenses incomplete to initiate detailed review 
due to efxtensive defidencies identified in FSAR re tornado design criteria, slope stabili- 
ty & desion of Category i stirudures. 

QIAMBUSSOA Atomic Energy Commission, Directorate of Licensing. 73/08/13. 
SEARLJS.FX Pacific Gas & Electric Co. 4pp. 38265:194-38255:197. 


-8610240279 Requests transfer of lead responsibility for engineering acceptability of 
cable tray & conduit support mails supplied by Midland Ross to NRR.Engineering as- 
sessment should include acceptability of commercial-grade matis. 

CREWS, J.L Division of Resident, Reactor Project & Engineering Programs. 82/12/16. 
EISENHUT.D.G. Division of Licensing (800428-851124). 2pp. 38354:207-38354:210. 
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8610300365 Notification of contract execution.Mod 2.to "Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant." ContractonUniv of Nevada- 
Reno.MacKay School of Mines. 

MEARSE.S.D. Contract Administration Branch (Post 860421). FIN D-1325. 86/10/20. 
DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). GIESE- 
KOCH.G. NRC - No Detailed Affiliation Given. Ip. 38409:138-38409:140. 

—8610300370 Mod 2, providing Incremental funding, to “Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant." 

* Nevada, Univ. of. MacKay School of Mines. Reno, NV. WIGGINS.E.J. Division of 
Contracts. FIN D-1325. 86/10/20. 2pp. 38409:139-38409:140. 

8610290099 Forwards Amends 10 & 8 to Licenses DPR-80 & DPR-82. respectively & 
safety evaluation.Amends revise Tech Specs to redefine moderator temp coefficient & 
delete design feature description of total weight of U in fuel rod. 

SCHIERLING.H. PWR Project Directorate 3. 86/10/21. SHIPPER, J.D. Pacific Gas & 
Electric Co. 3pp. 38399:326-38399:345. 

—8610290104 Amends 10 & 8 to Licenses DPR-80 & DPR-82, respectively, revising Tech 
Specs to redefine moderator temp coefficient & delete design feature description of 
total weight of U in fuel rod. 

VARGA, S.A. PWR Project Directorate 3. 86/10/21. 14pp. 38399:329-38399:342. 

-8610290107 Safety evaluation supporting Amends 10 & 8 to Licenses DPR-80 & DPR- 
82.respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/21. 3pp. 
38399:343-38399:345. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610300101 Advises that License Condition 2.C.(8) for control of heavy loads no longer 
required.Application for license amend per Generic Ltr 85-1 1 may be submitted. 
VARGA.S.A. PWR Project Directorate 3. 86/10/24. SNIFFER, J.D. Pacific Gas & Elec- 
tric Co. 3pp. 38409:052-38409:054. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610070241 Forwards Insp Rept 50-275/86-25 on 860825-29.No violations noted. 
KIRSCH,D.F. Region 5, Office of Director. 86/09/17. SHIFFER,J.D. Pacific Gas & 
Electric Co. 2pp. 38125:051-38125:057. 

—8610070246 Insp Rept 50-275/86-25 on 860825-29.No violations noted. Major areas 
inspected:preparation for refueling activities. 

PEREIRA,D.B., MENDONCA.M.M. Region 5, Office of Director. 86/09/17. Spp. 
38125:053-38125:057. 

8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/23. HOLMES, G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

—8510170181 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850920 request re performance of inservice snubber visual insp. 
KNIGHTON,G.W. Licensing Branch 3. 85/10/11. NOTTINGHAM.D. Division of Licens- 
ing (800428-851124). 5pp. 38232:199-38232:205. 

-8510170192 Initial NSHC determination & noticing action re util 850920 application to 
amend Licenses DPR-80 & DPR-82,allowing performance of first inservice snubber 
visual insp for Unit 2 following power ascension program.Amend involves NSHC. 
SCHIERLING,H., KNIGHT(5n,G.W. NRC - No Detailed Affiliation Given. 
CHANDLER, W. Office of the Executive Legal Director (Pre 860701). 85/10/11. Ip. 
38232:204-38232:205. » n / k 

-8512090352 Fonwards Insp summary of App R compliance audit on 861118-22.Struc- 
tural steel unprotected in numerous areas within plantUnresolved issue exists re ade- 
quacy of fire dampers. 

KUBICKI.D. Plant Electrical, Instrumentation & Control Systems Branch (PWR-B), 85/ 
12/02. QUALLS, P. Region 5, Office of Director. 3pp. 38232:306-38232:340. 

8610080409 Describes low pressure turbine rotor insp program,per 810313 commitment 
to inform NRC of reevaluation for turbine missiles subsequent to 1974 analysis & eval- 
uation ref in FSAR Section 3.5.Viewgraph & related info end. 

SHIFFER,J.D. Pacific Gas & Electric Co. 86/09/29. VARGA.S.A. PWR Project Direc- 
torate 3. 4pp. 38165:264-38165:267. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list encl. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list encl. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610090088 Forwards Safeguards Insp Repts 50-275/86-24 & 50-323/86-24 on 
860825-0903.No violations noted.EncI withheld (ref 10CFR73.21). 

MONTGOMERY, J.L Region 5, Office of Director. 86/10/03, SHIFFER.J.O. Pacific 
Gas & Electric Co. 2pp. 38180:272-38180:273. 

86101^180 f^rtial response to FOIA requesLApp G documents end. Documents also 
available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 


—8610150202 Requests NRR assume lead responsibility for technical evaluation of ap- 
plicability of Subsection IWV-3427 of ASME Code,Section XI re leak rate tests of RCS 
pressure isolation valves. 

KIRSCH.D.F. Region 5, Office of Director. 85/06/11. THOMPSON,H.L. Division of Li- 
censing (800428-851124). 7pp. 38259:212-38259:218. 

-8610150234 Requests that Auxiliary Sys Branch fire protection reviewers be provided 
to participate in App R fire protection/safe shutdown Insp scheduled for 851118-22. 
KIRSCH,D.F. Region 5, Office of Director. 85/08/29. PARR,O.D. Auxiliary Systems 
Branch. Ip. 38259:243-38259:243. 

-8610150250 Requests NRR assume lead responsibility for evaluation & resolution of 
Unresolved Item 50-275/85-36-04 re fire dampers. 

KIRSCH.D.F. Region 5, Office of Director. 85/12/30. THOMPSON.H.L. Division of 
Pressurized Water Reactor Licensing - A (post 851125). Ip. 38259:246-38259:259. 

-8610150282 Forwards revised list of participants for regulatory effectiveness review at 
site on 86051 9-23.W/o encl. 

MARTIN,J.B. Region 5, Office of Director. 86/03/28. SH1FFER,J.D. Pacific Gas & 
Electric Co. Ip. 38259:271-38259:271. 

-8610150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 

MARTIN,J.B. Region 5, Office of Director. 85/08/22. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38259:272-38259:273. 

8610210369 Forwards Insp Rept 50-275/86-27 on 860922-26.No violations Identified. 
PATE,R.J. Region 5, Office of Director. 86/10/07. SHIFFER.J.O. Pacific Gas & Elec- 
tric Co. 2pp. 38312:181-38312:186. 

—8610210372 Insp Rept 50-275/86-27 on 860922-26.No violations or deviations 
identified.Major areas inspected:inservice insp activities.inciuding Insp Procedures 
73052,73753 & 73755. 

WAGNER, W.J., RICHARDS.S. Region 5, Office of Director. 86/10/07. 4pp. 
38312:183-38312:186. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
encl. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-066, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list encl. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list encl. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610140313 Monthly operating rept for Jul 1986.W/860813 ltr. 

KELLER,A.T., SISK,D.P., THORNBERRY,R.C. Pacific Gas & Electric Co. 86/07/31. 
9pp. 38223:321-38223:329. 

8610200390 Partial response to FOIA requestForwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610210208 Forwards listed info re util Semimonthly Repts 5,6 & 8-15, R.L Cloud & 
Assoc Semimonthly Repts 7-15,Teledyne Semimonthly Repts 11-15 & Teledyne pro- 
gram plan for Phases I & II, per request. W/o encl. 

SCHIERLING,H. NRC - No Detailed Affiliation Given. 82/07/02. HARTZMAN.M. NRC 
- No Detailed Affiliation Given. 2pp. 38335:301-38335:302. 

8610270317 "Rept on Discharge Monitoring at Diablo Canyon Power Plant for Sept 
1986." W/861 020 ltr. 

SHIFFER,J.D., THORNBERRY,R.C. Pacific Gas & Electric Co. 86/09/30. JONES,K.R. 
California, State of. 37pp. 38372:278-38372:314, 

8610300376 Forwards "10CFR50.59 Annual Rept of Changes, Tests & Experiments for 
841001-860322.” Rept consistent w/reporting interval of annual FSAR update rev. 
SHIFFER,J.D, Pacific Gas & Electric Co. 86/10/17. MART1N,J.B. Region 5, Office of 
Director. 2pp. 38409:255-38409:265. 

-8610300378 "10CFR60.59 Annual Rept of Changes, Tests &. Experiments for 841001- 
860322." 

* Pacific Gas & Electric Co. 86/03/22. 9pp. 38409:257-38409:265. 


8. Reportable occurrences, LERe & related correspondence 

8610010395 LER 86-009-00:on 860820, during Surveillance Test Procedure M- 
16N, inadvertent actuation of auxiliary feedwater pump 1-3 occurred.Caused by per- 
sonnel error.individual counseled. Procedure will be revised.W/86091 9 ltr. 

WILSON, S.D., SHIFFER,J.D. Pacific Gas & Electric Co. 86/09/19. Spp. 38051:227- 
38051:231. 
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8610080239 Partial response to FOIA request. App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES, G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8507190065 Submits daily highlightBrush fire near San Luis Obispo, CA approx 10 
miles from facility.Parts of city evacuated.On 850704, transmission via Midway line to 
east temporarily switched to Gates line to north.Unit 1 at 100% power. 

SCHIERLING.H. Licensing Branch 3. 85/07/09. DENTON,H., EISENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON,G. Technical Support 
Branch. Ip. 38232:074-38232:075. 


-8512060046 Submits daily highlight.On 851l29,reactor tripped on steam flow/feed 
flow mismatch coincident w/steam generator low level signal.Caused by opening tur- 
bine stop valves in process of latching turbine. 

SCHIERLING.H. PWR Project Directorate 3. 85/11/29. DENTON, H.. EISENHUT.D., 
LYONS. J. NRC - No Detailed Affiliation Given. Ip. 38232:304-38232:305. 


8610010571 LER 86-01 1-00:on 860830.containment side door to personnel airlock 
opened while outer atmosphere door open, rendering airlock inoperable.Caused by ex- 
cessive wear due to heavy usage.lnterlocking device repaired. W/860926 Itr. 

SISK.D.P., SHIFFER.J.D. Pacific Gas & Electric Co. 86/09/26. 5pp. 38058:067- 
38058:071. 


8610080222 LER 86-010-00:on 860829, reactor & turbine trip occurred due to reactor 
trip breaker inadvertently opening during testing.Caused by loose termination on coil 
of undervoltage shunt trip auxiliary relay.W/860929 Itr, 

NELSON, T.A.. SHIFFER.J.D. Pacific Gas & Electric Co. 86/09/29. 5pp. 38137:181- 
38137:185. 


8610090329 PNO-V-86-067:on 861 001, fuel assembly in vessel found w/ 10-degree tilt & 
resting askew against core baffle plate. Cause under investigation.Program & special 
tools prepared to return assembly to vertical position. 

MENDONCA.M., NARBUT.P. Region 5. Office of Director. 86/10/01, Ip. 38146:357- 
38145:357. 


8610100668 Forwards LER 86-012-00 re inoperability of both RHR trains & failure to 
rept event within time required.Event did not affect public health & safety. 

SHIFFER.J.D. Pacific Gas & Electric Co. 86/10/03. Record Sen/Ices Branch (Docu- 
ment Control Desk). Ip. 38200:194-38200:194. 

-8610100683 LER 86-012-00:on 860908,while installing mod in solid state protection 
sys cabin€t,both RHR trains became Inoperable & event not reported within time 
required.Caused by personnel error.Personnel to be retrained & event reviewed. 
WILSON, S.D. Pacific Gas & Electric Co. 86/10/03. 5pp. 38200:195-38200:199. 

8610160040 PNO-V-a6-070:on 861 004, discovered two snubbers on charging sys mis- 
takenly removed.Charging sys required by Tech Specs for refueling Deration flow 
path.Snubbers reinstalled within hour of discovery. 

MENDONCA.M.. NARBUT.P. Region 5. Office of Director. 86/10/06. 1p. 38271:120- 
38271:120. 


8810220437 Responds to request for comments re NRC rept, "Trends & Patterns Rept 
of Unplanned Reactor Trips at US LWRs in 1985." Comparison of 1985 Unit 2 trip 
record w/record of plants in commercial operation inappropriate. 

SHIFFER.J.D. Pacific Gas & Electric Co, 86/10/09. MARTIN.J.B. Region 5. Office of 
Director. 6pp. 38331:003-38331:008. 

8610200044 LER 86-01 3-00:on 86091 3,three snubbers on steam generator 1-2 discov- 
ered w/ioad pins out of position.Cause under investigation.Analysis of mispositioned 
load pins also underway, w/86 1010 Itr. 

HINDS.J.R.. SHIFFER,J.D. Pacific Gas & Electric Co. 86/10/10. 2pp. 38290:358- 
38290:359. 


8610240269 Partial response to FOIA request. Forwards documents listed in 
app.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. HOLMES.G.A. MHB Tech- 
nical Associates. 2pp. 38354:190-38354:213. 

-8610240282 Forwards first page of transcript of VH Tennyson 830325 
interview.Transcript should be withheld from distribution outside NRC until investiga- 
tion completed. 

BiSHOP.T.W. Region 5. Office of Director. 83/04/15. SCHIERLING.H. Licensing 
Branch 3. 3pp. 38354:211-38354:213. 


U. Congresslonal/Executive Correspondence 

8610200390 Partial response to FOIA request. Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES,G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212, 

-8610210305 Responds to 830111 Itr re concerns of individuals living in area near 
facility.Completion of all seismic analyses & evaluations required by Commission 
811119 order will be required prior to fuel loading decision. 

PALLADINO.N.J. Commissioners. 83/01/24. UDALL,M.K. House of Rep., Interior & In- 
sular Affairs. 5pp. 38336:052-38336:060. 

-8610220222 Advises that House interior Committee.Subcommittee on Energy & Envi- 
ron will conduct hearing on facility.Requests Commissioners testimony re status of li- 
censing process & results of NRC review of facility by 840120. 

UDALL,M.K. House of Rep., Interior & Insular Affairs. 83/12/20. PALLADlNO,N. Com- 
missioners. Ip. 38336:191-38336:222. 

8610280337 Responds to 860930 itr to Zech re concern over implications of proposed 
reracking of spent fuel pools using spent fuel rack modules.Independent review un- 
necessary in light of NRC comprehensive review. 

STELLO.V. Office of the Executive Director for Operations. 86/10/21. PANETTA.LE. 
House of Rep., Speaker of the House. 4pp. 38387:141-38387:154. 

-8610280371 Expresses concern over implications of proposed reracking of spent fuel 
pools. Independent review & public hearing requested.NRC criticized for violating own 
regulations by using NSHC to conceal relevant safety info from public. 

PANETTA,LE. House of Rep. 86/09/30. ZECH.LW. Commissioners. 2pp. 38387:153* 
38387:154. 


V. Operator Examinations 


8610200390 Partial response to FOIA request-Fonvards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES.Q.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610220208 Forwards survey of experienced operators & shift technical advisers at 
Diablo Canyon,Seabrook & Waterford 3,per request. 

KNIGHTON.G.W. Licensing Branch 3. 83/10/13. NOVAK, T.M. Assistant Director for 
Licensing. 7pp. 38336:172-38336:178. 

8610150180 Partial response to FOIA request. App G documents end. Documents also 
available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 


8610210491 LER 86-0l4-00:on 86091 6, control room ventilation sys (CRVS) automatical- 
ly shifted from normal to pressurization mode. Caused by alarm signal from CRVS ra- 
diation monitor RE-25. Investigation continuing.W/861016 itr. 

KELLY,W.J.. SHIFFER.J.D. Pacific Gas & Eiectric Co. 86/10/16. 5pp. 38322:026- 
38322:030. 


-8610150221 informs that written exams scheduled for 851113,simulator exams sched- 
uled for 851114 & oral exams scheduled for 851114 & 15. Approved ref matt Ksted in 
Attachment 1 should be furnished by 850912. 

PATE,R.J. Region 5, Office of Director. 85/08/09. SHIFFER.J.D. Pacific Gas & Elec- 
trie Co. 5pp. 38259:237-38259:241. 


8610220097 LER 85-041 -00:on 86091 7, discovered that on 850508, time requirement for 
emergency borate flow channel surveillance exceeded due to channel 
inoperability.Cause undetermined. Channel wired & made operable on 86091 7. W/ 
861016 Itr. 

WILSON, S.D., SNIFFER, J.D. Pacific Gas & Electric Co. 86/10/16. 2pp. 38326:360- 
38326:361. 

8610300235 PNO-V-86-073:GL McChain.in custody by FBI on parole violation.issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weid records.lnvestigation in progress. 

MARSH.R. Region 5, Office of Director. 86/10/23. Ip. 38405:049-38405:049. 
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F. Security, medical, emergency & fire protection plans 

8610160370 Provides rept of conditions re nonconformance W/10CFR50, App R,per 
Confirmatory Action Ltr 86-07.Task force determined that use of alternate shutdown 
cooling method more efficient way to achieve ^ maintain cold shutdown. 
COONEY,M.J. Philadelphia Electric Co. 86/09/17. MURLEY.T.E. Region 1. Office of 
Director. 8pp. 38274:213-38274:220. 


T. Hearing transcripts on non-antitrust matters 

8610100042 Partial response to FOIA requesLForwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES,G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

-8610100069 Testimony of MJ Strumwasser on 840124 before US House of Repre- 
sentatives Subcommittee on Energy & Environ of Committee on Interior & Insular Af- 
fairs re representation of State of CA interests in plant licensing proceedings. 
STRUMWASSER.M. California, State of. 84/01/24. 25pp. 38207:026-38207:070. 

-8610100074 Testimony of GA Maneatis re plant & SSER 20 & 21. 

MANEATIS,G.A. Pacific Gas & Electric Co. 84/02/10. 6pp. 38207:071-38207:094. 

8610200390 Pstftial response to FOIA requesLForwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rufes and Records. 86/09/30. HOLMES,G.A. MHB Tech- 
nica! Associates. 7pp. 38335:142-38335:212, 

-M10210248 TransOTpt of BS Georgiou 820909 statement re safety Implications of de- 
ficfenaes disclosed at faaiity. 

GEORGIOU, B.S. California, State of. 82/09/09. 32pp. 38335:324-38335:355. 


8610020353 Forwards Sept 1986 rev to physical security plan, consisting of revised 
pages to reflect addition of personnel,changed job titles & clarification of employee 
clearance activities. Rev withheld (ref 10CFR2.790 & 73.21). 

BRADLEY, E.J. Philadelphia Electric Co. 86/09/24. Region 1, Office of Director. 3pp. 
38071:130-38071:132. 

8610060217 Notification of 861007 meeting w/utii in Delta, PA to discuss staff ongoing 
App R review & App R licensing issues w/site personnel. 

GEARS, G.E, BWR Project Directorate 2. 86/09/29. MULLER,D.R. BWR Project Direc- 
torate 2. 2pp. 38114:003-38114:004. 

8610100071 Notification of cancellation of 861007 meeting w/util in Delta.PA to discuss 
App R review & related App R licensing is$ues.Meeting will be rescheduled. 
GEARS.G.E. BWR Project Directorate 2. 86/09/29. MULLER, D.R. BWR Project Direc- 
torate 2. 2pp. 38208:167-38208:168. 

8610200051 Forwards “Fire Protection Program," in response to Confirmatory Action Ltr 
86-07.Rept addresses safe shutdown program.Title changed per Generic Ltr 86-10. 
KEMPER, J.S. Philadelphia Electric Co. 86/09/30. MULLER.D. BWR Project Director- 
ate 2. 2pp. 38291:001-38292:176. 

-8610200054 "Rre Protection Program." 

* Philadelphia Electric Co. 86/09/30. 37pp. 38291:003-38292:176. 
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8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA, per TE Murley Aug 1986 Itr. 

MARTIN, T.T, Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). OPEKA,J.F. 
Connecticut Yankee Atomic Power Co. KOBER.R.W. Rochester Gas & Electric Corp. 
9pp. 38350:223-38350:231. 

8610240353 Notification of Significant Licensee Meeting 86-117 w/util in King of 
Prussia, PA to discuss licensee identified violations of 10CFR50,App R.Agenda end. 
ESELGROTH,P.W. Region 1, Office of Director. 86/10/09. Region 1. Office of Direc- 
tor. 3pp. 38356:232-38356:234. 

8610260128 Forwards Safeguards insp Repts 50-277/86-17 & 50-278/86-18 on 
860825-28.No violation noted. 

MARTIN,T.T. Region 1. Office of Director. 86/10/21. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 38368:344-38368:350. 

-6610280132 Partially withheld Plwsical Security Insp Rept 50-277/86-17 & 50-278/86- 
18 on 860825-28 (ref 10CFR73.21).No noncompliance noted.Major areas 
inspected:physicai barriers (vital areas) & access control (personnel). 

BAILEY,R.J., KEMIG,R.R. Region 1. Office of Director. 86/10/08. 5pp. 38368:346- 
38368:350. 


P. Operating license stage documents & correspondence 

8610270342 FOIA request for memo$,documents or drafts re V Stello 860612 Itr to JJ 
Everett concerning declining performance of facilities.Placement of SECY-86-595 in 
PDR also requested. 

TRAPASSO,B. Nuclear Information & Resource Service. 86/09/15. GRIMSLEY,D. Di- 
vision of Rules and Records. 1p. 38372:133-38372:133. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nudear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070486 Forwards third amend to 820211 application for amend to Licenses DPR- 
44 & DPR-56.Amend further revises application to comply w/staff requests for mods 
to proposed Tech Specs re limitations on use of overtime. 

BRADLEY,E.J. Philadelphia Electric Co. 86/09/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38124:223-38124:233. 

—8610070500 Third amend to 820211 application for amend to Licenses DPR-44 & 
DPR-56.Amend would incorporate overtime work restrictions for certain plant 

B arsonnei,per NUREG-0737,ltem I.A.1.3 & Generic Ltr 83-02, 

ALTROFM-L Philadelphia Electric Co. 86/09/30. Commissioners. 8pp. 38124:224- 
38124:231. 

-8610070507 Proposed Tech Specs,limiting overtime for certain personnel. 

* Philadelphia Electric Co. 86/09/30. 2pp. 38124:232-38124:233. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance In 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI,M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610160389 Forwards second amend to 761118 application for amends to Licenses 
DPR-44 & DPR-56,per NRC request for clarification of changes re containment leak- 
age testing program. Certificate of Svc end. 

BRADLEY,E.J. Philadelphia Electric Co. 86/10/10. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 22pp. 38274:120-38274:160. 

-8610160390 Proposed Tech Specs,revislng containment leakage testing program. 

* Philadelphia Electric Co. 88/10/10. 19pp. 38274:142-38274:160. 

8610170243 Forwards SER acceptina util 840406 & 850828 responses to Generic Ltr 
83-28, Item 2.1 (Part 1) re identification of reactor trip components as safety- 
related.Review of Items 2.1 (Part 2),2.2,3.1.3.3.2.3, 4.5.2 & 4.5.3 underway. 
BUTLER,W.R. BWR Project Directorate 4. 86/10/10. EDELMAN,M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 38289:341-38289:357. 

-8610150261 Revised draft, “Conformance to Generic Ltr 83-28,ltem 2.1 (Part 1) Equip- 
ment Classification (Reactor Trip Sys Components) Selected GE BWRs,Hope 
Creek.Peach Bottom 2 & 3, Perry 1 & 2 & Pilgrim 1." 

HAROLDSEN.R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
7188 DRFT. 86/09/30. NRC - No Detailed Affiliation Given. 12pp. 38289:346- 
38289:357. 

8610210049 Forwards data re types of coatings & total surface area in containments & 
reactor bldgs to test assumptona on effects of iodine chemistry on accident source 
term estimates. 

COONEY.M.J. Philadelphia Electric Co. 86/10/10. GEARS,G.E. BWR Project Director- 
ate 2. 5pp. 38305:176-38305;180. 

8610220023 Forwards application for amends to Licenses DPR-44 & OPR-56, deleting 
certain thermal effluent monitoring requirements in view of issuance of NPDES permit 
containing appropriate thermal limitations & making changes to Tech Specs.Fee paid. 
BRADLEY,EJ. Philadelphia Electric Co. 86/10/17. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38326:295-38326:312. 

-8610220032 Application for amisnds to Licenses DPR-44 & DPR-56, deleting certain 
thermal effluent monitoring requirements in view of issuance of NPDES permit con- 
taining appropriate thermal timitettion8.Affidavit & Certificate of Svc encL 
DALTROFF,S. PhHadelphia Electric Co. 86/10/17. 14pp. 38326:2^38326:309. 

-8610220037 Proposed Tech Spqcs,dere6ng certain thermal effluervt monitoring require- 
ments in view of issuance of NFDES permit containing appropil8te thermal limita^ns. 
* Philadelphia Electric CkJv 86/10/17. 3pp. 38328'31b^^ 

8610230062 Generic Ltr 68*17; to all BWR licensees & availability of 

NUREG-1169, "Technical Rndings re Generic Issue C8:BWR MSIV Leakage S teak- 
age Treatment Methods." Svc list encL 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Ucensing. 86/10/17: Com- 
monwealth Edison Co. 31 pp. 3841 1 :266-38411:296. 


8610290352 Notification of Licensee Meeting 86-123 on 861104 in Region 1 ofc to dis- 
cuss fuel handler training & licensing exams. 

LANGE, D.J. Region 1, Office of Director. 86/10/22. Region 1, Office of Director. 2pp. 
38402:126-38402:127. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38361:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, tnc. 67pp. 38058:266-38058:332. 

8610100685 Forwards Safety Insp Repts 50-277/86-18 & 50-278/86-19 on 860908-12 
& notice of violation.Enforcement conference will be scheduled to address program 
weaknesses & corrective actions. 

MARTIN.T.T. Region 1. Office of Director, 86/10/01. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 38200:266-38200:277. 

-8610100711 Notice of violation from insp on 860908-12. 

* Region 1. Office of Director, 86/10/01. ip. 38200:268-38200:268. 

-8610100726 Insp Repts 50-277/86-18 & 50-278/86-19 on 860908-12. Violation 
noted:altercation between personnel in radiologically controlled area not reported as 
required by Procedure A-86. 

DRAGOUN,T., WEADOCK,A., SHANBAKY.M. Region 1, Office of Director. 86/09/30, 
9pp. 38200:269-38200:277. 

8610150368 Responds to NRC 860902 Itr re violations noted in Insp Repts 50-277/86- 
12 & 50-278/86-1 S.Corrective actions:step8 added to Administrative Procedure A-43 
to ensure that surveillance tests comoleted in timely manner. 

COONEY, M.J. Philadelphia Electric Co. 86/10/01. KANE.W.F. Region 1. Office of Di- 
rector. 4pp. 38249:025-38249:028, 

8610220448 Responds to IE Bulletin 85-003, “Motor-Operated Valve Common Mode 
Failure During Plant Transients Due to Improper Switch Settings." Util program based 
on BWR Owners Group generic position. 

KEMPER, J.S. Philadelphia Electric Co. 86/10/02. MURLEY, T.E. Region 1, Office of 
Director. 10pp. 38331:067-38331:077. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JOROAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270350 Responds to FOIA request re documentation concerning declining perform- 
ance of fadlitles.Forward8 App A documents,Documents also available In PDR.SECY- 
86-595 nonexistent. 

GRIMSLEY,D.H. Division of Rules and Records, 86/10/20. TRAPASSO,B. Nuclear In- 
formation & Resource Service. 3pp. 38372:134-38372:178. 

•<-8603100040 Forwards SALP input requested by project manager,addres8ing frequency 
reporting & analysis of reportable events.Category 3 rating recommended. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 86/03/04. 
MULLER, D. BWR Project Directorate 2. 3pp. 38372:157-38372:159. 

-8604070188 Forwards rev to NRR SALP input based on comments from SALP Board 
860324 meeting.Category 2 assigned re licensing activities. 

GEARS, G,E. BWR Project Directorate 2. 86/03/28. JOHNSTON, T. NRC - No Detailed 
Affiliation Given. 3pp. 38372:1 60-38372:1 62. 

-8810270377 Responds to 860612 Itr re Improvement to enhance overall performance 
of facility operatiDns.Ba8ed on NRC insp results & SALP review meeting schedule, late 
Jul or early Aug meeting re performance suggested. 

EVERETTCJ.L Philadelphia Electric Co. 86/06/18. STELLO, V, Office of the Executive 
Director for Operations, t p. 38372:1 78-38372:1 78. 
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8610280128 Forwards Safeguards Insp Repts 50-277/86-17 & 50-278/86-18 on 
860825-28.No violation noted. 

MARTIN, T.T. Region 1. Office of Director. 86/10/21. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 38368:344-38368:350. 

-8610280132 Partially withheld Physical Security Insp Rept 50-277/86-17 & 50-278/86- 
18 on 860825-28 (ref 10CFR73.21).No noncompliance noted.Major areas 
inspected:physical barriers (vital areas) & access control (personnel). 

BAILEY, R.J.. KEMIG.R.R. Region 1, Office of Director. 86/10/08. 5pp. 38368:346- 
38368:350. 


R. Periodic operating reports & related correspondence 

8610200380 Monthly operating repts for Sept 1986.W/861015 Itr. 

ALDEN.W.M. Philadelphia Electric Co. 86/09/30. 15pp. 38300:327-38300:341. 


8610240353 Notification of Significant Licensee Meeting 86-117 w/util in King of 
Prussia, PA to discuss licensee identified violations of 10CFR50,App R.Agenda end. 
ESELGROTH.P.W. Region 1, Office of Director. 86/10/09. Region 1. Office of Direc- 
tor. 3pp. 38356:232-38356:234. 

8610280128 Forwards Safeguards Insp Repts 50-277/86-17 & 50-278/86-18 on 
860825-28.No violation noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/21. DALTROFF.S.L. Philadelphia 
Electric Co. 2pp. 38368:344-38368:345. 

-8610280132 Partially withheld Physical Security Insp Rept 50-277/86-17 & 50-278/86- 
18 on 860825-28 (ref 10CFR73.21).No noncompliance noted.Major areas 
inspected:physical barriers (vital areas) & access control (personnel). 

BAILEY,R.J. Region 1. Office of Director. 86/10/08. 5pp. 38368:346-38368:350. 


P. Operating license stage documents & correspondence 


S. Reportable occurrences, LERs & related correspondence 

8610020076 LER 86-01 8-00:on 860826,reactor water level transmitter found out of 
svc.Caused by personnel failure to return instrument rack isolation valves to proper 
post-test posltion.Transmltter valved into svc.W/860925 Itr. 

BIRELY,W.C.. LEITCH,G.M. Philadelphia Electric Co. 86/09/25. 5pp. 38065:356- 
38065:360. 

8610060797 NPDES noncompliance notificatlon:on 860806, pH of sample from Dis- 
charge Point 301 (waste water settling basin) exceeded limits.Caused by acid inad- 
vertently entering raw pump through open drain valve.LIquid added to lower pH limit. 
LEITCH.G.M. Philadelphia Electric Co. 86/09/29. Pennsylvania, Commonwealth of. 
2pp. 38108:104-38108:105. 

8610070386 PNO-l-86-080:on 860929, licensee commenced shutdown upon discovering 
water leakage into main turbine electrohydraulic control oil sys.Return to svc not ex- 
pected for approx 5 days following determination of source of leakage. 

ESELGROTH,P. Region 1, Office of Director. 86/09/30. 2pp. 38125:021-38125:022. 

8610220444 PNO-l-86-083:on 861 01 5, licensee manually scrammed unit & placed in 
cold shutdown for condensate pump repairs.Damaged thrust bearing will be repaired 
& pump will be returned to svc on 86l019.Startup planned on 861019. 

ESELGROTH.P. Region 1, Office of Director. 86/10/17. Ip. 38331:083-38331:083. 


U. Congressional/Executive Correspondence 

8610280162 Final response to FOIA requesLDocuments listed in App A available in 
PDR.Forwards documents listed in App B. 

QRIMSLEY.D.H. Division of Rules and Records. 86/10/21. DESIMONE. J. Affiliation 
Not Assigned. 3pp. 38387:356-38388:017. 

-8610280187 Responds to 761012 request for info re fallout from 760926 nuclear ex- 
plosion by Peoples Republic of China.On 761003. util informed Region I of low level 
contamination around reactor bldg.Samples indicated plant not source. 

ROWDEN.M.A. Commissioners. 76/11/03. RICHMOND, F. House of Rep. 2pp. 
38388:007-38388:008. 


V. Operator Examinations 

8610290352 Notification of Licensee Meeting 86-123 on 861104 in Region I ofc to dis- 
cuss fuel handler training & licensing exams. 

LANQE.D.J, Region 1, Office of Director. 86/10/22. Region 1, Office of Director. 2pp. 
38402:126-38402:127. 
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8610270342 FOIA request for memos, documents or drafts re V Stello 860612 Itr to JJ 
Everett concerning declining performance of facilities. Placement of SECY-86-595 in 
PDR also requested. 

TRAPASSO.B. Nuclear Information & Resource Service. 86/09/15. GRIMSLEY.D. Di- 
vision of Rules and Records. Ip. 38372:133-38372:133. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070486 Forwards third amend to 820211 application for amend to Licenses DPR- 
44 & DPR-56.Amend further revises application to comply w/staff requests for mods 
to proposed Tech Specs re limitations on use of overtime. 

BRADLEY.E.J. Philadelphia Electric Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38124:223-38124:233. 

-8610070500 Third amend to 820211 application for amend to Licenses DPR-44 & 
DPR-56.Amend would Incorporate overtime work restrictions for certain plant 
personnel.per NUREG-0737,ltem l.A.1.3 & Generic Ltr 83-02. 

DALTROFF.S.L. Philadelphia Electric Co. 86/09/30. Commissioners. 8pp. 38124:224- 
38124:231. 

-8610070507 Proposed Tech Specs, limiting overtime for certain personnel. 

* Philadelphia Electric Co. 86/09/30. 2pp. 38124:232-38124:233. 

8610090331 Forwards application for amend to License DPR-56,permitting operation w/ 
one diesel generator out of svc for no more than 14 days.Fee paid. 

BRADLEY.E.J. Philadelphia Electric Co. 86/10/03. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38146:199-38146:212. 

-8610090335 Application for amend to License DPR-56,authori2ing operation w/one 
diesel generator out of svc for no more than 14 days. 

KEMPER,J.S., BRADLEY,E.J. Philadelphia Electric Co. 86/10/03. 13pp. 38146:200- 
38146:212. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610100455 Forwards proprietary Rev 2 to “Technical Basis for Operation of Peach 
Bottom Unit 3 Through Cycle 7 W/Certain Recirculation Inlet Safe End & Piping Weld 
Ultrasonic Indications." Affidavit encI.Rept withheld. 

COONEY,M.J. Philadelphia Electric Co. 86/10/08. MULLER,D.R. BWR Project Direc- 
torate 2. 6pp. 38193:199-38193:204. 


F. Security, medical, emergency & fire protection plans 

8610160370 Provides rept of conditions re nonconformance W/10CFR50, App R,per 
Confirmatory Action Ltr 86-07.Task force determined that use of alternate shutdown 
cooling method more efficient way to achieve & maintain cold shutdown. 

COONEY,M.J. Philadelphia Electric Co. 86/09/17. MURLEY.T.E. Region 1, Office of 
Director. 8pp. 38274:213-38274:220. 

8610020353 Forwards Sept 1986 rev to physical security plan, consisting of revised 
pages to reflect addition of personnel,changed job titles & clarification of employee 
clearance activities. Rev withheld (ref 10CFR2.790 & 73.21). 

BRADLEY,E.J. Philadelphia Electric Co. 86/09/24. Region 1, Office of Director. 3dd. 
38071:130-38071:132. 


8610160389 Forwards second amend to 761118 application for amends to Licenses 
DPR-44 & DPR-56,per NRC request for clarification of changes re containment leak- 
age testing program. Certificate of Svc end. 

BRADLEY.E.J. Philadelphia Electric Co. 86/10/10. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 22pp. 38274:120-38274:160. 

-8610160390 Proposed Tech Specs, revising containment leakage testing program. 

* Philadelphia Electric Co. 86/10/10. 19pp. 38274:142-38274:160. 

8610170243 Forwards SER accepting util 840406 & 850828 responses to Generic Ltr 
83-28, Item 2.1 (Part 1) re identification of reactor trip components as safety- 
related.Revlew of Items 2.1 (Part 2),2.2,3.1.3,3.2.3,4.6.2 & 4.5.3 underway. 
BUTLER.W.R. BWR Project Directorate 4. 86/10/10. EDELMAN,M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 38289:341-38289:357. 


8610060217 Notification of 861007 meeting w/util In Delta.PA to discuss staff ongoing 
App R review & App R licensing issues w/site personnel. 

GEARS, G.E. BWR Project Directorate 2. 86/09/29. MULLER.D.R. BWR Proiect Direc- 
torate 2. 2pp. 381 1 4:003-381 1 4:004. 


8610100071 Notification of cancellation of 861007 meeting w/util in Oelta.PA to discuss 
App R review & related App R licensing lssues.Meeting will be rescheduled. 
GEARS,G.E. BWR Project Directorate 2. 86/09/29. MULLER.D.a BWR Proiect Direc- 
torate 2. 2pp. 38208:167-38208:168. ^ 


8610200051 Forwards “Fire Protection Program," in response to Confirmatory Action Ltr 
86-07.Rept addresses safe shutdown program.Trtfe changed per Generic Ltr 86-10 
KEMPER,J.S. Philadelphia Electric Co. 86/09/30. MULLER, D. BWR Project Director- 


ate 2. 2pp. 38291:001-38292:176, 


-8610200054 “Fire Protection Program." 

* Philadelphia Electric Co. 86/09/30. 37pp. 38291:003-38292:176. 


8610240183 Forwards agenda for 861030-31 early emergency responders workshoo in 
Willow Gfove.PA,per TE Murley Aug 1986 ltr. 

MARTIN,T.T. Region 1, Office of Director. 86/10/08. CONVERSE,R.J., JOSIGERW 

Authority of the State of New Yori<)! 
SELMAN,M. Consolidated Edison Co. of New Yoilt, Inc. 9pp. 383lk):223-38350:231. 


-8610150261 Revised draft. “Conformance to Generic Ltr 83-28.ltem 2.1 (Part 1) Equip- 
ment Classification (Reactor Trip Sys Components) Selected GE BWRs.Hope 
Creek.Peach Bottom 2 & 3, Perry 1 & 2 & Pilgrim 1." 

HAROLDSEN,R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
7188 DRFT. 86/09/30. NRC - No Detailed Affiliation Given. 12pp. 38289:346- 
38289:357. 


8610210049 Forwards data re types of coatings & total surface area in containments & 
reactor bldgs to test assumptions on effects of iodine chemistry on accident source 
term estimates. 

COONEY, M.J. Philadelphia Electric Co. 86/10/10. GEARS, G.E. BWR Project Director- 
ate 2. 5pp. 38305:176-38305:180. 


8610220023 Forwards application for amends to Licenses DPR-44 & DPR-56, deleting 
certain thermal effluent monitoring requirements in view of issuance of NPDES permit 
Hm»tations & making changes to Tech Specs.Fee paid. 
BRADLEY,E.J. Philadelphia Electric Co. 86/10/17. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 1 25). 1 p, 38326:295-38326:312. 

-8610220032 Application for amends to Licenses DPR-44 & DPR-56, deleting certain 
thermal effluent monitoring requirements in view of issuance of NPDES permit con- 
thermal limltations.Affidavit & Certificate of Svc end. 

DALTROFF.S. Philadelphia Electric Co. 86/10/17. 14pp. 38326:296-38326-309. 
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-8610220037 Proposed Tech Specs, deleting certain thermal effluent monitoring require- 
ments in view of issuance of NPDES permit containing appropriate thermal limitations. 
* Philadelphia Electric Co. 86/10/17. 3pp. 38326:310-38326:312. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, 'Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610290352 Notification of Licensee Meeting 86-123 on 861104 in Region I ofc to dis- 
cuss fuel handler training & licensing exams. 

LANGE, D.J. Region 1, Office of Director. 86/10/22. Region 1, Office of Director. 2pp. 
38402:126-38402:127. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

6609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRtMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610080237 Update of status rept on BWR pipe crack & projection of licensee 
actions. Last status rept (SECY-85-265) covered reinsp & repair activities at number of 
plants. 

STELLO.V. Office of the Executive Director for Operations. 86/02/11. 5pp. 
38252:259-38252:263. 


8610100685 Forwards Safety Insp Repts 50-277/86-18 & 50-278/86-19 on 860908-12 
& notice of violation.Enforcement conference will be scheduled to address program 

MARTIN, T.T. Reaion 1, Office of Director. 86/10/01. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 38200:266-38200:277. 

-8610100711 Notice of violation from insp on 860908-12. 

* Region 1, Office of Director. 86/10/01, Ip. 38200:268-38200:268. 

-8610100726 Insp Repts 50-277/86-18 & 50-278/86-19 on 860908-12. Violation 
noted:altercation between personnel in radiologicaily controlled area not reported as 
required by Procedure A-86. 

DRAGOUN,T., WEADOCK,A., SHANBAKY,M. Region 1, Office of Director. 86/09/30. 
9pp. 38200:269-38200:277, 


8610150368 Responds to NRC 860902 ltr re violations noted in Insp Repts 50-277/86- 
12 & 50-278/86-1 3.Corrective action8:steps added to Administrative Procedure A-43 
to ensure that surveillance tests completed in timely manner. 

COONEY,M.J. Philadelphia Electric Co. 86/10/01. KANE.W.F. Region 1. Office of Di- 
rector. 4pp. 38249:025-38249:028, 

8610220448 Responds to IE Bulletin 85-003, “Motor-Operated Valve Common Mode 
Failure During Plant Transients Due to Improper Switch Settings." Util program based 
on BWR Owners Group generic position. 

KEMPER,J.S. Philadelphia Electric Co. 86/10/02. MURLEYJ.E. Region 1, Office of 
Director. 10pp. 38331:067-38331:077. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end, 

PARTLOW,J.G, Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fdjrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAjsl,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New YorH, Inc. 67pp. 38234:262- 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

Division of &nergenoy Preparedness & Engineering Response (Post 
830103), 86/10/10. Consolidated Edison Co. of New Yor^ Inc. 105pp. 38259:018- 
38259:122. 

8610100m IE Info Notice 86-089^ “UncontroHed Rod Withdrawal Because of Single 
Failure.” Svc fist end. - 

t^iyislon of Emergency Preparedness & Engineering Response (Post 
03^^^86/10/1 6, Consolidated Edison Co. of N«w York, Inc. 93pp. 36331:192- 

5mpp( 1 to IE 1nlp Npdqe 86^05, ”Main Steam Safety Valve Test Failures 


& Ring 


ents.” Svc list end. 


Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of Now York, Inc, 107pp. 38331086- 
38331:191. 


8610270350 Responds to FOIA request re documentation concerning declining perform- 
ance of facilities.Forwards App A documents. Documents also available in PDR.SECY- 
86-595 nonexistent. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/20. TRAPASSO.B. Nuclear In- 
formation & Resource Service. 3pp. 38372:134-38372:178. 

—8603100040 Forwards SALP input requested by project manager,addressing frequency 
reporting & analysis of reportable events.Category 3 rating recommended. 
HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/03/04. 
MULLER, D. BWR Project Directorate 2. 3pp. 38372:157-38372:159, 

-8604070188 Forwards rev to NRR SALP input based on comments from SALP Board 
860324 meeting.Category 2 assigned re licensing activities. 

GEARS, G.E. BWR Project Directorate 2. 86/03/28. JOHNSTON, T. NRC - No Detailed 
Affiliation Given. 3pp. 38372:160-38372:162. 

-8604290211 Concurs w/Region I proposed enforcement actions.treating Tech Spec 
violations re two instances of personnel error of verifying proper rod withdrawal & 
position, as Severity Level III violation w/100% escalation.W/o stated end. 
EISENHUT.D.G, Office of Nuclear Reactor Regulation, Director (post 851125). 86/04/ 
23. AXELRAD,J. Enforcement Staff, 15pp. 38372:163-38372:177. 

“8610270377 Responds to 860612 ltr re improvement to enhance overall performance 
of facility operations.Based on NRC Insp results & SALP review meeting schedule, late 
Jul or early Aug meeting re performance suggested. 

EVERETT. J.L Philadelphia Electric Co. 86/06/18. STELLO.V. Office of the Executive 
Director for Operations. Ip. 38372:178-38372:178. 

8610280128 Forwards Safeguards Insp Repts 50-277/86-17 & 50-278/86-18 on 
860825-28.No violation noted. 

MARTIN, T.T. Region 1, Office of Director. 86/10/21. DALTROFF.S.L Philadelphia 
Electric Co. 2pp. 38368:344-38368:350. 

-8610280132 Partially withheld Plwsical Security Insp Rept 50-277/86-17 & 50-278/86- 
18 on 860825-28 (ref 10(jFR73.21).No noncompliance noted.Major areas 
inspected:physical barriers (vital areas) & access control (personnel). 

BAILEY, R.J., KEMIG.R.R. Region 1, Office of Director. 86/10/08. 5pp. 38368:346- 

oooco.ocn 


R. Periodic operating reports & related correspondence 

8610200380 Monthly operating repts for Sept 1986.W/861015 ltr. 

ALDEN.W.M. Philadelphia Electric Co. 86/09/30. 15pp. 38300:327-38300:341. 


S. Reportable occurrences, LERs & related correspondence 

8610060797 NPDES noncompliance notification:on 860806, pH of sample from Dis- 
charge Point 301 (waste water settling basin) exceeded Ilmits.Caused by acid Inad- 
vertently entering raw pump through open drain valve.Liquid added to lower pH limit. 
LEITCH.G.M. Philadelphia Electric Co. 86/09/29. Pennsylvania, Commonwealth of. 
2pp. 38108:104-38108:105. 

8610240179 LER 86-019-00:on 86091 4, reactor manually scrammed due to high main 
steam line radiation.Caused by resin injection when Pilter demineralizer H placed In 
SVC.RWCU sys operated to remove impurities.W/861016 ltr. 

BIRELY.W.C., LE1TCH,G.M. Philadelphia Electric Co. 86/10/16. 5pp. 38347:089- 
38347:093. 

8610220428 PNS-l-86-020:on 861 01 7, licensee determined that terminal strip in motor 
control ctr dlsengaged.Prelimlnary investigation by licensee found no evidence of au- 
thorized work performed on sys. Investigation continuing. 

BAILEY, R., KtlMIG,R., JOYNER, J. Region 1, Office of Director. 86/10/20. Ip. 
38331:081-38331:081. 


U. Congressional/Executive Correspondence 

8610280162 Final response to FOIA requesLDocuments listed in App A available In 
PDR.Forward8 documents listed in App 8. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/21. DESIMONE, J. Affiliation 
Not Assigned. 3pp. 38387:356-38388:01 7. 

—8610280187 Responds to 761012 request for info re fallout from 760926 nuclear ex- 
plosion by Peoples Republic of China.On 761003, util informed Region I of low level 
contamination around reactor bldg.Samples indicated plant not source. 

ROWDEN,M.A. Commissioners. 76/11/03. RICHMOND, F. House of Rep. 2pp. 
38388:007-38388:008. 


V. Operator Examinations 

8610290352 Notification of Licensee Meeting 86-123 on 861104 in Region I ofc to dis- 
cuss fuel handler training & licensing exams. 

LANGE, D.J. Region 1, Office of Director. 86/10/22. Region 1, Office of Director. 2pp, 
38402:126-38402:127, 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


F. Security, mtdicslt emergency A fire protection plans 


8610020002 Rev 17 to Emergency Plan Implementing Procedure EPIP-3.01, “Callout of 
Emergen^ Response Personnel” & Rev 3 to Procedure EPIP-4,16, “Offsite Monitor- 
ing,” W/860926 ltr. 

M1LLEPvM.L, STEWART, W.L Virginia Power (Virginia Electric & Ps.wer Co.). 86/09/ 
25. GRACE, J.N. Region 2, Office of Director. 30pp. 38070:096-38070:125, 

8610150030 Forwards Third Quarter 1986 rev to emergency response plan, per 
10CFR60.54(q).Rev updates 860530 8ubfhlttal.W/o end. 

STEWART,W.L Virginia Power (Virginia Electric & Power Co.). 86/09/25. GRACE, J.N. 
Region 2. Office of Director. Ip, 38251 :04648251:046. 
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8610160319 Revised emergency plan implementing procedures.includina Rev 17 to 
EPIP-3.01, “Callout of Emergency Response Personnel” & Rev 3 to EPTP-4.16, “Off- 
site Monitoring" W/860925 Itr. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/25. GRACE, J.N. 
Region 2, Office of Director. 29pp. 38265:282-38265;310. 


8610090343 Submits responses to NRC 860724 request for addi info re util 850919 re- 
quest for relief from certain ASME XI Code requirements.W/nine oversize drawings. 
STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 86/09/30. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 7pp. 38149:300-38149:306. 


8610020080 Rev 3 to "...Corporate Emergency Response Plan-Third Quarter 
1986, North Anna & Surry Power Stations." W/860925 Itr. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/30. GRACE.J.N. 
Region 2, Office of Director. 90pp. 38066:010-38066:099. 

8610090103 Confirms that App R exemption requests meet special circumstances crite- 
rion in 10CFR50.12,Design & implementation of mods re fire protection not necessary 
to achieve underlying purpose of rule. ^ 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/30. 
DENTON,H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 3pp. 38180:281-38180:283. 


8610220034 Summary of 860902 meeting w/util in Bethesda,MD re security 
plans.lnterpretation of "detection” as used in regulations addressed. Viewgraphs end. 
PATEL,C,P. PWR Project Directorate 2. 86/10/09. PWR Project Directorate 2. 18pp. 
38332:014-38332:031. 


8610230083 Forwards revised radiological emeraency plan & emergency implementing 
procedures, including Rev 16 to EPIP-1.01, “Ernergency Manager Controlling Proce- 
dure” & Rev 12 to EPIP-2.01, "Notification of State & Local Govts.” 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/17. GRACE,J.N. 
Region 2. Office of Director. 5pp. 38344:254-38345:153. 

-8610230085 Revised radiological emergency plan. 

COSTELLO, J.B., GRODY.W.D. Virginia Power (Virginia Electric & Power Co.). 86/09/ 
29. 64pp. 38344:259-38344:322. 


8610160009 Forwards proposed test protocol for demonstrating acceptability of using 
35% oxygen-enriched breathing air In open-circuit self-contained breathing 
apparatus-Protocol revises 860516 Itr by using flame ignition test. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.), 86/10/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 5pp. 38271:096-38271:100. 

8610140390 Application for amends to Licenses DPR-32 & DPR-37,changing Tech 
Specs re operation w/lnoperable, misaligned or dropped control rod.Fee paid. 
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/07. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 3pp. 38226:116-38226:138. 

-8610140401 Proposed Tech Specs re operation w/inoperable, misaligned or dropped 
control rod. 

* Virginia Power (Virginia Electric & Power Co.). 86/10/07. 20pp. 38226:119- 
38226:138. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 


-8610230091 Rev 16 to Emergency Plan Implementing Procedure EPIP-1.01. "Emer- 
gency Manager Controlling Procedure.” 

COSTELLO, J.B.. MILLER, H.L, GRODY.W.D. Virginia Power (Virginia Electric & Power 
Co.). 86/09/29. 49pp. 38344:323-38345:010. 


-8610230098 Rev 12 to Emergency Plan Implementing Procedure EPIP-2.01, "Notifica- 
tion of State & Local Govts.” 

COSTELLO, J.B.. MILLER, H.L, KELLY.J.L Virginia Power (Virginia Electric & Power 
Co.). 86/09/23. 19pp. 38345:011-38345:029. 


-8610230100 Rev 4 to Emergency Plan Implementing Procedure EPIP-2.02, "Notifita- 
tion of NRC.” 

COSTELLO. J.B.. MILLER .H.L, KELLY, J.L Virginia Power (Virginia Electric & Power 
Co.). 86/09/23. 15pp. 38345:030-38345:044. 


-8610230102 Rev 7 to Emergency Plw Implementing Procedure EPIP-3.02, “Activation 
of Technical Support Ctr." 

COSTELLO, J.B., MILLER.H.L., GRODY.W.D Virginia Power (Virginia Electric & Power 
Co.). 86/09/29. 40pp. 38345:045-38345:084. 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
SVC list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Metis.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610010191 Forwards Insp Repts 50-280/86-21 & 50-281/86-21 on 860818-22 & notice 
of violation. 

BROWNLEE, V.L Region 2, Office of Director. 86/09/24. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38052:338-38052:353. 

-8610010197 Notice of violation from insp on 860818-22. 

BROWNLEE, V.L. Region 2. Office of Director. 86/09/22. 2pp. 38052:340-38052:341. 


-8610230104 Rev 6 to Emergency Plan Implementing Procedure EPIP-3.04. “Activation 
of Local Emergency Operations Facility." 

COSTELLO, J.B.. MILLER.H.L. KELLY, J.L. Virginia Power (Virginia Electric & Power 
Co.). 86/09/19. 8pp. 38345:085-38345:092, 


-8610010205 Insp Repts 50-280/86-21 & 50-281/86-21 on 860818-22. Violation 
noted:failure to establish adequate procedures for waste characterization. 

COLLINS, T.R., HOSEY.OM. Region 2, Office of Director. 86/09/18. 12pp. 38052:342- 
38052:363. 


-6610230105 Rev 1 to Emergency Plan implementing Procedure EPIP-4.22, "Post-Acci- 
dent Sampling of Containment Air." 

COSTELLO.J.B.. M1LLER.H.L. KELLY, J.L Virginia Power (Virginia Electric & Power 
Co.). 86/09/23. 6pp. 38345:093-38345:098. 

-8610230108 Rev 5 to Emergency Plan Implementing Procedure EPIP-4.23, "Post-Acci- 
dent Sampling of Reactor Coolant” 

COSTELLO, J.B., MILLER.H.L., KELLY.J.L Virginia Power (Virginia Electric & Power 
Co.). 86/09/23. 22pp. 38345:099-38345:120. 

-8610230110 Rev 0 to Emergency Plan Implementing Procedure EPIP-4.29, “Technical 
Support Ctr/LEOF Radiation Monitoring Sys.” 

COSTELLO, J.B., MILLER.H.L Virginia Power (Virginia Electric & Power Co.). 86/09/ 
29. 19pp. 38345:121-38345:139. 

-8610230113 Rev 10 to Emergency Plan Implementing Procedure EPIP-5.03, "Person- 
nel Accountability." 

COSTELLO,J.B.. MILLER.H.L. KELLY.J.L Virginia Power (Virginia Electric & Power 
Co.). 86/09/19. 14pp. 38345:140-38345:153. 


P, Operating license stage documents & correspondence 


8610080080 Fourth partial response to FOIA request for Region tV allegation data forms 
& background records. Portions of App E & F documents forwarded & available in PDR 
& App G & H documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H, Division of Rules and Records. 86/09/26. STEPHENS, S. Nuclear 
Awareness Network. 6pp. 38144:004-38144:023. 

-8610080084 Partially withheld Itr extending appreciation for cooperation re const 
deficiencies.lnsp Rept 50-483/84-30 discussing technical concerns encl.Other con- 
cerns forwarded to Regions 11 & IV. 

WEIL,C.H. Region 3, Office of Director. 84/09/28. Affiliation Not Assigned, ip. 
38144:013-38144:013. 

6609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MIsadmInistratlons." Svc list end, 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610160411 Responds to 770719 request for interpretation of 10CFR20.408 re timing of 
repts of personnel exposures upon termination of employment or work. 

SHAPAR.H,K. Office of the Executive Legal Director (Pre 860701). 77/08/12. 
STALLINGS,C.M. Virginia Power (Virginia Electric & Power Co.). 3pp. 38275:257- 
38275:261. 


8610150068 Forwards Insp Repts 50-280/86-24 & 50-281/86-24 on 860906-1 2.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 86/10/03. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). Ip, 38235:034-38235:038. 


-8610160463 Requests Interpretation of t0CFR20.408 re reporting of radiation expo- 
sure to individuais.Utit interprets that regulation distinguishes between termination of 
employment & termination of worit assignment at particular facility. 

STALliNGS,C.M. Virginia Power (Virginia Electric & Power CJo.), 77/07/19. CASE,E.G. 
Office of Nuclear Reactor Regulation, Director. 2pp. 38275:260-38275:261. 


8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance w/10CFRS0.49, “Environ Qualification of Electric Equipment Important to 
Saf% for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic Qty Electilc Co. 49pp. 38058:216-38058:265. 

8610150083 Expresses appreciation for contribution to 860910 commitment to excel- 
lence meeting w/nudear industry svc contractors. 

STEWART,W.L Virdnia Power (Virginia Electric & Power Co.). 86/09/22. GRACEJ N 
Region 2, Office of Director. Ip. 38249:280-38249:280. 


-8610150071 Insp Repts 50-280/86-24 & 50-281/86-24 on 860908-1 2,No violations or 
deviations noted.Major areas inspected: surveillance testing & dry spent fuel storage. 
NICHOLSON, L.E., JAPE.F. Region 2, Office of Director. 86/10/02. 4pp. 38236:^5- 
38235:038. 

8610160198 Forwards Mgt Meeting Repts 50-280/86-26 & 50-281/86-26 on 860904.NO 
violation noted.Meeting provided util opportunity to demonstrate ability of ultrasonio 
exam procedure to detect actual crack flaws propagating from pipe. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/03. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38265:334-38265:338. 

-8610160204 Mgt Meeting Repts 50-280/86-26 & 50-281/86-26 on 860904,No violation 
noted.Major areas discussed:ultrasonlc exam procedure to detect actual flaws & artifl- 
Region II centrlfugally cast stainless steel test specimens. 
COLEY,J.L., NEWSOME,R.W., BLAKE. J.J. Region 2, Office of Director. 86/09/29. 
3pp. 38265:336-38265:338. 


8610060735 Forwards safety evaluation re WCAP.10858, "ATWS Mitigating Sys Actu- 
dSSsS^ant^^if^^s f in 3 ^ acceptable-Sch^ules for ad- 

pm Prpj^ plrld^eTsS^^/iaSTEWART.W.L Virginia Power (Vif. 
gmia Electnc & Power Co.). 2pp. 381 1 2:274-381 1 2:293, ^ ^ 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M, Office of Inspection & Enforcement, Director (Post 820201). 86/10/06. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 
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8610080068 IE Info Notice 86-086, ‘'Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list enci. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610220184 LER 86-025-00:on 860918 & 19, control rods P-6 & P-10 dropped Into 
core, respectively & reactor manually trIpped.Caused by failed stationary gripper coil & 
loose female connector pin. Parts replaced & control rods tested.W/861013 Itr. 
SAUNDERS,R.F. Virginia Power (Virginia Electric & Power Co,), 86/10/13. 4pp. 
38326:180-38326:183. 


8610080071 IE info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220001 Forwards Insp Repts 50-280/86-20 & 50-281/86-20 on 860803-0906 & 
notice of violation. 

WALKER,R.D. Region 2, Office of Director. 86/10/14. STEWART,W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38326:267-38326:281. 

-8610220002 Notice of violation from insp on 860803-0906. 

WALKER.R.D. Region 2, Office of Director. 86/10/14. 2pp. 38326:269-38326:270. 

-8610220003 Insp Repts 50-280/86-20 & 50-281/86-20 on 860803-0906. Violation 
noted:procedures for work performed on recirculation spray HX inadequate. 
HOLLAND,W.E., IGNATONIS.A.J. Region 2, Office of Director. 86/10/10. 11pp. 
38326:271-38326:281. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. (Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppi 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. f07pp. 38331:086- 
38331:191. 

8610270394 Forwards AEOD SALP input re quality of LERs for Mar 1985 - Aug 
1986.Submittals of above average quality. 

WALKER,R.D. Region 2, Office of Director. 86/10/16. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 57pp. 38373:243-38373:299. 

8610280054 Suppis 860513 response to IE Bulletin 85-003, “Motor-Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings.” 
Updated max differential pressure calculations end. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/10/17. GRACE,J,N. 
Region 2, Office of Director. 6pp. 38366:338-38366:344. 

8610270066 Forwards Insp Repts 50-280/86-25 & 50-281/86-25 on 860908- 12.No vio- 
lations or deviations noted. 

BROWNLEE.V,L Region 2, Office of Director. 86/10/21. STEWART.W.L Virginia 
Power (Virginia Electric 6 Power Co.). 2pp. 38360:250-38360:259. 

-8610270071 Insp Repts 50-280/86-25 & 50-281/86-25 on 860908-1 2.No violations or 
deviations noted.Major areas inspected:plant chemistry. 

ROSS.W.J., COLLINS.D.M. Region 2, Office of Director. 86/10/18. 8pp. 38360:252- 
38360:259. 


R. Periodic operating reports & reiated correspondence 

8610280102 “Semiannual Radioactive Effluent Release Rept.Surry Power Station,Jui- 
Dec 1985.” W/860228 Itr. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 85/12/31, GRACE, J.N. 
Region 2, Office of Director. 45pp. 38375:01 1 -38375:055. 

8610100367 Monthly operating r^t for Jul 1986.W/860815 Itr. 

JONES, V.H., SAUNDERS, STUART, W.L VIralnIa Power (Virginia Electric & Power 
Co.). 86/07/31. SCROGGINS, R.M. Office of Resource Management, Director. 27pp. 
38195:267-38195:293. 


S. Reportable occurrences, LERs A related correspondence 

8610090126 LER 86-023-00:on 860820, containment sump trip valve found leaMng from 
inside containment isolation valve.Vaive packing follower tlghtened,LeaKage reduced 
to acceptable levels. W/86091 9 Itr. 

SAUNDERS,R.F. Virginia Power (Virginia Electric & Power Co.). 86/09/19. 4pp. 
38181:267-38181:270. 


8610210486 PNO-ll-86-074:on 861013,licensee issued news release stating that investi- 
gation of alleged offsite drug use resulted in dismissal or voluntary resignation of 13 
security officers or employees.induding supervisor of security at Surry. 

TOBIN.W. Region 2, Office of Director. 86/10/14. 2pp. 38311:165-38311:166. 

8610230022 LER 66-026-00:on 860919,quadrant-to-average-power-tilt ratio exceeded 
2% Tech Spec limitCaused by dropped control rod P-6 due to failed stationary grip- 
per coil In CRD mechanism. Coil replaced.W/861017 Itr. 

SAUNDERS,R.F. Virginia Power (Virginia Electric & Power Co.). 86/10/17. 4pp. 
38345:202-38345:205. 

8610300308 LER 86-028-00:on 860925, individual rod position indicators for ail control 
rods moved down approx 25 steps.Caused by failed normal negative power 
supply.Two negative power supplies replaced & calibr.W/861023 Itr. 

SAUNDERS, R.h. Virginia Power (Virginia Electric & Power Co.). 86/10/23. 4pp. 
38409:285-38409:288. , kk 
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F. Security, medical, emergency 8t fire protection plans 

8610020002 Rev 17 to Emergency Plan Implementing Procedure EPIP-3,01, “Callout of 
Emergency Response Personnel” & Rev 3 to Procedure EPIP-4.16, “Offsite Monitor- 
ing.” W/860925 Itr. 

MILLER, H.L, STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/ 
25. GRACE, J.N. Region 2, Office of Director. 30pp. 38070:096-38070:125. 

8610150030 Forwards Third Quarter 1986 rev to emergency response plan, per 
10CFR50.64(q).Rev updates 860530 submittal.W/o end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/25. GRACE.J.N. 
Region 2. Office of Director, ip. 38251:046-38251:046. 

8610160319 Revised emergency plan Implementing procedures, including Rev 17 to 
EPIP-3.01, “Callout of Emergency Response Personnel" & Rev 3 to EPTp- 4.16, “Off- 
site Monitoring." W/860925 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/25. GRACE, J.N. 
Region 2, Office of Director. 29pp. 38265:282-38265:310. 

8610020080 Rev 3 to “...Corporate Emergency Response Plan-Third Quarter 
1986, North Anna & Surry Power Stations.” W/860925 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/30. GRACE, J.N. 
Region 2, Office of Director. 90pp. 38066:010-38066:099. 

8610090103 Confirms that App R exemption requests meet special circumstances crite- 
rion in 10CFR50.12.Design & implementation of mods re fire protection not necessary 
to achieve underlying purpose of rule. 

STEWART.W.L Virginia Power Virginia Electric & Power Co.). 86/09/30. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 3pp. 38180:281-38180:263. 

8610220034 Summary of 860902 meeting w/util in Bethesda,MD re security 
plan8.tnterpretation of “detection” as used in regulations addressed.Viewgraphs encl. 
PATEL,C.P. PWR Project Directorate 2. 86/10/09. PWR Project Directorate 2. 18pp. 
38332:014-38332:031. 

8610230083 Forwards revised radiological emergency plan & emergency implementing 
procedures, including Rev 16 to EPIP-1.01, “Emergency Manager Controlling Proce- 
dure” & Rev 12 to EPIP-2.01, “Notification of State & Local Govts.” 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co,). 86/10/17. GRACE, J.N. 
Region 2, Office of Director. 5pp. 38344:254-38345:153. 

-8610230085 Revised radiological emergency plan. 

COSTELLO,J.B., GRODY.W.D. Virginia Power (Virginia Electric & Power Co.). 86/09/ 
29. 64pp. 38344:259-38344:322. 

-8610230091 Rev 16 to Emergency Plan Implementing Procedure EPIP-1,01, “Emer- 
gency Manager Controlling Procedure.” 

COSTELLO,J.B., MILLER.H.L, GRODY.W.D. Virginia Power (Virginia Electric 6 Power 
Co.). 86/09/29. 49pp. 38344:323-38345:010. 


8610220168 LER 86-023-00;on 860820, containment sump trip valve found leaking from 
inside containment isolation valve,Cau8od by loose valve position indication arm.Valve 
manually isolated & screw set tightened in indication arm.W/861013 Itr. 

SAUNDERS, R.F. Virginia Power (Virginia Electric & Power Co.). 86/09/19. 4pp. 
38325:1 82-38325:1 8^ 


8610020019 PNO-ll-86-067;on 860918 & 19, two control rods dropped into core.Caused 
by worker bumping electrical connector which resulted in loss of electric pbwer to 
nianually tripped reactor & started cold shutdown. 

IGNATONIS.A., BRQWNLEE,V.L Region 2, Office of 


38066:100-38066:100. 


Director. 86/09/23. Ip. 


8610140359 Summary of 860929 Operating Fleactors Event# Mooting 86-34 re events 
since Is^ meeting on 860922.A88ignees should review idehtifiOd responsibilities & 
cj^pletion dates & advise if datee cannot be iTiet.Vlewgraph8 end 

Assessment staff (post 861125), je/io/oo. 

Reactor Regulation, Director (post 851 12§. 18pp. 


8610220136 LER e6‘022rOO:6n 860916 & 20, partial Train B E^F a^ations occurred 
due to reactor protection sys relay failures.Caused by coil failure, Coil replaced & relay 
reinstalled & tested. W/861 01 3 Itr. ' 

38322°lo3'83^33?'"'* (VifQlnia Electric & Power Co.). 86/10/13. 4pp. 


-8610230098 Rev 12 to Emergency Plan Implementing Procedure EPIP-2.01, “Notifica- 
tion of State & Local Govts,” 

COSTELLO, J.B., MILLER.H.L, KELLY,J.L. Virginia Power (Virginia Electric & Power 
C^.). 86/09/23. 1 9pp. 38345:01 1 -38345:029, 

-8610230100 Rev 4 to Emergency Plan Implementing Procedure EPIP-2.02, “Notifica- 
tion of NRC.” 

COSTELLO J.B., MILLER.H.L, KELLY, J.L Virginia Power (Virginia Electric & Power 
Co.). 86/09/23. 15pp. 38345:030-38345:044. 

-4610230102 Rev 7 to Emergency Plan implementing Procedure EPIP-3,02, “Activation 
of Technical Support Ctr.” 

COSTELLO.J.B,, MILLER.H.L., GRODY.W.D Virginia Power (Virginia Electric & Power 
Co.). 86/09/^. 40pp. 38345:045-36345:084. 

-8610230104 Rev e to Emergency Plan Implementing Procedure EPIP-3.04, “Activation 
of Local Emergency Operations Facility,” 

COSTELLO,J.B., MILLER.H.L,, KELLY, J.L. Virginia Power (Virginia Electric & Power 
Co.). 86/09/19. 8pp. 38345:085-38345:092. 

-46102^1^ R^ 1 to Emergency Plan Implementing Procedure EPlP-4.22, “Ppst-ZVccI- 

& Power 


COSTiLLp*J,B., Mi|.LER,H,L, KELLY, J.L Virginia Power (Virgiriia Electric 
CO.), Ci/09/29. 6pp, 38345:093-38345:098. 
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<~$610230108 Bev 5 to emergency Plan implementing ProcetJure EPIP-4.23, “Post-Acci- 
dent Sampling of Reactor C^ciant" . . « ,h 

COSTELLO, J.B., MiLL£R,H.L., KELLY.J.L Virginia Power (Virginia Electnc & Power 
Co.). 86/09/23. 22pp. 38345:099-38345:120. 

-6610230110 Rev 0 to Emergency Plan Implementing Procedure EPIP-4.29. “Technical 
Support Ctr/LEOF Radiation Monitoring Sys." ^ ^ ^ 

COSTELLO, J.B.. MILLER, H.L. Virginia Power (Virginia Electnc & Power Co.). 86/09/ 
29. 19pp. 38345:121-38345:139. 

-8610230113 Rev 10 to Emergency Plan Implementing Procedure EPIP-5.03. “Person- 
nel Accountability.” ^ _ 

COSTELLO, J.a., MILLER.H.L. KELLY.J.L. Virginia Power (Virginia Electnc & Power 
Co.). 86/09/19. 14pp. 38345:140-38345:153. 


P. Operating license stage documents & correspondence 


8610160411 Responds to 770719 request for interpretation of 10CFR20.408 re timing of 
repts of personnel exposures upon termination of employment or work. . ^ 

SHAPAR,H.K. Office of the Executive Legal Director (Pre 860701). 77/08/12. 
STALLINGS.C.M. Virginia Power (Virginia Electric & Power Co.). 3pp. 38275:257- 
38275:261. 


-8610160463 Requests interpretation of 10CFR20.408 re reporting of radiation expo- 
sure to individuals.Util inteiprets that regulation distinguishes between termination of 
employment & termination of work assignment at particular facility. - 

STALLINGS.C.M. Virginia Power (Virginia Electric & Power Co.). 77/07/19. CASE,E.G. 
Office of Nuclear Reactor Regulation, Director. 2pp. 38275:260-38275:261. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance w/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610150083 Expresses appreciation for contribution to 860910 commitment to excel- 
lence meeting w/nuclear industry svc contractors. ^ ^ 

STEWART.WL. Virginia Power (Virginia Electric & Power Co.). 86/09/22. GRACE,J.N. 
Region 2. Office of Director. Ip. 38249:280-38249:280. 

8610060735 Forwards safety evaluation re WCAP-10858, "ATWS Mitigating Sys Actu- 
ation Circuitry Generic Design Package." Generic design acceptable.Scheduies for ad- 
dressing plant design features requested in 30 days. 

PATEUCP. PWR Project Directorate 2. 86/09/23. STEWART.W.L Virginia Power (Vir- 
ginia Electric & Power Co.), 2pp. 381 12:274-381 12:293. 


8610090343 Submits responses to NRC 860724 request for addi Info re util 850919 re- 
quest for relief from certain ASME XI Code requirements.W/nine oversize drawings. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/09/30. 
DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 
RUBENSTEIN,L.S. PWR Project Directorate 2. 7pp. 38149:300-38149:306. 


8610160009 Forwards proposed test protocol for demonstrating acceptability of using 
35% oxygen-enriched breatiiing air In open-circuit self-contained breathing 
apparatus.Protocoi revises 860516 ltr by using flame ignition test. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.), 86/10/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 5pp. 38271:096-38271:100. 


8610140390 Application for amends to Licenses DPR-32 & DPR-37, changing Tech 
Specs re operation w/inoperable, misaligned or dropped control rod.Fee paid. 
STEWART.W.L Virginia Power (Virginia Electric & Power Co,), 86/10/07. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 
RUBENSTEIN,LS. PWR Project Directorate Z 3pp. 38226:116-38226:138. 


-8610140401 Proposed Tech Specs re operation w/inoperabie, misaligned or dropped 
control rod, 

* Virginia Power (Virginia Electric & Power Co.). 86/10/07. 20pp. 38226:119- 
38226:138. 


8610080080 Fourth partial response to FOIA request for Region IV allegation data forms 
& background records-Portions of App E & F documents forwarded & available In PDR 
& App G & H documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. STEPHENS, S. Nuclear 
Awareness Network, 6pp. 38144:004-38144:023. 

-8610080084 Partially withheld ltr extending appreciation for cooperation re const 
deficiencies.lnsp Rept 50-483/84-30 discussing technical concerns encl.Other con- 
cerns forwarded to Regions II & IV. 

WEIL.C.H. Region 3, Office of Director. 84/09/28. Affiliation Not Assigned. Ip. 
38144:013-38144:013. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150068 Fonvards Insp Repts 50-280/86-24 & 50-281/86-24 on 860908-1 2.No vio- 
lations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 86/10/03, STEWART, W.L. Virginia 
Power (Virginia Electric & Power Co.). 1p. 38235:034-38235:038. 

-8610150071 Insp Repts 50-280/86-24 & 50-281/86-24 on 860908-1 2.No violations or 
deviations noted.Major areas inspected: surveillance testing & dry spent fuel storage. 
NICHOLSON, LE., JAPE,F. Region 2, Office of Director. 86/10/02. 4pp. 38235:035- 
38235:038. 

8610160198 Forwards Mgt Meeting Repts 50-280/86-26 & 50-281/86-26 on 860904.No 
violation noted.Meeting provided util opportunity to demonstrate ability of ultrasonic 
exam procedure to detect actual crack flaws propagating from pipe. 

BROWNLEE, V.L Region 2. Office of Director. 86/10/03. STEWART.W.L Virginia 
Power (Virginia Electnc & Power Co.). 2pp. 38265:334-38265:338. 

-8610160204 Mgt Meeting Repts 50-280/86-26 & 50-281/86-26 on 860904.No violation 
noted.Major areas discussed:ultrasonic exam procedure to detect actual flaws & artifi- 
cial reflectors in Region ll centrifugally cast stainless steel test specimens. 

COLEY.J.L, NEWSOME, R.W., BLAKE, J.J. Region 2, Office of Director. 86/09/29. 
3pp. 38265:336-38265:338. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08, 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8810080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220001 Forwards Insp Repts 50-280/86-20 & 50-281/86-20 on 860803-0906 & 
notice of violation. 

WALKER.R.D. Region 2, Office of Director. 86/10/14. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38326:267-38326:281. 

-8610220002 Notice of violation from insp on 860803-0906. 

WALKER, R.D. Region 2. Office of Director. 86/10/14. 2pp. 38326:269-38326:270. 


8610160169 Requests withdrawal of 860207 request for exemption from 10CFR50,App 
J,Section UIA6(b) requirements for Type A test every refueling shutdown, based on 
problems w/operation of containment sump isolation valves. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/10/07. 
OENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN.LS. PWR Project Directorate 2. 2pp, 38270:282-38270:283. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators," W/o 
svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 


81072^)047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exdusive-Use Shipments of Radioactive Matis," W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
EcBson Co. of New York, Inc. 4pp. 38351:079-38351:082, 


8810010191 Forwards Insp Repts 50-280/86-21 & 50-281/86-21 on 860818-22 & notice 
of violation. 

BROWNLEE.V.L Region 2, Office of Director. 86/09/24. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38052:338-38052:353. 


-8610010197 Notice of violation from insp on '*'30818-22. 

BROWNLEE, V.L Region 2, Office of Director. 86/09/22. 2pp. 38052:340-38052:341. 


-8610220003 Insp Repts 50-280/86-20 & 50-281/86-20 on 860803-0906. Violation 
noted'-procedures for work performed on recirculation spray HX inadequate. 

HOLLAND, W.E., IGNATONIS,A.J. Region 2, Office of Director. 86/10/10. 11pp. 
38326:271-38326:281. 

8610100105 IE Info Notice 86-089. “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331 ;284. 

8610100107 SuppI 1 to IE info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc, i07pp. 38331:086- 
38331:191. 

8610270394 Forwards AEOD SALP input re quality of LERs for Mar 1986 - Aug 
1986.Submittal8 of above average quality. 

WALKER.R.D. Region 2. Office of Director. 86/10/16. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 57pp. 38373:243-38373:299. 

8610280054 Suppis 860513 response to IE Bulletin 85-003, “Motor-Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings." 
Updated max differential pressure calculations end. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 86/10/17. GRACE, J.N. 
Region 2, Office of Director. 6pp. 38366:338-38366:344. 

6610270066 Forwards Insp Repts 60-280/86-25 & 50-281/86-25 on 860908- 12.No vio- 
lations or deviations noted. 

BROWNLEE.V.L Region 2. Office of Director, 86/10/21. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38360:250-38360:259. 


-6610011^ Insp Repts 50-280/86-21 & 50-281/86-21 on 860818-22. Violation 
Jo procedures for waste characterization. 

H0SEY,C.M. Region 2, Office of Director. 86/09/18. 12pp. 38052:342- 

38052:353. 


-6610270071 Insp Repts 50-280/86-25 & 50-281/86-25 on 860908-12.No violations or 
deviations noted.Major areas Inspectedrplant chemistry. 

ROSS.WJ., COLLINS, D.M. Region 2, Office of Director. 86/10/18. 8pp. 38360:252- 
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R. Periodic operating reports & related correspondence 


8610280102 “Semiannual Radioactive Effluent Release Rept.Surry Power Station, Jul- 
Dec 1985." W/860228 Itr. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.), 85/12/31. GRACE,J.N. 
Region 2, Office of Director. 45pp. 38375:011-38375:055. 


8610100367 Monthly operating rept for Jul 1986.W/860815 Itr. 

JONES.V.H., SAUNDERS. STEWART, W.L. Virginia Power (Virginia Electric & Power 
Co.). 86/07/31. SCROGGINS.R.M. Office of Resource Management, Director. 27pp. 
38195:267-38195:293. 


S. Reportable occurrences, LERs & related correspondence 

8610080439 LER 86-01 2-00:on 860821 .during monthly performance test, relay LM-REL- 
200A1 found failed & on 860826,relay LM-REL-200A2 found failed.Caused by Intermit- 
tent operation of comparator.Relays replaced & tested,W/860919 Itr. 

SAUNDERS.R.F. Virginia Power (Virginia Electric & Power Co.). 86/09/19. 4pp. 
38166:131-38166:134. 

8610220115 LER 8e-012-00:on 860821 .during monthly performance test, relay LM-REL- 
200A1 found failed & on 860826 relay R-LM-REL-200A2 found failed.Caused by inter- 
mittent operation of comparator.Relays replaced & tested.W/861013 Itr. 
SAUNDERS.R.F. Virginia Power (Virginia Electric & Power Co.). 86/09/19. 4pp. 
38322:054-38322:057. 

8610210486 PNO-ll-86-074:on 861 01 3.licensee issued news release stating that investi- 
gation of alleged offsite drug use resulted in dismissal or voluntary resignation of 13 
security officers or employees, including supervisor of security at Surry. 

TOBIN,W. Region 2, Office of Director. 86/10/14. 2pp. 38311:165-38311:166. 
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F. Security, medical, emergency & fire protection plans 

8610020412 Advises that 860909 Rev 14 to plant security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 86/09/19. LARSON.C.E. Northern States 
Power Co. 2pp. 38071:144-38071:145. 


8610070261 Rev 9 to corporate nuclear emergency plan, consisting of Revs 8.8 & 6 to 
introduction, emergency response & App A, re8pectlvely.W/860922 Itr, 

LARSON.C.E., FEY.F.L. Northern States Power Co. 86/09/26. 30pp. 38120:001- 
38120:027. 

8610170042 Responds to NRC 860905 Itr re violations noted In Insp Repts 50-282/86- 
09 & 50-306/86-11. Corrective actions:aii work requests affecting fire barriers reviewed 
before work allowed to start. 

LARSON.C.E. Northern States Power Co. 86/10/03. GULDEMOND.W.G. Region 3, 
Office of Director. 2pp. ...obsolete code... 38278:097-38278:098. 


H. General correspondence 

8610160148 Requests removal of DE Gilberts from all document distribution lists for 
NRC-sponsored research repts. Distribution of repts to author should continue. 
MUSOLF.D, Northern States Power Co. 86/10/06. Office of Nuclear Regulatory Re- 
search, Director (Post 860720). Ip. 38265:031-38265:031. 


J. Insurance & indemnity information 

8610200207 Informs that 861003 submittal re financial info for 1986 satisfies require- 
ments of 10CFR 140.21 for approved guarantee of payment of deferred premiums. 
NASH,D.A. Assistant Director for State & Licensee Relations. 86/10/15. HALL.E.J. 
Northern States Power Co. Ip. 38299:143-38299:143. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060040 Forwards Amends 79 & 72 to Licenses DPR-42 & DPR-60, respectively & 
safety evaluatibn.Amends change expiration dates for License DPR-42 to 130809 & 
DPR.60 to 141029. 

DIIANNI.D.C. PWR Project Directorate 1. 86/09/23. MUSOLF.D.M. Northern States 
Power Co. 3pp. 38114:029-38114:037. 

-8610060045 Amends 79 & 72 to Licenses DPR-42 & DPR-60,respectively, changing 
e)miration dates for License DPR-42 to 130809 & DPR-60 to 141029. 

NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
09/23. 4pp. 38114:031-38114:034. 

-8610060046 Safety evaluation supporting Amends 79 & 72 to Licenses DPR-42 & 
DPR-60, respectively. 

* Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/23. 2pp. 
38114:035-38114:037. 

8610150079 Forwards corrected Tech Spec page to Amends 78 & 71 to Licenses DPR- 
42 & DPR-60, respectively, incorporating revised Table T.S3.15-1, "Event Monitoring In- 
strumentation - Process & Containment," per TMI Item II.F.2. 

DIIANNI.D.C. PWR Project Directorate 1. 86/10/08. MUSOLF.D.M. Northern States 
Power Co. 2pp. 38254:257-38254:260. 

-8610150085 Corrected Tech Spec Table 3.15-1, "Event Monitoring Instrumentation - 
Process & Containment” to Amends 78 & 71 to Licenses DPR-42 & DPR-60, respec- 
tively. 

* NRC - No Detailed Affiliation Given. 86/10/08. 2pp. 38254:259-38254:260. 


8610150354 Forwards safety evaluation re util 851001 & 860529 responses to Generic 
Ltr 85-12 & NUREG-0737,TMI Action Item II.K.3.5 concerning reactor coolant pump 
trip.Responses acceptable. 

DIIANNI,D.C. PWR Project Directorate 1. 86/10/08. MUSOLF.D.M. Northern States 
Power Co. 21pp. 38257:326-38257:346. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
E(XS evaluation modeis.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 

8610300203 Submits info per 860922 request for schedule addressing plant-specific 
design features of ATWS mitigation sys actuation drcuitry.Design will be submitted for 
review & approval by 870301 .Implementation scheduled for Cycle 13. 

MUSOLF.D. Northern States Power Co. 86/10/24. Office of Nuclear Reactor Regula- 
tion, Director (post 851125). 2pp. 38404:175-38404:176. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610140362 Responds to NRC 860723 Itr re violations noted in insp Repts 50-282/86- 
07 & 50-306/86-07.Corrective actions:stop work order issued & addi control instituted 
over const work on site.Task force formed to study administrative improvements. 
LARSON.C.E. Northern States Power Co. 86/08/19. GULDEMOND.W.G. Region 3, 
Office of Director. 3pp. 38226:275-38226:277. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610150309 Revises response to IE Bulletin 86-002, “Static 0-Ring (SOR) Differential 
Pressure Switches.” No SOR Model 102 or 103 pressure switches installed at facility 
as electrical equipment important to safety per 10CFR50.49(b). 

LARSON.C.E. Northern States Power Co. 86/09/30. KEPPLER,J.G. Region 3, Office 
of Director. 2pp. 38240:221-38240:222. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
^ ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610170042 Responds to NRC 860905 Itr re violations noted in Insp Repts 50-282/86- 
09 & 50-306/86-11. Corrective actions:all work requests affecting fire barriers reviewed 

lA/Arlf oIIouuaH fA Qfort 

LARSON,C.E. Northern States Power Co. 86/10/03. GULDEMOND.W.G. Region 3, 
Office of Director. 2pp. ...obsolete code... 38278:097-38278:098. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
8301 03^ 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610220466 EN-86-079:on 861020,order to show cause why radios or other electncai/ 
electronic equipment providing background music should not be removed,wili be 
issued-Licensee Aug 1985 Itr ack radios removed as potential distraction. 

BEACH, A.B. Office of Inspection & Enforcement, Director (Post 820201). 86/10/17. 
Ip. 38330:354-38330:354. 

8610240305 Forwards order to show cause why radios or other electrical/ electronic 
equipment used to provide background music in control rooms should not be removed 
(ref IE Info Notice 85-053).Response requested in 25 days. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/20. 
MCCARTHY, D.W. Northern States Power Co. 3pp. 38354:178-38354:187. 

--861 0240322 Order to show cause why radios or other electrical/ electronic equipment 
used to provide background music in control rooms should not be removed (ref IE Infc 
Notice 85-053 & Circular 81-02). 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/20. 
Northern States Power Co. 7pp, 38354:181-38354:187. 
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8610270156 Confirms scheduling of equipment qualification insp of electrical & instru- 
mentation equipment on 861 1 1 7-21 .Insp details discussed. . 

PAPERIELLO,C.J. Region 3. Office of Director. 86/10/21. LARSON.C.E. Northern 
States Power Co. 2pp. 38360:217-38360:218. 


8610210462 Forwards marked-up radiological environ Tech Spec reflecting correction to 
Amend 86 for License DPR-40, issued on 860403. Annotation of amend number on 
Paqe 2-46 also requested in future amend. 

ANDREWS.R.L Omaha Public Power District. 86/10/08. SELLS, D.E. PWR Project Di- 
rectorate 8. 2pp. 38311:044-38311:045. 


R. Periodic operating reports & reiated correspondence 


8610140382 Monthly operating rept for Jul 1986.W/860807 Itr. 

DUGSTAD.D., MUSOLF.D. Northern States Power Co. 86/07/31. 9pp. 38226:254- 
38226:262. 


8610170025 Advises that control room modified by installing new carpet. Use of carpet- 
ing in control room recommended by NUREG-0700, “Guidelines for CRDR.” Certifica- 
tion of carpeting installed end. 

ANDREWS.R.L Omaha Public Power District. 86/10/10. SELLS, D.E. PWR Project Di- 
rectorate 8. 4pp. 38277:350-38277:353. 



38301:023. 


S. Reportable occurrences, LERs & related correspondence 

8610160156 LER 86-006-00:on 860907, simultaneous Inoperability of one diesel genera- 
tor & one diesel cooling water pump occurred. Caused by rupture of brass 

tubing.Tubing replaced w/stainless steel.W/861 008 Itr. oDo*yi.no7 

HUNSTAD,AA.. MUSOLF,D. Northern States Power Co. 86/10/08. 5pp. 38271.037- 
38271:041. 
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F. Security, medical, emergency & fire protection plans 

8610070103 Forwards supplemental Info re Safeguards Insp Rept 50-285/86-04 per 
860818 NRC requesLEncI withheld {ref 10CFR73.21). ^ ^ 

ANDREWS,R.L. Omaha Public Power District 86/09/19. GAGLIAflDO,J.E. Region 4, 
Office of Director. 1 p. 381 1 5:1 71 -381 1 5:1 71 . 

8610070297 Responds to NRC 860813 Itr re deficiencies noted In Insp Rept 50-285/86- 
19, conducted during annual emergency response exercise.Corrective actions:list of 
probable scenarios of conflicts developed & addi dosimetry drfined. , _ _ . . 

ANDREWS,R.L Omaha Public Power District 86/09/19. GAGLIARDO,J.E. Region 4, 
Office of Director. 4pp. 38119:331-38119:334. 

8610070067 Ack receipt of 860903 Itr informing NRC of steps taken to correct violations 

GA^lARDO,?.^Segion 4? Office of Director. 86/09/26. ANDREWS,R.L. Omaha Public 
Power District 2pp. 38117:059-38117:061. 

8610220305 Forwards public version of revised radiological emergency response 
plan.W/861 020 release memo. « ■ 

ANDREWS,R.L Omaha Public Power District 86/10/02. MARTiN,R.D. Region 4, 
Office of Director. 3pp. 38333:121-38333:163. 

-8610220306 Public version of revised radiological emergency response plan. 

* Omaha Public Power District 86/09/18. 40pp. 38333:124-38333:163. 

8610150138 Ack receipt of 860919 Itr informing NRC of steps taken to correct violations 
noted in insp Rept 50-285/86-04. 

GAGLIAR[55,J.E. Region 4. Office of Director. 86/10/08. ANDREWS.R.L Omaha 
Public Power District 2pp. 38246:137-38246:139. 

8610210200 Forwards Rev 20 to security plan re security bldg mod project described in 
860813 Itr.Rev withheld. « . 

ANDREWS, R.L Omaha Public Power District 86/10/09. MARTIN.R.D. Region 4, 
Office of Director. Ip. 38307:188-38307:188. 

8610200431 Ack receipt of 860919 Itr informing NRC of steps taken to correct violations 

noted in Insp Rept 50-285/86-19 re emergency preparedness. 

GAGLIARDO.J.E. Region 4. Office of Director. 86/10/16. ANDREWS, R.L Omaha 
Public Power District 2pp. 38301:024-38301:029. 


J. insurance & indemnity information 

8610020363 Forwards Endorsement 61 to MAELU Policy MF-63 & Endorsement 71 to 
NELIA Policy NF-207. 

PETERSEN,H.E. Omaha Public Power District 86/09/26. DINITZ,!. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38067:030-38067:032. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610010385 Forwards application for amend to License DPR-40, revising Tech Spec 
Section 5 to incorporate organizational changes. Implementation of changes request- 
ed within 30 days. Certificate of Svc encl.Fee paid. 

* LeBoeuf. Lamb, Leiby & MacRae. * Omaha Public Power District 86/09/26. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
38051:208-38051:220. 

-8610010387 Application for amend to Ucense DPR-40, revising Tech Spec Section 5 to 
incorporate organizational changes. 

ANDREWS.R.L Omaha Public Power District 86/09/24. 2pp. 38051:21 0-38051 -.211. 

-8610010390 Marked-up Tech Spec Section 5, "Administrative Controls," incorporating 
organizational changes. 

* Omaha Public Power District 86/09/24. 9pp. 38051:212-38051:220. 

8610100484 Requests listed changes to SPDS variables list in order to resolve discrep- 
ancies w/up^aded emergency operating procedures & available plant 
instrumentation.Fee paid. 

ANDREWS, R.L Omaha Public Power District 86/09/29. THADANI,A.C. PWR Project 
Directorate 8. 3pp. 38193:261-38193:263. 


8610300002 Forwards supplemental safety evaluation supporting 860128, 0815 & 0905 
submittals re SPDS human factors Confirmatory Item 1 .Confirmatory Item 2 re isola- 
tion devices & SPDS list still needs to be addressed. 

THADANI,A.C. PWR Project Directorate 8. 86/10/20. ANDREWS,R.L. Omaha Public 

n .... onn oQyirte.oQn.'3ftyinn-9Q/i 


-8610300003 Supplemental safety evaluation re human factors design of SPDS. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/20. 3pp. 
38406:292-38406:294. 


8610290035 Forwards revised integrated living schedule for plant mod, per Generic Ltr 
85-07.Updated items marked w/vertical line. 

ANDREWS,R.L. Omaha Public Power District. 86/10/21. MIRAGL1A,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 4pp. 38394:125-38394:128. 


8610290038 Forwards requested addI info re certain items related to exceptions taken 
to Reg Guide 1 .97,Rev 2,Rev 1 to util response to Generic Ltr 82-33 & table summa- 
rizing comments & util response. 

ANDREWS.R.L. Omaha Public Power District. 86/10/21. SELLS.D.E. PWR Project Di- 
rectorate 8. 73pp. 38393:107-38393:179. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


8610270405 Forwards application for amend to License DPR-40, revising Tech Specs to 
incorporate revised reporting requirements on primary coolant iodine spikes.Fee paid, 

* Omaha Public Power District. * LeBoeuf, Lamb, Leiby & MacRae. 86/10/23. 
DENTON,H.R. NRC - No Detailed Affiliation Given. Ip. 38374:169-38374:178. 

-8610270410 Application for amend to License DPR-40,revising Tech Specs to incoroo- 
rate revised reporting requirements on primary coolant iodine spikes.CertIficate of Svc 
end. 

ANDREWS,R.L. Omaha Public Power District. 86/10/21. 5pp. 38374:170-38374:174. 

-8610270414 Proposed Tech Specs, incorporating revised reporting requirements on pri- 
mary coolant iodine spikes. 

* Omaha Public Power District. 86/10/21. 4pp. 38374:175-38374:178. 


8610310233 Forwards summary status of DCRDR for Oct 1986.Summary incorporates 
elements of labeling/demarcation study as defined in 850401 Itr.Util evaluating impact 
of CRDR on proposed simulator. 

ANDREWS.R.L. Omaha Public Power District. 86/10/23. SELLS.D.E. PWR Projed Di- 
rectorate 8. 3pp. 38420:322-38420:324. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610070103 Fonwards supplemental info re Safeguards Insp Rept 50-285/86-04 per 
860818 NRC requesLEncI withheld (ref 10CFR73.21). 

ANDREWS, R.L Omaha Public Power District. 86/09/19. GAGLIARDO.J.E. Region 4, 
Office of Director. 1 p. 381 1 5:1 71 -381 1 5:1 71 . 

8610070297 Responds to NRC 860813 ltr re deficiencies noted in Insp Rept 50-285/86- 
19,conducted during annual emergency response exercise.Corrective actions:list of 
probable scenarios of conflicts developed & addi dosimetry defined. 

ANDREWS,R.L Omaha Public Power District. 86/09/19. GAGLIARDO.J.E. Region 4. 
Office of Director. 4pp, 38119:331-38119:334. 

8610020208 Forwards fee for deferral of thermal shield support sys insp, per 10CFR170. 
ANDREWS, R.L. Omaha Public Power District. 86/09/26. DIGGS, R.M. License Fee 
Management Branch. Ip. 38067:359-38067:359. 

8610070067 Ack receipt of 860903 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/86-15. 

GAGLIARDO.J. Region 4. Office of Director. 86/09/26. ANDREWS.R.L. Omaha Public 
Power District. 2pp. 38117:059-38117:061. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30, Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610080371 Forwards draft SALP input for Mar 1985 • Sept 1986.for review & inpuUlt 
comments received by 861010 will be considered in final rept. 

SELLS,D.E. PWR Project Directorate 8. 86/10/01. MIRAGLIA,FJ. Division of Pressur- 
ized Water Reactor Licensing - B (post 851125). RUSSELL,W.T. Division of Human 
Factors Technology (post 851125), SPEIS.T.P. Division of Safety Review 8 Oversight 
(post 851125). 13pp. 38140:060-38140:072. 
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8609300125 IE Info Notice 86-085, ‘‘Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100315 Forwards responses to NRC questions re control element assembly insp 
program.Reasons why Cycle 10 considered to have less severe cooldown curve than 
previous cycles for facility & 95/95 upper confidence bound strain addressed. 
ANDREWS,R.L Omaha Public Power District. 86/10/03. SELLS, D.E. PWR Project Di- 
rectorate 8. 5pp. 38187:021-38187:025. 


S. Rep^able occurrences, LERs & related correspondence 


8610100260 NPDES noncompliance notification:on 860917 & 18, total suspended solids 
violations discovered In water treatment plant samples.Caused by temporary bypass 
of 6 inch discharge line for const purposes.Bypass ended on 860918. 

ANDREWS, R.L Omaha Public Power District. 86/09/25. MARTIN,R.D. Reaion 4 
Office of Director. 4pp. 38189:132-38189:135. 


V. Operator Examinations 


8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610310134 Forwards Insp Rept 50-285/86-24 on 860825-29. Potential violations re 
training will be considered unresolved items. 

GAGLrARDO,J.E. Region 4, Office of Director. 86/10/24. ANDREWS,R.L Omaha 
Public Power District. 2pp. 38417:152-38417:164. 


8610150138 Ack receipt of 860919 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/86-04. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/08. ANDREWS,R.L. Omaha 
Public Power District. 2pp. 38246:137-38246:139. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 106pp. 38259:018- 
38259:122. 

8610210110 Forwards NRR SALP input for Mar-Sept 1 986,including detailed review of 
licensing activities & supporting data & summaries. 

SELLS, D.E. PWR Project Directorate 8. 86/10/14. JOHNSON.E.H. Region 4, Office of 
Director. 1 3pp. 38321 :222-38321 :234. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 


-8610310139 Insp Rept 50-285/86-24 on 860825-29.Potential violations noted:failure to 
maintain adequate training records,to perform manipulations on plant controls & to 
provide preplanned lectures. 

PLETTNER,E.A., HARRELL,P.H., JAUDON,J.P. Region 4. Office of Director. 86/10/ 
16. 11pp. 38417:154-38417:164. 
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activation, Vol 11 & emergency plan Implementing procedures, Vol III. 

if®? Authority (formerly Power Authority of the State of New 
York). 86/09/22. Record Services Branch (Document Control Desk). 1p. 38109:022- 
38109:078. 


-8610060769 Partially deleted revised pages to emergency plan, Vol I & emergency re- 
sponse activation, Vol II. 

* New York Power Authority (formerly Power Authority of the State of New York). 86/ 
09/22. 54pp. 38109:023-38109:076. 


-8610060789 Revised Emergency Plan Implementing Procedure IP-1050, “Accountabil- 
ity.” 

Authority (formerly Power Authority of the State of New York). 86/ 
09/22. 2pp. 38109:077-38109:078. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610200431 Ack receipt of 860919 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/86-19 re emergency preparedness. 

GAGLlARDO,J.E. Region 4, Office of Director. 86/10/16. ANDREWS, R.L Omaha 
Public Power District. 2pp. 38301:024-38301:029. 

8610270239 Ack receipt of 861002 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-285/86-21 . 

GAGLlARDO,J.E. Region 4, Office of Director. 86/10/22. ANDREWS, R.L. Omaha 
Public Power District. 2pp. 38372:327-38372:333. 

-8610270269 Responds to NRC 860902 Itr re violations noted in Insp Rept 50-285/86- 
21 .Corrective actions:ltr issued to operations & maint personnel re status of boric acid 
as quality component & supervisory tours increased. 

ANDREWS,R.L. Omaha Public Power District. 86/10/02. GAGLIARDO.J.E. Region 4. 
Office of Director. 5pp. 38372:329-38372:333. 

8610310215 Forwards Insp Rept 50-285/86-25 on 860908-1 2.No violations or devi- 
ations noted. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/23. ANDREWS,R.L. Omaha 
Public Power District. 2pp. 38418:001-38418:017. 

-8610310216 insp Rept 50-285/86-25 on 860908-1 2.No violations or deviations 
noted.Major areas inspected:licensee liquid & gaseous radwaste mgt 
''®'''®'^ organization & mgt controls & radwaste effluent releases. 
NICHOLAS.J.B., MURRAY, B. Region 4, Office of Director. 86/10/16. 15pp. 
38418:003-38418:017. ^ 

8610280552 Requests relief from compliance w/exam requirements of Winter 1980 Ad- 
denda to ASME Boiler & Pressure Vessel Code, Section XI re rules for insp of nuclear 
power plant components.Fee paid. 

ANDREWS,R.L. Omaha Public Power District, 86/10/24. THADANI,A.C. PWR Project 
Directorate 8. 2pp. 38380:157-38380:158. 

8610310134 Forwards Insp Rept 50-285/86-24 on 860825-29.Potential violations re 
training will be considered unresolved items. 

GAGLrARDO,J.E. Region 4, Office of Director. 86/10/24. ANDREWS,R.L. Omaha 
Public Power District. 2pp. 38417:152-38417:164. 


8610060320 Forwards FEMA 860723 Itr to State of NY re need for Itrs of agreement to 
assure availability of school district resources in Rockland County.Ltr inadvertently 
omitted from FEMA Indian Point finding sent to NRC on 860917, 

KRIMM.R.W. Federal Emergency Management Agency. 86/09/24. J0RDAN,E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 4po. 

38089:012-38089:015. » r v / kp 

8610140105 Revised emergency plan & emergency procedures,including Itrs to local au- 
thorities & Rev 1 to Procedure IP-1007, “Determination of Magnitude of Release & 
Exposure Rate.” 

* Consolidated Edison Co. of New York, Inc. 86/10/01. 30pp. 38227:215-38227:244. 

8610100589 Forwards "Post-Exercise Assessment 860604 Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Rockland,Orange & Putnam Counties 
for Indian Point Nuclear Power Station." 

KRIMM,R.W. Federal Emergency Management Agency. 86/10/06. JORDAN,E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
381 99:243-38200:1 55. 

-8610100593 “Post-Exercise Assessment 860604 Exercise of Radiological Emergency 
Preparedness Plans of State of NY,Rocklancl,Orange & Putnam Counties for Indian 
Point Nuclear Power Station.” 

• Federal Emergency Management Agency. 86/09/10. 271pp. 38199:245-38200:155. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop In 
Willow Grove,PA,per Tt Murley Aug 1986 Itr. 

MARTIN, T.T. Region 1, Office of Director. 86/10/08. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). OPEKA,J.F. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). MANGAN.C.V. Niagara 
Mohawk Power Corp. 9pp. 38350:223-38350:231. 

8610170156 Ack receipt of recipient & Con Ed joint response to FEMA 860917 interim 
findings re emergency preparedness.Recipient 860929 response,lncluding planned 
corrective actions, forwarded to FEMA for assessment & rept. 

MURLEY,T.E. Region 1, Office of Director. 86/10/10. BRONS,J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 38281:207- 
38281:209. 

8610280050 Forwards FEMA 860910 exercise evaluation rept re 860604 
exercise.Deficlencles identified In six area8.Scheduled dates proposed for closing un- 
resolved items in util 860929 & FEMA 861001 Itrs.W/o end. 

MARTIN, T.T. Region 1, Office of Director. 86/10/16. JOSIGER.W. New York Power 
Authority (formeriy Power Authority of the State of New York). 2pp. 38367:187- 
38367:188. 


-8610310139 Insp Rept 50-285/86-24 on 860825-29,Potential violations noted:fai!ure to 
maintain adequate training records,to perform manipulations on plant controls & to 
provide preplanned lectures. 

PLETTNER,E.A., HARRELL,P.H., JAUDON,J.P. Region 4, Office of Director. 86/10/ 
16. 11pp. 38417:154-38417:164. 


8610270097 Forwards FEMA memo identifying addi deficiency In 860604 full-scale 
exercise.Post-exercise assessment forwarded on 861006 incorrectly categorized inad- 
equacies at Orange County personnel monitoring ctr.Related info end. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 3pp. 


R. Periodic operating reports & related correspondence 


J. Insurance & indemnity information 


Monthly operating rept for Sept 1986,W/861013 itr. 

ANDR^S.R.L Omaha Public Power District 86/09/30. 
38^1 ni 38301^1^9 * Enforcement, Director (Post 820201). 9pp. 


8610070159 Forwards Endorsements 94 & 95 to NELIA Policy NF-208 & Endorsements 
82 & 83 to MAELU Policy MF-77, 

VIETEN,M.J. Marsh & McLennan, Inc. 86/09/08. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 5pp. 381 10:349-38110:353. 
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8610070523 Forwards Endorsements 150 & 151 to NEUA Policy NF-100 & Endorse- 
ments 132 & 133 to MAELU Policy MF-29. 

V1ETEN,MJ. Marsh & McLennan. Inc. 86/09/08. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 5pp. 38120:295-38120:299. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re Info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090489 Forwards' revised results of engineering studies of human engineering defi- 
ciencies identified in utii 851031 ltr re "DCRDR Summary Rept.” 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/09/30. VARGA.S.A. PWR Project Directorate 3. 18pp. 38179:079- 

38179:096. 

8610100657 Forwards draft SPDES Permit NY0004422. 

BLAKE,J.W. New York Power Authority (formerly Power Authority of the State of New 
York). 86/09/30. VARGA.S.A. PWR Project Directorate 3. 28pp. 38200:156- 

38200:183. 

8610150222 Forwards Amend 68 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs to add anticipatory reactor trip to list of other reactor trips. 
NEIGHBORS. J.D. PWR Project Directorate 3. 86/10/06. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 4pp. 38254:007- 
38254:021. 

-8610150223 Amend 68 to License DPR-64, revising listed Tech Spec pages to add an- 
ticipatory reactor trip to list of other reactor trips. 

VARGA, S. A. PWR Project Directorate 3. 86/10/06. 8pp. 38254:011-38254:018. 

-8610150227 Safety evaluation supporting Amend 68 to License DPR-64. 

* Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/06. 3pp. 
38254:019-38254:021. 

8610220346 Forwards Amend 69 to License DPR-64 & safety evaluation. Amend re- 
vises Tech Specs to include provision for using temporary closure plate in place of 
equipment door during refueling operations. 

NEIGHBORS, J.D. PWR Project Directorate 3. 86/10/07. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 38333:282- 
38333:295. 

-8610220349 Amend 69 to License DPR-64,revising Tech Specs to include provision 
for using temporary closure plate in place of equipment door during refueling oper- 
ations. 

VARGA.S.A. PWR Project Directorate 3. 86/10/07. 9pp. 38333:285-38333:293. 

-8610220354 Safety evaluation supporting Amend 69 to License DPR-64. 

* Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/07. 2pp. 
38333:294-38333:295. 

8610170057 Forwards rept of DCRDR preimpiementation audit on 860616-18. Rept 
identifies addl info that should be addressed in supplemental summary rept.Rept re- 
quested within 30 days. 

NEIGHBORS. J.D. PWR Project Directorate 3. 86/10/09. BRONS.J.C. New York 
Power Authority (formerly Power Authority of the State of New York). 3pp. 38282:113- 
38282:135. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line," Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087. "Loss of Offsite Power Upon Automatic Bus Trans- 
fer," Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co, of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Suppi 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. EU Louisiana Power & 
Light Co. 107pp. 38331:086-38331:191. 


R. Periodic operating reports & related correspondence 


8610200272 Monthly operating rept for Sept 1986.W/861001 ltr. 

KELLY, L, JOSIGER,W.A. New York Power Authority (formerly Power Authority of the 
State of New York). 86/09/30. 8pp. 38296:247-38296:254, 


S. Reportable occurrences, LERs & related correspondence 


8610170111 LER 86-008-00:on 860829,field insp identified absence of heat shrink 
tubing at connection of coaxial cable of containment high-range radiation monitors 
R25 & R26.Heat shrinkable tubing installed. W/860929 ltr. 

GUMBLE.F.W., JOSIGER,W.A. New York Power Authority (formerly Power Authority of 
the State of New York). 86/09/29. 7pp. 38281:219-38281:225. 


-8610080381 "Preimplementation Audit of DCRDR for Indian Point Station, Unit 3." 

* Science Applications International Coip. (formerly Science Applications, Inc.). NRC- 
03-82-096. 86/09/26. NRC - No Detailed Affiliation Given. 20pp. 38282:116- 
38282:135. 

8610200416 Fonvards application for amend to License DPR-64, revising Tech Spec 
Tables 3.5-2 & 4.1-3 to include reactor trip breaker operating conditions, per Generic 
Ltrs 85-09 & 83-28. Fee paid. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/10/10. VARGA,S.A. PWR Project Directorate 3, 2pp. 38301:263-38301:273. 

-8610200419 Application for amend to License DPR-64, revising Tech Spec Tables 3.5- 
2 & 4.1-3 to include reactor trip breaker operating conditions & surveillance 
requirements, per Generic Ltrs 85-09 & 83-28. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/10/09. Ip. 38301:265-38301:265. 

-8610200422 Proposed Tech Specs.revising Tables 3.5-2 & 4.1-3 to include reactor trip 
breaker operating conditions & surveillance requirements, per Generic Ltrs 85-09 & 83- 
28.Safety evaluation end. 

* New York Power Authority (formerly Power Authority of the State of New York). 86/ 
10/10. 8pp. 38301 :266-38301 :273. 

8610220012 Advises that final ATWS mitigating sys actuation circuitry sys 
selected, based on Generic Logic 2 option (main feedwater low flow actuationj.Sys will 
be installed during Cycle 6/7 refueling outage. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/10/10. VARGA, S.A. PWR Project Directorate 3. 2pp, 38326:293-38326:294. 


8610090205 LER 86-009-00:on 860902,control room switches for two containment 
spray pumps & two recirculation sump pumps found in trip-pullout position.Caused by 
lack of communication. Prewarmup checkoff list & procedures revised.W/861002 ltr. 
ANDERSON, J.J., JOSIGER.W.A. New York Power Authority (formerly Power AuthorlN 
of the State of New York). 86/10/02. 4pp. 38146:325-38146:328. 

8610100391 LER 86-01 0-00:on 860905,motor-operated disconnect switch on generator 
transmission line opened,causing turbine/reactor trip.Caused by moisture in under- 
ground conduit containing control wiring.New conduit installed. W/86 1006 ltr. 
ANDERSON, J.J., JOSIGER,W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 86/10/06. 3pp, 38194:136-38194:138. 

8610170319 LER 86-01 1-00:on 860909, reactor tripped automatically on low steam gen- 
erator water level.Caused by water in boiler feedpump control oil sys.Oil sys cleaned 
& temporary water deflector Installed. W/861 009 ltr. 

ANDERSON,J.J., JOSIGER.W.A. New York Power Authority (formerly Power Authority 
of the State of New York). 86/10/09. 3pp. 38288:154-38288:156, 


U. Congressional/Executive Correspondence 


Final response to FOIA requestDocuments listed In App A available in 
PDR.Fonwards documents listed in App B. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/21. DESIMONE,J. Affiliation 
Not Assigned. 3pp, 38387:356-38388:017, 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

PENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22, Consolidated Edison Co. of New York. Inc. 37pp, 38420:326-38421:051. 


lence 

of Spent Generators." W/o 
"01). 81/10/23. Consolidated 


-8610280197 Ack receipt of 820212 request that limited appearance sessions be held 
in New York Clty.ASLB proposes to hold at least one set of 
hearings. Recommendation for date, time & place requested. 

CARTER, LJ. Atomic Safety and Licensing Board Panel. 82/03/19, RICHMOND,F.W. 
House of Rep. Ip. 38388:015-38388:015. 


-8610280200 Requests Commission pursue hearings w/o restrictions & give prompt & 
closing facility while Investigation in progress. 

R®P* 82/08/03, PALLADINO,N.J. Commissioners. Ip, 

38388:016-38388:016. 


Certain Requirements for 
. 82/02/12. CSonsolidated 


-8610280204 Ack receipt of 820803 ltr re ongoing facilities proceeding. Commission 
must decide adjudication solely on bases of submissiorts of parties & evaluations of 
submissions. 

^MMERER,C. Offic® of Congressional Affairs. 82/08/17. RICHMOND, F. House of 
Rep. Ip, 38388:017-38388:017, 
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8610160421 Forwards info re App R tnsp rescheduled for 861027-31, per NRC 860814 
Itr.W/o end. 

TUCKER.H.B. Duke Power Co. 86/09/22. GRACE, J.N. Region 2. Office of Director. 
2pp. 38273:133-38273:134. 

8610160027 Forwards P&IDs for hot shutdown, cold shutdown & alternative or dedicated 
shutdown sys, supplementing 860922 info requested by NRC on 860814 to support 
App R insp.W/o ends. 

TUCKER.H.B. Duke Power Co. 86/09/30. GRACE, J.N. Region 2, Office of Director. 
Ip. 38271:130-38271:130. 

8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02,50- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 in area of plant operations war- 
ranted. 

GRACE, J.N. Region 2, Office of Director. 86/10/10. TUCKER,H.B. Duke Power Co. 
15pp. 38344:229-38344:253. 

8610280109 Forwards FEMA final rept of 860402-03 emergency exercise.No deficien- 
cies identified.Areas requiring corrective actions: coordination between state,iocal & 
util public info staffs at plant media ctr & offsite releases in scenario. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/16. TUCKER.H.B. Duke Power 
Co. Ip. 38367:286-38367:328. 

8610310126 Revises preliminary implementation schedule for development of emergen- 
cy operations facility,including crisis mgt ctr. Schedule contingent upon NRC response 
to 860618 exception requestConst expected to be completed by June 1988. 
TUCKER.H.B. Duke Power Co. 86/10/24. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. NRC - No Detailed Affiliation Given. 
2pp. 38416:152-38416:153. 


P. Operating license stage documents & correspondence 

8610080159 SuppI to 841008 application for amend to Licenses DPR-38, OPR-47 & 
DPR-55,revising Tech Specs to reflect operability requirements for accident monitoring 
instrumentation, per Generic Ltr 83-27. 

TUCKER.H.B. Duke Power Co. 86/09/19. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 2pp. 
38131:334-38131:337. 

-8610080161 Proposed Tech Spec Page 3.5-44 re accident monitoring instrumentation. 

* Duke Power Co. 86/09/19. 2pp. 38131:336-38131:337. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49. “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080471 Forwards list detailing status of items not previously addressed in status 
rept of approved regulatory improvements transmitted by NRC 860502 ltr. 

TUCKER.H.B. Duke Power Co. 86/09/25. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125), STOLZ.J.F. PWR Project Directorate 6. 4pp. 
38165:335-38165:338. 

8610100695 Submits addi info re 860827 proposed amend to Licenses OPR-38,DPR-47 
& DPR-55 to include addI operability & surveillance requirements for addI gaseous ef- 
fluent monitor (4RIA-45). 

TUCKER.H.B. Duke Power Co. 86/09/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 861125). STOLZ,J.F. NRC - No Detailed Affiliation Given. 
2pp. 38200:234-38200:235. 

8610100654 Advises that util established category of “Lifetime” for record retention re- 
quirement for post-trip review data,per Item 1.2 of Generic Ltr 83-28 & in response to 
TM Novak 850621 ltr. 

TUCKER.H.B. Duke Power Co. 86/10/01. DENTON.H.R. BWR Project Directorate 3. 
ADENSAM.E,G. PWR Project Directorate 4. Ip. 38204:331-38204:331. 

8610090421 Forwards Revs 11 & 12 to offsite dose calculation manual. Revs correct 
typos, incorporate radwaste facility info & provide info on conventional wastewater 
treatment sys releases. 

TUCKER.H.B. Duke Power Co. 86/10/02. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125), STOLZ.J.F. PWR Project Directorate 6. 
YOIJNGBLOOD.B.J. PWR Project Directorate 4. 2pp. 38178:313-38178:338. 

-8610090436 Rev 11 to offsite dose calculation manual, including Section A1.0, 
“Oconee Nuclear Station Radwaste Sys," Section A2.0, “Release Rate Calculation" & 
Section A3.0, "Radiation Monitor Setpoints.” 

• Duke Power Co. 86/09/12. 13pp. 38178:315-38178:327. 

8610150048 Forwards evaluation on elevated levels of radiocesiums in environ around 
plant per Task Initiation Action 85-07. Concentrations of radioactive matls & levels of 
radiation in environ significantly higher than expected. 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/03. WALKER,R.D. Region 2, Office of Director, 15pp. 38254:285-38254:299. 

8610140159 Informs that 860902 proposed changes to plant startup physics testing pro- 
gram describing physics test startup of reload cores acceptable. Proposed changes in- 
clude several editorial changes & minor revs to ANS Std ANS-1 9,6.1. 

STOLZ,J.F, PWR Project Directorate 6. 86/10/07. TUCKER.H.B. Duke Power Co. 
2pp. 38220:320-38220:321. 

8610160224 Forwards Amends 151,151 & 148 to Licenses DPR-38, DPR-47 & DPR- 
55.respectively & safety evaluation.Amends revise Tech Specs to support operation of 
Unit 2 at full rated power during upcoming Cycle 9. 

PASTIS.H.N. PWR Project Directorate 6. 86/10/08. TUCKER.H.B. Duke Power Co. 
2pp. 38275:225-38275:241. 

-8610160230 Amends 151,151 & 148 to Licenses DPR-38, DPR-47 & DPR-55, 
respectively, revising Tech Specs to support operation of Unit 2 at full rated power 
during upcoming Cycle 9. 

STOLZ,J.F. PWR Project Directorate 6. 86/10/08. 8pp. 38275:227-38275:234. 


-8610160237 Safety evaluation supporting Amends 151,151 & 148 to Licenses DPR- 
38, DPR-47 & DPR-55,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/08. 7pp. 
38275:235-38275:241. 

8610230153 Informs that application fee for 860305 transmittal will not be submitted & 
util should not be billed for any cost associated w/review of documents.Documents 
submitted for informational purpose only.Review not requested or required. 
TUCKER.H.B. Duke Power Co. 86/10/08. DIGGS, R. Office of Administration. Ip. 
38344:053-38344:053. 

8610210164 Suppis 860212 proposed amends to Licenses DPR-38,DPR-47 & DPR- 
55.changing Tech Specs 3.16 & 4.4.3 re operation & maint of containment hydrogen 
recombiner sys as primary method to maintain post-accident containment atmosphere 
hydrogen. 

TUCKER, H.B. Duke Power Co. 86/10/10. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 3pp. 
38306:003-38306:007. 

-8610210167 Proposed Tech Specs 4.4-17 & 4.4-18 re operation & maint of contain- 
ment hydrogen recomblner sys as primary method to maintain post-accident contain- 
ment atmosphere hydrogen below control limit. 

* Duke Power Co. 86/10/10. 2pp. 38306:006-38306:007. 

8610210423 Application to amend Licenses DPR-38,DPR-47 & DPR-55, revising Tech 
Specs to require Type C local leak test for Penetration 22,low pressure svc water from 
reactor coolant pump motors & tube oil coolers outlet.Fee paid. 

TUCKER.H.B. Duke Power Co. 86/10/13. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ.J.F. PWR Project Directorate 6. 3pp. 
38311:322-38311:331. 

—8610210432 Proposed Tech Specs.requiring Type C local leak test for Penetration 
22.IOW pressure svc water from reactor coolant pump motors & lube oil coolers outlet. 

* Duke Power Co. 86/10/13. 7pp. 38311:325-38311:331. 

8610270355 Requests attendance at 861030 ceremonies.recognizing plant branches of 
Natl Academy for Nuclear Training. Academy established in 1985 to coordinate & unify 
training efforts of electric utils operating nuclear plants in US. 

LEE,W.S. Duke Power Co. 86/10/17. GRACE. J.N. Region 2, Office of Director. 3pp. 
38373:349-38373:351. 

8610310181 Advises that Amend 10 to topical QA program rept acceptable & continues 
to meet requirements of 10CFR50,App B. 

WALKER.R.D. Region 2, Office of Director. 86/10/17. TUCKER.H.B. Duke Power Co. 
ip. 38417:151-38417:151. 

8610270077 Fonvards response to NRC 860829 request for addi info re Tech Spec 
amend concerning hydrogen control sys.Related info also encl.W/one oversize draw- 
ing. 

TUCKER.H.B. Duke Power Co. 86/10/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). STOLZ,J.F. PWR Project Directorate 6. 21pp. 
38361:330-38362:004. 

-8610270091 Rev 0 to Procedure OSSD-021 0.1 6-03, "Hydrogen Recombiner & Hydro- 
gen Purge Sys." 

HYLAND,E.L.. WEAVER, E.M. Duke Power Co. 86/02/07. 14pp. 38361:350-38362:004. 

8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28,ltem 4.4, “Improvements in Maint & Test Procedures for B&W Plants.” 

STOLZ,J.F. PWR Project Directorate 6. 86/10/20. CAMPBELL, G. Arkansas Power & 
Light Co. 2pp. 38407:283-38407:286. 

-8610200058 “Conformance to Generic Ltr 83-28,ltem 4.4,Arkansas Nuclear One Unit 
1, Crystal River Unit 3,Davls-Besse Unit 1, Oconee Units 1,2 & 3,Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1," technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7910. 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 

8610310245 Forwards info requested in Section IV of NRC safety evaluation re B&W 
Owners Group submittals on TMI Action Item II.K.3,5, "Automatic Trip of Reactor 
Coolant Pumps," per Generic Ltr 86-05. 

TUCKER,H.B. Duke Power Co. 86/10/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851126). STOLZ.J.F. PWR Project Directorate 6. 7pp. 
38418:140-38418:146. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

• Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020311 Forwards Insp Repts 50-269/86-24,50-270/86-24 & 50-287/86-24 on 
86081 2-0908.No violations or deviations noted. 

BROWNLEE,V.L Region 2. Office of Director. 86/09/19. TUCKER.H.B. Duke Power 
Co. ip. 38067:099-38067:108. 

-8610020315 Insp Repts 50-269/86-24,50-270/86-24 & 50-287/86-24 on 860908.No 
noncompliance or deviations noted.Major areas 

inspected;op6rations,surv6illance.maint,vei1ication of ESF lineups & followup items. 
BRYANT,J.C., SASSER, M.K., PEEBLES.T. Region 2. Office of Director. 86/09/19. 
9pp. 38067:100-38067:108. 
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8610080140 Discusses util 860828 response to NRC concerns re inservice insp during 
second 10-yr insp interva!.ReSief not required for Refs 8,9,12 & 16 & relief for Refs 
14 2324 26 29 & 31 will be submitted prior to end of second 10-yr interval. 

TUCKER HB Duke Power Co. 86/09/19. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director {post 851125). STOLZ,J.F. PWR Project Directorate 6. 2pp. 
38137:020-38137:021. 

8610090082 Advises of status of insp & replacement of all unidentified wire for environ- 
mentally qualified Limitorque operators outside of containment, per 860812 
Itr Justification for continued operation of Unit 3 & related info end. 

TUCKER.H.8. Duke Power Co. 86/09/19. GRACE, J.N. Region 2, Office of Director. 
8pp. 38181:228-38181:235. 


8610160421 Forwards info re App R insp rescheduled for 861027-31, per NRC 860814 
Itr W/o end. 

TUCKER.H.B. Duke Power Co. 86/09/22. GRACE,J.N. Region 2. Office of Director. 
2pp. 38273:133-38273:134. 

8610030530 Forwards Insp Repts 50-269/86-23,50-270/86-23 & 50-287/86-23 on 
860826-29.No violation or deviation noted. 

BROWNLE£,V.L Region 2, Office of Director. 86/09/26. TUCKER.H.B. Duke Power 
Co. 2pp. 38086:120-38086:128. 


.^610030541 Insp Repts 50-269/86-23.50-270/86-23 & 50-287/86-23 on 860826- 
29.No violation or deviation notedMajor areas inspected:inservice insp,review of pro- 
cedure & investigation of tediniques developed for ultrasonic exam of flange. 
COI-EY.J.L, BLAKE.J.J. Region 2. Office of Director. 86/09/23. 7pp. 38086:122- 
38086:128. 


8609250062 IE info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Signlfic^t Spread of Radioactive Contamination," Svc list end. 
PARTLOW,J.G. Division of Inaction Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 


8610160027 Forwards P&IDs for hot shutdown.cold shutdown & alternative or dedicated 
shutdown sys.supplementing 860922 info requested by NRC on 860814 to support 
App R insp.W/o ends. 

TUCKER.H.B. Duke Power Co. 86/09/30. GRACE, J.N. Region 2, Office of Director. 
Ip. 38271:130-38271:130. 

8610090298 Responds to NRC 860801 Itr re violations noted in Safety Sys Functional 
Insp Repts 50-269/86-16.50-270/86-16 & 50-287/86-16 on 860505-0611. Corrective 
action:niods made enhandng emergency feedwater supply from condenser hotwell. 
TUCKER.H.B, Duke Power Co. 86/10/01. TAYLOR.J.M. Office of Inspection & En- 
forcement. Director (Post 820201). 17pp. 38146:172-38146:198. 


8809300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G, Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 


8810060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Una" Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


86100IKI068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc fet end. 



comments re SALP Repts 50-269/86-02. 50-270/86-02.50 
& ^370/86-07. Category 3 in area of plant operations war 

86/10/10. TUCKER,H.B. Duke Power Cc 

8610100105 IE Info Nolkje 8&089. “Uncontrolled Rod Withdrawal Because of Sinak 
ramffe. svc list end. ® 

TfSS’St^l^'S St^®- 

Pr^e^ & Engineerina Response (Pos 
ww! Co. Of New Yortt. fna EU louistena Power I 


R Periodic operating reports & related correspondence 

8610260311 Advises that semaiemal racfioactive effluent release & soIih rtienn. 

2, Office of Diraok 

^ 1986.W/861015 Itr. 

HEAVISUA. TUCKER, H.B. Ddce Power Co. 86/09/30. 17pp. 38344:176-38344:19 
S. Reportafaie occtinences, LERs & related correspondence 

between NA Rutherford & VL Brownlee re sche 

■ “'I®'*- TUCKBMtB. DMk. P«. c 


8610240393 LER 86-002-00:on 86091 7, main feedwater pumps & emergency feedwater 
sys tripped & SKI essential ac power lost during reactor trip due to pipe 
rupture.Caused by component failure.Unit brought to hot shutdown.W/861017 Itr. 
NORTH, P.J., TUCKER.H.B. Duke Power Co. 86/10/17. 8pp. 38358:319-38358:326. 

8610270111 PNO-ll-86-078:on 861021.2 gallons of hydrazine spilled in turbine 
bldg.Caused by leak in deionized water mixing valve overflowing mix tank.Spil! cleaned 
up. 

BURGER, C. Region 2, Office of Director. 86/10/22. Ip. 38359:134-38359:134, 


V. Operator Examinations 

8610100623 Forwards request for addi info re operator replacement & requalification 
training programs.Info requested within 45 days of Itr date. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power 
Co. 6pp. 38220:220-38220:225. 


DOCKET 50-288 REED COLLEGE RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8610140077 Forwards Safeguards Insp Repts 50-288/86-02 & 50-288/86-03 on 
860825.26 & 0904 & notice of violation, insp repts & notice of violation withheld (ref 
10CFR2.790(d)). 

MONTGOMERY, J.L Region 5. Office of Director. 86/10/06. BRAGDON.P. Reed Col- 
lege. Portland. OR. 2pp. 38226:040-38226:041 . 


Q. inspection reports, IE Bulletins & correspondence 

8610140077 Forwards Safeguards Insp Repts 50-288/86-02 & 50-288/86-03 on 
860825,26 & 0904 & notice of violation.lnsp repts & notice of violation withheld (ref 
10CFR2.790(d)). 

MONTGOMERY, J.L Region 5. Office of Director. 86/10/06. BRAGDON.P. Reed Col- 
lege. Portland, OR. 2pp. 38226:040-38226:041 . 

8610270211 Responds to violations noted in Insp Rept 50-288/85-01. Corrective 
actions:Jun 1986 draft Tech Spec submitted to NRC w/completely revised section on 
administration written in ANS1 15.1 format. 

BRAGDON,P. Reed College, Portland, OR. 86/10/08. CILLIS.M. Region 5, Office of 
Director. 9pp. 38361:273-38361:281. 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610060133 Forwards Safety Insp Rept 50-289/86-10 on 860727-0801 .No violations 
noted.Corrective actions re surveillance of fire door, reported in util 860314 
!tr,verified.Fumanite repairs in steam generator acceptable.Related correspondence. 
KISTER.H.B. Region 1, Office of Director. #486 0659. 86/09/05. HUKILLH.D. Gener- 
al Public Utilities Corp. - GPU Service Corp. 3pp. 38097:001-38097:028. 

8610060286 Forwards Mgt Meeting Insp Rept 50-289/86-18 on 860912. Related corre- 
spondence. 

EBNETER,S.D. Region 1, Office of Director. #486 0924. 86/09/23. HUKILLH.D. Gen- 
eral Public Utilities Corp. - GPU Service Corp. 2pp. 38089:157-38089:161. 

-861()060298 Mgt Meeting Insp Rept 50-289/86-18 on 860912 to discuss findings iden- 
tified in Insp Repts 50-289/86-01 & 50-289/86-05 re fire protection.Related Corre- 
spondence. 

KRASOPOULOS,A., ANDERSON, C.J. Region 1, Office of Director. 86/09/05. 3pp. 
38089:159-38089:161. 

8610210273 Temporary Change Notice 1-86-146 to Rev 0 to Emergency Plan Imple- 
menting Procedure 641 5-IMP-1 300.20, “Personnel/ Vehicle Monitonng & Decontami- 
nation. 

‘General Public Utilities Corp. - GPU Service Corp. 86/09/23, 5pp. 38314:066- 
38314:070. 

861^0532 Procedure Change Request 1-EP-86-0019 to Rev 8 to Procedure 1051 
Emergency Preparedness Drills” & Procedure Change Request 1-EP-e6-9007 to Rev 
0 to Emergert^ Plan Implementing Procedure 641 5-ADM-1 300.03. "Emergency Pre- 
paredness Dnils. * 

BROWN, N WHITEHEAD, J TOOLE.R.J. General Public Utilities Corp. - GPU Serv- 

ice Corp. 86/09/24, 24pp. 38098:229-38098:248. 

1 .Ffpergency Plan Implementing Procedure 6410.IMP-1300.0S. 
^Emergency Direction. W/revised procedure index. 

Utilities Corp. - GPU Service Corp. 86/09/26. 7pp. 38137:291- 

3ol37l297, 

8610100473 Advises that 860417 Rev 7 to security personnel training & quallficatkm 
« w/provisions of 10CFR60.64(p) & acceptable. ^ ^ 

^ Dlredtor, 86/09/29. HUKILL,H.D. General Public Utili- 

ties Corp, - GPU Service Corp. 4pp. 38193:355-38193:358. 

P'a" Implementing Procedure EPIP 1004.31, “Pdst- 
* replaced by Chemistry Procedure N1831. 

38?89'oSl ^ ^ Service Corp. 86/09/30. 9pp. 38189:026- 

*^letes ^ evaluation. Amend de- 

AB-4-3.located in Fire Zone 4 of auxiliary bldg at Elevation aot 
rurZiVn 2one 4 detectors unchanged 

Project Directorate 6. 86/10/01. HUKILL.H.D. General Public Un- 
ties Corp. - GPU Service Corp, 3pp, 38222:165-38222:173. 

Amend 121 to License DPR-50.deletlng Smoke Detector AB-4-3. located 
281 ft,from Tech Specs 

STOLZjJ.F. PWR Project Directorate 6. 86/10/01. 4pp, 38222:168-38222:171. 


i 
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-8610140072 Safety evaluation supporting Amend 121 to License DPR-50. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 2pp. 
38222:172-38222:173. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA, per TE Murley Aug 1986 Itr. 

MARTIN, T.T. Region 1, Office of Director. 86/10/08. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). LICHTEN- 
BERGER Combustion Engineering. Inc. BICKERTON.G.E. Agriculture, Dept. of. 9pp. 
38350:223-38350:231. 

8610210187 Temporary Change 1-86-149 to Rev 0 to Emergency Plan Implementing 
Procedure 6410-IMP-1 300.28, “Activation of Technical Support Ctr.” 

* General Public Utilities Corp. - GPU Sen/ice Corp. 86/10/13. 15pp. 38306:119- 
38306:133. 

8610280272 Forwards FEMA evaluation of prompt alert & notification sys. Alert & notifi- 
cation sys satisfies requirements of 44CFR350 & NUREG-0654 & adequate to prompt- 
ly alert public in event of emergency. 

MARTIN.T.T. Region 1, Office of Director. 86/10/22. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 38378:264-38378:340. 

8610310255 Advises that util will develop emergency fire procedure to respond to elec- 
trical bus trips resulting from multiple high impedance faults.Stated actions will ade- 
quately address multiple high impedance fault scenario. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 86/10/22. STOLZ,J.F. 
PWR Project Directorate 6. Ip. 38418:181-38418:181. 


G. Adjudicatory correspondence 


8610140065 Forwards Amend 121 to License DPR-50 & safety evaluation. Amend de- 
letes Smoke Detector AB-4-3, located in Fire Zone 4 of auxiliary bldg at Elevation 281 
ft, from Tech Specs.Min number of required Zone 4 detectors unchanged. 

THOMA.J.O. PWR Project Directorate 6. 86/10/01. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 38222:165-38222:173. 

-8610140068 Amend 121 to License DPR-50,deleting Smoke Detector AB-4-3. located 
in Fire Zone 4 of auxiliary bldg at Elevation 281 ft, from Tech Specs. 

STOL2,J.F. PWR Project Directorate 6. 86/10/01. 4pp. 38222:168-38222:171. 

-8610140072 Safety evaluation supporting Amend 121 to License DPR-50. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 2pp. 
38222:172-38222:173. 

8610150033 Discusses applicability of Reg Guide 1.121 to once through steam 
generators.Guide not directly applicable where significant secondary stress 
exists-ldentified alternate approach recommended to ensure tube integrity. 
WILSON.R.F. General Public Utilities Corp. - GPU Service Corp. 86/10/03. 
STOL2,J.F. PWR Project Directorate 6. 6pp. 38239:070-38239:075. 

8610170016 Fonvards SER accepting 840710 updated inservice testing program for 
second 10-yr interval. Requested relief not granted in all cases.Utll must revise pro- 
gram per SER. Relief requests granted or denied listed in End 1 . 

STOLZ.J.F. PWR Project Directorate 6. 86/10/03. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Sen/ice Corp. 6pp. 38282:146-38282:244. 

—8610170017 SER accepting 840710 updated Inservice testing program for remainder 
of second 10-yr interval. 

* NRC - No Detailed Affiliation Given. 86/10/03. 93pp. 38282:152-38282:244. 


8610060490 Notifies of intent to file brief in response to Commonwealth of PA & E Wal- 
lace appellate briefs concerning 860819 memorandum & order terminating proceeding 
& removing notification requirements. 

WAGNER,M.E. Assistant General Counsel for Hearings. #486 0946. 86/09/26. 
ROSENTHAL,A.S., MOORE.T.S., JOHNSON,W.R. Atomic Safety and Licensing 
Appeal Panel. 2pp. 38098:267-38098:268. 

8610080262 Brief in opposition to appeal by Commomwealth of PA re 860819 memo- 
randum & order terminating proceeding against E Wallace & removing notification 
requirementCertificate of Svc end. 

WAGNER, M.E. Assistant General Counsel for Hearings. #486 0981. 86/10/03. 
Atomic Safety and Licensing Appeal Panel. 19pp. 38136:106-38136:124. 

8610140324 Informs that Commonwealth of PA will await NRC brief in response to brief 
of E Wallace before Commonwealth files response brief.Notice of appearance & Cer- 
tificate of Svc end. 

MCKINSTRY,J.R. Pennsylvania. Commonwealth of. #486 1047. 86/10/07. Atomic 
Safety and Licensing Board Panel. 4pp. 38223:343-38223:346. 

8610140315 Decision ALAB-850 affirming ASLB 860819 order terminating proceeding 
involving E Wallace in response to Commonwealth of PA.Served on 861010. 
SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #486 1045. 86/10/09. 
Pennsylvania, Commonwealth of. 3pp. 38223:331-38223:333. 

8610200245 Disagrees w/conclusion & finding that E Wallace should have notification 
requirement lifted based on lack of review of record or finding that record flawed or 
unfair.Served on 861015. 

LEWIS,M. Lewis, M. #486 1081. 86/10/09. Atomic Safety and Licensing Board Panel. 
Ip. 38298:359-38298:359. 

8610200091 Forwards licensee 861003 Itr to NRC re Change Request 148. W/svc 
listRelated correspondence. 

CHURCHILUB.W. General Public Utilities Corp. - GPU Service Corp. 
CHURCHILL, B.W. Shaw, Pittman, Potts & Trowbridge. #486 1112. 86/10/14. 
WOLFE, S.J., PARIS, O.H., SHON,F.J. Atomic Safety and Licensing Board Panel. 8pp. 
38290:054-38290:061. 

8610300135 Petition for review of 851219 Order CLI-85-19 establishing proceedings re 
E Wallace, 86051 5 Advisory Opinion CLI-86-9 re Board procedures for proceeding & 
ASLAB 861009 Decision ALAB-850 terminating proceeding.Certificate of Svc end. 
AU.T.Y. Pennsylvania, Commonwealth of, #486 1298. 86/10/27. Commissioners. 
10pp. 38405:189-38405:198. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090391 Summary of 860922 meeting w/util re once-through steam generator tubes 
to be pulled during Cycle 6 outage.Util handouts & list of attendees end. 

THOMA,J. PWR Protect Directorate 6. 86/09/30. STOL2,J. PWR Project Directorate 
6. 12pp. 38185:214-38185:225. 


8610140326 Forwards weekly status rept for 860926-1 003.No events of special interest 
occurred during reporting period. 

BLOUGH,A.R. Region 1, Office of Director. 86/10/07. KISTER,H. Region 1, Office of 
Director. 3pp. 38226:157-38226:159. 

8610170235 Advises that all mods to ATWS must be completed prior to startup from 
Cycle 8 refueling outage,per util 851008 commitment & 10CFR50.62(d). 

STOLZ,J.F. PWR Project Directorate 6. 86/10/07. HUKILUH.D. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 38289:235-38289:237. 

8610200006 Advises that listed changes made to administrative primary water chemistry 
limits in Rev 3 to TR-OOS.Changes involve no adverse effects on safety & may result 
in reduced radioactivity transport. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 86/10/08. STOLZ,J.F. 
PWR Project Directorate 6. 2pp. 38293:207-38293:208. 

8610170279 Summary of 861002 meeting w/util re NUREG-0737.ltem II.F.2, "Inad- 
equate Core Cooling.” Attendee list & related info end. 

THOM A, J. PWR Project Directorate 6. 86/10/09. STOLZ.J. PWR Project Directorate 
6. 4pp. 38289:105-38289:108. 

8610280521 Responds to appeal re denial of FOIA request for three categories of 
records concerning equipment qualification at facility.Forwards Documents 14-16 
listed on app.Documents 1- 13,17 & 20-22 withheld (ref FOIA Exemption 5). 

STELLO,V. Office of the Executive Director for Operations. 86/10/09. WEISS, E.R. 
Union of Concerned Scientists. 4pp. 38383:069-38383:087. 

-8610280533 Package of performance appraisal observations,including observation of 
TMI shift simulator use & ATWS response. 

• NRC - No Detailed Affiliation Given. 86/10/09. 15pp. 38383:073-38383:087. 

8610220008 Forwards addi info re resinter program & results for inventory fuel planned 
to be used as reload assemblies for Cycles 6 & 7, including pellet lot average densifi- 
cation values reported by B&W. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 86/10/13. STOLZ.J.F. 
PWR Project Directorate 6. 5pp. 38326:282-38326:286. 

8610210282 Notifies of adoption of provisions of Rev 2 to visual weld acceptance crite- 
ria (VWAC) for structural welding at nuclear power plants.Tralning will be provided to 
QC inspectors involved in implementation of Rev 2 to VWAC by 861101, 

WILSON.R.F. General Public Utilities Corp. - GPU Service Corp. 86/10/14. 
DENTON.H, Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
38313:337-38313:338. 

8610230164 Documents results of reliability comparison of two different emergency 
feedwater (EFW) sys configurations.Logic for choosing manual block valves & fail- 
closed flow control valves configuration for EFW sys discussed. 

HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 86/10/15. STOLZ.J.F. 
PWR Project Directorate 6. 3pp. 38344:054-38344:056. 

8610280035 Forwards proposed agenda for meeting w/NRC in Bethesda.MD at earliest 
convenience to discuss SER concerning integral simulation test program for second 
10-yr interval.SER denies requested relief for tests & raises new issues. 

HUKILL.H.D. General Public Utilities Corp, - GPU Service Corp. 86/10/20. STOLZ.J.F. 
PWR Project Directorate 6. 2pp. 38367:217-38367:218. 


8610100504 Summary of 860916 meeting w/util & B&W re Cycle 6 reload rept & techni- 
cal approach utilized by B&W & util toldentity problem areas in rept. List of attendees 
& meeting handout end. 

THOMA.J. PWR Project Directorate 6. 86/09/30. STOL2,J.F. PWR Project Directorate 
6. 20pp. 38208:263-38208:282. 


8610090454 Application for amend to License DPR-50 re Rev 1 to Tech Spec Change 
Request 156 Incorporating changes needed to comply w/condition of operation de- 
scribed in NRC 851002 Itr. 


HUKILL,H.D. (^eral Public Utilities Corp. - GPU Service Corp. 86/10/01, STOL2,J.F. 
PWR Project Direbtorate 6. 3pp. 38180:240-38180:268. 


-8810090458 Prqposed Specs incorporating changes needed to comply w/condi- 
tion of operation described in NRC 851002 Itr. 

* General Public Utilities Corp, - GPU Service Corp. 86/10/01. 26pp. 38180:243- 
38180:268. 


8610100119 Forwards response to NRC 860818 questions on fuel handling bldg ESF 
ventilation sys mods. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 86/10/01. STOLZ.J.F. 
PWR Project Directorate 6. 10pp. 38189:345-38189:354. 


8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.4, “Improvements in Maint & Test Procedures for B&W Plants." 

STOLZ,J.F. PWR Project Directorate 6. 86/10/20. CAMPBELL,G. Arkansas Power & 
Light Co. 2pp. 38407:283-38407:286. 

-8610200058 "Conformance to Generic Ltr 83-28,ltem 4.4, Arkansas Nuclear One Unit 
1, Crystal River Unit S.Davis-Besse Unit 1, Oconee Units 1,2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1 ," technical evaluation rept. 

FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7910. 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 36420:326-38421 :051 . 

8610300353 Discusses lab analysis of pulled tubes from TMI-1 once-through steam gen- 
erator to be conducted during next refueling outage. Historical data & evaluation of 
nine candidate tubes end. 

WILSON, R.F. General Public Utilities Corp. - GPU Service Corp, 86/10/28. 
STOLZ,J.F. PWR Project Directorate 6. 8pp. 38409:305-38409:312. 
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O. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:075-38351:078. 


8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. ^ ^ . 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co, of New York, Inc. 4pp. 38351:079-38351:082. 


8610280048 Responds to 860916 telcon request for addi info re relief from ASME Ck>de 
Section XI inservice insp requirements. Expedited review requested as first two items 
listed need resolution prior to 6R outage in Nov. 

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 86/10/20. ST0LZ,J.F. 
PWR Project Directorate 6. 6pp. 38368:023-38368:027. 


R. Periodic operating reports & related correspondence 

8610080227 Forwards TMI-1 weekly status rept for 860912-19. 

BLOUGH,A.R. Region 1, Office of Director. 86/09/25. KISTER.H. Region 1, Office of 
Director. 5pp. 38134:330-38134:334. 


8610060133 Forwards Safety Insp Rept 50-289/86-10 on 860727-0891 .No violations 
noted.(i!orrective actions re surveillance of fire door,reported in util 860314 
ltr.verified.Fumanite repairs in steam generator acceptable.Related correspondence. 
KISTER.H.B. Region 1, Office of Director. #486 0659. 86/09/05. HUKILL,H.D. Gener- 
al Public Utilities Corp. - GPU Service Corp. 3pp. 38097:001-38097:028. 


-8610060179 Safety Insp Rept 50-289/86-10 on 860727-0801. No violations 
noted.Major areas lnsp:in-core detector functional checks, battery & reactor vessel in- 
ternal vent surveillance & reactor bldg sump Inleakage.Related correspondence. 
CONTE.R., BLOUGH,A. Region 1, Office of Director. 86/09/02. 25pp. 38097:004- 
38097:028. 


8610060286 Forwards Mgt Meeting Insp Rept 50-289/86-18 on 860912. Related corre- 
spondence. 

EBNETER,S.D. Region 1. Office of Director. #486 0924. 86/09/23. HUKILL.H.D. Gen- 
eral Public Utilities CJorp. - GPU SenrIce Corp. 2pp. 38089:157-38089:161. 


8610200391 Monthly operating rept for Sept ig86.W/861013 Itr. 

SMYTH.C.W., HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 86/09/ 
30. 6pp. 38301:008-38301:013. 

8610100447 Forwards TMI-1 status rept for period 860919-26. 

BLOUGH.A.R. Region 1, Office of Director. 86/10/01. KISTER.H. Region 1, Office of 
Director. 4pp. 38185:348-38185:351. 

8610210422 Fonwards weekly status rept for 861 003-1 0.Staff continues to monitor rou- 
tine plant operations at full power. 

BLOUGH,A.R. Region 1, Office of Director. 86/10/15. KISTER.H. Region 1, Office of 
Director. 5pp. 38311:317-38311:321. 

8610290331 Forwards “TMI Aquatic Study Monthly Rept for Sept 1986." 
RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 86/10/20. 
HICKEY,C. NRC - No Detailed Affiliation Given. Ip. 38400:330-38400:344. 


-8610060298 Mgt Meeting Insp Rept 50-289/86-18 on 860912 to discuss findings iden- 
tified in Insp Repts 50-289/86-01 & 50-289/86-05 re fire protection. Related corre- 
spondence. 

KRASOPOULOS,A., ANDERSON, C.J. Region 1, Office of Director. 86/09/05. 3pp. 
38089:159-38089:161. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


-8610290337 “TMI Aquatic Study Monthly Rept for Sept 1986.” 

* EA Engineering, Science & Technology, Inc. 86/09/30. 14pp. 38400:331-38400:344. 

8610240328 Forwards TMI-1 weekly status rept for period 861010-17. Rept intended to 
provide NRC mgt & public w/highlights of TMI-1 activities for previous wk. 
BLOUGH,A.R. Region 1, Office of Director. 86/10/22. KISTER.H. Region 1, Office of 
Director. 4pp. 38356:240-38356:243. 


S. Reportable occurrences, LERs & related correspondence 


8610090521 Forwards info requested at 860923 SALP I meeting, including clarification of 
apps listed in table in ref to 10CFR50 & listing of subjs of Amends 11 1-117 to Ucense 
DPR-50. 

BLOUGH.A.R. Region 1, Office of Director. 86/10/02. CORRADI,J. Affiliation Not As- 
signed. 3pp. 38178:348-38178:350. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Une." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610200014 Forwards Safety Insp Rept 50-289/86-13 on 860801 -0908.No violation 
noted. Ack receipt of 860617 itr forwarding post- eddy current Insp rept & 860715 Itr re 
violations noted in Insp Rept 50-289/86-05. 

KISTER,H.B. Region 1, Office of Director. 86/10/09. HUKILUH.D. General Public Utili- 
ties Corp. - GPU Service Corp. 3pp. 38292:213-38292:251. 

-8610200016 Insp Rept 50-289/86-13 on 860801 -0908,No violation noted. Major areas 
inspected:reactor coolant pump seal problem & maint & surveillance of emergency 
feedwater pump bearings. 

YOUNG.F., CONTE.R.. BLOUGH,A. Region 1, Office of Director, 86/10/07. 36pp. 
38292:216-38292:251. 


8610060531 LER 86-005-01 :on 860311, Fire Door 0310 discovered inoperable w/o fire 
watch.Door modified to support plant mods. Surveillance procedure revised to include 
Door C310 In 18- month surveillance program. W/860924 Itr. 

OTTO.S.M.. HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp, 86/09/24. 
5pp. 38098:224-38098:228. 

8610160096 LER 86-012-00:on 860904,exhaust duct grill in Switchgear Room 1D found 
blanked off, blocking air flow from room.Caused by personnel error.Fire watches 
established.W/861006 Itr. 

OTTO.S., HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 86/10/06. 
5pp. 38271:027-38271:031. 


V. Operator Examinations 

8610280521 Responds to appeal re denial of FCIA request for three categories of 
records concerning equipment qualification at facility.Forwards Documents 14-16 
listed on app.Documents 1- 13,17 & 20-22 withheld (ref FOIA Exemption 5). 
STELLO.V, Cffice of the Executive Director for Operations. 86/10/09. WEISS,E.R. 
Union of Concerned Scientists. 4pp. 38383:069-38383:087. 

-8610280533 Package of performance appraisal observations,including observation of 
TMI shift simulator use & ATWS response. 

* NRC - No Detailed Affiliation Given. 86/10/09. 15pp. 38383:073-38383:087. 
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8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E,L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Cffsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610310107 Responds to violations noted in Insp Rept 50-289/86-12. Corrective 
actions;procedure for installation of lead shielding revised.Engineenng evaluation will 
be performed prior to Installation of temporary shielding. 

HUKILUH.D. General Public Utilities Corp. - GPU Service Corp. 86/10/13. 
MURLEY,T.E Region 1 , Office of Director. 1 1 pp. 3841 9:1 72-3841 9:1 83. 


F. Security, medical, emergency & fire protection plans 

8610060747 Forwards Safety Insp Rept 50-293/86-25 on 860708-0804 & notices of vio- 
lation & deviation. 

KANE,W. Region 1, Office of Director. 86/09/25. LYDON,J.M. Boston Edison Co. 
38108:325-38108:357. 

-8610060752 Notice of violation from insp on 860708-0804. 

* Region 1, Office of Director. 86/09/25. 2pp. 38108:328-38108:329. 

-8610060762 Notice of deviation from Insp on 860708-0804. 

* Region 1, Office of Director. 86/09/25. Ip. 38108:330-38108:330. 

-8610060773 Insp Rept 50-293/86-25 on 860708-0804. Violations noted; failure to 
follow surveillance test procedures & to initiate failure & malfunction repts for deficient 
fire barriers. Deviations noted:failure to hold fire brigade drills. 

STROSNIDER,J, Region 1, Office of Director. 86/09/02. 27pp. 38108:331-38108:357. 


8610200033 Requests reconsideration re release to licensee of entire compliance offi- 
cer narrative r^t concerning RD Parks & supporting documentation.lnfo relevant to 
hearir^ re civil penalty contained in narrative rept 

AXELRAD,J.A. Enforcement Staff. 86/10/15. CRAVEN, JA Labor, Dept of. 2pp, 
38304:009-38304:010. . h hk 


8610070155 Confirms 860922 telcon approving 860918 request to postpone emergency 
preparedness exercise to 861210.Region I participation In exercise planned. 
MARTIN.T.T. Region 1, Cffice of Director. 86/09/29. LYDCN,J,M. Boston Edison Co. 
2pp. 38126:204-38125:205. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure ” Svc list erwl. 

JORDAN.EL DMaon of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. (Consolidated Edison CJo. of New York, Inc. 93pp. 3^31:192- 
38331:284. 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA,per TE Murley Aug 1986 Itr, 

MARTIN, T.T. Region 1, Cffice of Director. 86/10/08. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). RANDAZ2 :a,J.B. 
Maine Yankee Atomic Power Co. MCNEILL, C.A, Public Service Electric & Gas Co. of 
New Jersey. 9pp. 38350:223-38350:231. 


8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Rmg Setting /y^ustinents.” Svc list end. 

Efpergency Preparedness & Engineering Response (Post 
^0103). 88/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610210414 Forwards Safety Insp Rept 50-293/86-29 on 860805-0908.No violations 
observed-Concern expressed re lack of effective & aggressive followup by plant mgt 
to two incidents involving inadequate investigation of release of unsurveyed matl. 
KISTER,H.B. Region 1, Cffice of Director, 86/10/14. LYDON,J.M. Boston Edison Co. 
2pp. 3831 1 :296-3831 1 :31 6. 
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-8610210425 Insp Rept 50-293/86-29 on 860805-091 5.No violations observed.Major 
areas inspected:plant operations, radiation protection, physical security,plant 

events, maint, surveillance, outage activities & repts to NRC. 

STROSNIDER.J. Region 1, Office of Director. 86/10/08. 19pp. 38311:298-38311:316. 


J. Insurance & indemnity information 

8610030246 Fonwards Endorsements 106 & 107 to NELIA Policy NF-188 & Endorse- 
ments 88 & 89 to MAELU Policy MF-58. 

VIETEN,M.J. Marsh & McLennan, Inc. 86/09/08. SALTZMAN,J. Assistant Director for 
State & Licensee Relations. 5pp. 38079:354-38079:358. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610170028 Forwards notice of withdrawal of application for amend to License OPR- 
35,changlng Tech Specs re rod worth minimizer. 

ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/01. LYDON,J.M. Boston Edison 
Co. 4pp. 38282:142-38282:145. 

-8610170031 Notice of withdrawal of application for amend to License DPR-35,revising 
Tech Specs to allow qualified person to verify control rod movements when rod worth 
minimizer inoperable. 

2WOLINSKI,J.A. BWR Project Directorate 1. 86/10/01. Ip. 38282:145-38282:145. 

8610080443 Notification of 861017 meeting w/utils in Bethesda,MD to discuss issues 
affecting operating reactors & NRC. 

ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/02. BERNERO.R.M. Division of 
Boiling Water Reactor (BWR) Licensing. 9pp. 38177:346-38177:354. 

8610100716 Application for Proposed Change 86-10 to License DPR-35, adding Figure 
3.11-7 to provide MAPLHGR vs average exposure curves for Fuel Type BP8DRB300 
used during Reload 7.Fee paid. 

LYDON,J.M. Boston Edison Co. 86/10/02, 2WOLINSKI.J.A. BWR Project Directorate 
1. 4pp. 38200:291-38200:296. 

-8610100721 Proposed Tech Spec,addlng Figure 3.11-7 to provide MAPLHGR vs 
planar average exposure curves for Fuel Type BP8DRB300 used during Reload 7. 

* Boston Edison Co. 86/10/02. 2pp. 38200:295-38200:296. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance In 
severe accident condltions.Second technical exchange meeting In mld-Nov 1986 pro- 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610170212 Advises that long-term commitments scheduled for completion by begin- 
ning of Refueling Outage 7 Incomplete due to work stoppage.Completion expected by 
Mar 1987.New activities initiated per Confirmatory Action Ltr 86-10. 

LYDON,J.M. Boston Edison Co. 86/10/09. ZWOLINSKI.J.A. BWR Project Directorate 
1 . 2pp. 38281 :273-38281 ;274. 

8610170243 Forwards SER accepting util 840406 & 850828 responses to Generic Ltr 
83-28,ltem 2.1 (Part 1) re identification of reactor trip components as safety- 
related.Review of Items 2.1 (Part 2),2.2,3.1 .3,3.2.3,4.5.2 & 4.5.3 underway. 

BUTLER, W.R. BWR Project Directorate 4. 86/10/10. EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 38289:341-38289:357. 

-8610150261 Revised draft, “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equip- 
ment Classification (Reactor Trip Sys Components) Selected GE BWR8.Hope 
Creek,Peach Bottom 2 & 3, Perry 1 & 2 & Pilgrim 1." 

HAROLDSEN,R. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA- 
7188 DRFT. 86/09/30, NRC - No Detailed Affiliation Given. 12pp. 38289:34^ 
38289:357. 

8610300264 Forwards revised Page 204A to Amend 49 to License DPR-35, changing 
Tech Spec 3.10.B re reactor core monitoring during fuel handling operations,per util 
860828 submittal. 

ZWOLINSKI.J.A, BWR Project Directorate 1. 86/10/16. LYDON.J.M. Boston Edison 
Co. 3pp. 38408:246-38408:249. 

—8610300266 Revised Page 204A to Amend 49 to License DPR-35, changing Tech 
Spec 3.10.B re reactor core monitoring during fuel handling operations, 

* NRC - No Detailed Affiliation Given. 86/10/16. Ip. 38408:249-38408:249. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M, Division of Boiling Water ResKstor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31 pp. 3841 1 :266-3841 1 :296. 

8610230219 Forwards corrected Ta^le 4.1.1, “Reactor Protection Sys (SCRAM) Instru- 
mentation Functional Tests Min Functional Test Frequencies for Safety Instrumenta- 
tion & Control Circuits," for 860227 proposed Tech Spec change re analog trip sys, 
LYDON.J.M. Boston Edison Co. 86/10/20. ZWOLINSKt,J.A. BVm Project Krectorate 
1. 3pp. 38343:152-38343:154. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer ^i/or Disposal of Spent Generators.” W/o 

■ 8VC list 

* Office of Inspection & Enfo^ment, Director (Post 82020U 81/10/23. Consolidated 
Edison Co, of New York, Inc. 4pp. 38351:075-38351:078. 

8107^0047 Rev 1 to IE Info Notice 88-32, '*Clariflcation of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Metis." W/o svc list. 

•Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. ConsoHdated 
Edison Co. of New York. Ina 4pp. 38351 :079-38351 :082. 


8610060499 Forwards augmented insp program for piping susceptible to IGSCC.per Ge- 
neric Ltr 84-1 1 .Preliminary list of welds to be examined during Refueling Outage 7 & 
isometric drawings, depicting location of subj welds.encl. 

LYDON.J.M. Boston Edison Co. 86/09/22. ZWOLINSKI,J.A. BWR Project Directorate 
1 . 1 2pp. 38098: 1 84-38098:1 95. 

8610090215 Responds to NRC 860825 ltr re violations noted in Insp Rept 50-293/86- 
21 .Corrective actions:Procedure 8.9.8 re battery rated load discharge test revised to 
include specific steps for lifting of cables for installation of test equipment. 

LYDON,J.M. Boston Edison Co. 86/09/24. KANE.W.F. Region 1, Office of Director. 
9pp. 38181:332-38181:340. 

8610020060 Forwards Inservice insp plan for 1986 refueling outage.per Article tWA- 
1400(c).ASME Code Section XI to Winter 1980 Addenda.Performance of ref exams 
will complete requirements for first insp period of second 10-yr interval. 

LYDON,J.M. Boston Edison Co. 86/09/25. ZWOLINSKI.J.A. BWR Project Directorate 
1 . 21 pp. 38066: 1 39-38066:1 59. 

8610060747 Forwards Safety Insp Rept 50-293/86-25 on 860708-0804 & notices of vio- 
lation & deviation. 

KANE,W. Region 1, Office of Director. 86/09/25. LYDON.J.M. Boston Edison Co. 3pp. 
38108:325-38108:357. 

-8610060752 Notice of violation from insp on 860708-0804. 

* Region 1, Office of Director. 86/09/25. 2pp. 38108:328-38108:329. 

-8610060762 Notice of deviation from insp on 860708-0804. 

* Region 1, Office of Director. 86/09/25. Ip. 38108:330-38108:330. 

-8610060773 Insp Rept 50-293/86-25 on 860708-0804.Violation8 noted: failure to 
follow surveillance test procedures & to initiate failure & malfunction repts for deficient 
fire barriers. Deviations noted:failure to hold fire brigade drills. 

STROSNIDER,J. Region 1, Office of Director. 86/09/02. 27pp. 38108:331-38108:357. 

8610100232 Forwards Mgt Meeting Rept 50-293/86-32 on 860909. 

KISTER.H.B. Region 1, Office of Director. 86/09/29. LYDON.J. Boston Edison Co. 
2pp. 38189:202-38189:252. 

-8610100240 Mgt Meeting Rept 50-293/86-32 on 860909.Major items discussed:status 
of licensee mgt sys improvements,SALP improvement status & Mark I containment 
enhancement. Viewgraphs end. 

LYASH,J., STR0SNTDER,J. Region 1, Office of Director. 86/09/25. 49pp. 38189:204- 
38189:252. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610140307 Further response to NRC 860925 telcon re item of noncompliance noted in 
Insp Repts 50-293/81-18 & 50-293/81 -22.E203 waikdown project developed to revise 
procedures on effects of opening breakers. 

LYDON,J.M. Boston Edison Co. 86/09/30. EBNETER,S.D. Region 1, Office of Direc- 
tor. 4pp. 38224:213-38224:216. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150403 Forwards Safety Insp Rept 50-293/86-24 on 860804-08.No violations 
noted.Results of most recent failure analysis re recirculation pump motor generator 
field breakers & proposed corrective action requested. 

EBNETER,S.D. Region 1, Office of Director. 86/10/07. LYDON,J.M. Boston Edison 
Co. 2pp. 38251:305-38251:331. 

-8610150409 Insp Rept 50-293/86-24 on 860804-08.No violations noted. Major areas 
lnspected:actions to address Generic Ltr 83-28 re equipment classification, vendor 
interface,post-maint testing, plant surveillances & QA/QC overview. 

NAPUDA,G., HUNTER, J.G., HARRIS,D.L. Region 1, Office of Director. 86/09/18. 
25pp. 38251:307-38251:331. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Go. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New Yor^, Inc. 105pp. 38259:018- 
38259:122. 

8610170163 Notifies of planned Radiological Controls Team insp on 861020-24 to 
review status, implementation & effectiveness of actions to upgrade radiological con- 
trols program, per NRC 841129 order modifying license, 

MARTINTT.T. Region 1, Office of Director, 86/10/10. LYDON,J.M. Boston Edison Co. 
2pp. 38281:265-38281:266. 

8610210414 Forwards Safety Insp Rept 50-293/86-29 on 860805-0908.No violations 
ob 8 erved.Con 9 ern expressed re lack of effective & aggressive followup by plant mgt 
to two inciderits InvoiVrng inadequate investigation of release of unsurveyed matl. 
kr3TER,H.B. Region 1, Office of Director. 86/10/14. LYDON,J.M, Boston Edison Co. 
2pp. 38311:296-38311:316. 

-8610210425 Insp Rept 50-293/86-29 on 860805-091 5,No violations observed.Major 
areas inspected:plant operationStradiation protection, physical security, plant 

evehts,ma(int, surveillance, outage activities & repts to NRC. 

STROSNtDER.J. Region 1, Office of Director. 86/10/08. 19pp. 38311:298-38311:316, 
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8610220297 Forwards Insp Rept 50-293/86-31 on 860908-1 2.No violation noted. 
EBNETER.S.D. Region 1, Office of Director. 86/10/14. LYDON.J.M. Boston Edison 
Co. 2pp. 38325:277-38325:295. 

-8610220300 Insp Rept 50-293/86-31 on 860908-1 2.No noncompliance noted. Major 
areas inspected:IE Bulletins 79-07 re seismic stress analysis of safety-related piping & 
80-1 1 re masonry wall design.Unresolved Item re mod of fuel pool-HX remains open. 
MANOLY.K.A., WIGGINS.It. Region 1. Office of Director. 86/10/09. 17pp. 
38325:279-38325:295. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 


R. Periodic operating reports & related corr^pondence 


8610270429 Forwards Safety Insp Repts 50-295/86-19 & 50-304/86-18 on 860729* 
0926 & notice of violation. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/21. REED,C. Commonwealth 
Edison Co. 2pp. 38373:127-38373:143. 

-8610270436 Notice of violation from insp on 860729-0926. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/20. Ip. 38373:129-38373:129. 

-8610270439 Insp Repts 50-295/86-19 & 50-304/86-18 on 860729-0926. Violation 
notedrfire watch for inoperable fire detectors not continuous.per Tech Specs. 
BURGESS, B.L Region 3, Office of Director. 86/10/16. 14pp. 38373:130-38373:143. 

8610280100 Discusses end Radio Station WXLC 861002 notification of withdrawal from 
supporting public notifications for plant. Written response, addressing impact of with- 
drawal on util emergency preparedness capability, requested. 

SHAFER, W.D. Region 3, Office of Director. 86/10/21. REED,C. Commonwealth 
Edison Co. 3pp. 38368:006-38368:008. 

8610300332 Revised emergency plan annex, "Zion Station Emergency Action Levels." 
W/861023 Itr. a / k « y 

JOHNSON, I.M. Commonwealth Edison Co. 86/10/23. KEPPLER.J.G. Region 3. Office 
of Director. 79pp. 38410:275-38410:353, 


8610080218 Forwards weekly status rept for 86091 1-24.Plant remains shut down for 
maint & improvement. 

STROSNIDER,J.R. Region 1, Office of Director. 86/09/26. KISTER,H. Region 1. 
Office of Director. 4pp. 38137:177-38137:180. 


8610220027 Monthly operating rept for Sept 1986.W/861014 Itr. 

HAMILTON,?., LYDON,J.M. Boston Edison Co. 86/09/30. 7pp. 38327:031-38327:037. 


8610220140 Forwards weekly status rept for wk of 860925-1008 to provide overview of 
plant activities & insp activities. 

S]BOSNlDER,J.R. Region 1, Office of Director. 86/10/10. KlSTER,H. Region 1. 
Office of Director. 4pp. 38327:324-38327:327. 


8810290345 Forwards biweekly status rept for 861009-22.CurTent SALP period ex- 
tended to 870431. 


g1ROSNIDER,J.R. Region 1, Office of Director. 86/10/24. KISTER,H. Region 
Office of Director. 5pp. 38402:1 1 5-38402:1 1 9. 


S. Reportable occurrences, LERs & related correspondence 


P. Operating license stage documents & correspondence 

8610020255 Application for amends to Licenses DPR-39 & DPR-48,allowing one batteiy 
charger in shutdown or refueling to be used to fulfill operability requirement of dc bus 
of operating unit using crosstie breakers.Fee paid. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/19. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38070:208-38070:218. 

-86100^263 Proposed Tech Spec change,allowing one battery charger in shutdown or 
refueling to be used to fulfill operability requirement of dc bus of operating unit using 
crosstie breakers. 

* Commonwealth Edison Co. 86/09/19. 8pp. 38070:211-38070:218, 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


8€100:ro556 LER 86-01 5-01 :on 860613.max 2-yr primary containment local leak rate 
test frequency exceeded.Caused by misinterpretation of 10CFR50,App J requirements. 
Clanfication by NRR will be requested.W/860923 ltr. 

LUNN,B., LYDON,J.M. Boston Edison Co. 86/09/23. 3pp. 38120:263-38120:265. 

6^10070298 LER 86-021 -00:on 860827,discover€d possibility of single active fdiure of 
standby gas treatment (SBGT) deluge sys during design basis LOCA.Caused by inad- 
equate deluge sys interaction design.W/860929 ltr. 

LUNN.B., LYDON,J.M, Boston Edison Co. 86/09/29. 4pp. 38118:352-38118:355. 

661(^70317 LER 86-022-00:on 860829,faiiure to leak check radioactive source at re- 
quired intend discovered.Caused by failure to modify master surveillance tracking 
r?*® responsibility.MSTP revised.W/860829 Itr. 

LUNN,B., LYDON,J.M. Boston Edison Co. 86/09/29, 2pp, 38118:335-38118:336. 

authorization for util to discharge spill of approx 
1 5,000 gallons demineralized water at facility.SpUl occurred from HX for fire water 
holding tanks & contained in catch basin. 

Protecdon 

86102002M LER 8^23-(X):on 860912, mgt review of posted fire watches identified con- 
®® Offered on 860905.0n 861001,17 discrepancies 
identified where hourly patrols not documented.W/861014 Itr. 

LUNN,B., LYDON,J.M. Boston Edison Co. 86/10/14. 4pp. 3^01:280-38301:283. 
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8610060519 Application for amends to Licenses DPR-39 & DPR-48, extending duration 
of OL for 40 yrs.Fee paid. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/23. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 17pp. 38098:207-38098:223. 

Partial response to FOIA requesLApp D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech* 
nical Associates. 17pp. 38231:261-38231:278. 

~8602060371 Discusses utils requests for relief from present schedules of diesel gener- 
ator testing.Zlon Units 1 & 2 still following accelerated testing regime, per 800229 con* 
firmatoiy order. Diablo Canyon requests for exemptions being processed. 

NORRIS, J.A. PWR Project Directorate 3. 86/01 /29. VARGA, S.A. Division of Pressur- 
ized Water Reactor Licensing - A (post 851125). 1p. 38233:147-38233:193. 

8610030282 Documents results of 860918 telcon re 860424 application to amend U- 
censes DPR-39 & DPR-48 to allow sleeving of steam generator tubes. Revised pro- 
posed Tech Specs clarifying 860902 proposed Tech Specs re plugging & repar pro- 
vided. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/24. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38079:359-38079:360. 

8610100546 Forwards summary of allegation concerning working conditions re radiologi- 
^ control practices, for review.Documentation supporting results of review requested. 
NORELIUS,C.E. Region 3, Office of Director. 86/10/01. REED.C. Commonwealth 
Edison Co. 2pp. 38194:182-38194:183. 


Q. InspM^tion reports, IE Bulletins A correspondence 

861015(^92 Requite add! Info re 860805 & 0908 responses to discrepancies noted » 

assurance that radiation monitor calib 
caculations performed within 30 days of Itr date 

i Director. 86/10/03. TERRY,S.H. Michigan Stat 

Univ.. East Lansing, Ml. 2pp. 38251:343-38251:344 ^ 


S. Reportable occurrences, LERs & related cofrespondence 

8610070520 PNO-lll^110:documents State of IL concerns re viability of emeroenc 

fKfrtTbS flooding in area.Plants not affected as 8^ 

& Unit 2 operating at 99% power. 

38124^^381^^^^**^" *^*^^'^* Director, 86/09/30. If 
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F. Security, medical, emergency & fire protection plans 


8610060550 

cedure EPIP 


» ^ ^ Emergency Plan Implementing Pr 

& Emergency Op< 


wuepiwil bilRTiUOflW f 


23 to Eraeraency PI 

COmmonvyralth Edt^ Clio. 86/09/22. 8pp. 38372:270-38372:277, 


8610100667 Requests publication of FR notice of consideration of issuance of amends 
to Licenses DPR-39 & DPR-48 & proposed NSHC determination & opportunity for 
!!!* battery charger.NSHC determination available in Central Files. 

VARGA, S.A. PWR Project Directorate 3. 86/10/06. NRC - No Detailed Affiliation 
Given. 4pp. 38220:273-38220:276. 


8610290364 Application for amend to Licenses DPR-39 & DPR-48,correctlng error in ex- 
sting ^ch Spec for Figure 3.2-9, "Hot Channel Factor Normalized Operating Enve- 
lope." Fee paid. 

LEBLOND.P.C. Commonwealth Edison Co. 86/10/10. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851 125). 3pp. 38401:218-38401:231. 

--8610290369 Proposed Tech Spec correcting errors in Figure 3.2-9, “Hot Channel 
FMtor Normalized Operating Envelope.” 

Commonwealth Edison CO. 86/10/10. 4pp. 38401:221-38401:224. 


-8610290372 Forwards add! info re reload safety evaluation.per request Attachment 
address^ small break LCXDA reanalyses as discussed by telcon on 760408 w/NRC & 
Westmghouse. 

PLIMUG.J Commonwealth Edison Co. 76/04/19. PURPLE.R.A. Operating Reactors 
Branch 1 (Pre 800428). Ip. 38401:225-38401:231. 


-e61029<)377 Forwards Amends 20 & 17 to Ucenses DPR-39 & DPR-48. 
respecrtively.revising operating limits based on acceptable evaluation model that con- 
forms to requirements of 10CFR50,46. 

PURPLE.R.A. Operating Reactors Branch 1 (Pre 800428). 76/05/12. BOLGER,R.C. 
commonwealth Edison Co. $pp. 38401:226-38401:231, 

8610300103 plication for amends to Ucenses DPR-39 & DPR-48.changing Tech Spec 
1 ^ ® '^® activity A administrative controls, respectively.Fee paid. 

^BU>ND.P.C. Commonwealth Edison Co. 86/10/15. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38404 : 029 - 38404 : 057 . 
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-"SeiOSOOlO? Proposed Tech Specs, changing Sections 3.3.6 & 6 re specific activity & 
administrative controls, respectively.including correction of position titles & special re- 
porting requirements. 

* Commonwealth Edison Co. 86/10/15. 26pp. 38404:032-38404:057. 

8610280029 Application for amends to Licenses DPR-39 & OPn-48, revising Tech Specs 
to disable rod control sys during time periods when reactor in Mode 3 w/less than 
four reactor coolant pumps operating.Fee paid. 

LEBLOND,P.C. Commonwealth Edison Co. 86/10/16. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38375:067-38375:078. 

-8610280061 Proposed Tech Specs re RCS limiting conditions for operation & surveil- 
lance requirements, authorizing disabling of rod control sys when reactor In Mode 3 w/ 
less than four reactor coolant pumps operating. 

* Commonwealth Edison Co. 86/10/16. 9pp. 38375:070-38375:078. 

8610270454 Application for amends to Licenses DPR-39 & DPR-48, modifying Tech 
Specs to remove refs to Initial base line insen/ice insp & specific version of ASME 
Section XI Code.Fee paid. 

LEBLOND.P.C. Commonwealth Edison Co. 86/10/17. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38373:312-38373:323. 

—8610270463 Proposed Tech Specs 3.3.2 & 3.3.4, removing refs to initial base line in- 
service insp & specific version of ASME Section XI Code. 

* Commonwealth Edison Co. 86/10/17. 10pp. 38373:314-38373:323. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

* Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of inspection & Enforcement, Director (Post 820201). 62/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610100S37 Responds to NRC 860715 ltr re violations noted in Safety insp Repts 50- 
295/86-11 & 60-304/86-1 0.Corrective actions: mod check sheet revised to include 
step to insure labeling of new components. 

FARRAR.D.L. Commonwealth Edison Co. 86/08/13. KEPPLER.J.G. Region 3, Office 
of Director. 6pp. 38194:209-38194:214. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTON.T.M. Chicago Tribune, Chicago. IL. 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8610100534 Responds to NRC 860813 ltr re violations noted in Safety Insp Repts 50- 
295/86-13 & 50-304/86-1 2.Corrective actions: revs will be made to calibr procedures 
to compensate for density changes & nonconservative assumptions. 

FARRAR.D.L. Commonwealth Edison Co. 86/09/11. KEPPLER.J.G. Region 3, Office 
of Director. 4pp. 38194:216-38194:219. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080314 Forwards Safety Insp Repts 50-295/86-21 & 50-304/86-19 on 860902- 
05.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 86/09/30. REED.C. Commonwealth 
Edison Co. 2pp. 38177:282-38177:289, 

-8610080318 Safety Insp Repts 50-295/86-21 & 50-304/86-19 on 860902-05, No viola- 
tions or deviations noted.Major areas inspected: gaseous & liquid radioactive 
programs.including effluent releases & records & repts of effluents. 

HEUTER.LJ., SCHUMACHER.M. Region 3, Office of Director. 86/09/30, 6pp. 
38177:284-38177:289. 

8610090370 Grants relief from selected ASME Code requirements of 10CFR50,55a(g) 
re inservice Insp & testing program, until NRC completes detailed review or until 
870631, per util 830627.840626,0814 8 860617 requests. 

VARGA.S.A. PWR Project Directorate 3. 86/09/30. FARRAR.D.L. Commonwealth 
Edison Co. 4pp. 38185:233-38185:236. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Mlsadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086. “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10, Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer," Svc list end, 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10, Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270454 Application for amends to Licenses DPR-39 & DPR-48,modifying Tech 
Specs to remove refs to initial base line inservice insp & specific version of ASME 
Section XI Code.Fee paid. 

LEBLOND,P.C. Commonwealth Edison Co. 86/10/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38373:312-38373:323. 

-8610270463 Proposed Tech Specs 3.3.2 & 3.3.4,removing refs to initial base line in- 
service insp & specific version of ASME Section XI Code. 

* Commonwealth Edison Co. 86/10/17. 10pp. 38373:314-38373:323. 

8610270429 Forwards Safety Insp Repts 50-295/86-19 & 50-304/86-18 on 860729- 
0926 & notice of violation. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/21. REED.C. Commonwealth 
Edison Co. 2pp. 38373:127-38373:143. 

-8610270436 Notice of violation from insp on 860729-0926. 

GULDEMOND.W.G. Region 3, Office of Director. 86/10/20. Ip. 38373:129-38373:129. 

-8610270439 Insp Repts 50-295/86-19 & 50-304/86-18 on 860729-0926. Violation 
noted:fire watch for inoperable fire detectors not contlnuous,per Tech Specs. 
BURGESS, B.L Region 3, Office of Director. 86/10/16. 14pp. 38373:130-38373:143. 


R. Periodic operating reports & related correspondence 

8610220046 Monthly operating repts for Jul 1966.W/860806 ltr. 

AUSTIN.G., PLIML.G.J. Commonwealth Edison Co. 86/07/31. 12pp. 38326:332- 
38326:343. 


S. Reportable occurrences, LERs & related correspondence 

8810100435 LER 86-031-00:on 860625.temporary procedure did not receive 14-day 
onsite r6view,per Tech Specs.Caused by loss of procedure in mail due to failure to 
state route change.Hand delivery of changes required.W/661002 ltr. 

LEIGH.R., PL1ML,G.J. Commonwealth Edison Co. 86/10/02. 3pp. 38194:171- 
38194:173. 

8610100399 LER 86-032-00:on 860905,while performing Tech Spec Surveillance 
15.6.35-1 .several ESF components autostarted. Caused by inadequate procedure. All 
equipment will be identified prior to simulated loss of power. W/661 006 ltr. 

NETZEL,!., PLIML,G.J. Commonwealth Edison Co. 86/10/06. 4pp. 38186:231- 
38186:234. 

8610140213 LER 86-034-00;on 860906,reactor containment fan coolers IB & 1E acci- 
dentally auto-start6d.Caused by bumping contact on shutdown timer during live 
troubleshooting.Electricai maint & technical staff cautioned. W/86 1006 ltr. 

NETZEL,!., PLIML,G.J. Commonwealth Edison Co. 86/10/06. 3pp. 38225:225- 
38225:227. 

8610140359 Summary of 860929 Operating Reactors Events Meeting 86-34 re events 
since last meeting on 860922.^signees should review identified responsibilities & 
completion dates & advise if dates cannot be meLViewgraphs end. 

HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/10/06. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
38234:012-38234:029. 

8610150067 Disputes conclusions reached in util Part 21 rept,concurrent w/LER 86- 
017-00 re improper torquing of manifolds by mfg & generic Implications.Incident clear- 
ly isolated & probably attributable to improper reassembly following maint. 

WEST, J. A. Anderson-Greenwood & Co. 86/10/07. Office of Inspection & Enforce- 
ment. Director (Post 820201). 1p. 38239:333-38239:333. 

8610160013 LER 86-035-00:on 860911, during lowering of level in spent resin storage 
tank,minor radioactive release into control room occurred.Caused by relief damper 
design & installation defidencies.Dampers blanked off.W/861010 ltr. 

BERCZYNSKLS., PLlML,G.J. Commonwealth Edison Co. 86/10/10. 6pp. 38271:101- 
38271:106. 

8610160057 LER 86-033-00:on 860910 & 1 1 ,pre8surizer steam temp of more than 320 
F greater than pressurizer spray temp discovered. Caused by inadequate operating 
procedure.Pressuriz6r cooled. Procedures & operator training changeci.W/861010 ltr. 
PIGON.M., PLIML,G.J. Commonwealth Edison Co. 86/10/10. 5pp. 38271:083- 
38271:087. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing, 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required vaiues of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing, 

BROOME,E.C. Intemsmonal Telephone & Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given, Ip. 38308:177-38308:184. 

8610200385 LER 86-036-00;on 860922,di8covered that snubber had not been declared 
inoperable at time of removal & not reinstalled within 72 h limitCaused by procedural 
error.Ust of safety- related snubbers required operable compited.W/861014 ltr. 
REECHER,W.H., PLIML,G.J. Commonwealth Edison Co. 86/10/14, 4pp. 38300:344- 
38300:347. 
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itt««C-3ia Ccrfr-atcTf Arte, Ltr CAL*RIJi-86-06 re 861025 telcon concerning failure 
limm '€ tea; 36 ■'.CS* pcst^sasnt iestUncJerstancfings fisted. 

3 ='^cr 3, Office d Director. 86/10/27. REED.C. Commonwealth 

•EateCc 25^ 354-;2:: 29-33422: 130. 

mmiSS22 s®NO-T4*a6-l2l:or^ 86‘!024„dfesei generator 18 failed during post-maint 
te JXM $tfusdcmr button di^press8d.lNio ex' ^ occured.Wntten rept detailing 
'te rauie i wrrmtm acte wi be submitted widm ^ days. 

3. Na?£jyS.C. Region 3, Office of Dkector. 86/10/27. 2pp. 38418:125- 

oocicrr mowm FEmy nuclear power station, unit 3 

P. Seairty, nedeaL wMrgenqr A Ike pnoieeiJon plans 

•Il'!Se?0CT3 rjit tjr-pcsed Revs 29 A to plant racSological emergency plan 

m ’ !CR- 3i' A? r ria-r.-wvr sr.-te A inrCPiVi Am C pcvminamante 


"adioioQca: emergency response pian.W/860930 Itr. 


mmimm ?onmM 
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rad^ogica! emergency plan implementing 
^ of Technical Sopoxt Ctr," lp.7, “Activation of 


'voHwne Vai^ Aiiitority. 

^i^S^-X4.^^52:006. 

^ to physical security plans consistent w/provisions 

^ ^ Tennessea Valley Au- 

5;ro 50:»9/8M1, 50-260/86.31 & 50-296/86.31 

Victor ^ J 382r5^3Sl^^- GRACE.JX Region 2, Office of 

“nergancy eon- 

4»c*3r ftiT 3eS??5W82S3^*****' QRACEJJJ. Region 2. Office of 

feytofage^ emergency ffan. 

•™**» .Xey AJhorty. 86/09/22. 8Spp. 38247:147-38247303. 

-^»M87 ^ ^ imptemenling proceduree docc 

•nam Vttley Auftomy, 86/09/18. 417pp. 38247304.3824836a 

*’*"*■*5 S Sn ^ 'Sso'ssions at 

‘“ftieeer jw 48j:p 384C7^I»S«7.17^^'°^^' NRC - No Detailed 


••“"•tpondene* 


-8610080202 Rev 0 to “Welding Project Reinsp Plan/' 

KRON,B.J. Tennessee Valley Authority. 86/07/08. 36pp. 381 36; 174-38 136: 109. 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application tor Ol re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric e<ju^>m«nt ImfteUMit to 
Safety for Nuclear Power Plants.” Sve list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851 125), 86/09/ 
22. Atlantic City Electric Co. 49pp, 38058:216-38058:265. 

8610060784 Forwards views on selected items 1,2, 3, 5 8 7.in respons# to 880627 re- 
quest identified in ACRS 860812 ltr. Agrees w/ACRS view that high morale of nudecr 
operating plant personnel key ingredient for plant safety. 

WHITE.S.A. Tennessee Valley Authority. 86/09/26. YCUNGSLOODaej, PWR ProNct 
Directorate 4. 8pp. 38109:165-38109:172. 

8610090177 Suppis response to 860627 Itr to SA White re outside evaluation* 6 rmti 
concerning TVA safety-related activities & mgt.lNPO documentation re uffi wi ba 
available at plant sites indefinitely, per NRC request. 

GRIDLEY,R.L Tennessee Valley Authority. 86/09/30. DENTON.H.R, Office of NtKi1*«f 
Reactor Regulation, Director (post 851125). 3pp. 38181:306-38181:306. 

8610140293 Application for amends to Licenses 0PR-33.0PR-52 a DPR*88* kmrpmt' 
L'?P. requirements for radiological effluent monttoring,r©cording S reporiifl par 
exceptions submitted to NRC in util 831027 8t omi ffir. 
GRIDLEY.R. Tennessee Valley Authority. 86/09/30. MULLER.D.R. BWR Project Di- 
rectorate 2. 2pp. 38224:256-38225:047. 

-^0140295 Proposed Tech Spec revs, Incorporating new requirement* for radtolodcd 
^uent monitonng, recording & reporting per NUREG-0473. 

Tennessee Valley Authority. 86/09/30, 150pp. 38224:258-38225:047. 

to FOIA requofij for documents generated or pnparad by 
V 5tdto.Apps N & O documents end & In PDR.App O documents oartlatty wl&iheld & 

GRiMSL^,p.H. Division of Rules and Records. 86/10/01. GAROE.8.P. Govemmad 
Accountability Project 13pp. 38252:244-38252:266. va^nMc.a.i-. uovwnmaro 

schedule of TVA activities Involving staff for wk* of 

THC^P^N,H.L TVA Oversight Group. 86/01/31. DENTON H.R Office of Nudetr 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38'253:082. 

Forwards comments & request for addi Info on util 860828 oerformsnee 
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8610270308 Forwards corrections to Pages 3.5 & 6 of 861003 request for addi info re 
Voi 3 of nuclear performance plan for plant. Second request for addl info re plan also 
end. 

MULLER, D.R. BWR Project Directorate 2. 86/10/21. WHITE.S.A. Tennessee Valley 
Authority. 10pp. 38372:113-38372:122. 

8610300375 Forwards weekly schedule of TVA activities for wks of 861027 & 1103.Ofc 
of Investigations (01) activities not included, per 01 request, since schedule made 
Dublio 

THOMPSON, H.L. TVA Oversight Group. 86/10/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR. J.M. Office of Inspection & En- 
forcement, Director (Post 820201). ZECH.G. Region 2, Office of Director. 4pp. 
38411:262-38411:265. 

8610300182 Requests submittal of reactor vessel matls surveillance program to satisfy 
objectives of 10CFR50.App H for withdrawing reactor vessel surveillance capsules to 
correct measured fluence/calculated fluence ratio in 850723 plan. 

CLARK, R.J. BWR Project Directorate 2. 86/10/27. WHITE,S.A. Tennessee Valley Au- 
thority. 3pp. 38407:088-38407:090. 

8610300194 Forwards revised schedule re startup issues reflecting discussions at 
861014-15 meetings w/util & list of upcoming plant meetings. Issues include seismic 
design for piping & supports, fire protection & contractor recommendations. 
MULLER,D.R. BWR Project Directorate 2. 86/10/27. NORRIS, S.. DENTON,H., 
THOMPSON,H. NRC - No Detailed Affiliation Given. 49pp. 38407:126-38407:173. 

8610300381 Forwards safety evaluation supporting 860808 response to 860428 request 
for addl info re Generic Ltr 83-28,ltem8 3.1 .3 & 3.2.3 concerning post-maint testing of 
reactor trip sys & all other safety-related components. 

GROTENHUIS,M. BWR Project Directorate 2. 86/10/27. WHITE,S.A. Tennessee 
Valley Authority. 2pp. 38409:099-38409:103. 

-8610300389 Safety evaluation supporting util 860808 response to 860428 request for 
addl info re Generic Ltr 83-28,items 3.1.3 & 3.2.3 concerning post-maint testing of re- 
actor trip sys & ail other safety-related components. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/27. 3pp. 
38409:101-38409:103. 


Q. Inspection reports, IE Bulletins 8i correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610020087 Responds to NRC 860728 & 0808 itrs re violations noted in Insp Repts 50- 
259/86-22,50-260/86-22 & 50-296/86-22. Corrective actions:hold placed on all cable 
pulling activities pending rev to incorporate Specs G-38 & G-40. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE,J.N. Region 2, Office of 
Director. 4pp. 38066:114-38066:117. 

8610080198 Forwards Rev 0 to "Welding Project Relnsp Plan," per plant weld program 
review described in 860818 nuclear performance plan.Plan & reinsp results will be 
submitted as part of weld program review description scheduled for late Dec 1986. 
GRIDLEY.R.L. Tennessee Valley Authority. 86/09/17. MULLER, D.R. BWR Project Di- 
rectorate 2. Ip. 38136:173-38136:199. 

-8610080202 Rev 0 to "Welding Project Relnsp Plan." 

KRON,B.J. Tennessee Valley Authority. 86/07/08. 36pp. 38136:174-38136:199. 

8610100606 Informs that all actions required by 86091 1 confirmatory action ltr complet- 
ed on 86091 1 . 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38202:159-38202:161. 

8610090361 Forwards insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 
860728-0801 & notice of violation. 

ZECH.G.G, Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38182:265-38182:278. 

-8610090365 Notice of violation from insp on 860728-0801. 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
2pp. 38182:267-38182:268. 

-8610090368 Insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 860728- 
0801 .Violation noted:improper torquing of bolts on diesel generator cooling water 
check valves. 

GIRARD, E.H., BLAKE, J,J. Region 2, Office of Director. 86/09/09. 10pp. 38182:269- 
38182:278. 

8610100529 Forwards insp Repts 50-259/86-28,50-260/86-28 & 50-296/86-28 on 
860801 -31 .No violation noted. 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38194:228-38194:241. 

-8610100542 insp Repts 50-259/86-28,50-260/86-28 & 50-296/86-28 on 860801- 
31. No violations or deviations noted.Major areas inspected:operational safety, maint 
observation, surveillance testing observatlon.ROs & whole body count procedures. 
PAULK, G.L., PATTERSON, C.A.. BROOKS.C.R. Region 2, Office of Director. 86/09/ 
18. 12pp. 38194:230-38194:241. 

8609250062 IE Info Notice 86<-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610090239 Forwards insp Repts 50-259/86-31,50-260/86-31 & 50-296/86-31 on 
860902-05.Notice of violation withheld (ref 10CFR2.790 & 73.21). 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/30. 
WHITE, S.A. Tennessee Valley Authority, 2pp, 38146:308-38146:310. 


-8610090254 Partially withheld Insp Repts 50-259/86-31.50-260/86-31 & 50-296/86-31 
on 860902-05 (ref 10CFR2.790 & 73.21). Violations noted re barriers & contingency. 
TOBIN,W.J., MCGUIRE, D.R. Region 2. Office of Director. 86/09/18. Ip. 38146:310- 
38146:310. 

8610150002 Forwards addl info in response to IE Bulletin 85-003 re motor-operated 
valve common mode failures.Required review & documentation of design basis for op- 
eration of each valve within scope of bulletin completed. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. GRACE,J.N. Region 2, Office of 
Director. 6pp. 38239:001-38239:006. 

8610150025 Ack receipt of 860917 ltr informing NRC of steps taken to conect violations 
noted in Insp Repts 50-259/86-22, 50-260/86-22 & 50-296/86-22. 

ZECH.G.G. Region 2, Office of Director. 86/10/01. WHITE,S.A. Tennessee Valley Au- 
thority. Ip. 38239:007-38239:007. 

8610280268 Reissues Page 2 of 860908 notice of violation & proposed imposition of 
civil penalty (EA-86-056). Violation B.3 should ref Insp Rept 85-28 Instead of 85-05. 
ZECH.G.G. Region 2. Office of Director. 86/10/01. WHITE,S.A. Tennessee Valley Au- 
thority. 3pp. 38379:356-38379:358. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100563 Forwards request for addl info needed to review util 860917 work plan to 
reinspect selected welds. 

MULLER.D.R. BWR Project Directorate 2. 86/10/03. WHITE,S.A. Tennessee Valley 
Authority. 3pp. 38208:226-38208:228. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610200175 Responds to NRC 860908 notice of violation & proposed imposition of civil 
penalties.Corrective actions:nuclear engineering procedures issued & design specs 
charged. Violation re 10CFR50.59 disputed.Fee forwarded separately. 

WHlfE.S.A. Tennessee Valley Authority. 86/10/08. TAYLOR.J.M. Office of Inspection 
& Enforcement, Director (Post 820201). 29pp. 38294:140-38294:168. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220154 Forwards Insp Repts 50-259/86-30.50-260/86-30 & 50-296/86-30 on 
860825’29.No violations or deviations noted. 

ZECH.G.G. Region 2, Office of Director, ZECH.G.G. TVA Oversight Group. 86/10/10. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38325:173-38325:178. 

-8610220161 Insp Repts 50-259/86-30,50-260/86-30 & 50-296/86-30 on 860825- 
29.No violations or deviations noted.Major areas inspected:seismic analysis per IE 
Bulletin 79-14 & pipe support baseplate designs per IE Bulletin 79-02. 

VIAS,S.J.. BLAKE.J.J. Region 2, Office of Director. 86/09/29. 4pp. 38325:175- 
38325:178. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270103 Responds to NRC 860916 ltr re violations noted in Insp Repts 50-259/86- 

26.50- 260/86-26,50-296/86-26 & 30-15165/86-01, Corrective actions:two new dewa- 
tering stations installed & preventive maint program developed for dewatering equip- 
ment. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/16. GRACE,J.N. Region 2, Office of 
Director. 11pp. 38359:122-38359:132. 

8610270155 Responds to NRC 860911 ltr re violations noted in insp Repts 50-259/86- 

25.50- 260/86-25 & 50-296/86-25.Corrective actions: review performed on all FSAR 
revs which affected intent of original updated FSAR. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/16. GRACE, J.N. Region 2, Office of 
Director. 7pp. 38362:043-38362:049. 

8610270083 Forwards Insp Repts 50-259/86-29,50-260/86-29 & 50-296/86-29 on 
860908-12 & notice of violation.Concern noted re continued poor performance in 
transportation of radioactive matl. 

GRACE, J.N., ZECH.G.G. Region 2, Office of Director, 86/10/22. Tennessee Valley 
Authority. 3pp. 38361 :01 8-38361 :035. 

-8610270088 Notice of violation from insp on 860908-12. 

GRACE, J.N. Region 2, Office of Director. 86/10/22. 2pp. 38361:021-38361:022. 

-8610270094 Insp Repts 50-259/86-29,50-260/86-29 & 50-296/86-29 on 860908- 
12. Violations noted;faiiure to require authorized person to sign radioactive matl ship- 
pirTci manifest & failure to perform internal contamination surveys. 

WroDINGTON,R.E., HOSEY.C.M. Region 2. Office of Director. 86/09/26. 13pp. 
38361:023-38361:035. 
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R. Periodic operating reports & related correspondence 

8610280330 Rept of radioactive discharges released from facility during Jul-Dec 1985. 
UEWIS R.L Tennessee Valley Authority. 86/03/11. Region 2, Office of Director. 20pp. 
38378:341-38378:360. 

8610060024 “Radiological Impact Assessment Rept,8rowns Ferry Nuclear Plant.Jan- 

LBWIsfRX. Tennessee Valley Authority. 86/06/30. GRACE, J.N. Region 2, Office of 
Director. 50pp. 38096:090-38096:139. 

8610100094 Monthly operating repts for Jul 1986. 

CREAMER, K.L, LEWIS, R-L Tennessee Valley Authority. 86/07/31. 16pp. 38191:086- 
38191:101. 

8610090250 “NPDES Discharge Monitoring RepLAug 1986.” 

RIVERS, M.E. Alabama, State of. Tennessee Valley Authonty. 86/08/31. 11pp. 
38146:294-38146:304. 

8610310130 “NPDES Discharge Monitoring Rept for Sept 1986." 

RIVERS.M.E. Tennessee Valley Authority. 86/09/30. 11pp. 38419:184-38419:194. 


S. Reportable occurrences, LERs & related correspondence 


8610140153 LER 86-008-00:on 860905.LPCI motor generator set tripped from shorted 
generator coil, reducing RHR capability.Damaged generator removed & sent to mfg for 

GORD^^,AJAL,^LEWlS.R.L Tennessee Valley Authority. 86/09/30. 3pp. 38227:250- 


38227:252. 

8610150429 LER 86-009-00:on 860908, Loop 1 of RHR sys declared inoperable after 
damaged hanger discovered.Caused by high vibration in shutdown cooling 
mode.Hanger repared & design mod will be performed.W/861007 Itr. ^ 

GORDAN.A.W., LEWIS,R.L Tennessee Valley Authority. 86/10/07. 3pp. 38252:169- 
38252:171. 


8610220068 PNO-tI-86-075:Region II received rept re five fission detectors, each con- 
ta'ning approx 2 g high enriched U, identified as missing in Jul 1986.Matl believed in- 
cluded in 1985 radwaste shipmentRegion il specialist sent to site. 

WEDDiNGTON,R. Region 2. Office of Director. 86/10/15. 2pp. 38327:005-38327:006. 


8610280331 Notifies of loss of five fuel loading chambers containing 2 g enriched U- 
235.lnitially reported on 861014. Investigation undenvay. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/15. GRACE,J.N. Region 2, Office of 
Director. Ip. 38380:014-38380:014. 


8610220413 LER 86-01 0-00:on 86091 9,inadvertent secondary containment isolations 
occurred.Caused by radiation monitor spiking high.Detector & converter unit 
replaced.W/861017 Itr. 

SMITH.D.L. LEWIS,R.L Tennessee Valley Authority. 86/10/17. 4pp. 38331:041- 
38331:044. 


8610170238 Advises NRC of several deficiencies in alert & notification sys around 
planLFEMA cannot make statement of reasonable assurance that plant alert notifica- 
tion sys adequate to provide prompt alerting to population. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 86/10/10. STELL0,V. 
Office of the Executive Director for Operations. 23pp. 38285:171-38286:063. 

-8610170239 Confirms that official 30-day response period re 860417 Itr concerning off- 
site public notification begins on 860505 based on 860429 discussion.Related info 
end. 

PILANT,J.M. Nebraska Public Power District. 86/05/13. GAGLlARDO,J.E. Region 4, 
Office of Director. 9pp. 38285:248-38285:256. 

-8610170244 Rev 1 to "Offsite Emergency Plan Prompt Alert & Notification Sys Adden- 
dum for Cooper Nuclear Station.” 

* Nebraska Public Power District. 86/05/31. 51pp. 38285:257-38285:307. 

-8610170246 Rev 2 to "Offsite Emergency Plan Prompt Alert & Notification Sys Adden- 
dum for Cooper Nuclear Station." 

* Nebraska Public Power District. 86/06/30. 31pp. 38285:308-38285:338. 

-8610170248 Draft Rev 3 to “Offsite Emergency Plan Prompt Alert & Notification Sys 
Addendum for Cooper Nuclear Station." 

* Nebraska Public Power District. 86/07/31. 22pp. 38285:339-38286:001. 

-8610170249 Rev 4 to “Offsite Emergency Plan Prompt Alert & Notification Sys Adden- 
dum for Cooper Nuclear Station.” 

* Nebraska Public Power District 86/09/30. 32pp. 38286:002-38286:033. 

-8610170250 Rev 5 to “Offsite Emergency Plan Prompt Alert & Notification Sys Adden- 
dum for Cooper Nuclear Station.” 

* Nebraska Public Power District 86/09/30. 30pp. 38286:034-38286:063. 

8610270124 Ack receipt of 860528 response to 860428 notice of violation & proposed 
imposition of civil penalties in amount of $25,000 noted during physical security insp 
on 850729-0802 & 12-1 6. Violation I.B withdrawn. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
KUNCULG. Nebraska Public Power District 3pp. 38369:001-38369:006. 

-8610270132 Order imposing civil monetary penalty in amount of $25,000 for violations 
noted in physical security insp on 860729-0802 & 12-16. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Nebraska Public Power District 3pp. 38369:004-38369:006. 

8610280013 Forwards SALP Board Rept 50-298/86-08 for Feb 1985 - Jul 1986. 
MART1N.R.D. Region 4. Office of Director. 86/10/21. PILANT,J.M. Nebraska Public 
Power District 2pp. 38374:302-38374:348. 

-8610280017 SALP Rept 50-298/86-08 for Feb 1985 - Jul 1986. 

* Region 4, Office of Director. 86/10/21. 45pp. 38374:304-38374:348. 


V. Operator Examinations 

8610080097 Fonvards list of required ref mat! for reactor/senior reactor operator licens- 
ing exams,to be furnished by ^1008. Written exams scheduled for 861 201 .Replace- 
ment & simulator exams scheduled for wk of 861 117. 

BARR.K.P. Region 2, Office of Director. 86/09/26. WH1TE.S.A. Tennessee Valley Au- 
thority. 6pp. 38132:324-38132:329. 


8610290367 Requests written response within 30 days of Itr receipt describing plans to 
correct alert & notification sys deflciencles.schedule for implementation & interim 
means of notification.FEMA 861010 Itr end. 

MARTIN,R.D. Region 4, Office of Director. 86/10/24. SCHAUFELBERGER Nebraska 
Public Power District 2pp. 38402:131-38402:140. 


P. Operating license stage documents & correspondence 


DOCKET 50-297 NORTH CAROLINA STATE UNiV. PULSTAR REACTOR 


S. Reportable occurrences, LERs & related correspondence 

8610280137 RO:on 86081 3,console key left in keyswitch & in “ON" position.Caused by 
per^nnel error.Reactor operator & duty senior operator suspended from licensed 
duties for 1 wk. 

BRAY.T.C. North Carolina State Univ., Raleigh. NC. 86/08/20. FREDRICKSON.P. 
Redon 2, Office of Director. 2pp. 38368:171-38368:172. 


DOCKET 50-298 COOPER NUCLEAR STATION 


F. Security, medical, emergency & fire protection plans 


8609230298 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance w/10CFR50,49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22, Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610010346 Forwards safety evaluation & TER-C5506-418, "Structural Evaluation of 
Vacuum Breakers (Mark I containment Program), Cooper Nuclear Station,” supporting 
analytical method used to evaluate critical stresses. 

LONG,W,0. BWR Project Directorate 2. 86/09/25. PILANT,J.M. Nebraska Public 
Power District 3pp. 38056:050-38056:075. 

-8610010347 Safety evaluation supporting analytical method used by licensee to evalu- 
dts cnticdl 8 tr 0 s>$ 0 s 

Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/25. 2pp. 
38056:053-38056:054. 


8610100239 Rev 8 to Emergency Plan Implementing F^ocedure EPIP 5.7.16, "Release 
Rate Determination.” W/861001 itr. 

WINDHAM, R., SAYER.J.. P1LANT,J.M. Nebraska Public Power District 86/10/01. 
MARTIN, R.D. Region 4, Office of Director. 22pp. 38189:180-38189:201. 

8610160133 Advises that util will utilize alternate emergency operations facility during 
const & refurbishment phases of remodeling onsite fadlity.Onsite emergency oper- 
ational fadnty expected to be operational within 1 month. 

HORN.O.R. Nebraska Public Power District 86/10/03. MARTIN, R.D. Region 4, Office 
of Director. Ip. 38271:153-38271 :1 53. 


8610210215 Forwards schedule of work items w/latest info & estimated dates of 
completiOTi,in response to NRC 860915 request for more timely Info re Insp Rept 50- 
298/86-03.End withheld (ret 10CFR73.21). 

PILANT,J.M. Nebraska Public Power District 86/10/08. GAGLIARDO,J.E. Region 4, 
Office of Director. Ip. 38312:297-38312:297, 


8610170077 Forwards «der imposing civil monetary penalties in amount of 
$25.000,based on physical security violations noted during 850729-0802 & 12-16 
Insps of License DPR-46. 

Inspection & Enforcement Director (Post 820201). 86/10/10. 
KUNCL,LG. Nebraska Public Power District 3pp. 38289:154-38289:169. 


-8607290218 “Strudurd Evaluation of Vacuum Breakers (Mark I (Containment 
Program), Cooper Nudear Station,” supplementary technical evaluation rept 
TRIOLE,S,J. ARVIN/CALSPAN Advanced Technology Center. NRC-03-81-130. TER- 
05506-418 SOI. 86/07/24. NRC - No Detailed A#atlon Given. 22pp. 38056:055- 
38056:075, 

8610030268 Forwards Amend 102 to License DPR-46 & safety evaluation. Amend 
changes Tech Sp^ re standby gas treatment & control room ventilation sys, sample 
line isolation set^nt refueling interlocks & environ qualification deadline. 

LONG,W.O. BWR Project Directorate 2. 86/09/25. PILANT,J.M. Nebraska Public 
Power District 2pp. 37672:332-37672:361. 

-8610030320 Amend M32 to Ucertse DPR-46,changing Tech Specs re standby gas 
treatment & control room ventilation sysrsample line isolation setpoint, refueling Inter- 
locks & environ qualtflcatiori deadline. 

MULLER, D.R. BWR Project Directorate 2. 86/09/25. 23pp. 37672:334-37672:356. 

-8610030323 Safety evatdaition supporting Amend 1 02 to License DPR-46. 

* Office of Nudear Reactor Regdatferu Director (post 861125). 86/09/25. 5pp. 
37672:357-37672:^61. 


-86t0t7(^ Older in 9 )osing dvil monetary penalties in amount of $25,000, based on 
gisied security violations noted during 850729-0802 612-16 insps of License DPR- 


Inspection & Enforcement Director (Post 820201). 86/10/10. 
Nebraska PubHc Power District 3pp. 38289:1 57-38289:1 59, 


8610080396 Ack receipt of 860225 ib In response to NRC 851203 acceptance appraisal 
& concem8.Re8pon8e8 acceptable. Implementation of corrective actions will be re- 
viewed during future perfqrmance appraisal. 

MARTIN, R.D. Region 4, Office of Director. 86/10/01. WRIGHT, Q.F. Nebraska. State 
of. 2pp. 38165:322-38165:325. 
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-8610080410 Responds to acceptance appraisal on 851017>18.One technician added 
to div of labs & split sampling program for Cooper Nuclear Station initiated in Jan 
1986. 

WRIGHT, G.F. Nebraska, State of. 86/02/25. MARTIN, R.D. Region 4, Office of Direc- 
tor. 2pp. 38165:324-38165:325. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI,M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610240022 Application for amend to License DPR-46, revising Tech Specs to incorpo- 
rate changes re sun/eiltance requirements for gaseous & liquid effluent monitoring 
instrumentation.Fee paid. 

KUNCULG. Nebraska Public Power District. 86/10/17. MULLER,D.R. BWR Project 
Directorate 2. 3pp. 38346:059-38346:067. 

-8610240025 Proposed Tech Specs re surveillance requirements for radiological efflu- 
ent monitoring instrumentation. 

* Nebraska Public Power District. 86/10/17. 6pp. 38346:062-38346:067. 

8610300286 Forwards safety evaluation & EGG-EA-6789, "Conformance to Reg Guide 
1.97,Cooper Nuclear Station,” accepting response to Generic Ltr 82-33. Exceptions to 
Rev 2 to Reg Guide 1.97 acceptabie,except for neutron flux monitoring. 

LONG,W.O. BWR Project Directorate 2. 86/10/27. PILANT,J.M. Nebraska Public 
Power District. 2pp. 38407:096-38407:119. 

-8610300287 Safety evaluation accepting util response to Generic Ltr 82-33 re con- 
formance to Rev 2 to Reg Guide 1.97,except for instrumentation associated w/ neu- 
tron flux variable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/27. 3pp. 
38407:098-38407:100. 

-8610300289 “Conformance to Reg Guide 1.97, Cooper Nuclear Station.” 

UDY,A.C. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. EGG-EA-6789. 86/01/ 
31. NRC - No Detailed Affiliation Given. 19pp. 38407:101-38407:119. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610140413 Informs of delay in completion of vendor technical info update program, as 
committed to in util 850621 response to violations noted in Insp Rept 50-298/85- 
1 5.Receipt of vendor technical info updates expected by early Dec. 

PILANT.J.M. Nebraska Public Power District. 86/10/01. GAGLIARDO.J.E. Region 4, 
Office of Director. 2pp. 38226:304-38226:305. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspedion Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610200368 Responds to NRC 860908 ltr re violations noted in Insp Rept 50-298/86- 
Ol.C^rredlve actions:preventlve maint upgrade program Initiated to reflect require- 
ments recommended in safety-related vendor manuals. 

PILANT,J.M. Nebraska Public Power District. 86/10/07. GAGLIARDO,J.E. Region 4, 
Office of Director, 2pp. 38300:298-38300:299. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610210215 Forwards schedule of work items w/latest info & estimated dates of 
completion,in response to NRC 860915 request for more timely Info re Insp Rept 60- 
298/86-03.Encl withheld (ref 10CFR73,21). 

PILANT,J.M. Nebraska Public Power District. 86/10/08. GAGLIARDO.J.E. Redon 4, 
Office of Director. Ip. 38312:297-38312:297. 

8610200345 Confirms dates for equipment qualification Insp on 861 027-31. Mat entrance 
meeting scheduled for 861027, plant waikdown Insp of equipment planned for 861030 
& rngt exit meeting tentatively scheduled for 861 03 1 . 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/09. KUNCL,L.G. Nebraska 
Public Power District 2pp. 38301 :305-38301 :306. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved "^e B Packages,” Svc list end. 

JORDAN, E.L. piy^on of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Ine, 67pp. §8234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon AMtomatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Pivisidn of Emergency Preparedness & EnginMiing Response (Post 
830103). 86/10/10, Consolidated Edison Co. of New Ydrk, fnc. fOSpp, 38259i018- 
38259:122. , fk 

8610160361 EN-86-024A:on 860528,licen8ee responded to notice of violation & pro- 
posed imposition of civil penalties in amount of $50,000.Violation involving unescorted 
access by temporary employee should be withdrawn. 

ROBINSON,P., AXELRAP.J. Office of Inspection & Enforcement. Director (Post 
820201). 86/10/10. Ip. 38273:327-38273:327. 


8610170077 Forwards order imposing civil monetary penalties in amount of 
$25,000,based on physical security violations noted during 850729-0802 & 12-16 
insps of License DPR-46. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10, 
KUNCL,L.G. Nebraska Public Power District. 3pp. 38289:154-38289:159. 

-8610170082 Order imposing civil monetary penalties in amount of $25,000,based on 
physical security violations noted during 850729-0802 & 12-16 insps of License DPR- 
46. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Nebraska Public Power District. 3pp. 38289:157-38289:159. 

8610270124 Ack receipt of 860528 response to 860428 notice of violation & proposed 
imposition of civil penalties in amount of $25,000 noted during physical security insp 
on 850729-0802 & 12-16.Violation I.B withdrawn. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10, 
KUNCL,L.G. Nebraska Public Power District. 3pp. 38369:001-38369:006. 

-8610270132 Order imposing civil monetary penalty in amount of $25,000 for violations 
noted in physical security insp on 860729-0802 & 12-16. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Nebraska Public Power District. 3pp. 38369:004-38369:006. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610280472 Confirms discussion between J Jaudon,RE Ireland & G Horn changing 
dates of equipment qualification insp at plant from 861027-31 to 861103-07.Mgt exit 
meeting tentatively scheduled for 861107 at plant site. 

GAGLIARDO,J.E. Region 4. Office of Director. 86/10/20. KUNCULG. Nebraska 
Public Power District. 2pp. 38381:335-38381:336. 

8610280013 Forwards SALP Board Rept 50-298/86-08 for Feb 1985 • Jul 1986. 
MARTIN,R.D. Region 4, Office of Director. 86/10/21. PILANT.J.M. Nebraska Public 
Power District. 2pp. 38374:302-38374:348. 

-8610280017 SALP Rept 50-298/86-08 for Feb 1985 - Jul 1986. 

• Region 4. Office of Director. 86/10/21. 45pp. 38374:304-38374:348. 

8610270061 Ack receipt of 861007 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-298/86-01 & 860908 notice of violation. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/22. PILANT,J.M, Nebraska 
Public Power District, ip. 38359:094-38359:096. 


R. Periodic operating reports & related correspondence 


8610140323 Monthly operating rept for Jul 1986.W/860805 ltr. 

SUTTON, K.E., HORN,G.R. Nebraska Public Power District. 86/07/31. 9pp. 
38223:334-38223:342. 


S. Reportable occurrences, LERs & related correspondence 


8610070284 RO:on 860921 .drywell floor & equipment sump Integrator registered 5.65 
gpm leak rate.Caused by packing leak on recirculation loop discharge valve A discov- 
ered on 860922. Repairs completed. 

HORN.G.R. Nebraska Public Power District. 86/09/22. MARTIN, R.D. Region 4, Office 
of Director. 2pp. 38119:335-38119:336. 

8610090327 LER 86-01 9-00:on 86091 2,Group III Isolation occurred, dosing RWCU sys 
primary containment isolation valves.Caused by procedural deficiency.Station Proce- 
dure 2.2.66 revised & event discussed w/personnel.W/861002 ltr. 

BRUNGARDT.R., HORN,G,R. Nebraska Public Power District, 86/10/02. 3pp. 
38182:301-38182:303. 


8610090333 LER 86-020-00;on 86091 8,69-kV power supply drcuit breaker cycled open 
& auto-dosed.Caused by fault signal due to lightning during severe storm.Emergency 
diesel generators 8ecured.W/861002 ltr. 

BRUNGARDT.R., HORN.G.R. Nebraska Public Power District. 86/10/02. 3pp. 
38182:304-38182:306. 


8610220459 LER 86-021 -00:on 860922,emergency diesel generator start ESF chal- 
langed due to loss of 69 kV power supply to transformer. Caused by inadvertant re- 
moval from svc during offsite switching actlvHles-Power restored.W/861016 ltr. 
BRUNGARDT.R.L, HORN.G.R. Nebraska Public Power District. 86/10/16. 3pp. 
38341:345-38341:347. 


V. Operator Examinations 

8610280013 Forwards SALP Board Rept 50-298/86-08 for Feb 1985 - Jut 1986. 
MARTIRR.D. Region 4, Office of Director. 86/1 Q/21. PIUNT,J.M, Nebraska Public 
Power District 2pp. 38374:302-38374:348. 

-8610280017 SALP Rept 50-298/86-08 for Feb 1985 - Jul 1986. 

* Region 4, CXfice» of Director. 86/10/21. 45pp. 38374:304-38374:348. 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 
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F. Security, medicai, emergency & fire protection pians 

8610080236 Forwards Safety Insp Repts 50-266/86-18 & 50-301/86-17 on 860908- 
11. No vicrfations noted-Exercise weaknesses end. Pians for corrective action request- 
ed within 45 days of ttr date. 

SHAFER.W.D. Regbn 3. Office of Director. 86/10/01. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 38177:270-38177:281. 

-8610080242 Safety Insp Repts 50-26 /86-18 & 50-301/86-17 on 860908-11. No 
noncompliance.deficiendes or deviations noted.Major areas inspected:emergency pre- 
pare tdfn^ exercise. 

FOSTER Region 3, Office of Director. 86/09/30. 9pp. 38177:273-38177:281. 


8610270421 Forwards balance due for NRC review & approval of 831025 application for 
amend to licenses. 

FAY.C.W. Wisconsin Electric Power Co. 86/10/21. DIGGS.R.M. Office of Administra- 
tion. 1p. 38373:309-38373:309. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp, 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 


8810200318 Forwards addi info for 860509 Truest for exemption from certain require- 
mente of lOCFRSO^pp R re fire suppression sys & 3 h fire barrier requirement, per 
860918 request 

FAY.C.W. Wisconsin Electric Power Co. 86/10/10. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). LEAR.G. PWR Project Directorate 1. 8pd. 
38303:327-38303:334. 


8610210349 Forwards Physical Security Insp Repts 50-266/86-17 & 50-301/86-16 on 
860908-18 & notice of viotation.NotIce of violation withheld (ref 10CFR73.21 (c)(2)). 
AXELSON,W.L Region 3, Office of Director. 86/10/10. FAY.C.W. Wisconsin Electric 
Power Co. 2pp. 38314:185-38314:186. 


-8610210351 Partially withheld Physical Security Insp Repts 50-266/86-17 & 50-301/ 
86-16 on 8^J908-11 & 15-18 (ref 10CFR73.21). Noncompliance noted:use of inad- 
equate protected area barrier, 

OftOUIN.B. Region 3, Office of Director. 86/10/10. 2pp. 38314:187-38314:188. 


I Ffttandal information 

8610140060 absents to ^805 proposed ownership of Wisconsin Electric Power Co 
by Wsconsin Erwgy Co.Util will remain public & provide same svc.Non-util operations 
would be earned out by other subsidiaries. 

Preguriz^ Water Reactor Ucensing - A (post 851125). 86/ 
10/06. FAY.C.W. Wisconsin Electric Power Co. 6pp. 38222:103-38222:108. 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o sve list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :079-38351 ;082. 

8610100208 Responds to NRC 860808 ltr re violations noted in Insp Repts 50-266/86- 
10 & 50-301 /86-09.Corrective actions:maint procedure issued for return to sve of new 
Instrument bus Inverters on 860901. 

BURSTEIN.S. Wisconsin Electric Power Co. 86/09/24. GULDEMOND.W.G, Region 3. 
Cffice of Director. 2pp. 38193:091-38193:092, 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-126 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Sve list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610090367 Forwards Safety Insp Repts 50-266/86-19 & 50-301/86-19 on 860916- 
18.No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 86/09/30. FAY,C.W. Wisconsin Electric 
Power Co. 2pp. 38182:279-38182:284. 


F. Operating license stage documents & correspondence 

safety e\^uation & EG&G technical evaluation rept accepting util 
’• 

“^110136 "Confonnance to Reg Guide 1.97.Point Beach Nuclear Plant, Units 1 & 

of EG&G, Inc.). FIN A-6483. EGG-EA-6771 
86/04/30. NRC - No Detailed Affiliation Given. 27pp. 38289:314-38289:340. 

^ISSISSV P’esponds to 8512034)6 regulatory effectiveness review mnt hm 

applicason for OL re info on 
^'’Upn.ent Important to 

ee/op/ 

SiWiSSSbffiSiSSffi™ '■ "»Aw, vvk™. ao* 

^°09/30. TOYAMA.F.T. 

860926.yseofoptii^fueiSib1^!L^^Sl.;L?^^^ operation on 
38241:32218241:3^ ^ ^ P^dect Directorate 1 . 7pp. 

^gg^^Oraotor ^ SSlia 

Service Coup. ip. ^222.-090-%222:090.^*^^’ PAY,C,W. Wisconsin Public 


-8610090377 Insp Repts 50-266/86-19 & 50-301/86-19 on 86091 6-1 8.No violation or 
deviation noted.Major areas inspected: resolution of IE Bulletin 79-02, "Pipe Support 
Design Using Concrete Expansion Anchors." 

P® 9 'on 3. Office of Director. 86/09/30. 4pp. 

381 82:281-381 82:284. 

8610080236 Forwards Safety Insp Repts 50-266/86-18 & 50-301/86-17 on 860908- 
' ^'No violations noted.Exercise weaknesses end. Plans for corrective action request- 
ed within 45 days of ltr date. 

SHAFER, W D. Region 3, Office of Director. 86/10/01. FAY.C.W. Wisconsin Electric 
Power Co. 3pp. 38177:270-38177:281. 

-8610080242 Safety Insp Repts 50-266/86-18 & 50-301/86-17 on 860908-11. No 
noncompliance.deficiencies or deviations noted.Major areas in$pected:emergency pre- 
paredness exercise. » i r 

Director. 86/09/30. 9pp. 
Against Medical Licensees for 

Misadministrations." Sve list end. 

Art Programs (Post 850212). 86/10/03. Consolidat- 

ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

'‘Potential Failure of Multiple ECCS Pumps 
end ® ® P®**^*^® Air-Operated Valve in Min Flow Recirculation Line." Sve list 

CoIiSiridkri'iSSS^ r ''’®P®®«0!1& Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc, 106pp. 38258:276-38259:017, 

®°-26®/86-15 & 50-301/86-14 on 880801- 

BeSSK®i8274:b4?S8l74^^^^^^ 

* 50-301/86-14 on 860801 -0930.NO noneom- 
towuS IfSiftwnnnn ®''®®® ^®P®®t®d: maint,surveillance,IE bulletin fol- 

jSiw I unresolved items noted. 

JACKIW.LN. Region 3, Office of Director. 86/10/08. 6pp. 38274:043-38274^048 




Response (Post 
" 38234:262- 

®®fe?."®sScU\TOL Automatic Bus Trans- 

830^103)^16^^0/10°^^^^^ Preparedness & Endneering Response (Post 

3^122 °’ Co. of New YorR. Inc. fOSpp. 38259!oi8- 

Insp Repts 50-266/86-17 & 50-301/86-16 on 
AXFi ROM r Q ® viola^n.Notice of violation withheld (ref 10CFR73 21(c)(2)) 

3"8^5;^3®5Sf4:f88“^®'*“^- 

"^^ll’S^SeolW &“'i 5 !iV(tsf 1 ^^ Repts 50-266/86-17 4 50401/ 

equate protected area barrier.^ ^0CFR73.21). Noncompliance noted:use of Inad- 

3M^4:188.’ R® 9 »on 3, Office of Director. 86/10/10. 2pp, 38314:187- 

Fallure!" Sve l/d enc?'°° 66-089, Uncontrolled Rod Withdrawal Because of Single 

So3)^l6b^1o7i6'°C(S[sdjdS^ * Engineering Response (Post 

38331:284. '-^onsoiioated Edison Co. of New York, Inc. 93pp, 38331:192- 
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8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610290386 Requests relief from 10-yr inservice insp interval. Supportive info for relief 
request from specific 1977/ Summer, 1979 Edition/Addenda of ASME Section XI Code 
requirements encl.Fee paid. 

FAY,C.W. Wisconsin Electric Power Co. 86/10/27. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). LEAR.G. PWR Project Directorate 1. 
31pp. 38402:144-38402:174. 


R. Periodic operating reports & related correspondence 

8610160179 Monthly operating repts for Sept 1986.W/861009 Itr. 

KRAUSE,C.W., FAY,C.W. Wisconsin Electric Power Co. 86/09/30. 9pp. 38265:096- 
38265:104. 


S. Reportable occurrences, LERs & related correspondence 

8610200104 Summary of 861006 Operating Reactor Events Meeting 86-35 re events 
since last meeting on 860929.Assignees should review identified responsibilities & 
completion dates & advise if dates cannot be metAttendance list & viewgraphs end. 
HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/10/14. 
DENT0N,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 23pp. 
38299:341-38300:002. 


V. Operator Examinations 

8610280193 Advises that operator & senior operator licensing written & oral exams 
scheduled for wK of 87021 6.Ref matl listed in end requested by 861 201. License appli- 
cations required 60 days prior to exam. 

HEHL,C.W. Region 3, Office of Director. 86/10/22. FAY,C.W. Wisconsin Electric 
Power Co. 8pp. 38366:103-38366:110. 
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F. Security, medical, emergency & fire protection plans 

8610020242 Forwards Insp Rept 50-302/86-23 on 860704-0801 & notices of violation & 
deviation.ldentified unresolved item will be pursued in future insp. 

WALKER.R.D. Region 2, Office of Director. 86/09/18. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38067:332-38067:356. 

-8610020252 Insp Rept 50-302/86-23 on 860704-0801 .Violations & deviation 
noted:failure to have adequate instructions for performance of mods to properly install 
spent fuel pool missile shields & to properly document mod. 

STETKA,T.F., TEDROW,J.E., ELDROD,S.A. Region 2. Office of Director. 86/09/02. 
19pp. 38067:338-38067:356. 

8610090153 Rev 1 to Procedure EP-120, “Inadequate Shutdown Value.” 

COLLINS,M. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/24. 2pp. 
38182:062-38182:063. 

8610100247 Revised emergency procedures.consisting of Rev 2 to Procedure AP-1013, 
"Control Rod Position Indication," Rev 1 to Procedure AP-240, "Atmospheric Radi- 
ation Monitor" & Rev 2 to Procedure AP-521, "High Control Rod Stator Temp." 
COLLINS, M. Florida Power Corp. (subs, of Florida Progress Corp,). 86/09/24. 13pp. 
38192:325-38192:337. 

8610080074 Forwards payment of civil penalty in amount of $50,000.per 860826 
order.Since Jan insp,one level of supervision over security organization removed to 
improve communication w/corporate mgt. 

WILGUS,W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/25. 
TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). Ip. 
38136:045-38136:045. 

8610090138 Responds to violations noted In Insp Rept 50-302/86-25. Corrective 
actions:senior & nuclear fire protection specialists completed fire brigade requalifica- 
tions. Qualification requirement added to fire protection program. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/25. 
GRACE, J.N. Region 2, Office of Director. 4pp. 381 82:01 7-381 82:020. 

8610090129 Responds to violations noted in Insp Rept 50-302/86-26. Corrective 
actionsimemo issued to health physics personnel to reemphasize policy on surveying 
for alpha contamination. AddI guidance provided In Procedure HPP-202. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/26. 
GRACE, J.N. Region 2, Office of Director. 5pp. 38181:297-38181:301. 

8610100539 Confirms 861008 meeting at Region II Ofc to discuss security plan 
contentper 860923 telcon. 

WALKER, R.D. Region 2, Office of Director. 86/09/29. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 38194:188-38194:188. 

8610090320 Declines to fulfill NRC 860919 request for meteorological data,per IE Info 
Notice 84-91 .Data of questionable use in evaluating adequacy of data collection 
prc^ram.Util meteorological measurements program adequate. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/02. 
STOL2,J.F. PWR Project Directorate 6. 2pp. 38144:349-38144:350, 

86101S0160 Revised administrative procedures, including Rev 2 to AP-330, “Loss of Nu- 
clear Svcs Water," Rev 3 to AP-930, "Oil Spill" & Rev 1 to AP-108O, "Refueling Canal 
0ocrfi8S6 

* Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/02. 16pp. 38241:345- 
38241:360. 

8610150162 Revised emergency plan procedures,lncluding Rev 5 to EP-290, "Inad- 
equate Core Cooling," Rev 1 to EP-220, "Pressurized Thermal Shock" & Rev 2 to EP- 
140, "Emergency Reactivity Control." 

* Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/02. 32pp. 38246:053- 
38246:084. 


8610170304 Rev 34 to Emergency Plan Implementing Procedure EM-206, "Emergency 
Plan Roster & Notification." 

RAPPELV.R., MCKEE,P.F. Florida Power Corp. (subs, of Florida Progress Corp.). 86/ 
10/02. 21pp. 38288:090-38288:110. 

8610150517 Forwards Insp Rept 50-302/86-29 on 860825-29.No violations or devi- 
ations noted. 

VERRELLI,D.M. Region 2, Office of Director. 86/10/03. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38252:018-38252:029. 

-8610150522 Insp Rept 50-302/86-29 on 860825-29.No violations or deviations 
noted.Major areas inspected:fire protection/ prevention & followup on previously iden- 
tified insp items. 

WISEMAN,G.R., CONLON.T.E. Region 2, Office of Director. 86/09/22. 10pp. 
38252:020-38252:029. 

8610280160 Revised emergency plan implementing procGdures,includlng Rev 7 to Pro- 
cedure AP-580, "Reactor Protection Sys Actuation" & Rev 3 to Procedure EM-305, 
"Post-Accident Sampling & Analysis of Effluent...." 

• Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/08. 65pp. 38366:154- 
38366:218. 

8610270151 Forwards summary of 860709 meeting to discuss SALP Rept 50-302/86- 
13.Quarterly mgt meetings requested to improve Category 3 rating re security & 
safeguards. NRC response to util 860811 comments also end. 

GRACE,J.N. Region 2, Office of Director. 86/10/17. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 8pp. 38362:015-38362:036. 

-8610270154 Responds to SALP Rept 50-302/86-1 3.Quality audit program considered 
essential element of nuclear program.Recognition of strong maint program 
appreciated. Actions taken to resolve security deficiencies noted. 

WILGUS,W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 86/08/11. 
GRACE, J.N. Region 2, Office of Director. 14pp. 38362:023-38362:036. 

8610290291 Forwards meeting summary & attendance list from 861008 meeting in 
Region II ofc to discuss processing of changes & content of facility security plan. 
WALKER.R.D. Region 2, Office of Director. 86/10/17. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 38394:056-38394:058. 

8610310135 Forwards Insp Rept 50-302/86-27 on 860802-0905 & notice of violation. 
WALKER.R.D. Region 2, Office of Director. 86/10/17. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38419:195-38419:214. 

-8610310145 Insp Rept 50-302/86-27 on 860802-0905. Violation noted: failure to have 
adequate equipment control procedure. 

STETKA,T.F., TEDROW.J.E., ELROD.S.A. Region 2. Office of Director. 86/10/09, 
16pp. 38419:199-38419:214. 

8610240223 Advises that 860725 Rev 4-06 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. Understands that Chapter 11 will be revised to 
further delineate vital area barrier exams. 

WALKER.R.D. Region 2, Office of Director. 86/10/21. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 38355:355-38355:357. 


H. General correspondence 

8610270329 Requests that correspondence be addressed to either GJ Allen.director of 
div of disaster preparedness or chairman of board of county commissioners due to 
rotation of chairman on annual basis.NRC 860730 Itr to util end. 

GRIFFIN,F.A. Citrus County, FL 86/08/12. WALKER.R.D. Region 2, Office of Direc- 
tor. Ip. 38374:266-38374:269. 


J. insurance & indemnity information 

8610060733 Forwards Endorsement 74 to NELIA Policy NF-195 & Endorsement 58 to 
MAELU Policy MF-91 . 

HOFFMAN, J. Marsh & McLennan, Inc. 86/09/19. DINITZ.I. Assistant Director for 
State & Licensee Relations. 3pp. 38108:303-38108:305. 


P. Operating license stage documents & correspondence 

8610280138 Forwards add! info clarifying proposed change to FSAR Section 1.7 QA 
program description, per Rev 0 to Reg Guide 1.54 & ANSI Std N101.4-1972.Rev 1 to 
Requirement Outline RO-3147, "Painting & Protective Coatings...," also end. 
WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp,). 86/09/05. 
GRACE, J.N. Region 2, Office of Director. 7pp. 38368:185-38368:255. 

-8610280142 Rev 1 to Requirement Outline RO-3147, "Painting & Protective 
Coatings, Crystal River Unit 3." 

CAMPBELL,D.L. Florida Power Corp. (subs, of Florida Progress Corp.). 86/01/22. 
64pp. 38368:192-38368:255, 

8610080219 Forwards Amend 91 to License DPR-72 & safety evaluation. Amend allows 
operation of certain isolation valves that would normally be isolated.Changes to cer- 
tain steam generator valves & hydrogen purge sys valves denied. 

MOZAFARI.B. PWR Project Directorate 6. 86/09/16. WlLGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 5pp. 38144:071-38144:088. 

-8610080221 Amend 91 to License DPR-72,permitting operation of certain isolation 
valves which would normally be required to be isolated, provided dedicated operator 
posted to isolate valve if necessary. 

STOLZ,J.F. PWR Project Directorate 6. 86/09/16. 7pp. 38144:076-38144:082. 

-8610080224 Safety evaluation supporting Amend 91 to License DPR-72. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/16. 3pp. 
38144:083-38144:085. 

-8610080226 Notice of denial of amend to License DPR-72 re changes to Valves CAV- 
4,5,6 & 7 & LRV-70,71,72 & 73.Sys proposed does not meet requirements of NUREG- 
0737,ltem II.E.4.2. 

EDISON, G.E. PWR Project Directorate 6. 86/09/16. 3pp. 38144:086-38144:088. 



86 DOCKETED ITEMS 


8609230296 Generic Ltr 86*15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070304 Fonwards “DCRDR SuppI to Summary Rept...,” per SuppI 1 to NUREG- 
0737, NRC 850906 ltr & 851024 meeting. All HEOs. including mods, will be completed 
by end of Refuel VI In Fall 1987. 

WIDELUR.C. Florida Power & Light Co. 86/09/30. STOLZ.J.F. PWR Project Director- 
ate 6. Ip. 38121:330-38122:217. 

-8610070311 "DCRDR SuppI to Summary Rept for Crystal River Unit 3 Generating Sta- 
tion." 

* Florida Power & Light Co. 86/09/29. 247pp. 38121:331-38122:217. 

8610160173 Informs that QA program provided in Rev 7 to FSAR satisfies 
10CFR50.App B requirements & acceptable. 

WALKER.R.D. Region 2, Office of Director. 86/10/01. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 1p. 38270:276-38270:276. 

8610150336 Forwards addl info supporting 860814 Tech Spec Change Request 
147, amending License DPR-72 to address surveillance interval for HPI pump & valve 
test,per 860919 telcon request.Related info end. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/06. Office 
of Nuclear Reactor Regulation, Director (post 851125). 11pp. 38249:034-38249:044. 

8610150454 Discusses changes In Tech Specs re raising reactor high pressure setpoint 
from 2,300 psig to 2,355 psig.Confirmation that FSAR accident analyses based on 
2,355 psig requested. 

STOLZ,J.F. PWR Project Directorate 6. 86/10/09. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp.). 2pp. 38259:342-38259:343. 

8610200387 Forwards BAW-1976. “Small Break LOCA for B&W 177FA Lowered Loop 
Plant in Response to NUREG-0737.ltem II.K.3.31." 

SIMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/14. 
DENTON,H.R. Office of Nuclear Reactor Regulation. Director (post 851125). Ip. 
38304:063-38304:140. 


8610290051 Responds to 861009 request for addl info re Tech Spec change request 
increasing high pressure reactor trip setpoint. Higher setpoint combined w/increased 
anticipatory reactor trips will not increase challenges to safety valves. 

SIMPSON.E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/24. 
DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 2pp. 
38394:129-38394:130. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020242 Forwards Insp Rept 50-302/86-23 on 860704-0801 & notices of violation & 
devlation.ldentified unresolved item will be pursued in future insp. 

WALKER.R.D. Region 2, Office of Director. 86/09/18, WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38067:332-38067:356. 

~8610020245 Notice of violation from insp on 860704-0801. 

WALKER.R.D. Region 2, Office of Director. 86/09/18. 3pp. 38067:334-38067:336. 

-8610020247 Notice of deviation from insp on 860704-0801. 

WALKER.R.D. Region 2, Office of Director. 86/09/18. Ip. 38067:337-38067:337. 

-8610020252 Insp Rept 50-302/86-23 on 860704-0801. Violations & deviation 
noted:failure to have adequate instructions for performance of mods to properly install 
spent fuel pool missile shields & to properly document mod. 

STETKA,T.F., TEDROW.J.E.. ELDROD.S.A. Region 2, Office of Director. 86/09/02. 
19pp. 38067:338-38067:356. 


8610220365 Forwards Amend 92 to License DPR-72 & safety evaluation- Amend re- 
vises Tech Specs to increase enrichment of fuel assemblies stored in Spent Fuel Pool 
B & dry fuel storage rack. 

M02AFARI.B. PWR Project Directorate 6. 86/10/14. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38333:231-38333:243. 

-8610220373 Amend 92 to License DPR-72.revlsing Tech Specs to increase enrich- 
ment of fuel assemblies stored in Spent Fuel Pool B & dry fuel storage rack. 
STOLZ.J.F. PWR Project Directorate 6. 86/10/14. 6pp. 38333:233-38333:238. 

-8610220376 Safety evaluation supporting Amend 92 to License DPR-72. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/14. 5pp. 
38333:239-38333:243. 

8610210137 SuppI 2 to Tech Spec Change Request 139,amending License DPR-72 to 
reduce frequency of diesel generator cold fast start tests to semiannuaLAmend fee 
submitted w/original request on 851028.W/Certificate of Svc. 

WIDELL,R.C; Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/15. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 
38307:103-38307:108. 

-8610210143 Proposed changes to Tech Spec 3/4 8.1 re electrical power sys surveil- 
lance requirement & bases. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/15. 2pp. 38307:107- 
38307:108. 

8610230227 Supplemental application for amend to License DPR-72. incorporating Rev 
3 to Change Request 103.to revise Tech Specs re administrative controls. 
WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/16. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 
38343:159-38343:178. 

—8610230229 Proposed Tech Specs,revising administrative controls. 

* Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/16. 13pp. 38343:166- 
38343:178. 


8610010217 Responds to violations noted in Insp Rept 50-302/86-22. Corrective 
actions:hydrogen & oxygen concentrations In waste gas decay tank 
reduced.permanent nitrogen addition sys installed & waste gas disposal sys revised. 
WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/19. 
GRACE.J.N. Region 2. Office of Director. 6pp. 38059:244-38059:249. 

8610020094 Ack receipt of 860905 revised response informing NRC of steps taken to 
correct violations noted in Insp Rept 50-302/85-26. 

WALKER.R.D. Region 2, Office of Director. 86/09/19. WILGUS.W.S, Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 38066:292-38066:292. 

8610060843 Forwards Insp Rept 50-302/86-28 on 860819-21 & 25.No violations or de- 
viations noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/25. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38106:095-38106:103. 

-8610060850 Insp Rept 50-302/86-28 on 86081 9-25.No violations or deviations 
noted.Major areas inspected:May 1 986 lost ion exchange resin event. 
STODDART.P.G., HARRIS.J.D., CLINE, W.E. Region 2, Office of Director. 86/09/17. 
7pp. 38106:097-38106:103. 

8610080074 Forwards payment of civil penalty in amount of $60,000,per 860826 
order.Since Jan Insp.one level of supervision over security organization removed to 
improve communication w/corporate mgt. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/25. 
TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). Ip, 
38136:045-38136:045, 

8610090138 Responds to violations noted in Insp Rept 50-302/86-25. Correcrtive 
actions:senior & nuclear fire protection specialists completed fire brigade requalifica- 
tions. Qualification requirement added to fire protection program. 

WIDELUR.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/25. 
GRACE, J.N. Region 2, Office of Director. 4pp. 38182:017-38182:020. 


8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28,ltem 4.4, “Improvements in Maint & Test Procedures for B&W Plants." 

STOLZ,J.F. PWR Project Directorate 6. 86/10/20. CAMPBELL, G. Arkansas Power & 
Ught Co. 2pp. 38407:283-38407:304. 


-8610200058 "Conformance to Generic Ltr 83-28, Item 4.4, Arkansas Nuclear One Unit 
1, Crystal River Unit S.Davis-Besse Unit 1, Oconee Units 1,2 & 3,Rancho Seco,TMI-1 & 
WasNngton Nuclear Plant 1," technical evaluation rept. 

FARM^,F.G. EG&G Idaho, Inc, (subs, of EG&G. Inc.). FIN D-6001. EGG-NTA-7910. 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 


8610290117 Forwards Amend 93 to Ucense DPR-72 & safety evaluation. Amend ex- 
tends surveillance interval for HPI & LPI pumps & valves from once per 18 months to 
once per fuel cycle for Cycle 6 only. 

MOZAFARi,B. PWR Project Directorate 6. 86/10/21. Florida Power Corp. (subs, of 
Florida Progress Corp.), 2pp. 38398:213-38398:220. 


—8610290121 Amend 93 to License DPR-72,extending surveillance interval for HPI & 
LPI pumps & valves from once per 18 months to once per fuel cycle for Cycle 6 only 
STOL2.J.F. PWR Project Directorate 6. 86/10/21. 4pp. 38398:215-38398:218. 


-8610290127 Safety evaluation supporting Amend 93 to License OPR-72. 

* Office of Nuciear Reactor Regulation, Director (post 851125). 86/10/21. 2 dp. 
38398:219-38398:220. ^ w 


8610070308 Ack receipt of 860821 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/86-1 4.NRC will advise util re acceptability of response at 
later date. 

WALKER.R.D. Region 2. Office of Director. 86/09/26, WILGUS.W.S. Rorida Power 
Corp. (subs, of Florida Progress Corp.). 1p. 38119:328-38119:328. 

8610090117 Responds to violations noted in Insp Rept 50-302/86-21. Corre^ve 
actions:reactor operators evaluated & Procedure TDP-203 revised to clarify simulator 
evaluation requirements. 

WIDELL,R.C, Florida Power Corp, (subs, of Florida Progress Corp.). 86/09/26. 
GRACE, J.N. Region 2. Office of Director. 3pp. 38181:258-38181:260. 

8610090129 Responds to violations noted in Insp Rept 60-302/86-26. Corrective 
actions:memo issued to health physics personnel to reemphasize policy on surveying 
for alpha contamination. Addl guidance provided in Procedure HPP-202. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/26. 
GRACE, J.N. Region 2, Office of Director. 5pp. 38181:297-38181:301. 

8610100433 Notifies of NRC concerns re 860513 response to notice of violation for 
Insp Rept 50-302/86-06.Response to Violation 1 acceptable.Basis for denial of Viola- 
tion 2 unacceptable. Corrective action requested within 30 days. 

WALKER,R.D. Region 2. Office of Director. 86/09/29. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 10pp. 38187:073-38187:082. 


8610220369 Generic Ltr 8j^16 to alt PWR applicants & licensees re Westinghouse 
EGCS evaluation models.Svc list end. 

DENTON,HJ^. OffioB of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi I-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end, 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 


8610300098 Coi^rms quests to support performance of maint survey by NRC at facili- 
ty during wk of 86l103.Tentatlve agenda for survey & marked-up chart of maint orga- 
nization end. “ 

pOL2,J.F. F^ject Directorate 6. 86/10/22. WILGUS,W.S. Rorida Power Corp. 
(subs, of Florida Progress Corp.). Spp. 38408:070-38408:074. 


8610090320 Declines to fulfill NRC 860919 request for meteorological data.per IE Info 
Notice 84-91. Data of questionable use in evaluating adequacy of data collection 
program.Uti! meteorological measurements program adequate. 

WIDELL,R.C. Florida Power Corp, (subs, of Florida Progress Corp.). 86/10/02, 
ST0L2,J.F. PWR Project Directorate 6. 2pp. 38144:349-38144:350, 
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ent Actions Against Medical Licensees for 

Willful Failure to Rept Mlsadmlnistrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150517 Forwards Insp Rept 50-302/86-29 on 860825-29.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/03. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38252:018-38252:029. 

-8610150522 Insp Rept 50-302/86-29 on 860825-29.No violations or deviations 
noted.Maior areas inspected:fire protection/ prevention & followup on previously iden- 
tified insp items. 

WISEMAN, G.R., CONLON.T.E. Region 2. Office of Director. 86/09/22. 10pp. 
38252:020-38252:029. 

8610160178 Fonvards summary of 860910 meeting w/util in Atlanta, GA to discuss 
SALP quarterly followup.Meeting provided better understanding of util actions to Im- 
prove SALP ratings.Ust of attendees also end. 

WALKER.R.D. Region 2, Office of Director. 86/10/03. WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 3pp. 38273:348-38273:350. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610240201 Responds to violations noted in Insp Rept 50-302/86-20. Corrective 
actions:nonconforming operations rept generated to document incident & provide for 
evaluation of reportability & DHV-1 1 1 returned to required position. 

WIDELUR.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/08. 
GRACE, J.N. Region 2, Office of Director. 5pp. 38348:234-38348:238. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encL 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005. "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270151 Forwards summary of 860709 meeting to discuss SALP Rept 50-302/86- 
IS.Quarterly mgt meetings requested to improve Category 3 rating re security & 
safeguards.NRC response to util 86081 1 comments also end. 

GRACE,J.N. Region 2, Office of Director. 86/10/17. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 8pp. 38362:015-38362:036. 

-8610270154 Responds to SALP Rept 50-302/86-1 S.Quality audit program considered 
essential element of nuclear program.Recognition of strong maint program 
appreciated.Actions taken to resolve security deficiencies noted. 

WILGUS,W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 86/08/11. 
GRACE, J.N. Region 2, Office of Director. 14pp. 38362:023-38362:036. 

8610310135 Forwards Insp Rept 50-302/86-27 on 860802-0905 & notice of violation. 
WALKER,R.D. Region 2, Office of Director. 86/10/17. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp. 38419:195-38419:214. 

-8610310140 Notice of violation from insp on 860802-0905. 

WALKER,R.D. Region 2, Office of Director. 86/10/17. 2pp. 38419:197-38419:198. 

-8610310145 Insp Rept 50-302/86-27 on 860802-0905.Violation noted: failure to have 
adequate equipment control procedure. 

STETKA.T.F., TEDROW,J.E., ELROD,S.A. Region 2, Office of Director. 86/10/09. 
16pp. 38419:199-38419:214. 

8610280303 Ack receipt of 860919 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/86-22. 

WALKER, R.D. Region 2, Office of Director. 86/10/20. WILGUS,W,S. Florida Power 
Corp. (subs, of Florida Progress Corp.). ip. 38379:359-38379:359. 

8610270367 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-302/86-21 .Response under evaluation. 

WALKER, R.D. Region 2, Office of Director. 86/10/21. WILGUS,W,S. Florida Power 
Corp. (subs, of Florida Progress Corp.). Ip. 38373:167-38373:167. 


R. Periodic operating reports & related correspondence 

8610280136 "Semiannual Radioactive Effluent Release Rept,Jan-June 1986." W/ 
860829 Itr 

MCKEE, P.F., W1DELL,R,C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/ 
06/30. GRACE, J.N. Region 2, Office of Director. 71pp. 38368:262-38368:332. 

8610160152 Monthly operating rept for Sept 1986.W/861008 Itr. 

GRAHAM,D.. STEWART,S.A., WIDELUR.C. Florida Power Corp. (subs, of Florida 
Progress Corp.). 86/09/30. TAYLOR, J.M. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 6pp. 38270:001 -38270:006. 


S. Reportable occurrences, LERs & related correspondence 

8610270042 Updates 860902 Itr re defective Cardinal Industrial Products MUP dis- 
charge flange bolts.Bolts installed in makeup pumps for purpose of attaching blind 
flange cover to perform hydrostatic tesLBolts removed after test. 

WILGUS.W.S. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/12. 
GRACE,J.N. Region 2. Office of Director. 2pp. 38358:304-38358:305. 

8610060641 Informs that due to extension of schedule of root cause investigation of 
reactor coolant pump shaft failure event, suppI to LER 86-001 now expected by 
870130. 

WIDELL,R.C, Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/29. Record 
Services Branch (Document Control Desk). Ip. 38108:275-38108:275. 

8610140030 Partial response to FOIA request for documents re 860104 event at 
facility.Documents listed in App A end. Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. HIGUCHI.M. Yasuda Fire 
& Marine Insurance Company of America. 8pp. 38230:070-38231:251. 

—8610140097 Advises that discussions w/OSHA will cover overall spectrum of responsi- 
bilities from Crystal River Unit 3 event to Kerr- McGee accident.Related info end. 
ROUSE,LC. NRC - No Detailed Affiliation Given. 86/01/31. DAVIS, J.G. NRC - No De- 
tailed Affiliation Given. 6pp. 38230:235-38230:240. 

8610200254 LER 86-01 4-00:on 86081 2,discovered leak in seawater outlet piping from 
nuclear svcs closed cycle HX A.Caus6d by erosion due to suspended solids in unfil- 
tered seawater.Leak repaired w/compression patch.W/861013 Itr. 

MOFFATT,LW., WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
86/10/13. 5pp. 38296:262-38296:266. 

8610200426 informs that reevaluation of alarms listed in LER 84-023-01 complete & 
alarms still nocessary.Alarms to be implemented on main plant computer w/readout 
on video screen above main control board by end of next refueling outage. 
WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/15. 
STOL2,J.F. PWR Project Directorate 6. 2pp. 38301:055-38301:056. 

8610300336 LER 86-01 6-00:on 860930,spurious half-trip signal received. Caused by 
faulty light-emitting diode in emergency feedwater initiation & control sys.On 
861001, Tech Spec 3.0.3 entered to replace diode & test sys.Sys operable.W/861 027 
Itr. 

MOFFATT,L.W., SIMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
86/10/27. 4pp. 38409:293-38409:296. 


V. Operator Examinations 


8610070153 Notifies that operator & senior operator licensing written & oral exams 
scheduled for wk of 861215.Requests end ref matl by 861015 in order to meet sched- 

VERRELLI.D.M. Region 2, Office of Director. 86/09/18. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 6pp. 38114:355-38114:360. 

8610090117 Responds to violations noted in Insp Rept 50-302/86-21. Corrective 
actions:reactor operators evaluated & Procedure TDP-203 revised to clarify simulator 
evaluation requirements. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/09/26. 
GRACE,J.N. Region 2, Office of Director. 3pp. 38181:258-38181:260. 

8610290019 Informs that instant senior reactor operator training program equivalent to 
or exceeds cold license training program described in FSAR.per NUREG-0737,ltem 
I.A.2.1. 

SlMPSON,E.C. Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/23. 
STOL2,J.F. PWR Project Directorate 6. 4pp. 38394:060-38394:063. 
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F. Security, medical, emergency & fire protection plans 

8610060550 Change Request A86-309 to Rev 10 to Emergency Plan Implementing Pro- 
cedure EPIP 550-2.Attachments A & B, "Environ Emergency Kit & Emergency Oper- 
ations Radiological Equipment." Index & table of contents end. 

JOHNSON, R. Commonwealth Edison Co. 86/08/12. 2pp. 38097:084-38097:090. 

8610270348 Station Procedure Change Request A86-280 for Rev 23 to Emergency Plan 
Implementing Procedure EPIP 320-1, "Activation of Generating Station Emergency 
Plan Station Group." Index & table of contents end. 

* Commonwealth Edison Co. 86/09/22. 8pp. 38372:270-38372:277. 

8610270429 Forwards Safety Insp Repts 50-295/86-19 & 50-304/86-18 on 860729- 
0926 & notice of violation. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/21. REED,C. Commonwealth 
Edison Co. 2pp. 38373:127-38373:143. 

-8610270436 Notice of violation from insp on 860729-0926. 

GULDEMOND,W.G. Region 3, Office of Director. 86/10/20. Ip. 38373:129-38373:129. 

-8610270439 Insp Repts 50-295/86-19 & 50-304/86-18 on 860729-0926. Violation 
noted:fire watch for Inoperable fire detectors not continuous, per Tech Specs. 
BURGESS,B.L. Region 3, Office of Director. 86/10/16. 14pp. 38373:130-38373:143. 

8610280100 Discusses end Radio Station WXLC 861002 notification of withdrawal from 
supporting public notifications for plant. Written response,addressing impact of with- 
drawal on util emergency preparedness capability,requested. 

SHAFER,W.D. Region 3, Office of Director. 86/10/21. REED,C. Commonwealth 
Edison Co. 3pp. 38368:006-38368:008. 

8610300332 Revised emergency plan annex, "Zion Station Emergency Action Levels." 
W/861023 Itr. 

JOHNSON,I.M. Commonwealth Edison Co. 86/10/23. KEPPLER,J.G. Region 3, Office 
of Director. 79pp. 38410:275-38410:353. 
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P. Opnrvtlr»g ic«r)»f stage documefits & correspondence 

i6l0Cffl02S5 Aapicalkxc for amends to Licenses DPR-39 & DPR-48,a!lowng one battery 
oJ'argfer ir shutdown or refueling to be used to fulfil! operability requirement of do bus 
cf cperainc jsrat using orosstie breaKe?s.Fee paid. 

L£3^»iC.RC- Comrrscnwealth Ecison Co. 86/09/19. DENTON.H.R. Office of Nuclear 
Reactor Regdabon. Oirectar (post S51125). 3pp. 38070:208-38070:218. 

•-4Mlt0O2Q263 Proposed Tedx Spec cf'.an^.allowng one battery charger in shutdown or 
refuse to be used tc fiifSl operati^ty requrement of dc bus of operating unit using 
CTdsstse breakers. 

’ Gorwwwealth Edison Cc. 86/09/19. 8pp. 38070:211-38070:218. 


I oen«x L.tr aS-tS to all licensees & holders of application for OL re info on 
w/lOi:^RS:;,49, “Enwcm Quaiificattofv of Electric Equipment Important to 
Safety for Nude^ Power Plants," Svc list end. 

C€NTpN.rs.P. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
Atlantic Cih/ Eedrk; Co. 49pp. 38058:216-38058:265. 

® Licenses DPR-39 & OPR-48.extending duration 

si Ol far 4w yrs.Pee paid. 

^EBLCI4D.r.C. Com^nwealth Edson Co. 86/09/23. DENTON.H.R. Office of Nudear 
Readjsr f-.egdation, Dkector (post 85 11 25). 17pp. 38098:207-38098:223. 

response to FOIA requesLApp D documents available in 
ru«..isearcf; oontifp^. 

HOLMES, GA MHB Tech- 

schedules of diesel gener- 
: & 2 sMI fdkswing accelerated testing regime, per 800229 con- 


VARGA, SA Division of Pressur- 

^ec Water Reactor Licensing - A (post 851125), ip. 38233:147-38233:193. 

applioation to amend U- 

^ T«f, Specs danfying 860902 



3<ver. 4pp. 3a22027^^SM7&”*^ - No Detailed Afiiliatton 

& Dm-48.rorrecting error in ex- 
'fpe- Fee p2d ^ ^ Normalized Operating Enve- 

"Hot Channel 

Edison^ aenwio. 4pp. 3S401i21.38401:224. 

' ^^ ^^.n^i!ln'Ser^!^i«”..£| ^ , OPR-39 & DPR-48, 

roquirwnento of 1WR50.48^ ^ acceptable evaluation model that con- 

BOLGEfl,R.C. 

woor Reguataa Qrector (post 851125). 3pp. 

Ettot Co. 86/10/1S. aspp. 38404d)32.38404.-0S7. 

HUdSiiiiede AnindM«*i;..i^ m 



of Nudear 



). 86 / 10 / 


Q. Inspection reports^ IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, ’Transfer &/or Disposal of Spent Generators " Wy 
SVC list. ‘ 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. ConsQllHot*,. 

Edison Co. of New York, Inc. 4pp, 38351:075-38351:078. «*'aated 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Recjuirernent^i fav. 
Exclusive-Use Shipments of Radioactive Mails. ** W/o svc list, ^ 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, ConsoJidatAW 
Edison Co. of New York, Inc. 4pp. 38361:079-38351:082. 

8610100537 Responds to NRC 860715 Itr re violations noted In Safety Insp Rents Rn 
295/86-11 & 50-304/86- 10. Corrective actions: mod chock sheet revised to tncfuriJ 
step to insure labeling of new components. '-•uue 

FARRAR.D.L. Commonwealth Edison Co. 86/08/13. KEPPLERJ.G. Region 3 Offira 
of Director. 6pp. 361 94:209-38 194:21 4. ' vunice 

8610280082 FOIA request for six categories of documents ro 1982 civil penalty & Of«, 
St .^v^tigations & Inspector & Auditor investigations of listed facilities. 

Iliel 2 pp 383 ? 8 f^^^^^ Detailed Affiliation 

®®0813 Itr re violations noted In Safety Insp Repts sq. 
M5/86-13 & 5()-3O4/86-12.Corr0ctiv0 actions: revs will be made to califer procedures 
«^®'^sity changes & nonconservative assumptions. 

ofDlrocS:?'ii,p'?^r94“^ 3. Office 

Info Notice 86-084, "Rupture of Nominal 40*mCi M2S Brachytheraov 
|!Stp 5 (J®‘'; 9 .Significant Spread of Radioactive Contamination." Svc fist mcV 

P'vision of Inspection Programs (Post 860212). 86/09/30 Consolirint 
ed Edison Co. of New York. Inc. 67pp. 38058:26^38058:332 v^onsoiidat- 

®°-33S/8e.21 & 50-304/e®-19 on 860902- 

idtoS.3a®17?:2l2.3^“28k°™^^^^^ 

?°-295'86-21 8. 50-304/86-18 on 8609024)5. No viola- 
f^|g!ams.roclud|,^eflto^^ 'WW fadloacMva 

38177f2M-'M177Tffl9!^ 88/09/30. 8pp. 

8610090370 ( 
re lnsenyic€ 

V«rl'^i“»?S^^-?®°®2®’°®''®&860ei7raquest8. " """' 

Con.mor»»alth 

“ES?i"Ff^4r 

ed Edison 

ConsolWa.rafe'I^S^^^ 

lisfenc? ®6H)87, "Loss of Otfsfte Power Upon Automatic But Trsns- 
JOflcT " l^encl?®** ®®^9. Uncontrolled Rod Withdrawal Beeausa of Single 
Sw tet®end°®‘ 

l|oi^,.;8b/,o/TSc^^a^ 

«*« to inld.1 ttoaa 

«610270429 ’OPP- 38373:314-38373323. 

Gl&aSoTOW^^*^ 50-295/86-19 & 50-304/86-18 on 860728- 

Edison Co. 2 pp. ^ 73 ^ 714 ^ 3 °' ®6/10/21. REED.C. Commonwaatth 

“guSSond^r^*^ on 860728-0928. 

3, Office ofDIrector. 86/10/20. ip. 38373:128.38373:129. 


, Tech 
ASMS 
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-8610270439 Insp Repts 50-295/86-19 & 50-304/86-18 on 860729-0926. Violation 
notedrfire watch for inoperable fire detectors not continuous, per Tech Specs. 
BURGESS, B.L Region 3, Office of Director. 86/10/16. 14pp. 38373:130-38373:143. 


R. Periodic operating reports & related eorreepondence 

6610220046 Monthly citing repts for Jul 1986.W/860806 Itr. 

AUSTIN, Q., PUmL,Q.J. Commonwealth Edison Co. 86/07/31. 12pp. 38326:332- 
38326:343. 


S. Reportable occurrences, LERs & related correspondence 


8610070520 PNO-lll-86-110:documents State of IL concerns re „ 
evacuation routes for plant due to recent flooding in area.Plants not 
shut down for refueling & Unit 2 operating at 99% power. 

SNELUW.. SHAPER.W.D., HiND,J. Region 3, Office of Director. 86/09/30. Ip. 
38124:265-38124:265. 

6610000080 LER 86-01 7-00:on 860924 & 26.pre8surizer level Channel 2L-461 abnor- 
mally high.Caused by leaking valves on valve manifold due to apparent improper 


torguingoy valve mfg. Manifold valves retorqued.W/860930 Itr. 
LESNET.M.. PLIML.G.J. Commonwealth 


38181:227. 


dth Edison Co. 86/09/30. 6pp. 38181:222- 


8610140359 Summary of 860929 Operating Reactors Events Meeting 86*34 re events 
since last meeting on 860922.A^nees should review identified responsibilities & 
completion dates & advise if dates cannot be metViewgraphs end. 

HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/10/06. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
38234:012-38234:029. 


6610150067 Disputes condusions reached In util Part 21 rept,concurrent w/LER 86- 
017-00 re improper torquing of manifolds by mfg & generic imdications.lncident dear- 
ly isolated & probably attributable to improper reassembly fdlowing maint 
WEST,J.A. Anderson-Greenwood & Co. 86/10/07. Office of Inspection & Enforce- 
ment, Director (Post 820201). Ip. 38239:333-38239:333. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequendes less than required value of 33 Hz.lnitlally reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL.,R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequendes less than required values of 33 Mz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

BROOME.E.C. Intemafional Telephone & Telegraph Corp. 86/10/10. 
ANDERSON.W.F. NRC - No Detailed /^filiation Given. Ip. 38308:177-38308:184. 

6610260199 LER 86-01 9-00:on 860920,reactor 6 generator tripped.(^used by person- 
nel error during replacement of high pressure turbine impuise pressure 
tran8mitter.Disdplinary action taken & procedure modified.W/861020 Itr. 
SASSAMAN,S.W.. PLIML.QJ. Commonwealth Edison Co. 86/10/20. 4pp. 38366:113- 
36366:116. 

8610260060 LER 86-01 8-00:on 860921 ,essentiai svc bus 247 experienced degraded 
bus voltage condition.Caused tw operator error.Sys design in review process to deter- 
mine necessary actions. Procedure changes will be made.W/861021 hr. 

FANNING, G., PLIML.G.J. Commonwealth Edison Co. 86/10/21. 5pp. 36374:349- 
38374:353. 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency A fire prelection plane 

8610090382 Requests util identify compliance to list of variables identified in Reg Guide 
1.97 re emergency response capability & provide justification for deviations,per Gener- 
ic Ltr 82-33 & Supp1 1 to NUREQ-0737. 

LEAR,Q.E PWR Project Directorate 1. 86/10/01. HINT2,D.C. Wisconsin Public Serv- 
ice Corp. 4pp. 381 85:229-381 85:23a 

8610240428 Rev I to Emergency Plan Implementing Procedure EP-RET-6A. "Plume Pro- 
jection" & Rev J to App K "Communications.” W/ 861021 Itr. 

HINTZ,D.C. Wisconsin Public Service Corp. 86/10/21. 54pp. 38354:258-38354:311. 


J. Insurance A Indemnity Information 

8610270338 Forwards Endorsement 75 to NEUA Policy NF-204 A Endorsement 60 to 
MAELU Policy MF-71. 

HiNTZ.D.C. >Msconsin Public Sendee Corp. 86/10/22. DINITZ,!. Office of Nudear Re- 
actor Regulation, Director (post 851125). 3pp. 38374:192*38374:194. 


8609230296 Generic Ltr 86-15 to all lieensees A holders of application for OL re info on 

Quaiifiemion of Electric Equipment Important to 

Director (post 851125). 86/09/ 


8610060239 Partial response to FQIA requesLApp D documents available in 
PDR.8earch continuing. 

QRIMSLEY,D.H. DMtkir) of Rules and Reoordfe 86/09/23. HOLMES, Q.A, MHB Tech- 
nical Associates. 17pp. 38231:261 -38231 d27A 


-8601300020 Describes transfer of fsvlew lesponsibllities tor DCRDR per SuppI 1 to 
NUREG-0737 tor listed plants from Olv of Human Factors Technotogy to PWRUcens- 
ing-A.Status of each plant summafiaed. 

ROWSOME,F.H. Human Factors Issues Branch. 86/01/24. ROSA,F. Electrical, tostru- 
mentation A Control Systems Branch (PW^>. 4^. 38233:1 12-38233:146. 


8610080123 Application for proposed Amend 78 to License DPR-43, revising Tech 
Specs to remove requirements incorporated in operational QA program A reflect 
recent personnel change. Fee paid. 

HINT2.D.C. Wisconsin Public Service Corp. 86/09/30. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation. Director (post 851125). 8pp. 38136:207-38136:223. 

-8610080125 Proposed Tech Specs,removlng requirements incorporated in operational 
QA program A reflecting recent personnel change. 

* Wisconsin Public Service Corp. 86/09/30. 7pp. 38136:215-38136:223. 

8610100226 Application for amend to License DPR-43, correcting discrepancies re Tech 
Spec Table TS 4.1-2 A Page TS 6-5 re boron concentration testing A authority of 
plant operations review committee,respectively. 

HiNTZ,D.C. Wisconsin Public Service Corp. 86/10/01. FAiRTILE,M.B. PWR Project 
Directorate 1. 3pp. 38193:041-38193:046. 

-8610100229 Proposed Tech Spec Table TS 4.1-2, "Min Frequency for Sampling 
Tests” A Page tS 6-5 re authority of plant operations review committee, incorporating 
corrections per NRC recommendation. 

* Wisconsin Public Service Corp. 86/10/01. 3pp. 38193:044-38193:046. 

8610160163 Submits revised reactor vessel mat! info for NRC review of proposed 
Amend 71,dtd 860429.Reactor vessel matl info provided on 780201 corrected. 
HINTZ,D.C. Wisconsin Public Service Corp. 86/10/10. LEAR.G.E. PWR Project Direc- 
torate 1. 2pp. 38265:029-38265:030. 

8610210153 Informs of addi matl to be added to upper plenum injection ECCS evalua- 
tion model topical rept,including comparisons w/all applicable cylindrical core test fa- 
cillta results A addI FLECHT results. 

HINTZ,D.C. Wisconsin Public Sendee Corp. 86/10/14. LEAR,G.E PWR Project Direc- 
torate 1. 2pp. 38308:164-38308:165. 

8610220369 Generic Ltr 86-16 to ail PWR applicants A licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins A correspondence 

8103300409 IE Info Notice 81-32, "Transfer A/or Disposal of Spent Generators." W/o 
svc list 

* Office of inspection A Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list 

* Office of inspection A EnforcemenL Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

6610100250 Supple response to NRC 850425 Itr re noncompliance noted in Insp Rept 
50-305/85-01 .Corrective actions:administrative controls instituted to prevent release of 
waste decay tank contents to containment atmosphere. 

HINTZ.D.C. Wisconsin Public Service Corp. 86/07/15. GULDEMOND.W.G. Region 3, 
Office of Director. 3pp. 38192:264-38192:266. 

8610100055 Responds to NRC 860623 Itr re violations noted in Insp Rept 50-305/86- 
04.Corrective actions:trip on 860424 reviewed A evaluation of controlier/ioop control 
scheme conducted w/ Westinghouse support A personnel counseled re 860513 
event 

HINTZ,D.C. Wisconsin Public Service Corp. 86/07/30. GULDEMOND.W.G. Region 3, 
Office of Director. 5pp. 38190:270-38190:274. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR.J.M. Office of Inspection A Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 10^. 38258:276-38259:017. 

8610080068 IE info Notice 86-086, “Clarification of Requirements for Fabrication A 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610060071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New Yom, Inc. 105pp. 38259:018- 
38259:122. 

8810100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L Division of Emergent Preparedness A Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:^. 

8810100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
A Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, inc. 107pp. 38331:086- 
38331:191. 

8610310149 Forwards Insp Rept 50-305/86-08 on 861002-03.No violation noted. 
SHAFER.W.D. Region 3, Office of Director. 86/10/23. HINTZ,D.a Wisconsin Public 
Service Corp. 2pp. 38417:171-38417:178. 



90 DOCKETED ITEMS 


-8610310156 tnsp Rept 50-305/8&08 on 861002-03.No violation or deviation 
noted.Major areas inspected:occurrence involving two tanks containing 95% argon 
gas mistakenly used to provide cover gas for voi control tank. 

HUETER.LJ.. SCHUMACHER.M. Region 3, Office of Director. 86/10/22. 6pp. 
38417:173-38417:178. 


8610300203 Submits info per 860922 request for schedule addressing plant-specific 
design features of ATWS mitigation sys actuation circuitry.Design will be submitted for 
review & approval by 870301. Implementation scheduled for Cycle 13. 

MUSOLF.D. Northern States Power Co. 86/10/24. Office of Nuclear Reactor Reaula. 
tion, Director (post 851 1 25). 2pp. 38404:1 75-38404:1 76. ^ 


S. Reportable occurrences, LERs & related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


8610070383 PNO-1 11-86- 108:on 860926, radiation monitor for condenser air ejector 
alarmed in control room.Caused by two tanks of argon gas inadvertently connected 
w/hydrogen tanks used to supply cover gas for voi control tank.Tanks disconnected. 
JACKIW,I.N.. SCHUMACHER.M., GULDEMOND.W.G. Region 3, Office of Director. 86/ 
09/29. 2pp. 38119:343-38119:344. 

8610280469 LER 86-012-00:on 860926.auxitiary bldg vent stack radiation monitor indica- 
tions elevated due to radioactive Ar-41 gas & on 861006,zone special ventilation sys 
automatically started on high radiation signal due to low setpoints. W/861 024 Itr. 
BERNKOFT.S., HINTZ.D.C. Wisconsin Public Service Corp. 86/10/24. 32pp. 
38381:265-38381:296. 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8610020412 Advises that 860909 Rev 14 to plant security plan consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

AXELSON.W.L Region 3, Office of Director. 86/09/19. LARSON.C.E. Northern States 
Power Co. 2pp. 38071:144-38071:146. 

8610070261 Rev 9 to corporate nuclear emergency plan, consisting of Revs 8.8 & 6 to 
introduction, emergency response & App A, respectively. W/860922 Itr. 

LARSON,C.E., FEY.F.L Northern States Power Co. 86/09/26. 30pp. 38120:001- 
38120:027. 

8610170042 Responds to NRC 860905 Itr re violations noted in Insp Repts 50-282/86- 
09 & 50-306/86-11. Corrective actions:all work requests affecting fire bamers reviewed 
before work allowed to start. 

LARSON.C.E. Northern States Power Co. 86/10/03. GULDEMOND.W.G. Region 3. 
Office of Director. 2pp. ...obsolete code... 38278:097-38278:098. 


H. General correspondence 

8610160148 Requests removal of DE Gilberts from all document distribution lists for 
NRC-sponsored research repts. Distribution of repts to author should continue. 
MUSOLF.D. Northern States Power Co. 86/10/06. Office of Nuclear Regulatory Re- 
search. Director (Post 860720). 1 p. 38265:031-38265:031 . 


J. insurance & indemnity information 


8610200207 Informs that 861003 submittal re financial info for 1986 satisfies require- 
S! 40.21 for approved guarantee of payment of deferred premiums. 
NASH,D.A. Assistant Director for State & Licensee Relations. 86/10/15. HALLE J 
Northern States Power Co. Ip. 38299:143-38299:143 


P. Operating license stage documents & correspondence 

8609230296 Generic Ufr 86-15 to all licensees & holders of application for OL re info on 
wmpnance w/10C^R50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. w 

9^ Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co, 49^3. 38058:216-38058:265. ’ 

8610060040 Forwards Amends 79 & 72 to Licenses DPR-42 & DPR-60 respectively A 
^ty evalM^nAunends change expiration dates for Ucense DPR-42 to 130809 A 
UPK-oO to 141029. 

MUS0LF,D.M. Northern State, 

-86100g)045 79 A 72 to Ucenses DPR-42 A DPR-60.respectively, chanqinq 

to 130809 A DPR-eO to 1410297 ^ ^ ^ 

supporting Amends 79 A 72 to Ucenses DPR.42 A 
38 n^^*lt 4 !^ 7 .”®®^‘^ Regulation. Director (post 851125). 86/09/23. 2pp. 

Tech Spec page to Amends 78 A 71 to Ucenses DPR- 
revised Table T.S3.15-1. "Event Monitoring In- 
^ p^^^ent." per TMl Item ll.F.2. ® 

Northern State, 

Mggtoting Inaruinentaton - 
rrross & U)raamment to Amends 78 A 71 to Licenses DPR-42 A DPR-60.respec- 

NRC - No Detailed Affillatkm Given. 86/10/08. 2pp. 38254:259-38254:260. 

* 8®^^ respottaes to Generic 

Aohon Kern ll.K.3.5 concerning leactor coolant pump 

«^LF,D.M. Northern States 

^ ^8 Westinghoce 


8103300409 IE Info Notice 81-32, “Transfer A/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection A Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection A Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610140362 Responds to NRC 860723 Itr re violations noted in Insp Repts 50-282/88- 
07 A 50-306/86-07.Corrective actionsistop work order issued A addi control Instituted 
over const work on site.Task force formed to study administrative Improvements. 
LARSON.C.E. Northern States Power Co. 86/08/19, GULDEMOND.W.G. Reak 
Office of Director. 3pp. 38226:275-38226:277. 


. Region 3, 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Signiftcant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610150309 Revises response to IE Bulletin 86-002, "Static O-Ring (SOR) Differential 
Pressure Switches." No SOR Model 102 or 103 pressure switches installed at facility 
as electrical equipment Important to safety per 10CFR50.49(b). 

LARSON.C.E. Northern States Power Co. 86/09/30. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 38240:221-38240:222. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610170042 Responds to NRC 860905 Itr re violations noted in Insp Repts 50-282/86- 
09 A 50-306/86-11. Corrective actlons:all work requests affecting fire barriers re>riewed 
before work allowed to start. 

LARSON.C.E. Northern States Power Co. 86/10/03. GULDEMOND.W.G. Region 3, 
Office of Director. 2pp. ...obsolete code... 38278:097-38278:098. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc lid 
end. 

TAYLOR, J.M. Office of Inspection A Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication A 
Export of Certain Previously Approved Type B Packages." Svc list end. 

Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

Notice 86-089, “Uncontrolled Rod Withdrawal Because of Slnde 
Failure." Svc list end. 

Dwlslon of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/16. Consolidate Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
A Ring Setting Adjustments." Svc list end. 

Emergency Preparedness A Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New Yoix, Inc. 107pp. 38331:086- 
38331:191. 

8610220466 EN-86-079:oh 861 020, order to show cause why radios or other electrical/ 
electronic equipment providing background music should not be removed, will be 
1985 Itr ack radios removed as potential distraction. 

Inspection A Enforcement, Director (Post 820201). 86/10/17. 
Ip. 38330:354-38330:354, 

8810240305 Forwards ordw to show cause why radios or other electrical/ electronic 
Muipment to provide background music in control rooms should not be removed 
85-053).Response requested In 25 days. 

Inspection A Enforcement, Director (Post 820201). 86/10/20, 
MCCARTHY, D.W. Northern States Power Co. 3pp, 38354:178-38354:187. 

-86102M322 Order to show cause why radios or other electrical/ electronic equipment 
us^ to prwde fcMa^giound music in control rooms should not be removed (ref JE info 
Notice 85-053 A Qrcular 81 ^). , 

of Inspection A Enforcement, Director (Post 820201). 88/10/20. 
Northern States Power Co. 7pp. 38364:181-38354:167. 

86102TO156 Confirms scheduling of equipment qualification Insp of electrical A instni- 
2?2=5!S 11 7-2t.ln8p details discussed. 

Director. 86/10/21v LARSON.O.E. Northern 
States Power Co. 2pp. 38360:217-38360:218. 


R Periodic operating reporte A related correspondence 

1986.W/860807 Itr. 

38^*2^'°" Power Co. 86/07/31. 9pp. 38226:254- 
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8610200432 Monthly operating repts for Sept 1986.W/861008 Itr. 

DUGSTAD.D.. MUSOLF.D. Northern States Power Co. 86/09/30. 9pp. 38301:015- 
38301:023. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8610020064 Rev 6 to Emergency Plan Implementing Procedure 2.50.16, "Protective 
Action Requirements." 

* Maine Yankee Atomic Power Co. 86/09/23. 16pp. 38066:121-38066:136. 

6610270161 Forwards Insp Rept 50-309/86-13 on 860729-091 0.No violation 
noted.Concern expressed re slow followup of identified contamination problem w/ 
sand from excavation project. 

WEN2INGER.E.C. Region 1, Office of Director. 86/09/26. RANDAZ2A,J.B. Maine 
Yankee Atomic Power Co. 2pp. 38362:056-38362:069. 

-8610270163 Insp Rept 50-309/86-13 on 860729-091 0.lnsp results:one plant trip oc- 
curred caused by inverter failure, personnel error during recovery caused momentary 
loss of one emergency bus & contaminated sand released in controlled area. 

TRIPP, LE. Region 1, Office of Director. 86/09/19. 12pp. 38362:058-38362:069. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA, per TE Murley Aug 1986 Itr. 

MARTIN, T.T. Region 1. Office of Director. 86/10/08. CONVERSE,R.J. New York 
Power Authority (formerly Power Authority of the State of New York). HARRISON,R.J. 
Public Service Co. of New Hampshire. BRANTLEY, J.C. New England Nuclear Corp. 
9pp. 38350:223-38350:231. 

8610270357 Forwards Safety Insp Rept 50-309/86-14 on 860923.No violation 
noted.Deflclency identified re lack of methodology to include estimation of iodine con- 
tribution to source term in initial dose projections.Response requested. 

MARTIN,T.T. Region 1. Office of Director. 86/10/21. RANDAZ2A.J.B. Maine Yankee 
Atomic Power Co. 2pp. 38373:352-38373:359. 

-8610270378 Insp Rept 50-309/86-14 on 860922-24.No violation noted. Major areas 
inspected:emergency preparedness insp & observation of licensee annual emergency 
exercise performed on 860923. 

THOMAS.W,, CONKLIN, C., LAZARUS,W.J. Region 1, Office of Director. 86/10/20. 
6pp. 38373:354-38373:359. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENtON,H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Forwards App D & E documents-Documents also available In PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated.Requests assistance w/scheduling ACRS & hearings. 

JACKSON,R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 

8610070278 Requests publication of FR notice of consideration of issuance of amend 
to License DPR-36 & proposed NSHC determination & opportunity for hearing re 
860129 request to delete definition of containment integrity. 

THADANI,A.C. PWR Project Directorate 8. 86/09/30. NRC - No Detailed Affiliation 
Given. 4pp. 38131:051-38131:054. 

8610090518 Informs that results of analysis of acceptability of offsite dose releases 
showed that urtfiltered release of radioactivity due to boiling of spent fuel pool would 
not exceed Tech Specs, per 860904 response to NRC 860624 Itr. 

WHITTIER, G.D. Maine Yankee Atomic Power Co. 86/10/02. THADANI,A.a PWR 
Project Directorate 8. Ip. 38178:339-38178:339. 

8610150011 Fonwards request for add! info re Topical Rept YAEC-1300P on RELAP5YA 
code 8i util 850301.0430,0701,0815,1101 & 05 Itrs re TMI Item II.K.3.30. "Small Break 
LOCA Outline." Response requested within 90 days of Itr receipt. 

MCKENNA, E.M. PWR Project Directorate 1, 86/10/03. PAPANIC.Q. Yankee Atomic 
Electric Co. 5pp. 38255:019-38255:023. 

8610220247 Forwards enhanced relief request for Insenrice testing program, covering 
containment spray sys min recirculator header check & suction check valves. 
WHITTIER, G.D. Me Yankee Atomic Power Co. 86/10/14. THADANI,A.C. PWR 
Project Directorate 8. 5pp. 38325:272-38325:276. 

8610240133 Forwards responses to 14 of 25 INEL questions on RELAP5YA computer 
code.lnfo on remaining 1 1 questions will be forwarded In near future. 

CAPSTICK,R.W. Yankee Atomic Electric Co. 86/10/16. ROONEY,V,L. BWR Project 
Directorate 2. 91pp. 38347:317-38348:047. 

8610160301 Notification of 861022 meeting w/util in Bethe8da,MD to discuss axial 
power shape used in large break LCX^A analysis. 

SEARS,P.M. PWF) Project Directorate 8. 86/10/09. THAOANI,A.C^ JW^R Project Direc- 
torate 8. 3pp, 3^75:216-38275:217, 

8610220369 Generic Ltr ^io to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modei8,Svc list end. 

DENTONiH.R. Office of Nuclear Redactor Regulation, Director (post 851125). 88/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:061. 

8610300326 Forwards Amend 90 to License DPR-36,r!evi8ing Tech Specs to Inootporate 
specific requirements for iodine spiking into annual rept per Generic Ltr 85-10 & delet- 
ing primary coolant iodine activity rept 

SEARS,P.M. PWR Project Directorate 8. 86/10/27. RANDAZZA.J.B. Maine Yankee 
Atomic Power Co. 2pp. 38409:001 -38409:01 3. 


-8610300335 Amend 90 to License DPR-36,revising Tech Specs to incorporate specific 
requirements for iodine spiking into annual rept per Generic Ltr 85-19 & to delete pri- 
mary coolant iodine activity rept. 

THADANI,A.C. PWR Project Directorate 8. 86/10/27. 9pp. 38409:003-38409:011. 

-8610300338 Safety evaluation supporting issuance of Amend 90 to License DPR-36. 
* NRC - No Detailed Affiliation Given. 86/10/27. 2pp. 38409:012-38409:013. 

8610310015 Notification of 861117-19 meetings w/util,Energy lnc,EQE Inc & LLL in 
Wiscassett,ME to discuss progress of seismic design margins program & conduct 
second waikdown. 

SEARS,P.M. PWR Project Directorate 8. 86/10/28. THADANI,A.C. PWR Project Direc- 
torate 8. 2pp. 38412:101-38412:102. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:062. 

8610270161 Forwards Insp Rept 50-309/86-13 on 860729-091 0.No violation 
noted.Concem expressed re slow followup of identified contamination problem w/ 
sand from excavation project. 

WENZINGER,E.C. Region 1, Office of Director. 86/09/26. RANDAZZA,J.B. Maine 
Yankee Atomic Power Co. 2pp. 38362:056-38362:069. 

-8610270163 Insp Rept 50-309/86-13 on 860729-091 0.lnsp result8:one plant trip oc- 
curred caused by inverter failure, personnel error during recovery caused momentary 
loss of one emergency bus & contaminated sand released in controlled area. 

TRIPP, LE. Region 1, Office of Director. 86/09/19. 12pp. 38362:058-38362:069. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of inspection Programs (Post 850212). 86^9/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-065, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.Q. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8810080249 IE Compliance Bulletin 86-003. "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. f05pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc Hat end. 

JORDAN, E.L. Diviston of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8810100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. f07pp. 38331:086- 
36331:191. 

8810270357 Forwards Safety Insp Rept 50-309/86-14 on 860923.No violation 
noted.Def(dency identified re lack of methodology to include estimation of iodine con- 
tribution to source term in initial dose proJections.Response requested. 

MARTIN, T.T. Region 1, Office Of Diredor. 86/10/21. RANDAZZA,J.B. Maine Yankee 
Atomic Power Co. 2pp. 38373:352-38373:359. 

-8810270378 Insp Rept 50-309/86-14 on 860922-24.No violation noted. Major areas 
lnspected:emergency preparedness insp & observation of licensee annual emergency 
exercise performed on 860923. 

THOMAS,W., CONKLIN, C., LAZARUS, W.J. Region 1, Office of Director. 86/10/20. 
6pp. 38373:354-38373:359. 


R. Periodic operatifia reports & related correapondenoe 

8610140385 Monthly operating rept for Jul 1 986.W/861007 Itr. 

JACOBS,S.L.. WHlfnER,G.D. Maine Yankee Atomic Power Co. 86/07/31. 
HARTFIELD^RA. Management Support Branch. 5pp. 38226:249-38226;253. 
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F. Security, medical, emergency & fire protection plans 


861010035S Informs that util will consolidate protected areas of facilities under provi- 
sions of 10CFR50.54(p),Const schedules & scheduled combining date listed in 
onct £ncl withtiGld 

MCNEILUC.A. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 
MURLEY.T.E. Region 1. Office of Director. 2pp. 38194:126-38194:127. 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA,per TE Murley Aug 1986 Itr. 

MARTIN.T.T. Region 1. Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formeriy Power Authority of the State of New York). HEAD.W.F. E.R. 
Squibb & Sons. Inc.Csubs. of Squibb Corp.). MCGOVERN. J.J. Cintichem, Inc. 9pp. 
38350:223-38350:231. 


8610210391 Forwards Safety Insp Repts 50-272/86-24 & 50-311/86-24 on 860819- 
0930.Ucensee identified one violation Involving control of fire protection 
impairments.Notice of violation not issued since licensee corrected problem. 

GALLO, R.M. Region 1. Office of Director. 86/10/16. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38311:215-38311:229. 


-8610200146 Corrected Tech Spec Page 5-4, reflecting combined License Change Re- 
quests 86-02 & 86-09 re max fuel rod weight limits & limited fuel pin 
replacement, respectively. 

* Public Service Electric & Gas Co. of New Jersey. 86/10/10. 2pp. 38290:149- 
38290:150. 

8610210295 Requests review of allegation that previous util employee identified in 
861001 telcon may not possess valid educational credentials.Results of review & cur- 
rent employee screening methods requested within 30 days. 

KANE,W.F. Region 1, Office of Director. 86/10/14. MCNEILUC.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38313:359-38313:360. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:061. 


Q. Inspection reports, IE Bulletins & correspondence 


-8610210413 Safety Insp Repts 50-272/86-24 & 50-311/86-24 on 86081 9-0930.Viola- 
tion identified:fire watch not continuously maintained in accordance w/Tech Specs. 
NORRHOLM.L.J. Region 1. Office of Director. 86/10/08. 13pp. 38311:217-38311:229. 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 


P. Operating iicen^ stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060172 Forwards revs to “Salem Generating Station Inservlce Testing Program 
(Pumps & Valves)," for Units 1 & 2.Revs result of extensive review of sys components 
required to place & maintain reactors in shutdown condition. 

MCNEtLL.C.A. Public Service Electric & Gas Co. of New Jersey. 86/09/24. 
VARGA,S.A. PWR Project Directorate 3. 2pp. 38090:001-38090:341. 

-8610060184 Rev to “Salem Nuclear Generating Station Insen/ice Testing Program 
(Pumps & Valves) for Unit 2." 

* Public Service Electric & Gas Co. of New Jersey. 86/09/24. 167pp. 38090:175- 
38090:341. 

8610270266 Forwards Cycle 4 radial peaking factor limit rept,per WCAP-8385, “Power 
Distribution Control & Load Following Procedure." Util concurs w/proposed limits. 
MCNEILL,C.A. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 
MURLEY.T.E. Region 1, Office of Director. 4pp. 38362:103-38362:106. 

8610100227 Application for amends to Licenses DPR-70 & DPR-75,deleting Tech Spec 
5.3.1 re max fuel rod weight limit of 1,766 g U. Fee paid. 

MCNEILL,CA Public Service Electric & Gas Co. of New Jersey. 86/10/03. 
VARC=IA,S.A. PWR Project Directorate 3. 6pp. 38189:064-38189:071. 

-8610100230 Proposed Tech Spec 5.3.1, deleting max fuel rod weight limit of 1,776 g U. 

* Public Service Electric & Gas Co. of New Jersey. 86/10/03. 2pp. 38189:070- 
38189:071. 


8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610060833 Forwards Insp Rept 50-311/86-26 on 860826-30. Proposed actions re- 
sponding to unresolved Items requested within 30 days of Itr receipt. 

KANE.W.F. Region 1. Office of Director. 86/09/26. MCNEILL,C.A. Public Service 
Electric & Gas uo. of New Jersey. 2pp. 38108:150-38108:177. 

-8610060839 Insp Rept 50-311/86-26 on 860826-30.Unresolved items noted: replace- 
ment of dissimilar metal welded joints & overall pipe replacement program on svc 
water sys & correction of equipment identified in 860826 event. 

BETTENHAUSEN,L., GALLO,R.M.. EBNETER,S.D. Region 1, Office of Director. 86/ 
09/15. 26pp. 38108:152-38108:177. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610150451 Application for amends to Ucenses DPR-70 & OPR-75, adding Section 5.3.1 
to dlow limited replacement of limited number of fuel pins w/filler rods or 
vacancies.provided replacement acceptable. Fee paid. 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 86/10/03. 
VARGA,S.A. PWR Project Directorate 3. 5pp. 38251:139-38251:144. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


-8610150465 Proposed Tech Spec, adding Section 5.3.1 to allow for reconstitution of 
fuel assemblies containing defective rods. 

• Public Service Electric & Gas Co. of New Jersey. 86/10/03. Ip. 38251:144- 
38251:144. 

8610150051 Revised License Change Request 84-01 for amends to Licenses DPR-70 & 
DPR-75,revising reporting requirements per 10CFR50.72 & 50.73 & correcting typos in 
radiological ETS. 

MCNEILL, C.A. Public Senrice Electric & Gas Co. of New Jersey. 86/10/06. 
VARGA,S.A PWR Project Directorate 3. 7pp. 38239:219-38239:332. 

-8610150055 Proposed Tech Specs, revising reporting requirements per 10CFR50.72 & 
50.73 & correcting typos. 

* Public Service Electric & Gas Co. of New Jersey. 86/10/06. 107pp. 38239:226- 
38239:332. 

8610170164 Approves licensee proposed changes to SER re maint on svc water sys 
during refueling outage$.Backup battery power added to reactor vessel level instru- 
mentation to maintain gravity feed during complete loss of ac power. 

NCX)NAN,V.S. PWR Project Directorate 5. 86/10/08. MCNEILL,C.A. Public Service 
Electric & Gas Co. of New Jersey. 3pp. 38289:172-38289:174. 

8610170204 Authorizes use of ASME Code Case N-133-2, “Use of SB-148 Alloys 952 & 
954, Section lH,Div 1 Class 3." (iase may be used for replacement valves for plant svc 
water sys only. Future applications should utilize latest code case rev. 

NCX)NAN,V.S. PWR Project O'rectorate 5. 86/10/08. MCNEILL,C.A. Public Service 
Eteclric & Gas Co. of New Jersey. 4pp. 38289:181 -38289:1 84. 

8610220031 Requests publication of FR notice of consideration of issuance of amerxls 
to Uoerjses DPR-70 & DPR-75 & proposed NSHC determination & opportunity for 
hearing re fuel assemblies containing defective rods. 

NOONAN, V.S. PWR Project Directorate 5. 86/10/08. NRC - No Detailed Affiliation 
Given. 3pp, 38332:032-38332:034. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. fOSpp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

6610210391 Forwards Safety Insp Repts 60-272/86-24 & 50-311/86-24 on 860819- 
0930.Licen8ee identified one violation involving control of fire protection 
impairments-Notice of violation not issued since licensee corrected problem. 

GALLO, R.M. Region 1, Office of Director. 86/10/16. MCNEILUaA. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38311:215-38311:229. 

-8610210413 Safety Insp Repts 50-272/86-24 & 50-311/86-24 on 86081 9-0930. Viola- 
tion identjfled:flre watch not continuously maintained In accordance w/Tech Specs. 
NORRHOLM.LJ. Region 1, Office of Director. 86/10/08. 13pp. 38311:217-38311:229. 

B610270136 Forwards Insp Rept 50-311/86-29 on 86091 2-1 9.N0 violations noted, 
EBNETER,S.D. Region 1, Office of Director. 86/10/17. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38358:327-38358:339. 


8610200145 Revised application for amends to Licenses DPR-70 & DPR-75, combining 
Ucense Change Requests 864)2 & 86-09 re max fuel rod weight limits & limited fud 
pin rwiacement. respectively. 

MCNE{LL,C.A. Public Sendee Electric & Gas Co. of New Jersey. 86/10/10. 
NOONAN, V.S- PWR Project Directorate 3. Tp. 38290:1 48-38290:1 50. 


-8610270141 Insp Rept 50-311/86-29 on 860912-19.No violation or deviation 
noted.Major areas jnspected:followup on licensee actions due to 860911 failure of 
load ctr & station power transformers resulting In reactor & unit trips. 

PULLANl,S,V., ANDERSON, C.J. Region 1, Office of Director. 86/10/17. lipp, 
38358:329-38358:339. 
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R. Periodic operating reports & related correspondence 

8610060806 Forwards NPDES discharge monitoring rept for Aug 1986. Exclusion expla- 
nations end. 

TREJO, J. Public Service Electric & Gas Co. of New Jersey. 86/09/25. CAPORALE.G. 
New Jersey, State of. 4pp. 38108:113-38108:137. 

-8610060818 NPDES discharge monitoring rept for Aug 1986. 

TREJO, J. Public Service Electric & Gas Co. of New Jersey, 86/08/31. 21pp. 
38108:118-38108:137. 

8610210478 Monthly operating rept for Sept 1986.W/861010 Itr. 

WHITE.P., MILLER,LK., 2UPKO,J.M. Public Service Electric & Gas Co. of New 
Jersey. 86/09/30. 16pp. 38311:059-38311:074. 

8610280447 NPDES discharge monitoring rept for Sept 1986.W/861024 Itr. 

TREJO, J., BEHRENS,P. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 
CAPORALE,G. New Jersey, State of. 24pp. 38381:297-38381:321. 


S. Reportable occurrences, LERs & related correspondence 

8610170061 Special Rept 86-6:on 860724,fire barrier penetrations impaired for more 
than 7 days due to const activities on SPDS.Cabie pulling completed & penetrations 
restored to operable status. 

2UPKO,J.M. Public Service Electric & Gas Co. of New Jersey. 86/08/22. Record 
Services Branch (Document Control Desk). 5pp. 38279:056-38279:060. 

8610020204 Special Rept 86-9:on 860825,diesel generator 2B tripped on high jacket 
water temp.Caused by sticking of diesel B cooling svc water throttle valve.Valve 
stroked & generator retested successfully. 

2UPKO,J.M. Public Service Electric & Gas Co. of New Jersey. 86/09/23. Record 
Services Branch (Document Control Desk). 3pp. 38068:169-38068:171. 

8610010321 LER 86-007-00:on 860826,reactor trip & safety injection initiated by spuri- 
ous actuation of bistables & contacts, resulting from voltage spike on vital instrument 
bus 2C, resulting in loss of offsite power.W/860925 Itr. 

POLLACK,M.J., 2UPKO,J.M. Public Service Electric & Gas Co. of New Jersey. 86/09/ 
25. 11pp. 38053:314-38053:324, 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz. Initially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz. Initially reported on 84l227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610210103 LER 86-009-00:on 860911, during routine power operation, reactor trip 
occurred.Caused by electrical fault in 4,160/ 230-volt transformer 2F.Transformer 
replaced.Investigation continuing. W/861 010 Itr, 

POLLACK.M.J., ZUPKO,J.M. Public Service Electric & Gas Co. of New Jersey. 86/10/ 
10. 5pp. 38305:190-38305:194. 

8610210474 LER 86-004-0T.on 86071 4,reactor trip occurred due to loss of power on 
vital instrument inverter 2 B. Caused by blown ac output fuses & open ac ou^ut deion 
switch.Fuses replaced & inverter tested, aligned & returned to svc.W/861014 Itr. 
POLLACK.M.J., ZUPKO,J,M. Public Service Electric & Gas Co. of New Jersey, 86/10/ 
14. 5pp. 38311:052-38311:056. 
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F. Security, medical, emergency & fire protection plans 

8610170216 Forwards Insp Rept 50-312/86-31 on 860726-29.No violations noted.Addl 
suggestions to improve meteorological monitoring program discussed in end rept. 
WENSLAWSK1,F.A. Region 5, Office of Director. 86/09/29. WARD.J.E. Sacramento 
Municipal Utility District. 2pp. 38287:338-38287:343. 

-8610170217 Insp Rept 50-312/86-31 on 860729-31. No violations noted. Major areas 
inspected:meteorology program. 

PRENDERGAST,K., F1SFI,R,F, Region 5, Office of Director, 86/09/26. 4pp. 
38287:340-38287:343. 

8610280285 Application to amend License DPR-54 re revs & additions to Tech Spec 
Section 3.7, “Auxiliary Electrical Sys” & Section 4.6, "Emergency Power Sys Periodic 
Testing," to permit operation of two TDI diesel generators. 

WARD,J.E. Sacramento Municipal Utility District. 86/10/02. MIRAGLIA,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 44pp. 38391:277-38392:221. 

8610150104 Ack receipt of 860926 Itr informing NRC of steps taken to correct items 
brought to attention in NRC 860826 Itr. Corrective actions will be verified during future 
insp. 

KIRSCH.D.F. Region 5, Office of Director. 86/10/08. WARD,J.E. Sacramento Munici- 
pal Utility District. Ip. 38246:118-38246:122. 

-8610150108 Responds to NRC 860826 Itr re violations noted in Insp Rept 50-312/86- 
22.Corrective actions:addl staff will be added to records mgt organization to expedite 
processing of backlog to preclude potential loss of records in event of fire. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/26. MARTIN,J.B. Region 5, 
Office of Director. 4pp. 38246:119-38246:122. 


Q. Adjudicatory correspondence 

8610010399 Responds to 860826 request for NRC to conduct public hearings A perma- 
nently close planLAIIegations re reactor integrity, facility operating record, unplanned 
outages, poor mgt & inadequate trainir^ being addressed by NRC. 

TAYLOR, J.M. CSffice of Inspection & Enforcement Director (Post 820201). #486 909. 
86/09/26. BRADLEY, T. Los Angeles. CA. 3pp. 38051:001-38051:004. 


-8610010403 Notice of receipt of T Bradley, Mayor of Los Angeles,CA, petition for direc- 
tor decision under 10CFR2.206 re public hearings & permanent closing of plant based 
on listed allegations. 

TAYLOR, J.M, Office of Inspection & Enforcement, Director (Post 820201). 86/09/26. 
Ip. 38051:004-38051:004. 


H. General correspondence 

8610060326 Requests that Commission conduct public hearings & shut down facility 
permanently.Facility twin of doomed TMI reactor & operating record incredibly danger- 
ous. 

BRADLEY.T. Affiliation Not Assigned. #486 0580. 86/08/26. PALLADINO.N.J. Com- 
missioners. 2pp. 38089:356-38089:359. 


J. Insurance & indemnity information 

8610270295 FOIA request for util nuclear insurance policy. 

PACE,C. Affiliation Not Assigned. 86/09/20. NRC - No Detailed Affiliation Given. Ip. 
38370:292-38370:292. 

8610270296 Response to FOIA request.Agency records subj to request encI.Requestor 
will be billed for reproduction costs. 

GRIMSLEY,D. Division of Rules and Records. 86/10/17. PACE,C. Affiliation Not As- 
signed. Ip. 38370:293-38371:114. 

-8610270303 Package of nuclear insurance info,lncluding endorsements & amends to 
insurance policies. 

* Nuclear Energy Liability Insurance Association. 86/10/17. 181pp. 38370:294- 
38371:114. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8610100566 Forwards replacement pages inadvertently omitted from 860723 Amend 4 
to updated FSAR re reactor vessel & steam generator design data. 

WARD,J.E. Sacramento Municipal Utility District. 86/10/02. MIRAGLIA,F,J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 17pp. 38194:332-38194:348. 


P. Operating license stage documents & correspondence 

8610220051 Issues Amend 1 to performance improvement program action 
plan,submitted on 860703.Major issues & changed items listed, including development 
of sys review & test program. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/15. MARTiN,J.B. Region 5, 
Office of Director. 2pp. 38325:171-38325:172. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENtON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060284 Application for Proposed Amend 145 to License DPR-54, revising Tech 
Specs to make wording consistent w/STS & to extend waiver on surveillance of inter- 
nal vent valves to Cycle 8 refueling.Fee paid. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/22. MIRAGLIA,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 5pp. 38089:150-38089:156. 

-8610060291 Proposed Tech Specs making wording consistent w/STS & extending 
waiver on surveillance of internal vent valves to Cycle 8 refueling. 

* Sacramento Municipal Utility District. 86/09/22. 2pp. 38089:155-38089:156. 

8610060510 Application for Proposed Amend 132 to License DPR-54, updating Tech 
Specs re primary & backup detectors installed per NUREG-0737,ltem II.D.3 & Reg 
Guide 1 .97 for electromagneticaily operated valve.Fee paid. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/22. MIRAGLIA.F,J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 4pp. 38098:201-38098:206. 

-8610060516 Proposed Tech Specs re primary & backup detectors installed per 
NUREG-0737 Item II.D.3 & Reg Guide 1.97 requirements for electromagneticaily oper- 
ated valve. 

* Sacramento Municipal Utility District. 86/09/22. 2pp. 38098:205-38098:206. 

8610060775 Application for Proposed Amend 150 to License DPR-54, changing Tech 
Specs to replace phase imbalance/ underpower relay for each reactor coolant pump 
w/undercurrent relays. B&W Engineering Info Record 51-1164378-01 encl.Fee paid. 
WARD,J.E. Sacramento Municipal Utility District. 86/09/22. MIRAGLIA,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 11pp. 38109:146-38109:158. 

-8610060787 Proposed Tech Specs,replacing phase imbalance/underpower relay for 
each reactor coolant pump w/undercurrent relays. 

* Sacramento Municipal Utility District. 86/09/22. 2pp. 38109:157-38109:158. 

8610030130 Application for amend to License DPR-54,revising Tech Spec 4.17 re use 
of sleeving to mitigate once-through steam generator tube leaks.Supporting documen- 
tation encl.Fee paid. 

WARD.J.E, Sacramento Municipal Utility District. 86/09/24. MIRAGLIA,F.J. Division of 
Pressurized Water Reactor Licensing • B (post 851125). 8pp. 38080:252-38080:316. 

-8610030149 Proposed Tech Specs,adding sleeving to mitigate once- through steam 
generator tube leaks as alternate to tube plugging. 

* Sacramento Municipal Utility District. 86/09/24. 10pp. 38080:260-38080:269. 

-8610030164 Rev 1 to BAW-1823, “Once-Through Steam Generator Mechanical 
Sleeve Qualification.” 

* Babcock & Wilcox Co. BAW-1823 R01. 85/11/30. 47pp. 38080:270-38080:316. 

8610010490 Forwards Rev 1 to A-5415, "Design Basis Rept," as requested. Review of 
current emergency feedwater initiation & control sys design should address inconsist- 
encies w/1983 SER not technical adequacy. 

ASHLEY, R.L. Sacramento Municipal Utility District. 86/09/26. MINER,S. NRC • No 
Detailed Affiliation Given. Ip. 38060:231-38060:284, 
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-8610010501 Rev 1 to "Design Basis Rept." 

CAP.J.L, ABBOTT, D. Sacramento Municipal Utility District. A-5415 R01. 86/09/12. 
53pp. 38060:232-38060:284. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities-Forwards App D & E documents. Documents also available in PDR. 
GR1M$LEY,D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated.Requests assistance w/scheduiing ACRS & hearings. 

JACKSON, R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westlnghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 


8610100407 Requests NRC delay processing of Rev 2 to proposed Amend 106 until 
after current extended outage.Util intends to arrange meeting to present new living 
schedule plan & program. 

WARD.J.E. Sacramento Municipal Utility District. 86/09/30. MIRAGLIA,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851 125). Ip. 38186:225-38186:225. 

8610280285 Application to amend License DPR-54 re revs & additions to Tech Spec 
Section 3.7, "Auxiliary Electrical Sys" & Section 4.6, "Emergency Power Sys Periodic 
Testing." to permit operation of two TDI diesel generators. 

WARD.J.E. Sacramento Municipal Utility District. 86/10/02. MIRAGLIA.F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 44pp. 38391:277-38392:221. 


8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020428 Forwards Requalification Program Evaluation Rept 50-31 2/OL-86-02 on 
860722-25.Requalification program considered satisfactory using criteria of NUREG- 
1021 .Add! mgt attention required to ensure addi depth in training. 

PATE.R.J. Region 5, Office of Director. 86/09/11. WARD.J. Sacramento Municipal 
Utility District. 2pp. 38069:069-38069:133. 


-8610280307 Resubmits drawings end w/861002 submittal supporting proposed 
amend to License DPR-54.Bechtel Log 12334, M31.07A-2.3 & 62 have had minor 
revs.W/67 oversize drawings. 

WARD,J.E. Sacramento Municipal Utility District 86/10/20. MIRAGLIA.F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). Ip. 38392:218-38392:221. 

-8610280320 Proposed Tech Specs, revising Section 3.7, "Auxiliary Electrical Sys" & 
Section 4.6, "Emergency Power Sys Periodic Testing," to permit operation of two TDI 
diesel generators. 

* Sacramento Municipal Utility District 86/10/02. 259pp. 38391:319-38392:217. 


-8610020432 Exam Rept 50-31 2/OL-86-02 on 860722-25.Exam results:! 1 operators 
took written & operating exams.Two senior reactor operators failed written exam. 
JOHNSTON.G.W.. O’BRIEN.J.P.. ELIN,J.O. Region 5, Office of Director. 86/09/03. 
64pp. 38069:071-38069:133. 

8610070179 Forwards Insp Rept 50-312/86-30 on 860714-0822 & notice of 
violation.Vlolations concern examples of insufficient QC over production & use of ra- 
diographs in safety-related engineering work. 

CHAFFEE, A.E. Region 5, Office of Director. 86/09/18. WARD,J. Sacramento Munici- 
pal Utility District 2pp. 38114:342-38114:354. 


8610150080 Discusses status of Rancho Seco surveillance capsules hosted by Davis- 
Besse reactor,per joint participation in B&W integrated reactor vessel matls surveil- 
lance program. Continued operation of Rancho Seco acceptable. 

WARD,J.E. Sacramento Municipal Utility District 86/10/06. STOL2.J.F. Office of Nu- 
clear Reactor Regulation. Director (post 851125). 2pp. 38239:080-38239:081. 

8610170063 Informs of error in 860613 license amend application.Title of Section 1.8 of 
"Definitions” portion of Tech Specs should be changed from "LER" to "Reportable 
Event" Correction & resubmission of affected pages requested. 

STOLZ.J.F. PWR Project Directorate 6. 86/10/07. WARD.J.E. Sacramento Municipal 
Utility District. 3pp. 38282:110-38282:112. 

8610200003 Application for Amend 151 to License DPR-54.changing Tech Specs to re- 
flect limiting conditions & surveillance stds of STS & revised model Tech Spec for 
snubbers, per Generic Ltr 84-13.NSHC & description of changes encl.Fee paid. 
WARD,J.E. Sacramento Municipal Utility District. 86/10/08. mIRAGLIA,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). 5pp. 38293:165-38293:179. 

-8610200004 Proposed Tech Specs, revising limiting conditions & surveillance stds for 
snubbers, per STS & revised model Tech Spec for snubbers provided In Generic Ltr 
84-13. 

* Sacramento Municipal Utility District 86/10/08. 10pp. 38293:170-38293:179. 

8610210105 Forwards trip rept summarizing initial programmatic review of util sys review 
& test program on 860825-29.Program improved in area of sys selection for 
testIng.AddI effort to implement program required. 

MIRAGLIA.F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/08. WARD.J.E. Sacramento Municipal Utility District, 4pp. 38319:171- 
38319:177. 

-8809190070 Trip rept of 860825-29 site visit re plant sys review & test program. 
CAPPUCCI.A.J. Facility Operations Branch (PWR-B). 86/09/12. REGAN.W.H. Facility 
Operations Branch (PWR-B). 3pp. 68552:187-68552:189. 

8610170219 Forwards fee for Proposed Amend 132 to Tech Specs, previously sent to 
FJ Miragiia. 

COLOMBO.R.W. Sacramento Municipal Utility District 86/10/09, SCHULTZ, T. Divi- 
sion of Pressurized Water Reactor Licensing - B (post 851125). 1p. 38280:309- 


8610210276 Summary of 860814 meeting w/util,B&W, American Nuclear insurers & 
LRS.Inc In Bethesda,MO re detailed aspects of action plan for performance improve- 
ment at plant. Viewgraphs end. 

MINER, S. PWR Project Directorate 6. 86/10/09. PWR Project Directorate 6. 126do. 
38318:267-38319:032. 


8610240100 Forwards BAW-1976. "Small Break LOCA Analysis for B&W 177FA Low- 
ered Loop Plants in Response to NUREG-0737,ltem II.K.3.31," & Generic Ltr 83-35 
WARD,J.E. Sacramento Municipal Utility District 86/10/16. MIRAGL|A,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). Ip. 38348:075-38348:152. 

-8610240207 "Small Break LOCA Analysis for B&W 177FA Lowered Loop Plants in Re- 
sponse to NUREG-0737,Item ll.K.3.31 

PALJING,J.R., SCHOMACHER,R,J. Babcock & Wilcox Co. BAW-1976. 86/09/30. 
77pp. 38348:076-38348:152. 


8610230249 Forwards updated interim organizational charts for nuclear restart Imple- 
mentation & nuclear plant dept & tabular listing of interim corporate & onsite positions 
as compared to Tech Spec Figures 6.2-1 & 6.2-2. 

WARD,J.E. Sacramento Municipal Utility District 86/10/17. MfRAGUA,F.J. Division of 
Pressurized Water Reactor Licensing - 8 (post 851125). 6pp. 38343:343-38343:348. 

86ipyoi23 Forwards safety evaluation accepting util response to Generic Ltr 83- 
Improvements In Maint & Test Procedures for B&W Plants.” 

PWR Project Directorate 6. 86/10/20. CAMPBELLG. Arkansas Power & 
Light Co. 2pp. 38407:283-38407:286. ruwer * 


-8610070182 Notice of violation from insp on 860714-0822. 

MILLER, L.F. Region 5, Office of Director. 86/09/18. 2pp. 38114:344-38114:345. 

-8610070187 Insp Rept 50-312/86-30 on 86071 4-0822.Violations noted: failure to main- 
tain records of radiographic insps & procedures for maint that could affect perform- 
ance of safety-related equipment inadequate. 

MYERS.C.J., PEREZ,G.P.. MILLER, LF. Region 5, Office of Director. 86/09/18. 9pp. 
38114:346-38114:354. 

8610170216 Forwards Insp Rept 50-312/86-31 on 860726-29.No violations noted.AddI 
suggestions to improve meteorological monitoring program discussed in end rept 
WENSLAWSKl,F.A. Region 5, Office of Director. 86/09/29. WARD,J.E. Sacramento 
Munidpal Utility District. 2pp. 38287:338-38287:343. 

-8610170217 Insp Rept 50-312/86-31 on 860729-31 .No violations noted. Major areas 
inspected:meteoroiogy program. 

PRENDERGAST,K., FISH.R.F. Region 5, Office of Director. 86/09/26. 4pp. 
38287:340-38287:343. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi I-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150180 Partial response to FOIA requ6st.App G documents end. Documents also 
available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. HOLMES,G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 
V. 

MARTIN, J.B. Region 5, Office of Director. 85/08/22. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38259:272-38259:273. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple EC(3S Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610150104 Ack receipt of 860926 ltr informing NRC of steps taken to correct items 
brought to attention in NRC 860826 ltr. Corrective actions will be verified during future 
insp. 

KIRSCH,D.F. Region 5, Office of Director. 86/10/08. WARD,J.E. Sacramento Munici- 
pal Utility District. 1p. 38246:118-38246:122. 

-8610150108 Responds to NRC 860826 ltr re violations noted In Insp Rept 50-312/86- 
22.Corrective actions:addl staff will be added to records mgt organization to expedite 
processing of backlog to preclude potential loss of records in event of fire. 

WARD,J.E. Sacramento Munidpal Utility District 86/09/26. MARTIN, J.B. Region 5, 
Office of Director, 4pp, 38246:119-38246:122. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


-8610200058 "Cpnfomwnce to Generic Ltr 83-28,ttem 4.4,Arkansas Nuclear One Unit 
3,pavts-Besse Unit 1, Oconee Units 1.2 & 3.Rancho Seco.TMI-l & 
Washindon Nuclear Plant 1," technical evaluation rept 

FJN D-6001. EGQ.NTA.7910. 

86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end, 

JORDAN, E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 
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8610210480 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Insp 50-312/86-27. 

SCARANO,R,A. Region 5, Office of Director. 86/10/10. WARD.J.E. Sacramento Mu- 
nicipal Utility District. Ip. 38329:245-38329:250. 

-8610220183 Responds to NRC 860820 itr re violations noted in Insp 50-312/86- 
27.Corrective actions:radiation survey of all containment high radiation areas per- 
formed & cited areas properly posted. 

WARD.J.E. Sacramento Municipal Utility District. 86/09/26. MARTIN.J.B. Region 5, 
Office of Director. 5pp. 38329:246-38329:250. 

8610220424 Responds to 860502 request for review of unresolved items in Insp Rept 
50-312/86-08 re 124-volt dc batteries.Encl safety evaluation concludes seismic vibra- 
tions could lead to battery failure & loss of 125-volt dc sys. 

M1RAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/15. KIRSCH.D.F. Region 5. Office of Director. 3pp. 38330:177-38330:179. 

8610100105 IE info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270024 EN-86-053A:on 861022,notice of violation & proposed imposition of civil 
penalties in amount of $175,000 will be issued to licensee based on 851226 loss of 
power to Integrated control sys. 

BEACH,A.B. Office of Inspection & Enforcement, Director (Post 820201). 86/10/20. 
ip. 38358:313-38358:313. 

8610270446 Discusses insp on 851226-860411 & forwards notice of violation & pro- 
posed imposition of civil penalties in amount of $375,000. 

MARTIN, J.B. Region 5, Office of Director. 86/10/22. LATHAM,W.K. Sacramento Mu- 
nicipal Utility District. 3pp. 38372:246-38372:253. 

-8610270466 Notice of violation & proposed imposition of civil penalties in amount of 
$375,000. Violations noted:RCS cooldown rate exceeded Tech Spec limits,failure to 
correct potential loss of dc power & lack of procedures for HPIS & Valve FWS-063, 
MARTIN, J.B. Region 5, Office of Director. 86/10/22. 5pp. 38372:249-38372:253. 


R. Periodic operating reports & related correspondence 


8610100073 Forwards “Discharger Self-Monitoring Rept for Aug 1986,'* per recipient 
830311 Itr re NPDES permit. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/05. ST0L2,J.R. NRC - No De- 
tailed Affiliation Given. 3pp. 38191:142-38191:147. 

8610090497 “Rancho Seco Action Plan for Restart," rept for Sept 1986. W/860930 Itr. 
WARD,J.E. Sacramento Municipal Utility District. 86/09/30. VOLLMER,R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 13pp. 38179:119-38179:131. 

8610100243 “Rancho Seco Action Plan for Restart," monthly rept for Sept 1986.W/ 
860930 Itr. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/30. ISOM,J. NRC - No De- 
tailed Affiliation Given. 13pp. 38189:167-38189:179. 

8610140052 Forwards “Action Plan for Restart," monthly rept for Sept 1986. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/30. MIRAGLiA,F.J. Division of 
Pressurized Water Reactor Licensing - B (post 851125). Ip. 38227:259-38227:271. 

--861 01 40056 “Action Plan for Restart,” monthly rept for Sept 1986. 

WARD,J.E. Sacramento Municipal Utility District. 86/09/30. 12pp. 38227:260- 
38227:271. 

8610200388 “Discharger Self Monitoring Rept," for Sept 1986.W/861002 Itr. 
YOCHHEIM,Y., WARD,J.E. Sacramento Municipal Utility District. 86/09/30. 
STOLZ,J.R. Office of Nuclear Reactor Regulation, Director (post 851125). 7pp. 
38300:348-38300:354. 

8610210043 Forwards “Rancho Seco Action Plan for Restart,Rept for Month of Sept 
1986." 

WARD,J.E. Sacramento Municipal Utility District. 86/09/30. MARTIN, J.B. Region 5. 
Office of Director. Ip. 38305:151-38305:163. 

-8610210048 “Ranco Seco Action Plan for Restart,Rept for Month of Sept 1986." 
WARD,J.E. Sacramento Municipal Utility District. 86/09/30. 12pp. 38305:152- 
38305:163. 


S. Reportable occurrences, LERs 8 related correspondence 

8610070536 LER 86-01 7-00:on 860826, discovered that plant operated outside Tech 
Specs since 1983.Condition could have caused failure of safety sys train in event of 
large break LOCA. Proposes installation of diesel generators.W/860926 Itr. 
COLOMBO.R.W., WARD,J.E. Sacramento Municipal Utility District. 86/09/26. 

MARTIN, J.B. Region 5, Office of Director. 6pp. 381 24:1 79-381 24:1 84. 

6610070555 LER 86-01 9-00:on 860826,auxiliary bldg gas radiation monitor declared 
inoperable.Noble gas grab sample not taken at required time.Caused by assumption 
that sample taken shortly after monitor declared inoperable.W/860926 Itr. 

COLOMBO, R.W., WARD,J.E. Sacramento Municipal Utility District. 86/09/26, 

MARTIN, J.B. Region 5, Office of Director. 4pp. 381 23:357-381 23:360. 

8610140416 Special Rept 86-19:updates list of nonfunctional fire barriers reported in 
Special Rept 86-15 & identifies nonfunctional fire banters detected or created since 
Is^t rept issued. 

WARD,J,E. Sacramento Municipal Utility District. 86/09/26. MART|N,J,B. Region 5. 
Office of Director. 9pp. 38240:001-38240:009. 


8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8602190004 Forwards summary of 860116 meeting w/senior NRC managers re les- 
sons learned from Davis-Besse & Rancho Seco events. Summary documents deci- 
sions re improvements in internal operations & need for reassessment of B&W plant 
design. 

STELLO.V. Office of the Executive Director for Operations. 86/02/06. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 10pp. 38252:291-38252:300. 

-8610090253 Fonwards follow-up instructions for accident investigation team. 

STELLO,V. Office of the Executive Director for Operations. 86/03/14. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:086-38253:093. 

8610210104 Part 21 rept re deficiencies in TDI time delay relays. Initially reported on 
860926. Relays repaired by startup test group. Work request generated to inspect re- 
maining relays. 

WARD,J.E. Sacramento Municipal Utility District. 86/10/01. MARTIN,J.B. Region 5, 
Office of Director. 3pp. 38308:156-38308:158. 

8610150028 PNO-V-86-069:on 861003,DHR lost for approx 13 minutes.Caused by clo- 
sure of isolation block valve on DHR pump suction due to apparent electrical 
transientlnvestigation continuing. 

MILLER,R. Region 5, Office of Director. 86/10/03. Ip. 38239:079-38239:079. 

8610280480 Updates 860909 Itr re correction of degraded DHR capability reported in 
LERs 86-02 & 86-14.Decay Heat Sys A pump casing drain lines replaced per Design 
Mod Package ECN R-0498. LER 86-14 will be revised by 861208 to reflect mod. 
WARD,J.E. Sacramento Municipal Utility District. 86/10/15. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 38381:263-38381:264. 

8610280478 RO 86-20:provides updated list of nonfunctional fire barriers not restored to 
functional status within 7 days,per Tech Spec Sections 3.14.6.2 & 6.9.5.E.Fire watch- 
es posted. Total of 71 breaches open & past forecasted close date. 

WARD,J.E. Sacramento Municipal Utility District. 86/10/17. MARTIN.J.B. Region 5, 
Office of Director. 8pp. 38381:020-38381:027. 

8610280402 LER 85-022-01 :on 851120,pressurized sampling valve HV-21S16 found in 
open position w/breaker racked out.Caused by lack of administrative controi.Process 
sampling procedures & operator training upgraded.W/861021 Itr. 

COLOMBO.R.W., WARD,J.E. Sacramento Municipal Utility District. 86/10/21. 

MARTIN, J.B. Region 5. Office of Director. 5pp. 38376:096-38376:100. 

8610310046 LER 86-021 -00:on 860924,during cold shutdown conditions, determined 
that safety-related valves not included in Tech Spec 4.2.2. 1 required valve inservice 
testing program.Caused by procedural error.W/861024 Itr. 

COLOMBO.R.W., WARD.J.E. Sacramento Municipal Utility District. 86/10/24. 

MARTIN,J.B. Region 5, Office of Director. 9pp. 38420:137-38420:145. 


V. Operator Examinations 

8610020428 Forwards Requalification Program Evaluation Rept 50-31 2/OL-86-02 on 
860722-25.Requalification program considered satisfactory using criteria of NUREG- 
1021.Addl mgt attention required to ensure addi depth in training. 

PATE,R.J. Region 5, Office of Director. 86/09/11. WARD.J. Sacramento Municipal 
Utility District. 2pp. 38069:069-38069:133. 

-8610020432 Exam Rept 50-31 2/OL-86-02 on 860722-25.Exam results:11 operators 
took written & operating exams.Two senior reactor operators failed written exam. 
JOHNSTON.G.W., O'BRIEN.J.P., ELIN,J.O. Region 5, Office of Director. 86/09/03. 
64pp. 38069:071-38069:133. 
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F. Security, medical, emergency & fire protection plans 

8610140300 Responds to NRC 860418 Itr re violations noted in Emergency Prepared- 
ness Insp Repts 50-313/86-04 & 50-368/86-04. Corrective actions:emergency plan- 
ning program in compliance w/regulations.Agrees w/improvement in guidance. 
ENOS,J.T. Arkansas Power & Light Co. 86/05/19. MARTIN.R.D. Region 4, Office of 
Director. 4pp. 38223:076-38223:079. 

8610220303 Public version of Rev 10 to Emergency Plan Implementing Procedure 
1903.42, “Duties of Emergency Medical Team." W/ 861020 release memo. 

LEVINE, J.M. Arkansas Power & Light Co. 86/09/26. 10pp. 38333:165-38333:174. 

8610100144 Rev 3 to Emergency Plan Implementing Procedure 1903.13, “Notification 
of Uttle Rock Corporate Official." 

LEVINE, J.M. Arkansas Power & Light Co. 86/10/03. 11pp. 38191:155-38191:165. 

8610280466 Fonwards addI info re util App R exemption requesLper NRC 860903 Itr. 
ENOS,J.T. Arkansas Power & Light Co. 86/10/20. STOLZ,J.F. PWR Project Director- 
ate 6. KNIGHTON.G.W. PWR Project Directorate 7. 45pp. 38391:232-38391:276. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8610270164 Part 2 of Amend 4 to updated FSAR for Arkansas Nuclear One. W/861015 
Itr. 

ENOS,J.T. Arkansas Power & Light Co. 86/10/15. 428pp. 38390:148-38391:215. 


P. Operating license stage documents & correspondence 

8610170093 Responds to 810619 Itr re clarification of 10CFR20.203(f)(1) & (2) 
requirements.Possibil|ties for reducing burden of labeling containers of dry radwaste 
listed. 

THORNBURG,H.D. Division of Safeguards & Radiological Safety Inspection. 81/09/ 
14. TRIMBLE, D.C. Arkansas Power & Light Co. 3pp. 38289:160-38289:162. 
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8610010111 Forwards “Arkansas Nuclear One Unit 1 Power Level Cutoff Removal Anal- 
ysis Rept.*’ Rept covers analysis pertaining to proposed Tech Spec Changes 3.5.2.4 & 
3 5 2 5 

ENbs,j.T, Arkansas Power & Light Co. 86/09/19. STOLZJ.F. PWR Project Director- 
ate 6. Ip. 38054:161-38054:193. 

-8610010113 “Arkansas Nuclear One Unit 1 Power Cutoff Removal Analysis.” 
HOLMAN.P.J.. DEUNO.BJ. Babcock & Wilcox Co. 86/05/31. 31pp. 38054:162- 
38054:193. 

8610070506 Forwards Amend 100 to License DPR-51 & safety evaluation. Amend de- 
letes tabular listings of shock suppressors, per Generic Ltr 84-13. 

VISSING.G.S. PWR Project Directorate 6. 86/09/19. CAMPBELL.G. Arkansas Power 
& Ught Co. 2pp. 38128:261-38128:271. 

-8610070510 Amend 100 to License DPR-51, revising Tech Specs by deleting tabular 
listings of shock suppressors per Generic Ltr 84-13. 

STOLZJ.F. PWR Project Directorate 6. 86/09/19. 7pp. 38128:263-38128:269. 

-8610070512 Safety evaluation supporting Amend 100 to License DPR-51. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/19. 2pp. 
38128:270-38128:271. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, ‘‘Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070010 Forwards Amend 101 to License DPR-51 & safety evaluation. Amend re- 
vises Tech Specs re min level requirement for Emergency Feedwater Condensate 
Storage Tank T41B. 

VISSING.G.S. PWR Project Directorate 6. 86/09/26. CAMPBELL, G. Arkansas Power 
& Light Co. 2pp, 38127:060-38127:068. 

-8610070018 Amend 101 to License DPR-51 .changing Tech Specs re min level require- 
ment for Emergency Feedwater Condensate Storage Tank T41B. 

STOL2.J.F. PWR Project Directorate 6. 86/09/26. 5pp. 38127:062-38127:066. 

-8610070063 Safety evaluation supporting Amend 101 to License DPR-51. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/26. 2dp. 
38127:067-38127:068. 


"8610200058 "Conformance to Generic Ltr 83-28,ltem 4.4,Arkansas Nuclear One 
1 .Crystal River Unit 3,Davis-6esse Unit 1 .Oconee Units 1 ,2 & S.Rancho Seco.TM 
Washington Nuclear Plant 1," technical evaluation rept. 

FARMER.F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghi 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86 j 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610310101 Approves 860917 request to withhold "Arkansas Nuclear One-Unit 1 Ir 
equate Core Cooling Monitoring Sys Final Design Description" from pi 
disclosure, per 10CFR2.790. 

VISSING.G. PWR Project Directorate 6. 86/10/23. CAMPBELL.G. Arkansas Powe 
Light Co. 3pp. 38425:329-38425:331. 

8610290160 Fonwards SAIC-86/3070, "Technical Evaluation of DCRDR, Arkansas 
clear One,Unit 1," & SAIC-86/3067, "Technical Evaluation of DCRDR. Arkansas 
dear One, Unit 2.” technical evaluation repts.Open items & need for add! Info nol 
LEE.R.S. PWR Project Directorate 7. VISSING.G.S. PWR Project Directorate 6. \ 
10/24. CAMPBELL.T.G. Arkansas Power & Light Co. 3pp. 38398:118-38398:165. 

-8609100055 “Evaluation of Arkansas Power & Light Co DCRDR of Arkansas Nud 
One - Unit 1 Plant,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NF 
03-82-096. SAIC-86/3070. 86/08/25. NRC - No Detailed Affiliation Given, 17i 
38398:121-38398:137. 


-8609100491 "Evaluation of DCRDR for Arkansas Power & Light Co Arkansas NucU 
One, Unit 2,” technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NR 
03-82-096. SAIC-86/3067. 86/08/25. NRC - No Detailed Affiliation Giverj. 26f: 
38398:138-38398:163. 

-8810030160 Requests transmittal of end Technical Evaluation Repts (TER) SAIC-81 
3067 & SAIC-86/3070 re DCRDR.LIcensee requested to provide addi info for ina 
equate items in TER. Response requested within 30 days. 

CRUTCHFIELD, D. Assistant Director for Technical Support (PWR-B). 86/09/2 
VISSING.G. PWR Project Directorate 6. 2pp. 38398:164-38398:166. 


8610090522 Remits fee for review of 860910 proposed Tech Spec changes associated 
w/Cycle 8 reload rept. 

ENOSJ.T. Arkansas Power & Light Co. 86/09/29. STOL2.J.F. PWR Project Director- 
ate 6. 1 p. 381 78:351 -381 78:351 . 


8610100766 Forwards BAW-1976, "Small Break LOCA Analysis for B&W 177FA Low- 
Response to NUREG-0737,ltem II.K,3.31,” for review & approval. 
ENOS,J.T. Arkansas Power & Light Co. 86/09/30. STOL2.J.F. PWR Project Director- 
ate 6. 1 p, 381 98:1 27-381 98:203. 


-8610100779 “Small Break LOCA Analysis for B&W 177FA Lowered Loop Plants In Re- 
sponse to NUREG-0737.ltem ll.K.3.3 1 

Babcock & Wilcox Operating Plants Owners Group. BAW-1976. 86/09/30 76dd 
381 98:1 2a.3R19ft-9nn /wkk* 


8610100660 Requests confirmation that FSAR Chapter 14 accident analyses based on 
reactor hioh-pressure trip setpdnt of 2.355 psig, per 860718 & 31 requests concern- 
changes. Response requested by 861017 to achieve schedule. 

PWR Project Directorate 6, 86/10/06. CAMPBEa.G. Arkansas Power & 
Ught Co. 2pp, 38220:243-38220:244. 

8610210112 Forwards Amend 102 to License DPR-51 & safety evaluation. Amend pro- 
vides changes to Tech Specs 3.14 & 4.12 re two new ttiermal hydrogen recombiners 
to replace existing hydrogen purge sys. 

VISSING.G.S. PWR Project Directorate 6. 86/10/07. CAMPBELUT.G. Arkansas 
Power & Ught Co. 2pp. 38321 :209-38321 :221 . 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/t 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidate! 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements foi 
Exclusive-Use Shipments of Radioactive Metis." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidatec 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610140300 Responds to NRC 860418 ltr re violations noted In Emergency Prepared- 
ness Insp Repts 50-313/86-04 & 50-368/86-04. Corrective actions:emergency plan- 
ning prodram in compliance w/regulations.Agrees w/improvement in guidance, 
ENOS,J.T. Arkansas Power & Light Co. 86/05/19. MARTIN, R.D. Region 4, Office of 
Director. 4pp. 38223:076-38223:079. 

8610070345 Ack receipt of 860519 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 60-313/86-04 & 50-368/86-04.Re$ponse to violations 
unacceptabie.Revised response requested within 20 days of ltr date. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/09/29. CAMPBELL, G. Arkansas 
Power & Light Co. 3pp. 381 19:325-381 19:327. 


"8610210115 Amend 102 to License DPR-51, changing Tech Specs 3.14 & 4.12 re two 
hydrogen recombiners to replace existing hydrogen purge svs. 

STOLZ,J.F. PWR Project Directorate 6. 86/10/07. 8pp. 38321:211-38321:218. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-126 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. CJonsolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


evaluation supporting Amend 102 to Ucense DPR-51 
38^?219°k321'2?1 Regulation. Director (post 851125). 86/10/07. 3pp 

8610220113 Forwards cornparison of RCS leak detection sys to Reg Guide 1 4! 

intends to remove remaining lateral restraints pe 

8610220127 Forwards proprietary B&W Rept 32-1147602-02. “177 Once- Thmufll 
Uads ” in response to telcon request for addI infoli 
T IP? cntena.Rept withheld (ref 10CFR2.790). 

861023W25 Responds to request for addi info re 860718 & 31 orooosed Tech fine 
^erids concejrong high pressure trip se^int & anticipatory reactor trio (ART 

Chapter 14 accidentanalysis. ^ 

^^^0^^/^f^orwards safety evaluatfon accepting util response to Generic Ltr as 

Reactor Regulatioa Oirector (post B5112S). 86/10/Za 2p( 


8610270010 Responds to violations noted in Insp Repts 50-313/86-14 & 50-368/86- 
14.Correctlve actions:QA review performed to evaluate present drawing control proc- 
ess & recommendations included In audit rept will be evaluated. 

ENOS.J.T. Arkansas Power & Light Co. 86/09/30, GAGUARDO,J.E. Region 4, Office 
of Director. 5pp, 38358:296-38358:300, 

8610210149 Forwards addi info in response to IE Bulletin 85-003 re motor-operated 
vah/e common mode falIures.Method to determine differential pressure across valves 
& to estimate switch settings addressed. 

ENOS,J.T. Arkansas Power & Light Co. 86/10/01. GAGLIARDO,J.E. Region 4, Office 
of Director. 4pp. 38306:020-38306:023. 


m 

VViWut Failure to Rept Mlsadminlstrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. C^nsolida 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610160308 Discusses util efforts re IE Info Notice 86-003. “Llmitorque Internal Winng.” 
Util decision not to perform Immediate insp based on fact that wiring issue never con- 
stituted serious safety concern. 

CAMPBELL, T.G, Arkansas Power & Light Co. 86/10/03. MARTIN,R.D. Region 4, 
Office of Director. 3pp. 38265:324-38265:326. 

8810160010 Forwards Insp Repts 50-313/86-26 & 50-368/86-27 on 860801-31 & notice 
of violation. 

GAGLIARDO.J.E. Region 4, Office of Director. 86/10/06. CAMPBELL.T.G. Arkansas 
Power & Light Co. 2pp. 38262:308-38262:326. 


"86101^11 Notice of violation from insp on 860801-31 . 

Region 4, Office of Director. 86/10/06. app. 38262:310-38262:311. 
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-8610160019 Imp Repts 50-313/86-26 & 50-366/66-27 on 860601-31. ViolsOons 
notedrfailure to properly respond to annnunciator alarm, failure to adequately control 
scaffold erection & failure to maintain design configuration of pipe supports. 
JOHNSON.W.D.. HARBUCK,C.C., HUNTER.D.R. Region 4. Office of Director. 86/09/ 
19. 15pp. 38262:312-38262:326. 

8610160023 Forwards Insp Repts 50-313/86-25 & 50-368/86-26 on 860728-0801 & 
notice of violation. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/06. CAMPBELL.G. Arkansas 
Power & Light Co. 2pp. 38262:287-38262:307. 

-8610160026 Notice of violation from insp on 860728-0801. 

* Region 4. Office of Director. 86/10/06. 3pp. 38262:289-38262:291. 

-8610160037 Insp Repts 50-313/86-25 & 50-368/86-26 on 860728-0801. Violations 
noted:failure to have CX) coverage of contractors & failure to properly perform Natl 
Ready Mixed Concrete Assoc checklist requirements. 

STEWART.R.C.. TAPIA.J.I., PICK,G.A, Region 4. Office of Director. 86/09/05. 16pp. 
38262:292-38262:307. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New Yof^. Inc. 105pp. 38259:018- 
38259:122. 

8610170236 Notification of 861023 meeting w/util in Bethe8da,MD to discuss findings of 
recent reactor coolant pump shaft insps. Portions of meeting will contain proprietary 
info. 

VISSING.G. PWR Project Directorate 6. 86/10/14. STOL2.J.F. PWR Project Director- 
ate 6. 2pp. 38289:358-38289:359. 

8610100105 IE info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610310049 Forwards insp Repts 50-313/86-27 & 50-368/86-28 on 860908-12.No vio- 
lation or deviation noted.Actions taken re previously identified insp items described in 
Paragraph 2 of rept 

GAGIIARDO.J.E. Region 4, Office of Director. 86/10/24. CAMPBELL, G. Arkansas 
Power & Light Co. 2pp. 38420:130-38420:136. 

-8610310051 Insp Repts 50-313/86-27 & 50-368/86-28 on 860908-1 2.No violation or 
deviation noted.Major areas inspected:document control program & LERs. 

MURPHY, M.E., HUNTER.D.R. Region 4, Office of Director. 86/10/21. 5pp. 
38420:132-38420:136. 


R. Periodic operating reports & related correspondence 

8610070395 “Annual 10CFR50.59 Rept for 1985." W/860918 Itr, 

ENOS,J.T. Arkansas Power & Ught Co. 85/12/31. MARTIN, R.D. Region 4, Office of 
Director. 32pp. 38124:296-38124:327. 

8610100152 Monthly operating rept for Jui 1986.W/860815 Itr. 

GOBELL.J.N., ENOS,J.T. Aransas Power & Light Co, 86/07/31. BASSETT,H.S. Divi- 
sion of Automated Information Services. 6pp. 38191:166-38191:171. 


S. Reportable occurrences, LERs & related correspondence 

8610270166 PNO-IV-86-032:on 861 023, boric add corrosion on HPI nonie for penetra- 
tion into reactor coolant pump A discharge pipe discovered.Body-to-bonnet leak on 
manual isolation valve in HPI apparent source.B&W to assist in evaluation of problem. 
HUNTER,D.R. Region 4, Office of Director. 86/10/23. Ip. 38360:222-38360:222. 
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F. Security, medical, emergency A fire protection plans 

8610080303 Change Sheet 1 to Rev 4 to Procedure PMP 2080 EPP 015, "Responslbil- 
Hies of Onsite Emergency Coordinator." Index & list of effective pages end. 
DANNHARDT,KW., SIMMSJ?. Indiana & Michigan Electric^. 86/09/26. 4pp. 
38166:356-38166:359. 

8610080301 Advises the* I^C haS reviewed status of emergency response fadlities & 
confirms util commitment to implement certain post-TMl related items from Supp1 1 to 
NU REG-0737, "Requirements for Emergency Response Capability." 
YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/09/29. DOLAN,J. Indiana & Michi- 
gan Electnc Co. DOLAN J. American Electric Power Service Corp. 2pp. 38140:097- 
38140:098. 

6610180349 Revised erpeigency:p)^ proceduresjnduding Rev 1 to PMP^1 EPP.^, 
"Unit Vent Emeigeiiey Release L4vei a^niiin^ Rev 0 to PMP2681 aPP.OSI. 
“Altsrnate Secondary Sys Emergency Release Determination." W/index. 

* Indiana & Michigan Power Co. 86/09/29. 11pp. 38275:001-38275:011. 


8610090207 Forwards Safety Insp Repts 50-315/86-36 & 50-316/86-36 on 860922- 
23.No violation noted. 

SHAFER,W.D. Region 3. Office of Director. 86/10/01. DOLAN.J.E. American Electric 
Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 38146:311- 
38146:324. 

-8610090216 insp Repts 50-315/86-36 & 50-316/86-36 on 860922-23.No 
violations, weaknesses or deviations noted.Major areas inspected:emergency pre- 
paredness drill involving observations of key functions & locations. 

FOSTER, J,, SMITH, M., SNELL, W. Region 3, Office of Director. 86/10/01. 12pp. 
38146:313-38146:324. 

8610210264 Change Sheet 1 to Rev 1 to Emergency Plan Procedure PMP 
2080.EPP.010, “Toxic Gas Release Guidelines." 

* Indiana & Michigan Electric Co. 86/10/13. 5pp. 38314:185-38314:188. 

8610200314 Notification of 861027-29 site meetings w/ licensee to discuss alternate 
shutdown procedures in event of fire & Tech Spec upgrade program. 

WIGGINTON.D.L PWR Project Directorate 4. 86/10/15. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 2pp. 38299:064-38299:065. 

8610230033 Forwards Safeguards Insp Repts 50-315/86-32 & 50-316/86-32 on 
860818-22 & 0908-11. No violations noted.One weakness In personnel access control 
program & six open items noted requiring security mgt review. 

AXELSON.W.L. Region 3. Office of Director. 86/10/17. DOLAN.J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 3pp. 38345:195- 
38345:198. 

-8610230054 Partially withheld Reactive Physical Security Insp Repts 60-315/86-32 & 
50-316/86-32 on 860818-22 & 0908-11 (ref 10CFR73.21).No noncompliance 
noted.Major areas inspected: inadequate maint of safety equipment. Details withheld. 
MADEDA.T.J., CREED, J.R. Region 3, Office of Director. 86/10/17. Ip. 38345:198- 
38345:198. 

8610280188 Forwards rept on 860610 joint exercise of offsite radiological emergency 
preparedness plans involving State of Ml & Berrien County. Deficiency re public alert- 
ing & instruction rectified on 860922. Exercise approved. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38366:118-38366:152. 

-8610280215 “Donald C Cook Nuclear Power Plant,Joint Exercise,” conducted on 
860610. 

* Federal Emergency Management Agency. 86/09/29. 33pp. 38366:120-38366:152. 


J. Insurance & indemnity information 

8610080048 Forwards Endorsement 71 to NELIA Policy NF-206 & Endorsement 58 to 
MAELU Policy MF-79. 

BUCKLES, J.A. Marsh & McLennan, inc. 86/09/11. SALTZMAN.J. Assistant Director 
for State & Licensee Relations. 3pp. 38133:330-38133:332. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance w/10CFR50,49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070011 Notifies of change in proposals in 830622 & 840820 Itrs re plans to relo- 
cate two in-core thermocouples in upper reactor head region of plantThermocouples 
will be left in present position at top of fuel. 

ALEXICH,M.P. Indiana & Michigan Electric Co. 86/09/23. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38118:225-38118:226. 

8610090350 Fonvards semiannual progress rept on DCRDR for period ending 
860901. Rept includes task descriptions & estimated completion schedule. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 86/09/30. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 4pp. 38182:316-38182:319. 

8610140316 Application for amend to License DPR-58, requesting extension for certain 
surveillances required to be performed beginning 861220.Extension needed because 
Cycle 9 lengthened due to limit of operation at 90% power.Fee paid. 

ALEXICH,M.P. Indiana & Michigan Electric Co. 86/10/01. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 30pp. 38224:163-38224:212. 

-8610140317 Proposed Tech Specs, extending certain required surveillances to be per- 
formed beginning 861220. 

* Indiana & Michigan Electric Co. 86/10/01. 20pp. 38224:193-38224:212. 

8610140393 Ack receipt of 860822 response to NRC 860502 Itr on allegation re security 
officer use of controlled substance; util investigation reveals apparent lack of sub- 
stance to allegation. 

HiND,J.A. Region 3, Office of Director. 86/10/07. DOLAN.J.E. American Electric 
Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 1p. 38226:280- 
38226:281. 

-8610140395 Responds to NRC 860502 Itr re alleged abuse of controlled substance by 
security officer. investigation reveals allegation to be unfounded. 

ALEXICH,MP. Indiana & Michigan Electric Co. 86/08/22. KEPPLER.J.G. Region 3, 
Office of Director. 1p. 38226:281-38226:281. 

8810200074 Forwards description of B-10 depletion effects on shutdown margin that 
may be of interest to operators of PWRs. Attachment describes bor^'*' depletion phe- 
nomena & recommendations made to plant to correct problem. 

ALEXICH,MP. Indiana & Michigan Electric Co. 86/10/08. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 10pp. 38293:266-38293:275. 

8610200314 Notification of 861027-29 site meetings w/llcensee to discuss alternate 
shuldown proceclures in event of fire A Tech Spec upgrade program. 

WIGai!NT9N.D.L PWR Project Directorate 4. 86/10/15. YOUNGBLQOD.B.J. PWR 
Project Directorate 4. 2pp. 38299:064-36299:065. 
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<-86102B0042 R^KHiests change to QA program as described in Jul 1986 updated 
FSAR-Change wouid allow condition repts to be segregated by signlficance.Approval 
by 861 DCt reouested. Current & proposed updated FSAR & problem list ^cl. 
ALEX1CH,M.P. Indiana & Michigan Bectric Co. 86/09/02. KEPPLER.J.G. Region 3, 
Offce of Director. 5pp. 38367:220-38367:224. 

8610220^9 Generk: LSr 86-16 to ail PWR applicants & licensees re Westinghouse 
£CCS evaiuatwft modeSs-Svc list end. . 

□EMTCNH.R Office of Nudear Reactor Regulation, Director {post 851125). 86/10/ 
22. Ccnsdidated EsSsor. Co. of Uew York, Jnc. 37pp. 38420:326-38421:051. 


Q, irapection reports, IE Bulletins & correspondence 

8103300409 !£ info f4ctce 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
SVC list 

* Offce of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edson Co. of New York, snc. 4pp. 38351:075-38351:078. 

8107230047 Rev t to IE info Notice 80-32. "Clarification of Certain Requirements for 
&:diKive-Use Sf^jwnents of Radoadive Matls." W/o svc list 
■ Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edson, Co. of New York, Inc. 4pp. 38351 .■079-38351:082. 

8609250082 IE Info Notice 86-084. "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Simificant Spre®1 of Radioactive Contamination.” Svc Hst end. 
PARTLOW.J.Q. ^sicm of in^Mction Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058;332. 

8610090207 Forwards Safety Insp Repts 50-315/86-36 & 50-316/86-36 on 860922- 
23.No vkJiation noted. 

SHAFER,W.O. Re^n 3, Office of Director. 86/10/01. DOLAN.J.E. American Electric 
Power Service Ccrp. DOLAN, J.E. indSana & Michigan Electric Co. 2pp. 38146:311- 
38146:324. 


-8610090216 Insp Repts 50-315/86-36 & 50-316/86-36 on 860922-23.No 
^ationstweaknesses or deviations noted.MajQr areas inspected:emergency pre- 
paredness drSI kjvdvmg obs^ations of key functions & locatk^s. 

FOSTER,J., SMrrH.M., SNELL.W. Region 3, Office of Director. 86/10/01. 12pp. 
38146:313-38146:324. 


860^KX}125 iE Info Notice 86-085, "E.nforcement Actions Against Medical Ucensees for 
WiBfd Faiiae to Rept Misadrranislrations." Svc list end. 

PARTLOW4.G. Oivisid^ of inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Singie Faha-e of Air-Operated Valve in Min Flow Redrculation line.” Svc list 


TAYLOR, J.M. Office of inspection & Enforcement. Dkector (Post 820201). 86/10/08 
Conscidat^j Ecfiso: Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610170308 Forwards Safety Insp Repts 50-315/86-30 & 50-316/86-30 on 860804- 
0908 8 notice of violation. Response to Item 2 in notice of violation re failure to adhere 
lo adnmistrative procedire unnecessary. 

GUI^R^D.WQ. Region 3. Office cf Director. 86/10/08. DOLANJ.E. American 

^ Michigan Electric Co. 2pp, 


-8610170310 Notice of vidatHWi from in^ ot 8K)804-0908. 
gl^S^ND.W.G. Region 3, Office of Director. 86/10/08. 2pp, 38288:117- 


50-315/86-30 & 50-316/86-30 on 860804-0908. Violatjon 
requr^ ^R & failure to properly control temporary plar 

WOvaL y HOI 

»iRGESS,S.L Re^ 3, Office of Director. 86/10/02. 19pp. 38288:119-38288:131 

"C^rification of Requirements for Fabrication < 
° Pactefles." Sw list end. 

Sh^gen^Pi^aredness & Engineering Response (Pos 
^gO^^/10/10. Cor»soWated Edison Co. of New York, Inc. 67pp!38234:26i 

**S*^sSc feK ^ 86-087, "Loss of Offsite Power Upon Automatic Bus Tram 

SS5&S3S i!Sg5ggs‘-‘ lonmM Rw. ! 

"*■*>“«»=*«' nod Withdrawal Because of Skigl 
3B93td2B4. wwwMiBa ccason U>. of New Yoric. Inc. 93pp. 38331:19: 

Safety va^ 

50-315/86-33 & S0-316/86G3 on ctwo* 



36331:191 


—8610210074 Insp Repts 50-315/86-33 & 50-316/86-33 on 860825-28 & 0929-30.No 
violation or deviation noted.Major areas inspected:licensee actions on 860421-30 insp 

findings re environ qualification of electrical equipment. o 

SMEENQE,R., MUFFETT,J.W. Region 3, Office of Director. 86/10/16. 9pp. 


38307:135-38307:143. 

8610230033 Forwards Safeguards Insp Repts 50-315/86-32 & 50-316/66*32 on 
860818*22 & 0908-11 No violations noted.One weakness in personnel access control 
>pen Items noted requiring security mgt review. 

Region 3, Office of Director. 86/10/17. DOLAN.J.E. American Electric 
Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 3pp. 38345:195- 

38345:198. 


program & six c 
AXELSON.W.L. 
Power Sen/Ice 


-8610230054 Partially withheld Reactive Physical Security Insp Repts 50-315/66-32 & 
50-316/86-32 on 860818-22 & 0908-11 (ref 10CFR73.21).No noncomptiance 
noted.Major areas Inspected: Inadequate maint of safety equipment. Details withheld. 
MADEDA,T.J., CREED, J.R. Region 3, Office of Director. 86/10/17. Ip. 38345:198- 
38345:198. 


R. Periodic operating reports & reiated correepondence 

8610150034 “Donald C Cook Nuclear Plant Annual Operating Rept 1985.“ W/ 860228 
Itr. 

STIETZEL,J.F., SVENSSON,B.A., SMITH, Vy/.Q, Indiana & Michigan Electric Co. 85/12/ 
31. KEPPLER.J.G. Region 3. Office of Director. 45pp. 38239:025-38239:069. 

8610140340 Monthly operating rept for Jul 1 966.W/860808 Itr. 

CLIMER, SVENSSON,B.A., SMITH,W.G. Indiana & Michigan Electric Co, 86/07/31, 
9pp. 38224:149-38224:157. 

8610200305 Monthly operating rept for Sept 1986.W/861010 Itr. 

CLIMER, SMITH, W.G. Indiana & Michigan Electric Co. 86/09/30. 6pp. 38301:264- 
38301:289. 


S. Reportable occurrences, LER* & related correepondence 

8610020015 LER 86-020-00:on 851102,860623,831016 & 840702,main steam safety 
valve lift setpoints found out of 8pec.Caused by lack of procedural 
lnstruction8.Procedure will be modified on 860825. W/860924 Itr. 

ALLARD, J.D.. SMITH, W.G. Indiana & Michigan Electric Co. 88/09/24. 6pp. 
38068:254-38068:259. 

8610140414 RO:Rre Door 227 inoperable since 860826 due to operator failure & Fire 
Door 350 inoperable between 860912 & 22 due to supervisor fallure.Desfgn change 
for Door 227 initiated & Door 350 repaired. 

SMITH.W.Q. Indiana & Michigan Electric Co. 86/10/02. KEPPLER,J.Q. Region 3, 
Office of Director. 2pp. 38226:287-38226:288. 

8610090175 LER 85-048-03:on 85091 7, Incorrect replacement solenoid installed on tur- 
bine driven feedwater pump.Caused by inadequate program controls. Modified solenoid 
removed & replaced w/correct compon0nt.W/861OO2 Itr. 

BLIND,A.A.. SMITH.W.Q. Indiana & Michigan Electric Co. 86/10/03. Spp. 38181:346- 
38181:350. 

8610240174 LER 84-01 6-01 :on 840808, control switch positions for motor driven auxllia- 
ly feedwater pumps not in neutral.Caused by administrative oversight.Tech Spec 
Table 3.3-3 revised. W/861 01 6 Itr. 

BAKER,K.R., SMITH,W.G. Indiana & Michigan Electric Co. 86/10/16. 4pp. 38347:085- 
38347:088 


DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plane 

86100803W Change Sheet 1 to Rev 4 to Procedure PMP 2080 EPP 015, “Responslbil- 

0^ effective pages end. 

38166-3^3816^59^ Indiana & Michigan Electric Co. 86/09/2$. 4pp. 

reviewed status of emergency response facilities 8 
Implement certain post-TMl related items from Supp1 1 to 
Emergency Response Capability." 
f Directorate 4. 86/09/29. DOLAN, J. Indiana A Mlchl- 
i814oS^ Do. DOLAN, J. American Electric Power Service Corp. 2pp. 38140:097- 

emergency plan procedure8.lncluding Rev 1 to PMP2081 EPP,027, 
Determination^ A Rev 0 to PMP2081 EPP.03t, 
Ernergency Release Determination.” W/index. 

Indiana & Michigan Power Co. 86/09/29, 11pp. 38275:001-38275:011. 

Insp Repts 60-315/86-36 & 60-316/86.36 on 860922- 

86/10/01. OOLAN,J.E. American Electric 
r-ower service Corp. 2pp, 38146:311-38146:324. 

^^15/86-36 A 50-316/86-36 on 660922-23.No 
DarSn^^iM,S5S,«^K^®^^S®”® noted.MaJor areas inspected:emergency pre- 

Region 3, Office of Director. 86/10/01. 12pp. 38146:313-38146:324. 

661021Q264 Chanoe,_ ^eet^ Emergency Plan Procedure PMP 


^iai^A IS Release GuWellnea,” 

Indiana A Michigan Electee C©. 86 / 10 / 13 . 5 pp. 38314:185-38314:188, 

**8hSSSlm w/llcensee to discuss alternate 
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8610230033 Forwards Safeguards Insp Repts 50-315/86-32 & 50-316/86-32 on 
860818-22 & 0908-11. No violations noted.One weakness in personnel access control 
program & six open items noted requiring security mgt review. 

AXELSON.W.L Region 3. Office of Director. 86/10/17. DOLAN, J.E. American Electric 
Power Service Corp. 3pp. 38345:195-38345:198. 

•-8610230054 Partially withheld Reactive Physical Security Insp Repts 50-315/86-32 & 
50-316/86-32 on 860818-22 & 0908-11 (ref 10CFR73.21).No noncompliance 
noted.Major areas inspected: inadequate maint of safety equipment. Details withheld. 
MADEDA,T.J. Region 3. Office of Director. 86/10/17. Ip. 38345:198-38345:198. 

8610280188 Forwards rept on 860610 joint exercise of offsite radiological emergency 
preparedness plans involving State of Ml & Berrien County.Deficiency re public alert- 
ing & instruction rectified on 860922.Exercise approved. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDAN.E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38366:118-38366:152. 

-8610280215 "Donald C Cook Nuclear Power Plant. Joint Exercise," conducted on 
860610. 

* Federal Emergency Management Agency. 86/09/29. 33pp. 38366:120-38366:152. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49. "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070011 Notifies of change in proposals in 830622 & 840820 itrs re plans to relo- 
cate two in-core thermocouples in upper reactor head region of plant.Thermocouples 
will be left in present position at top of fuel. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 86/09/23. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38118:225-38118:226. 

8610070259 Forwards viewgraphs used in 860916 presentation re justification for con- 
tinued plant operation & steam generator repair plans, per request. End partially with- 
held. 

ALEXICH.M.R. Indiana & Michigan Electric Co. 86/09/26. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 70pp. 38119:001-38119:073. 

8610090350 Fonvards semiannual progress rept on DCROR for period ending 
860901 .Rept includes task descriptions & estimated completion schedule. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 86/09/30. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 4pp. 38182:316-38182:319. 

8610140393 Ack receipt of 860822 response to NRG 860502 ltr on allegation re security 
officer use of controlled substance: util investigation reveals apparent lack of sub- 
stance to allegation. 

HIND,J.A. Region 3, Office of Director. 86/10/07. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 1p. 38226:280- 
38226:281. 

-8610140395 Responds to NRC 860502 ltr re alleged abuse of controlled substance by 
security officer.Investigation reveals allegation to be unfounded. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 86/08/22. KEPPLER.J.G. Region 3. 
Office of Director. 1p. 38226:281-38226:281. 

8610200074 Forwards description of B-10 depletion effects on shutdown margin that 
may be of interest to operators of PWRs. Attachment describes boron depletion phe- 
nomena & recommendations made to plant to correct problem. 

ALEXICH.M.P. Indiana & Michigan Electric Co, 86/10/08. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 10pp. 38293:266-38293:275. 

8610200314 Notification of 861027-29 site meetings w/licensee to discuss alternate 
shutdown procedures in event of fire & Tech Spec upgrade program. 

WIGGINTON.D.L PWR Project Directorate 4. 86/10/15. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 2pp. 38299:064-38299:065. 

8610280040 Ack receipt of 860902 submittal proposing change to update of QA pro- 
gram descriptlon.Change acceptable alternative & continues to meet 10CFR50,App B. 
PAPERIELLO,C.J. Region 3, Office of Director. 86/10/21. DOLAN, J.E. American Elec- 
tric Power Service Corp. DOLAN,J.E. Indiana & Michigan Electric Co. Ip. 38367:219- 
38367:224. 

-8610280042 Requests change to QA program as described in Jul 1986 updated 
FSAR.Change would allow condition repts to be segregated by significance.Approval 
by 861001 requested. Current & proposed updated FSAR & problem list end. 
ALEXICH.M.P. Indiana & Michigan Electric Co. 86/09/02. KEPPLER.J.G. Region 3. 
Office of Director. 5pp. 38367:220-38367:224. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON.H.R. Office of Nuclear Reador Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Diredor (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :079-38351 :082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Ck>ntamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, inc. 67pp. 38058:266-38058:332. 


8610090207 Forwards Safety Insp Repts 50-315/86-36 & 50-316/86-36 on 860922- 
23.No violation noted. 

SHAFER.W.D. Region 3. Office of Director. 86/10/01. DOLAN, J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 2pp. 38146:311- 
38146:324. 

-8610090216 Insp Repts 50-315/86-36 & 50-316/86-36 on 860922-23.No 

violations, weaknesses or deviations noted.Major areas inspected:emergency pre- 
paredness drill involving observations of key functions & locations. 

FOSTER, J„ SMITH,M., SNELL. W. Region 3. Office of Director. 86/10/01. 12pp. 
38146:313-38146:324. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, inc. 106pp. 38258:276-38259:017. 

8610170308 Forwards Safety Insp Repts 50-315/86-30 & 50-316/86-30 on 860804- 
0908 & notice of violation. Response to Item 2 in notice of violation re failure to adhere 
to administrative procedure unnecessary. 

GULDEMOND.W.G. Region 3, Office of Director. 86/10/08. DQLAN.J.E. American 
Electric Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 2pp. 
38288:115-38288:137. 

-8610170310 Notice of violation from insp on 860804-0908. 

GULDEMOND.W.G. Region 3, Office of Director. 86/10/08. 2pp. 38288:117- 
38288:118. 

-8610170311 Insp Repts 50-315/86-30 & 50-316/86-30 on 860804-0908. Violations 
noted:failure to submit required LER & failure to properly control temporary plant 
mods documented prior to review & approval. 

BURGESS.B.L Region 3, Office of Director. 86/10/02. 19pp. 38288:119-38288:137. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328, 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610200379 Forwards response to 860801 request for info re 860516 response to IE 
Bulletin 85-003 concerning motor-operated valves. 

ALEXICH.M.P. Indiana & Michigan Electric Co. 86/10/10. KEPPLER.J.G. Region 3, 
Office of Director. 4pp. 38300:323-38300:326. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610210064 Forwards Safety insp Repts 50-315/86-33 & 50-316/86-33 on 860825-28 
& 0929-30.No violation noted. 

HARRISON,J.J. Region 3, Office of Director. 86/10/16. DOLAN, J.E, American Electric 
Power Service Corp. DOLAN,J.E. Indiana & Michigan Electric Co. 2pp. 38307:133- 
38307:143. 

-8610210074 Insp Repts 50-315/86-33 & 50-316/86-33 on 860825-28 & 0929-30.No 
* violation or deviation noted.Major areas inspected:)icensee actions on 860421-30 insp 
findings re environ qualification of electrical equipment. 

SMEENGE,R., MUFFETT,J.W. Region 3, Office of Director. 86/10/16. 9pp. 
38307:135-38307:143. 

8610230033 Forwards Safeguards Insp Repts 50-315/86-32 & 50-316/86-32 on 
860818-22 & 0908-11. No violations noted.One weakness in personnel access control 
program & six open items noted requiring security mgt review. 

AXELSON.W.L. Region 3, Office of Director. 86/10/17, DOLAN.J.E. American Electric 
Power Service Corp. DOLAN, J.E. Indiana & Michigan Electric Co. 3pp. 38345:195- 
38345:198. 

-861023(X>54 Partially withheld Reactive Physical Security Insp Repts 50-315/86-32 & 
50-316/86-32 on 860818-22 & 0908-11 (ref 10CFR73.21).No noncompliance 
noted.Major areas inspected: inadequate maint of safety equipment.Details withheld. 
MADEDA.T,J., CREED.J.R. Region 3, Office of Director. 86/10/17. Ip. 38345:198- 
38345:198. 


R. Periodic operating reports & related correspondence 

8610150034 "Donald C Cook Nuclear Plant Annual Operating Rept 1985.” W/ 860228 
ltr. 

STIETZEL,J.F., SVENSSON.B.A., SMITH.W.G, Indiana & Michigan Electric Co. 85/12/ 
31, KEPPLER,J.G. Region 3, Office of Director. 45pp. 38239:025-38239:069. 

8610140339 Monthly operating rept for Jul 1986.W/860808 ltr. 

CLIMER, SVENSSON,B.A., SMITH.W.G. Indiana & Michigan Electric Co. 86/07/31. 
8pp. 38223:353-38223:360. 
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^1021C322 Vcrtfrly cperati-ng rect ^'r Sept 1986.W/S61010 Itr. 

^ Mcnijan Eiectnc Co, 86/03/30. 7pp. 38314:112- 


Sc3l4;t ■’S. 


S. Reportable occurrences, LERs & related correspondence 

8610140414 ROtB-e E>oof 227 inoperable since 860826 due to operator failure & Fire 
poor 350 inoperable between 860912 & 22 due to supervisor failure.Design change 
for Doer 227 initiated & Do<x 350 repaired. 

SK^!TH,W.G. Indiana & Michigan Bectric Co. 86/10/02. KEPPLERJ.6. Region 3. 
Office cf Director. 2pp. 38226:287-38226:288. 

8610200375 Forwards lERs 86-025-00 & 86-026-00. 

SMITH, W.G, indta-na & Michigan Electric Co. 86/10/10. Record Services Branch fDoc- 
ument Control Desk). 1p. 38300:312-38300:319. 

-^lp^3®2 LER 36-25-00:on 86091 2, determined that replacement timer switches for 
2cC volt oc «aKefv chargers had questionable seismic quaiifications.Cause 
ac” underway to determine why seismic concerns not addressed. 

indiana & Mschi^n Electric Co. 86/10/10. 3pp. 38300:313-38300:315. 

-8610200393 LER 86-026-00:on 86091 2, determined that valve alignment utilized placed 
f^r.t in ocnd]tjon.per FSAR. Caused by lack of specificity in Tech Spec 

Admirastrabve controls placed on cross-tie & ECCS valves. 

3AK£:n,.<.R. rn<Sana & Michigan Electric Co. 86/10/10. 4pp. 38300:316-38300:319. 

DOCKET 50317 CALVERT CUFFS MUCLEAR POWER PLANT, UNIT 1 

F. Sectflrity, me<Scai, emergency & fire protection plans 

pfocedures, including 

to'ERW w/Accidental 

Baltimore Gas & Eiectnc Co. 86/09/17. 49pp. 38068:266-38068:314. 

Response Plan Implementation Proce- 
W/^SSC^tn'^’ Classificaton & Initial Notification of Offsite Agencies." 

• Baltimore Gas & Electric Co. 86/09/30. 7pp. 38226:214-38226:220. 

adon Procedure ERPIP 

Saibmore uas 5 Bectric Co. 86/09/30. 12pp. 38^:064-38223:075. 

cise on 860909. ^ Process loentmed dunng partial-scale annual emergency exer- 

T'ERNANJA Baltimore Gas & 

Procedure ERPIP 

Baltimore Gas & Bectric Co. 86/10/03. 9pp. 38223:055-38223:063. 

emergenejr responders workshop in 

383SC*.223-38350-.231. Pennsylvania Power 8 Light Co. 9 pp. 

^ implementation Proce- 
protective action ^kte ^ response level equivalent to emer- 

Bahimore Gas i Eleotiic Oi. 86/10/15. 8pp. 38355:179-38355:186. 

*»B Impiementation Prooe- 

emergeroy recommendations for general pqsulation & 

MProore Gas & Bectric Co. 86/10/17. 5pp. 38355:171-38355:174. 

£o®LSi* * raeteorological data upgrade 

^ Baltimore Ges 4 

^ ^ 5M17/86-17 4 50-318/86-17 on 


fcL^fiwTT on 

Electric Co, 2pQ, 38419:226-3841^^*^' TIERNAN,JA Baltimore Gas & 

”t^9'S-i9.No vioiationa 

^ protection program 4 outage 

1. Ohkie 0 , Bi^otcr. 88/X 

H. <^«fiec«| oxnneapQixieiiee 

<;Bt*ulion 8st for b,r«>^ 

“**»*• 8. app. 382253^4^^ ®®''^0''08 MCNBL,&A PWR Project 

^** '*.** tloetinieiu, 4 eeRcepondence 

OP CONTROL AT 

0. Eng^era:, 


8609230296 Generic Ltr 86-15 to all licensees & holders of aDDllcation for OL re info 
Mmpli^ w/10CFR50.4| "Environ Qualification of Eleotri? Equipment Important 
Safety for Nuclear Power Plants. Sve list end. ^ ^ 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125) 86/09 j 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. oo/ug; 

8610020202 Advises that cylinder liners & adapter ports in Diesel Generator 12 will be 
examined using series of diesel tests, including freon & dye penetrant & hydrostatic 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/09/22. THADANI A C PWR Proieet 
Directorate 8. 2pp. 38067:357-38067:358. ^ rroject 

8610070049 Forwards request for addi info re FATES3B fuel evaluation model o*- 
BNWL initial review of 860509 submittal of CEN-l6l(B)-P,Suppl 1-P. Response’ll 
quested within 30 days. Enel withheld (ref 10CFR2.790) 

KI;*2p™36ll7io6g-3Sa®- Baltlmora Gas s 

'■®‘^w®st for 1-yr extension of scheduled operational date for 
Unit 2 SPDS & 860918 request to extend operational deadlines for SPDS of both unite 
to startup following Cycle 9 refueling outage. ^ 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensino - B 1 pav 

86/09/30. TIERNAN.J.A. Baltimore Gas & Electric Ca 3pr381 2^:1 09-38^27;^^^^ 

for amends to Licenses DPR.53 & DPR-69. reflecting proposed 
Tech Spec ch^ges including rev to Surveitiance Requirement 4.4.10.1.2 "Auamented 
Inseryice Insp Program for Main Steam...." Fee paid lu. i.-c, Augmeniea 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/10/01 THADANI AC PWR Proisr* 
Directorate 8. 8pp. 38181:271-38181 :296. hau/mni.a.u HWH Project 

~*53 T??PR esKfdlnJlSefS®? supporting application for amend to Licenses DPR- 
53 & DPR-69, including revised Surveillance Requirement 4.4.10 1 2 "Auamented In- 
^i^sp Program lor Main Steam & Main Feedwater Pipinq " 

Baltimore Gas & Electric Co. 86/10/01. 18pp. 38181:279-38181:296. 

-'SME Code Section XI requirements determined 
D & proposed alternatives for facilities listed.Fee paid. 

SSs'46®p?l'3T78:24M8mS^^ PWR Project 

*®ame“”o S?R M 'I'npS 8®°“’'' apPUoation for 

ni^ L c ®^M ®® ‘^^'^•.33 & DPR-69 ,changing Tech Spec 3/4.8.2. "Cjinaita Power 
MCNFii R A statements « surveillance requirements. 

Forwards Amends 123 & 105 to Licenses DPR-53 & DPR-69 resDectivelv 

oo«a«on^*TSs■:^SI®^«^T?'’5® ^®®P ®P®® 3''*® ’ <0 roodih. limiting' oonffin for 
kffi? 0 4 incorporate Action Statement F. “ 

eS(^Vp SSsITsmSS.®- Bsl'lroore Gas 4 

'^eeh^*3^"l’1o' ‘•i''*®?. DPR-S3 4 DPR-69,respectively, changing 

THADANI, A.C. PWR Project Directorate 8, 86/10/06. 14pp. 38205:189-38205:202. 

supporting Amends 123 4 105 to Licenses DPH-53 4 
THADANI,A.C. PWR Project Directorate 8, 86/10/06. 7pp, 38205:203.38205:209. 

* DPR.69.changing Tech Spec 
once per reveling intetroK^Sl. ^ '® °"®® P®'' ’® "“"‘P® *° »' *8®*' 

D!^taSe4aro™M20:080?3MiS!^^ 86/10/17. THAOANI,A.C. PWR Project 

once per *8 moiiS?to aflM^OT^'oer”™?® i-"*®:''?^ *°,r Porforming ESP test from 

vaas & tiectric Co. 86/10/1 7. 28pp. 38420:1 02-38420:1 29. 

“oSIJtas OT FATts§B^!^S2pri^™JPrmrie^^^^^^^ "RMponsea to NRC 

iSSj/"®i9yConse,vaflsm.5iW Info on FATES3 

rectorateik MACNEIL,S.A. PWR Project Dl- 


'^^SmbuBaon"^mtoSia^?’"r?M°q45S.°^^ RATES3B.’' 
38347:068. smeering. Inc. CEN-345(B)-NP. 86/10/17. 20pp, 

§^^“^^odels!lliV°eTOl.'^” “PP"®®"*® ® "eensees re Westinghout 

Posed on thm*?moSSSe®f^iI ^ ^P*® ® * ^ Cycle 8 reactor core desigr 

«J[J«*iona Generic wnXSSc^P ?SS'J“®"‘ »* ?°*'8r « equilibrium xeno 

MIHALCIK,J.A. BalMinana g« * nr®. V"'LP® addressed In future. 

Directorates. 1p. 3^121^ Co. 86/10/22. THADANIAC. PWR Projei 

l^ll-IW.S.AutommiJ^p'^nagS^'Jp pj ^6, "Implementation of TMI Actio 

Directorate 8. 7 pp. 3 ^:l|f./ 83 ^^®^o Co. 86/10/23. TrtADANI.A.C. PWR ProJet 


38347:047- 
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8610300191 Requests immediate unescorted access be given to NRC employee listed 
on end. Individual badged previously in 1985 for unrestricted access & will require site 
specific refresher training.W/o end. 

THADANI.A.C. PWR Project Directorate 8. 86/10/24. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38408:348-38408:349. 

8610300364 Submits info re moderator temp coefficient (MTC) prior to Unit 1 Cycle 
10, per 861001 meeting.Generic ATWS assumptions will be addressed.Unit 1 Cycle 9 
& Unit 2 Cycle 8 MTC will be negative at 100% power. 

MIHALCIK.J.A. Baltimore Gas & Electric Co. 86/10/27. THADANI.A.C. PWR Project 
Directorate 8. 2pp. 38409:250-38409:251 . 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610080081 Confirms scheduled mgt meeting on 861008 at Region I ofc re util presen- 
tation concerning forthcoming outage per recommendation of sALP Repts 50-317/84- 
99 & 50-318/84-99. Meeting agenda requested by 861003. 

KANE,W.F. Region 1, Office of Director. 86/09/25. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38133:339-38133:340. 

8610090295 Responds to NRC 860812 Itr re violations noted in Insp Repts 50-317/86- 
10 & 50-31 8/86-1 0.Corrective actions:programmatic change made to procedures ad- 
ministratively maintaining environ qualified equipment. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/09/25. EBNETER.S.D. Region 1, 
Office of Director. 3pp. 38145:347-38145:350. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40'mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610090128 Application for amends to Licenses DPR-53 & OPR-69, reflecting proposed 
Tech Spec changes including rev to Surveillance Requirement 4.4.10.1.2, “Augmented 
Inservice Insp Program for Main Steam...." Fee paid. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 86/10/01. THADANI,A.C. PWR Project 
Directorate 8. 8pp. 38181:271-38181:296. 

-8610090135 Proposed Tech Specs supporting application for amend to Licenses DPR- 
53 & DPR-69,lncluding revised Sunreillance Requirement 4.4.10.1.2, "Augmented In- 
service Insp Program for Main Steam & Main Feedwater Piping." 

* Baltimore Gas & Electric Co. 86/10/01. 18pp. 38181:279-38181:296. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220057 Forwards combined Region I Mgt Meeting Repts 50-317/86-22 & 50-318/ 
86-22 on 861 008, providing util w/ opportunity to present info re upcoming outage as 
recommended in SALP Repts 50-317/84-99 & 50-31 8/84-99.Mgt commended on Im- 
provements. 

kANE,W.F. Region 1, Office of Director. 86/10/14. TIERNAN,J.A. Baltimore Gas & 
Electric Co. 2pp. 38325:328-38325:357. 

-8610220079 Mgt Meeting Repts 50-317/86-22 & 50-318/86-22 on 861008. Major 
areas discussed:info re recommendations in SALP Repts 50-317/84-99 & 50-318/84- 
99.lnfo on 10-yr inservice insp plans also presented. 

TRIPP,LE. Region 1, Office of Director. 86/10/09. 28pp. 38325:330-38325:357. 

8610310175 Responds to NRC 860915 Itr re noncompliance noted In Insp Repts 50- 
317/86-15 & 50-31 8/86-1 5.Corrective actions: full-time attendant assigned to test 
equipment storage & position of "test equipment attendant" established. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/10/14. EBNETER,S.a Region 1. 
Office of Director, 3pp. 38417:149-38417:150. 

8610100105 IE info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:182- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610310031 Application for amends to Licenses DPR-53 & DPR-69,changing Tech Spec 
interval for performing surveillance requirements from once per 18 months to at least 
once per refueling interval.Fee paid. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/10/17. THADANI.A.C. PWR Project 
Directorate 8. 22pp. 38420:080-38420:129. 

-8610310037 Proposed Tech Specs,changing interval for performing ESF test from 
once per 18 months to at least once per refueling interval & allowing automatic exten- 
sion of insp period when refueling interval extended to 24 months. 

• Baltimore Gas & Electric Co. 86/10/17. 28pp. 38420:102-38420:129. 

8610310036 Forwards Radiation Safety Insp Repts 50-317/86-17 & 50-318/86-17 on 
86091 5-1 9.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/21. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38419:226-38419:235. 

-8610310081 Insp Repts 50-317/86-17 & 50-318/86-17 on 860915-19.NQ violations 
noted.Major areas in8pected:implementation of radiation protection program & outage 
preparation, including ALARA. 

TUCCINARDI,T.. MCFADDEN.J.. SHANBAKY,M. Region 1. Office of Director. 86/10/ 
21. 8pp. 38419:228-38419:235. 


R. Periodic operating reports & related correspondence 


8610270404 Monthly operating repts for Sept 1986.W/861015 Itr. 

BEHNKE.C., LEMONS, J.R. Baltimore Gas & Electric Co. 86/09/30. 12pp. 38374:157- 
38374:168. 


S. Reportable occurrences, LERs & related correspondence 


8610280086 Advises that info discussed in 861001 Itr correcLFairbanks Morse Co es- 
tablished corporate position which will not support util determination that Diesel Gen- 
erator 1 2 serviceable. 

LEMONS, J.R. Baltimore Gas & Electric Co. 86/10/03. MURLEY.T.E. Region 1, Office 
of Director. 2pp. 38367:092-38367:094. 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 


8610020053 Revised emergency response plan implementation procedures, including 
Rev 9 to ERPIP C.1. "In-Plant Radiological Conditions Associated w/ Accidental Re- 
leases" & Rev 10 to ERPIP 5.1, "Communications." 

* Baltimore Gas & Electric Co. 86/09/17. 49pp. 38068:266-38068:314. 

8610140245 Change 6 to Rev 12 to Emergency Response Plan Implementation Proce- 
dure ERPIP 3.0, "Emergency Classification & Initial Notification of Offsite Agencies." 
W/860930 Itr. 

* Baltimore Gas & Electric Co. 86/09/30. 7pp. 38226:214-38226:220. 

8610140251 Rev 10 to Emergency Response Plan Implementation Procedure ERPIP 

4.1.2, "Site Emergency Coordinator." W/860930 Itr. 

* Baltimore Gas & Electric Co. 86/09/30. 12pp. 38223:064-38223:075. 

8610000480 Lists corrective actions to be taken by util to correct deficiencies re break- 
down in decisionmaking process identified during partial-scale annual emergency exer- 
cise on 860909. 

MARTIN.T.T. Region 1, Office of Director. 86/10/01. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 38178:352-38178:354. 

8610140239 Rev 9 to Emergency Response Plan Implementation Procedure ERPIP 

4.5.3, "Respiratory Protection." W/861003 Itr, 

* Baltimore Gas & Electric Co. 86/10/03. 9pp. 38223:055-38223:063. 


responders workshop in 

CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). LEONARD,J.D, 
Long Island lighting Co. KEMPER, J.S. Philadelphia Electric Co. 9pp. 38350:223- 
38350:231. 


8610240381 Change 3 to Rev 9 to Emergency Response Plan implementation Proce- 
dure ERPIP 4.1.15 re onsite evacuation criteria & response level equivalent to emer- 
gency protective action guide. 

^ Baltimore Gas & Electric Co. 86/10/15. 8pp. 38355:179-38355:186. 


8810240372 Change 4 to Rev 9 to Emergency Response Plan implementation Proce- 
dure ERPIP 4.1.5 re protective action recommendations for general population & 
emergency workers. 

* Baltimore Gas & Electric Co. 86/10/17. 5pp. 38355:171-38355:174. 

8610280241 Informs that emergency response facilities & meteorological data upgrade 
completed by deadtine8,per 840614 confirmatory order. 

MCNEIL,S.A. PWR Project Directorate 8. 86/10/17. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38387:209-38387:210. 


8610310036 Forwards Radiation Safety Insp Repts 50-317/86-17 & 50-318/86-17 on 
86091 5-1 9,No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/21. TIERNAN,J.A. Baltimore Gas & 
Electric Co. 2pp. 3841 9:226-3841 9:235. 

-86t0310081 Ihep Repts 50317/86-17 & 50-318/86-17 on 860915-19.No violations 
noted.Majdr areas inspected:implementation of radiation protection program & outage 
preparationjncludtng ALARA. 

TUCCINARbl.T. Region 1, Office of Director. 86/10/21. 8pp. 38419:228-38419:235. 



102 DOCKETED ITEMS 


H. General correspondence 

8610140102 Forwards address correction to distribution list for facilities. 

SALYARDS.LE. Baltimore Gas & Electric Co. 86/10/06. MCNEIL.SA PWR Project 
Directorate 8. 2pp. 38225;328-38225;329. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610020202 Advises that cylinder liners & adapter ports in Diesel Generator 12 will be 
examined using series of diesel tests. Including freon & dye penetrant & hydrostatic 
tests. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/09/22. THADANI.A.C. PWR Project 
Directorate 8. 2pp. 38067:357-38067:358. 

8610070049 Forwards request for addi info re FATES3B fuel evaluation model.per 
BNWL initial review of 860509 submittal of CEN-161(B)-P,Suppl 1-P.Response re- 
quested within 30 days. Enel withheld (ref 10CFR2.790). 

MCNEIL.S.A. PWR Project Directorate 8. 86/09/29. T1ERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38127:069-38127:070. 

8610070095 Grants 860612 request for 1-yr extension of scheduled operational date for 
Unit 2 SPDS & 860918 request to extend operational deadlines for SPDS of both units 
to startup following Cycle 9 refueling outage. 

MIRAGUA,F.J. Division of Pressunzed Water Reactor Licensing - B (post 851125). 
86/09/30. TIERNAN,J.A. Baltimore Gas & Electric Co. 3pp. 38127:109-38127:111. 

8610090128 Application for amends to Licenses DPR-53 & DPR-69. reflecting proposed 
Tech Spec changes including rev to Sun/eillance Requirement 4.4.10.1.2, “Augmented 
Inservice Insp Program for Main Steam....’’ Fee paid. 

T1ERNAN,J.A. Baltimore Gas & Electric Co. 86/10/01. THADANI,A.C. PWR Project 
Directorate 8. 8pp. 38181:271-38181:296. 

•*8610090135 Proposed Tech Specs supporting application for amend to Licenses DPR- 
53 & DPR-69, including revised Surveillance Requirement 4.4.10.1.2, “Augmented In- 
service insp Program for Main Steam & Main Feedwater Piping.” 

* Baltimore Gas & Electric Co. 86/10/01. 18pp. 38181:279-38181:296. 

8610090422 Requests exemption from ASME Code Section XI requirements determined 
to be impractical.Exams & proposed alternatives for facilities listed.Fee paid. 
TIERNAN,J.A. Baltimore Gas & Electric Co. 86/10/02. THADANI.A.C. PWR Project 
Directorate 8. 6pp. 38178:249-38178:254. 

8610100730 Forwards request for addI info to complete review of 860414 ^plication for 
amend to Licenses DPR-53 & DPR-69,changing Tech Spec 3/4.8.2, “Onsite Power 
Distribution Sys,” concerninq action statements & surveillance requirements. 
MCNEIL.S.A. PWR Project Directorate 8. 86/10/03. TIERNAN,J.A. Baltimore Gas & 
Electric Co. 4pp. 38205:177-38205:180. 

8610100680 Forwards Amends 123 & 105 to Licenses DPR-53 & DPR-69, respectively 
& safety evaluation.Amends change Tech Spec 3/4.d.1 to modify limiting condition for 
operation & Tech Spec 3.8. 1.1 to incorporate Action Statement F. 

MCNEIL, S.A. PWR Project Directorate 8. 86/10/06. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 3pp. 38205:186-38205:209. 

—8610100688 Amends 123 & 105 to Licenses DPR-53 & DPR-69,respectively, changing 
Tech Spec 3/4.8.1 to modify limiting condition for operation re day fuel tank & Tech 
Spec 3.8. 1.1 to incorporate Action Statement F. 

THADAN1.A.C. PWR Project Directorate 8. 86/10/06. 14pp. 38205:189-38205:202. 

—8610100736 Safety evaluation supporting Amends 123 & 105 to Licenses OPR-53 & 
DPR-69, respectively. 

THADANI,A.C. PWR Project Directorate 8. 86/10/06. 7pp. 38205:203-38205:209. 

8610200276 Confirms 861008 telcon noting that subcooled margin monitor instrument 
loop uncertainty will not be provided w/response to Generic Ltr 86-06, “...TMl Action 
Item II.K.3.5,Automatic Trip of Reactor Coolant Pumps.” Info to be sent by 861124. 
TIERNAN.J.A. Baltimore Gas & Electric Co. 86/10/14. THADANI,A.C. PWR Project 
Directorate 8. 2pp. 38303:237-38303:238. 

8610310031 Application for amends to Licenses DPR-53 & DPR-69,changing Tech Spec 
interval for performing surveillance requirements from once per 18 months to at least 
once per refueling interval.Fee paid. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/10/17. THADANI,A.C. PWR Project 
Directorate 8. 22pp. 38420:080-38420:129. 

-8610310037 Proposed Tech Specs,changing interval for performing ESF test from 
once per 18 months to at least once per refueling interval & allowing automatic exten- 
sion of insp period when refueling interval extended to 24 months. 

* Baltimore Gas & Electric Co. 86/10/17. 28pp. 38420:102-38420:129. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list encl. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610230210 Informs that upcoming Unit 1 Cycle 9 & Unit 2 Cycle 8 reactor core designs 
based on less than 0 moderate temp coefficient at 100% power & equilibrium xenon 
conditions. Generic ATWS imji^jcations will be addressed in future. 

MIHALCIK,J.A. Baltimore Gas & Electric Co. 86/10/22. THADANLA.C. PWR Project 
Directorates, ip. 38343:121-38343:121. 

8610280534 Forwards response to Generic Ltr 86-06, "Implementation of TMl Action 
Item iLK.3.5,Autornatic Trip of Reactor Coolant Pumps,” Subcooled margin monitor in- 
strument uncertainty not provided.since addi calculations required. 

TIERNAN.J.A. Baltimore Gas & Electric Co. 86/10/23. THADANI,A.C. PWR Project 
Directorate 8. 7pp. 38380:121 -38380:127. 

8610300191 Requests immediate unescorted access be given to NRC employee listed 
on ©ncLlndividoal badged previously in 1985 for unrestricted access 8 will require site 
specific refresher training.W/o end. 

THADANf,A.C, PWR Project Directorate 8. 86/10/24. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38408:348-38408:349. 


8610300364 Submits info re moderator temp coefficient (MTC) prior to Unit 1 Cycle 
10, per 861001 meeting.Generic ATWS assumptions will be addressed.Unit 1 Cycle 9 
& Unit 2 Cycle 8 MTC will be negative at 100% power. 

M!HALCIK,J.A. Baltimore Gas & Electric Co. 86/10/27. THADANI,A.C. PWR Project 
Directorate 8. 2pp. 38409:250-38409:251 . 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610080081 Confirms scheduled mgt meeting on 861008 at Region I ofc re util presen- 
tation concerning forthcoming outage per recommendation of SALP Repts 50-317/84- 
99 & 50-318/84-99. Meeting agenda requested by 861003. 

KANE,W.F. Region 1, Office of Director. 86/09/25. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38133:339-38133:340. 

8610090295 Responds to NRC 860812 ltr re violations noted In Insp Repts 50-317/86- 
10 & 50-31 8/86-1 0.Corrective actions:programmatic change made to procedures ad- 
ministratively maintaining environ qualified equipment. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/09/26. EBNETER.S.D, Region 1, 
Office of Director. 3pp. 38145:347-38145:350. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list encl. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610090128 Application for amends to Licenses DPR-53 & DPR-69, reflectino proposed 
Tech Spec changes including rev to Surveillance Requirement 4.4.10.1.2, “Augmented 
InservIce Insp Program for Main Steam...." Fee paid. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 86/10/01. THADANI.A.C. PWR Project 
Directorate 8. 8pp. 38181:271-38181:296. 

-8610090135 Proposed Tech Specs supporting application for amend to Licenses DPR- 
53 & DPR-69, including revised Surveillance Requirement 4.4.10.1.2, "Augmented In- 
service Insp Program for Main Steam & Main Feedwater Piping." 

* Baltimore Gas & Electric Co. 86/10/01. 18pp. 38181:279-38181:296. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list encl. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
encl. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220057 Forwards combined Region I Mgt Meeting Repts 50-317/86-22 & 50-318/ 
86-22 on 861008,provlding util w/opportunity to present Info re upcoming outage as 
recommended in SALP Repts 50-317/84-99 & 50-31 8/84-99. Mgt commended on im- 
provements. 

KANE.W.F. Region 1. Office of Director. 86/10/14. TIERNAN,J.A. Baltimore Gas 4 
Electric Co. 2pp. 38325:328-38325:357. 

-8610220079 Mgt Meeting Repts 50-317/86-22 & 50-318/86-22 on 861008. Major 
areas discussed:info re recommendations in SALP Repts 50-317/84-99 4 50-318/84- 
99.lnfo on 10-yr inservice insp plans also presented. 

TRIPP, LE. Region 1, Office of Director. 86/10/09. 28pp. 38325:330-38325:357. 

8610310175 Responds to NRC 860915 ltr re noncompliance noted in Insp Repts 50- 
317/86-15 & 50-31 8/86-1 S.Corrective actions: full-time attendant assigned to test 
equipment storage & position of “test equipment attendant" established. 

TIERNAN,J.A. Baltimore Gas 4 Electric Co. 86/10/14. EBNETER.S.D. Regiori 1, 
Office of Director. 3pp. 38417:149-38417:150, 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppl 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
4 Ring Setting Adjustments.’’ Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8810310031 Application for amends to Licenses DPR-53 & DPR-69,changing Tech Spec 
Interval for performing surveillance requirements from once per 18 months to at least 
once per refueling interval.Fee paid. 

TIERNAN.J.A, Baltimore Gas & Electric Co. 86/10/17. THADANI.A.C- PWR Projed 
Directorate 8. 22pp. 38420:080-38420:129. 
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-8610310037 Proposed Tech Specs, changing interval for performing ESP test from 
once per 18 months to at least once per refueling interval & allowing automatic exten- 
sion of insp period when refueling interval extended to 24 months. 

* Baltimore Gas & Electric Co. 86/10/17. 28pp. 38420:102-38420:129. 

8610310036 Forwards Radiation Safety Insp Repts 50-317/86-17 & 50-318/86-17 on 
86091 5-1 9.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/21. TIERNAN.J.A. Baltimore Gas & 
Electric Co. 2pp. 38419:226-38419:235. 

-8610310081 Insp Repts 50-317/86-17 & 50-318/86-17 on 86091 5-1 9.No violations 
noted.Major areas inspected:implementation of radiation protection program & outage 
preparation, Including ALARA. 

TUCCINARDI,T., MCFADDEN,J.. SHANBAKY,M. Region 1, Office of Director. 86/10/ 
21. 8pp. 38419:228-38419:235. 


R. Periodic operating reports & related correspondence 

8610270404 Monthly operating repts for Sept 1986.W/861015 Itr. 

BEHNKE,C., LEMONS,J.R. Baltimore Gas & Electric Co. 86/09/30. 12pp. 38374:157- 
38374:168. 


S. Reportable occurrences* LERs & related correspondence 

8610100516 LER 86-006-00:on 860905,reactor tripped due to low reactor coolant flow 
trip signai.Caused by reactor coolant pump surge capacitor internally shorted to 
groundSurge capacitors replaced.W/861003 Itr. 

LARRAGOrrE.L.S., LEMONS, J.R. Baltimore Gas & Electric Co. 86/10/03. 6pp. 
38194:251-38194:256. 

8610280086 Advises that info discussed in 861001 Itr correct.Fairbanks Morse Co es- 
tablished corporate position which will not support util determination that Diesel Gen- 
erator 12 serviceable. 

LEMONS,J.R. Baltimore Gas & Electric Co. 86/10/03. MURLEY,T,E. Region 1, Office 
of Director. 2pp. 38367:092-38367:094. 

8610150486 LER 86-007-00:on 86091 2,reactor manually tripped after steam generator 
feed pump trip due to partial feedwater loss.Caused by incorrect tachometer model & 
grounding of probe.Probe rewired.Tachometers replaced. W/861 010 Itr. 
LARRAGOITE,LS., LEMONS,J,R. Baltimore Gas & Electric Co. 86/10/10. 4pp. 
38252:107-38262:110. 

8610270241 LER 86-007-01 :on 86091 2,reactor manually tripped due to partial loss of 
feedwater flow to steam generator 21 .Caused by jumpering across two 
terminals. Probes rewired.W/861021 Itr. 

LARRAGOITE,L.S., LEMONS, J.R. Baltimore Gas & Electric Co. 86/10/21. 4pp. 
38361:014-38361:017. 
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F. Security, medical, emergency & fire protection plans 

8610240376 Partially withheld memo informing Commission of NRR general findings & 
conclusions on preaccident RCS leak rate surveillance testing practices at facility & 
recommendations re operators involved in Irregularities. 

STELLO.V. Office Of the Executive Director for Operations. 86/04/01. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 39pp. 38352:207-38353:197. 

-8610240380 Transcript of JJ Blessing 841214 sworn statement re breech of physical 
security at TMI on 790713. 

BLESSING,J.J. Affiliation Not Assigned. 84/12/14. 3pp. 38353:139-38353:197. 

8610060441 Rev 0 to Emergency Plan Implementing Procedure 6415-ADM-1300.C3, 
"Emergency Preparedness Drills." 

BROWN.N., BEVELAQUA,J. General Public Utilities Corp. - GPU Service Corp. 86/09/ 
23. 24pp. 38100:101-38100:119. 

8610150165 Distribution list for emergency procedures, Including 4000-ADM- 
1 300,01 .641 5-ADM-1 300.02,641 5-ADM-1 300,03, 6420-ADM-1 300.01 ,6420-ADM- 

1300.02 & 6420/6415 Ser,per Note 2.7. 

* General Public Utilities Corp. - GPU Service Corp. 86/09/25. 2pp. 38240:358- 
38240:359. 

8610070348 Rev 1 to Emergency Plan Implementing Procedure 6420-IMP-1300.02, 
"Emergency Direction." W/ emergency procedure index. 

* General Public Utilities Corp. - GPU Service Corp. 86/09/26. 7pp. 38123:068- 
38123:074. 

8610100473 Advises that 860417 Rev 7 to security personnel training & qualification 
plan consistent w/provisions of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1, Office of Director. 86/09/29. HUKILL,H.D. General Public Utili- 
ties Corp. - GPU Service Corp. 4pp. 38193:355-38193:358. 

8610210335 Temporary Change Notice 1-86-361 to Rev 0 to Emergency Plan Imple- 
menting Procedure 641 5-IMP-1 300.20-1, "Personnel/ Vehicle Monitoring & Decon- 
tamination." 

* General Public Utilities Corp. - GPU Service Corp. 86/10/08. 16pp. 38312:041- 
38312:056. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA,per TE Murley Aug 1986 Itr. 

MARTIN,T.T. Region 1, Office of Director. 86/10/08. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). MONTMINY,E.J. 
Massachusetts, Commonwealth of. SCHWELLER.D. Brookhaven National Laboratory. 
9pp. 38350:223-38350:231. 

8610240330 Rev 5 to Administrative Procedure AP-530, “Natural Circulation." 

COLLINS, M., MCKEE, P.F, Florida Power Corp. (subs, of Florida Progress Corp,). 86/ 
10/09. 14pp. 38356:292-38356:305. 

8610280283 FonArards FEMA "TMI Site-Specific Offsite Radiological Emergency Pre- 
paredness Aiert & Notification Sys QA Verification " Alert & notification sys meets re- 
quirements of 44CFR350 & NUREG-0654 & acceptable. 

MARTIN.T.T. Region 1, Office of Director. 86/10/22. STANDERFER.F. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 38377:232-38377:307. 


G. Adjudicatory correspondence 


8610060671 Forwards listed items of evidence including annotated computer printouts 
for Leak Rate Tests 147,146 & 145 on 781018 & strip chart traces showing effects of 
hydrogen additions In instances when leak rate tests not performed. 

STIER,E.H. Stier, E.H. #486 0933. 86/09/30, KELLEY, J.L Atomic Safety and Licens- 
ing Board Panel. 15pp. 38093:195-38093:210. 

8610080248 Forwards MPR Assoc,lnc 860930 Itr providing estimate of percentage of 
billable hours attributable to work performed for util. 

STIER,E.H. Stier, E.H. #486 0975. 86/10/02. KELLEY, J.L. Atomic Safety and Licens- 
ing Board Panel. 4pp. 38136:125-38136:128. 

8610140337 First request for production of seven categories of documents re basis for 
R Parks removal from testing working group on 830223 & investigation of Parks in- 
volvement w/ Quiltech Ckj.Reiated correspondence. 

WOODHEAD.C.P. Assistant General Counsel for Hearings. #486 1051. 86/10/09. 
General Public Utilities Corp. - GPU Service Corp. 2pp. 38224:017-38224:122. 

-8610140341 First set of Interrogatories for documents re identification of util employ- 
ees providing or receiving info leading to interrogation of RD Parks re Quiltech 
Co.Related correspondence. 

WOODHEAD,C.P. Assistant General Counsel for Hearings. 86/10/09. General Public 
Utilities Corp. - GPU Service Corp. 6pp. 38224:019-38224:024. 

-8610140344 Supplemental response to GPU first set of interrogatories & first request 
for documents re Enforcement Action EA-84-137. Supporting documentation & Certifi- 
cate of Svc enci.Related correspondence. 

JOHNSON,G.E. Assistant General Counsel for Hearings. 86/10/09. General Public 
Utilities Corp. - GPU Service Corp. 98pp. 38224:025-38224:122. 

8610220214 Requests review of end list of proposed stipulations re R Parks case for 
possible agreement to stipulate on accuracy for purposes of evidentiary 
r6cord.Retated correspondence. 

JOHNSON,G.E. Assistant General Counsel for Hearings. #486 1165. 86/10/17. 
BLAKE,E.L. Shaw, Pittman, Potts & Trowbridge. 8pp. 38324:182-38324:189. 

8610240241 Requests to be contacted to arrange appearance as witness in Commis- 
sion inquiiv into leak rate data falsifications at facilities in 1 978-1 979,per 860806 
subpoena.Served on 861023. 

KELLEY, J.L. Atomic Safety and Licensing Board Panel. #486 1233. 86/10/22. 
BLESSING,J.J. Affiliation Not Assigned. Ip. 38348:173-38348:173. 


H. General correspondence 


8610100405 Requests EG&G rept re status of facility released in Apr 1985,to clarify 
statements in NRC cleanup project status rept concerning reactor-related radiation. 
WASSERBACH,A.E. Affiliation Not Assigned. 86/10/02. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38186:229-38186:230. 


P. Operating license stage documents & correspondence 

8610240376 Partially withheld memo informing Commission of NRR general findings & 
conclusions on preaccident RCS leak rate surveillance testing practices at facility & 
recommendations re operators involved in irregularities. 

STELLO,V. Office of the Executive Director for Operations. 86/04/01. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 39pp. 38352:207-38353:197. 

-8610240380 Transcript of JJ Blessing 841214 sworn statement re breech of physical 
security at TMI on 790713. 

BLESSING, J.J. Affiliation Not Assigned. 84/12/14. 3pp. 38353:139-38353:197. 

8610210444 FOIA request for records re investigation rept on individual operator actions 
on falsification of leak rate test data at TMI-2 and documentation of conversations be- 
tween NRC & DOJ. 

VOIGT,H.H. LeBoeuf, Lamb, Leiby & MacRae. 86/09/12. Office of Administration, Ip. 
38319:158-38319:160. 

-8610210451 Forwards investigation rept on individual operator actions on falsification 
of leak rate test data.Copy of rept sent to DOJ. 

HAYES, B.B. Office of Investigations. 86/04/11. PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners. 2pp. 38319:159-38319:160. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49. "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060033 Notifies of TLD station number changes effective 86091 2, per Tech Spec 
3.2.1, "Monitoring Program Requirement." Changes necessitated by conflicts w/sta- 
tion numbers from other sampling media. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 86/09/24. 
TRAVERS, W.D. TMI-2 Cleanup Project. Ip. 38094:348-38094:348. 

8610060613 Approves util 860816 proposal re storage of upper end fittings & 860909 
addi info on subj loading & storage of 55 gallon drums.Safety evaluation end. 
TRAVERS.VV.D. TMI-2 Cleanup Project. 86/09/25. STANDERFER.F.R. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 381 13:324-38113:327. 

-8610060618 Safety evaluation supporting upper end fittings & loading & storage of 55 
gallon drums inside overpack container. 

^ NRC - No Detailed Affiliation Given. 86/09/25. 2pp. 38113:326-381 13:327. 

8610060720 Informs of review of utii 860318 sediment transfer & processing operations 
SER.Proposed operation of collection, transfer & sediment treatment equipment in fa- 
cility auxiiiary.fuel handling & reactor bldgs approved. 

TRAVERS, W.D. TMl-2 Cleanup Project. 86/09/25. STANDERFER.F.R. General Public 
Utilities Corp. - GPU Service Corp. 3pp. 381 1 2:294-381 1 2:296. 
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SSt306C'37S '"ferns ef rreds !e ■severa* knock-cut canisters for use as deep-bed filters 
,r as^-efirg *atsr cieanuc sys.Use of deep-bed filters intended to improve clarity of 

3 TrME--r£= F ir. 3e"er£. Fua o Jt...t;es 00 * 7 :. - GPU Service Corp. 86/09/26. 
TFAvHrS.A.^. TM,-2 Geanup Project 3pp. 38089:003-38089:005. 

S6t3C204l3C Discusses TMi-2 oieanup project weekly status rept for wk of 860922- 
2 £. A/ess iscu^ed incude defueiing.piant status, environ monitoring, auxiliary & fuel 
tand'irc tide act’rtes 8 NP.C evaluations in progress. 

'V-2 Geanup Project 86/09/29. DENTON, H.R. Office of Nuclear 
Peartcr Feau^sder. Director (post 351125). MlRAGLiA,F.J, Division of Pressurized 
'As:s' Fsaotor -oensng - 3 (pest 85 11 25). 4pp, 38074:335-38074:338. 


86tC3C80t86 Furttsr r3spc.nse to FCIA request for (tocuments generated or prepared by 
; S*= :: Arcs N & C docur:-.ents enci & in PDRAij:^ 0 documents partially withheld & 
Apa = acc^-'e-ati ocrr.pleie.'y withheld (ref FOIA ^emptions 4 & 5). 

3.F:'j!St=f G.H. Drvisicn of Rules and Records. 88/10/01. GARDE, B.P. Government 
Acccuntabifitj' Prcject 13pp. 38252:244-38252:256. 

-asO702Ct375 Discusses re^ew of current cleanup schedule & implications of delay for 
.nstailatcn S testng of oempenents necessary for defijeling s^.Commlssion should 
take nc acton at present 

D;RDKS,W.J. Dffice of the Executive Director fas' Operations. 85/06/19. PALLADINO 
Ccmr.ssipne’s. Sop. 33253:041-38253:365. 


-880204K5S24 Respcnds to 851211 dreefive that NRG prepare analyas of Jul to Oct 
1385 oeiay r. .nitiation cf defueiing activities. Staff concludes licensee efforts reasona- 
ble 81 severa msjrth deay should not affect cleanup schedule. 

STELLD V, Office of the ExacutVe Director for Operations. 86/01/29. PALLADINO 
Comnissicreis. 5pp. 33253:036-28253:040, 


8610060343 Forwahls annual update to processed water storage & recycle sys 

descrjc!anr.nef rp^aPsH frsriate inrhirte® HAlafsnn nt e\ii^ COnneCtions that 00 


^rera. Putiic Utities Corp. - GPU Service Corp. 86/10/01. 
i RA'iE?-S,W.D. TM )-2 Geanup Project Ip. 38166:306-38166:334, 


•-86t00iKt346 Rev 1 to SD S5^-C1C, “Div Sys Description for Processed Water Stor- 
age 8 Recycled S/s.’' 

* Gen^i Fubtio 'Utiities Corp. - GPU Service Corp. 86/09/26. 28pp. 38166:307- 
38166:334. 


8610140410 Forwards fee for review of 860816 Itr re storage of end fittings & 860827 Itr 
r^iuse cf plasma torch, per NRC S6C924 request 

■‘-'fties Corp. - GPU Service Corp. 86/10/03. 
-;cers« .^ee Management Branch. Ip. 38226:303-38226:303. 

861l3t702{» Forwaros pre^m master schedule (PMS) dtd Oct 1986 which supersedes 
prevjus nM©. Program end point remains unchanged. Defueling activities expected to 

's.*wrnps®i3Ci cy l/€C * 

Cc»p. . GPU Service Corp. 86/10/08. 
. rtA»rcna, A.u, TMi -4 uteanup Project. 2 pp. 382^:243-38280:244. 

r^'est for production of seven categemes of documents re basis for 


encl.Reiatfid correspcndence. 

General Courrsei for Hearings. 86/10/09 General Pubiir 
utiiues wcrp,, • aP’J Service Corp. 98pp. 38224:025-38^4:122. * ^ 

86102^521 nespends to appeai re denial of FOIA request for three cataaoripc nf 

obs«vafion o, 

* NRC - No Detailed Affiiaticn Given. 36/10/09. 15pp. 38383:073-38383:087. 


rqpt of individual oper 
ILForwards App A recordA^j 


8610210429 Responds to FOW request for info re 

lor actos or faistotor of rate at 

(;^ row ExemptSi a 

LeBoe 

""aSMsmSSte'aSKBSaw •hefe'lfeAl^S?® for Th 

STAi*4DERFER,F-,R Gensingti PtMc ii^iRe fv-*, » 
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8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
EGOS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 

81033(W409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
sve list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o sve list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610090225 Provides supplemental response to NRC 86071 1 Itr re violations noted in 
Insp Rept 50-320/86-06.Corrective actions:procedures modified to Include prerequisite 
that QA dept be notified prior to dewatering of EPICOR II liners. 

STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp, 86/09/26. 
MURLEY,T.E. Region 1 . Office of Director. 3pp. 38146:355-38146:358. 

6610070496 Discusses Investigation Repts H-83-002 & 1-84-029 during 830325-0810 & 
841101-850903 & forwards notice of violation & proposed imposition of civil penalties 
in amount of $40,000 re improper review of reactor bldg polar crane. 

TAYLDR,J.M. Dffice of Inspection & Enforcement, Director (Post 620201). 86/09/29. 
CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 3pp, 38123:350- 
38123:356. 


-8610070501 Notice of violation & proposed imposition of civil penalty in amount of 
$40, 000. Violation noted:mod made to main hoist brakes of polar crane w/o engineer- 
ing change memo or work permit for added hand release mechanism. 

TAYLCR,J.M. Dffice of Inspection & Enforcement, Director (Post 820201). 86/09/29. 
4pp. 38123:353-38123:356. 


8610070529 EN-86-073:on 860929, notice of violation & proposed imposition of civil pen- 
alty In amount of $40,000 will be Issued to licensee, based on mod to reactor bldg 
polar crane w/o proper engineering review & documentation. 

BEACH.B., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 820201), 
86/09/29. 1p. 38120:294-38120:294. 

8^92^62 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Sve fist end. 

^‘Vision of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Wimj ^ilure to Rept Misadministrations." Sve list end. 

PARTLOWJ.G. CWvision of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150389 Forwards Safety Insp Rept 50-320/86-11 on 860903-18. Significant inad- 
^uaaes in program for handling sealed sources identified.Actions to strengthen 
TO program requested In 30 days. 

i Project. 86/10/07. STANDERFER.F.R. General Public 

Utilities Corp. - GPU Service Corp. 2pp. 38251:345-38251:351. 

, 50-320/86-11 on 860903.18.No violation 

Mrk^'A?^ *TS?'?®r!P program for handling sealed sources noted. 

COLLINS.D.. BELL.J. NRC - No Detailed Affiliation 
Gwen. 86/10/02. 5pp. 38251:347-38251:351. 

“Potential Failure of Multiple ECCS Pumps 
to Single Failure of Air-Operated Valve in Min Flow Recirculation Une." Sve list 

Director (Post 820201). 86/10/08. 

consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

'Clarification of Requirements for Fabrication & 
S^AN TyP® ® Packages." Sve list end. 

83So^’86/in7i^^ * Engineering Response (Post 

38^4128^'^^^ Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 


*-0®® O' Offsite Power Upon Automatic Bus Trans- 

Preparedness & Enaineerlng Response (Post 
"■ Etiison Co. of New YorS, Inc. fOSpp. 38a59;018. 


VIWOUCT.I.C, region i, office of Director. 2 pp. 38344:205-38344:206. 



'-'^w«»-r-w*tWQOOW.W«i'4!S. 

86^210263 Forwards Exam Rept 50-320/86-1 20L of exam administered on 860903- 
uSS;^-. General Public 


P" ®60803-05.Exam resultstall candidates 
^'s-oisiwf&o^. P® 9 ion 1, Office of Director. 86/10/14. 39pp. 
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8610200033 Requests reconsideration re release to licensee of entire compliance offi- 
cer narrative rept concerning RD Parks & supporting documentation. Info relevant to 
hearing re civil penalty contained In narrative rept. 

AXELRAD,J.A. Enforcement Staff. 86/10/15. CRAVEN. J.A. Labor, Dept. of. 2pp. 
38304:009-38304:010. 

8610100105 IE Info Notice 86-089. "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610150062 Submits NRC TMI Cleanup Project Directorate weekly status rept for 
860829-1005. 

TRAVERS.W.D. TMI-2 Cleanup Project. 86/10/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MIRAGLIA,F.J. Division of Pressurized 
Water Reactor Licensing - B (post 851125). 3pp. 38254:276-38254:278. 

8610210176 Advises that util completed NRC-required land use census for 1986, per 
CTS 3.2.1, “Monitoring Program Requirement." New dairy farm designated E2-2. 
STANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 86/10/09. 
TRAVERS,W.D. TMI-2 Cleanup Project. 2pp. 38306:093-38306:094. 

8610200052 Submits TMI-2 Cleanup Project Directorate weekly status rept for 861006- 

10 . 

TRAVERS.W.D. TMI-2 Cleanup Project. 86/10/10. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MIRAGLIA,F.J. Division of Pressurized 
Water Reactor Licensing - B (post 851125). 3pp. 38300:004-38300:006. 

8610280578 Submits TMI-2 Cleanup Project Directorate weekly status rept for 861 OH- 
IO. 

TRAVERS, W.D. TMI-2 Cleanup Project. 86/10/20. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MIRAGLIA,F.J. Division of Pressurized 
Water Reactor Licensing - B (post 851125). 3pp. 38382:319-38382:321. 

8610290331 Forwards “TMI Aquatic Study Monthly Rept for Sept 1986.” 

RESSLER.W.C. General Public Utilities Corp. - GPU Service Corp. 86/10/20. 
HtCKEY.C. NRC - No Detailed Affiliation Given. Ip. 38400:330-38400:344. 

-8610290337 “TMI Aquatic Study Monthly Rept for Sept 1986." 

* EA Engineering, Science & Technology, Inc. 86/09/30. 14pp. 38400:331-38400:344. 

8610300379 Submits TMI-2 Cleanup Project Directorate weekly status rept for 861020- 
26. 

TRAVERS,W.D. TMI-2 Cleanup Project. 86/10/27. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). MIRAGLIA,F.J. Division of Pressurized 
Water Reactor Licensing - B (post 851125). 3pp. 38411:259-38411:261. 


S. Reportable occurrences, LERs & related correspondence 

8610020084 LER 86-008-00:on 860828,nonperformance of May 1986 monthly surveil- 
lance test for fire suppression water sys valve lineup verification noted.Caused by per- 
sonnel error. Personnel counseled.W/860924 Itr. 

DELL,C.J., STANDERFER,F.R. General Public Utilities Corp. - GPU Service Corp. 86/ 
09/24. 5pp. 38064:346-38064:350. 


T. Hearing transcripts on non-antitrust matters 

8610240376 Partially withheld memo informing Commission of NRR general findings & 
conclusions on preaccident RCS leak rate surveillance testing practices at facility & 
recommendations re operators involved in irregularities. 

STELLO,V. Office of the Executive Director for Operations. 86/04/01. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 39pp. 38352:207-38353:197. 

—8610240380 Transcript of JJ Blessing 841214 sworn statement re breech of physical 
security at TMI on 790713. 

BLESSING.J.J. Affiliation Not Assigned. 84/12/14. 3pp. 38353:139-38353:197. 

8610070099 Transcript of 860930 hearing in Bethesda,MD re leak rate data 

falsificatlon.Pp 2,310-2,514. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 224pp. 38114:118-38114:341, 

8610080338 Transcript of 861001 hearing in Bethesda.MD re leak rate data 

falsification.Pp 2,515-2,657. 

* Atomic Safety and Licensing Board Panel. 86/10/01. 151pp. 38138:188-38138:338. 

8610100745 Transcript of 861002 hearing in 6ethesda,MD re inquiry into TMI Unit 2 
leak rate data falsification.Pp 2,658-2,473. 

* Atomic Safety and Licensing Board Panel. 86/10/02. 98pp. 38200:309-38201:046. 

8610100609 Transcript of 861003 hearing in Bethesda,MD re leak rate data 

falsification.Pp 2,744-2,831 .Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/03. 95pp. 38202:163-38202:257. 

8610140301 Transcript of 861006 hearing in Bethesda.MD re inquiry into TMI Unit 2 
leak rate data falsification.Pp 2,832-3,006. 

* Atomic Safety and Licensing Board Panel. 86/10/06. 194pp, 38223:080-38223:273. 

8610140303 Transcript of 861007 hearing in Bethesda.MD re inquiry into TMI-2 leak 
rate data falsification.Pp 3,007-3,141. 

* Atomic Safety and Ucensing Board Panel. 86/10/07. 149pp. 38262:028-38262:176. 

8610100718 Prepared statement of JM Kidwell re inquiry into leak rate data 

fals'iftcation.Certificate of Svc encI.Related correspondence. 

KIDWELL.J.M. General Public Utilities Corp. - GPU Service Corp. KIDWELL, J.M. Gen- 
eral Physics Corp. #486 1027. 86/10/08. 5pp. 38200:297-38200:308. 


-8610100722 Prepared statement of Dl Olson re Inquiry into leak rate data 
falsification.Related correspondence. 

OLSON,D.I. General Public Utilities Corp. - GPU Service Corp. 86/10/08. 7pp. 
38200:302-38200:308. 

8610150070 Transcript of 861008 hearing in Bethesda.MD re leak rate data 

falsification.Pp 3,142-3,235.Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/08. 105pp. 38239:114-38239:218. 

8610230237 Transcript of Advisory Panel for Decontamination of TMI-2 861008 meeting 
in HarrisburaPAPp 1-71 .Supporting documentation end. 

* Advisory Council for Decontamination of TMI Unit 2. 86/10/08. 140pp. 38343:196- 
38343:335. 

8610150126 Transcript of 861009 hearing in Bethesda.MD re leak rate data 
falsification.Pp 3,236-3,401. Related info end. 

* Atomic Safety and Licensing Board Panel. 86/10/09. 157pp. 38243:229-38244:025. 

8610150131 Transcript of 861010 hearing in Bethesda.MD re leak rate data 

falsification.Pp 3,402-3,600.Related info end. 

* Atomic Safety and Licensing Board Panel. 86/10/10. 219pp. 38242:001-38242:219. 

8610160307 Transcript of 861014 hearing in Bethesda.MD re inquiry into TMI-2 leak 
rate data falsification.Pp 3,601 -3,771. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/14. 185pp. 38266:283-38267:107. 

8610170229 Transcript of 861015 hearing in Bethesda,MD re inquiry into TMI-2 leak 
rate data falsification.Pp 3,772-3,907.Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/15. 153pp. 38286:184-38286:336. 

8610200258 Transcript of 861016 inquiry in Bethesda,MD re leak rate data 

falsification.Pp 3,908-4,034. 

* Atomic Safety and Licensing Board Panel. 86/10/16. 134pp. 38295:173-38295:306. 

8610220167 Transcript of 861017 hearing in Bethesda,MD re inquiry into leak rate data 
falslfication.Pp 4,035-4,164. 

* Atomic Safety and Licensing Board Panel. 86/10/17. 144pp. 38325:021-38325:164. 

8610300288 Transcript of 861028 hearing in Bethesda,MD re inquiry into leak rate data 
falsification. Pp 4,165-4,299.Supportlng documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/28. 147pp. 38410:020-38410:166. 

8610310212 Transcript of 861029 hearing in Bethesda,MD re leak rate data 

faisificaiton.Pp 4,300-4,424.Related documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/29. 141pp. 38418:237-38419:013. 


V. Operator Examinations 

8610280521 Responds to appeal re denial of FOIA request for three categories of 
records concerning equipment qualification at facility.Forwards Documents 14-16 
listed on app.Documents 1- 13,17 & 20-22 withheld (ref FOIA Exemption 5). 

STELLO,V. Office of the Executive Director for Operations. 86/10/09. WEISS,E.R. 
Union of Concerned Scientists. 4pp. 38383:069-38383:087. 

-8610280533 Package of performance appraisal observations, including observation of 
TMI shift simulator use & ATWS response. 

* NRC - No Detailed Affiliation Given. 86/10/09. 15pp. 38383:073-38383:087. 

8610210263 Forwards Exam Rept 50-320/86-1 20L of exam administered on 860903- 
05. 

KISTER,H.B. Region 1, Office of Director. 86/10/14. STANDERFER.F. General Public 
Utilities Corp. - GPU Service Corp. 2pp, 38315:016-38315:056. 

-8610210269 Exam Rept 50-320/86-1 20L on 860903-05.Exam results:all candidates 
passed & issued licenses. 

COE,D., KELLER.R., KISTER,H. Region 1, Office of Director. 86/10/14. 39pp. 
38315:018-38315:056. 
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F. Security, medical, emergency & fire protection plans 


8610280278 Advises that offsite emergency news ctr moved from Appling County High 
School, Baxley,GA to Vidalia Operating Headquarters, Vidaiia.G A util permanent facility 
erected in 1987. 

GUCWA,LT. Georgia Power Co. 86/09/02. GRACE,J.N. Region 2, Office of Director. 
2pp. 38379:351-38379:352. 

8610010477 Forwards Insp Repts 50-321/86-26 & 50-366/86-26 on 860825- 29.No vio- 
lations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 86/09/23. MILLER,J.H. Georgia Power 
Co. 2pp. 38060:312-38060:314. 

-8610010483 Partially withheld Insp Repts 50-321/86-26 & 50-366/86-26 bn 860825-29 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas inspected:security program 
audit,records & repts,testing & maint & physical barriers. 

GIBSON,G.F., THOMPSON, D.H., MCGUIRE,D.R. Region 2, Office of Director. 86/09/ 
18. Ip. 38060:314-38060:314. 

8610020038 Ack receipt of scope/objectives & scenario for emergency preparedness 
exercise scheduled for 861023.Submittals appear to fulfill requirements.Detailed 
review will be conducted. 

BROWNLEE,V.L Region 2, Office of Director. 86/09/24. MILLER.J.H. Georgia Power 
Co. ip. 38070:086-38070:086. 

8610230265 Responds to NRC 860828 Itr re violations noted in Insp Repts 50-321/86- 
19 & 50-366/86-1 9.Encl withheld (ref 10CFR2.790 & 73.21). 

GUCWA,L.T. Georgia Power Co. 86/09/26, GRACE,J.N. Region 2, Office of Director. 
Ip. 38343:354-38343:354. 
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8610160177 Confirms 860929 request for meeting on 861113 to discuss App R jnso on 
861215-19. 

WALKER, R.D. Region 2. Office of Director. 86/10/03. MILLER, J.H. Georgia Power 
Co. ip. 38270:275-38270:275. 

8610220100 Responds to 860909 request for info re 10CFR50.48 fire protection imple- 
mentation deadlines.Addl mods re safe & alternate shutdown capabilities will be com- 
pleted by 861130. 

GUCWA,LT. Georgia Power Co. 86/10/10. MULLER, D. BWR Project Directorate 2 
3pp. 38324:291-38324:293. 

8610210342 Forwards Insp Repts 50-321/86-27 & 50-366/86-27 on 860915- 19.No vio- 
lations or deviations identified. 

BROWNLEE.V.L Region 2, Office of Director. 86/10/16. MILLER,J.H. Georgia Power 
Co. 2 pp. 3831 2:057-3831 2:069. 

-8610210343 Insp Repts 50-321/86-27 & 50-366/86-27 on 86091 5-1 9.No violations or 
deviations identified.Major areas inspected: fire protection/prevention & followup on 
previous insp items. 

MADDEN, P.M., CONLON.T.E. Region 2, Office of Director. 86/10/09. IIdd 
38312:059-38312:069. 


J. Insurance & indemnity information 

8610200290 Informs that 861006 submittal re financial info for 1986 satisfies require- 
ments of 10CFR1 40.21 for approved guarantee of payment for deferred premiums. 
NASH,D.A. Assistant Director for State & Ucensee Relations. 86/10/15 
HEADRICK,T.S. Dalton, GA. Ip. 38299:063-38299:063. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49. "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENtON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090184 Responds to NRC 860612 request for addi Info re scram discharge vol 
vent & drain valve closure times. 

GUCWA.lt. Georgia Power Co. 86/09/23, MULLER, D. BWR Project Directorate 2 
4pp. 381 81 :31 2-381 81 :31 5. j u me 


8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda.MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 

TH^DANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2 
48pp. 38275:315-38275:362. 

8610220074 Forwards updated list of correspondence w/NRC requiting written 
response.Util prepared to discuss mods to status rept & ack recent efforts to com- 
plete licensing action re updated primary coolant isolation valve tables. 

GUCWA,L.T. Georgia Power Co. 86/10/10. MULLER.D. BWR Project Directorate 2 
5pp. 38324:334-38324:338. 

8610280202 Summarizes facility organizational changes discussed on 860922 & further 
elaborated on 861007.Changes listed reflect util ongoing efforts to strengthen oper- 
ational safety & effectiveness of plants. 

GUCWA,L.T. Georgia Power Co. 86/10/13. GRACE, J.N. Region 2, Office of Director 
2pp. 38366:111-38366:112. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C 8 :BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610280555 Concurs w/NRC 860918 suggestion that util consider withdrawing 770830 
proposed changes to Tech Specs re spent fuel cask handling.Cask handling will be 
addressed under Tech Spec improvement program. 

GUCWA.L.T. Georgia Power Co. 86/10/20. MULLER.D. BWR Project Directorate 2 
ip. 38380:160-38380:160. 

8610290098 Forwards Amends 1 30 & 65 to Licenses OPR-57 & NPF-5. respectively & 
safety evaiuation.Amends revise Tech Specs to require addi sampling of gaseous ef- 
fluents following shutdown, startup or power level changes greater than 15%. 
RIVENBARK,GWV. BWR Project Directorate 2. 86/10/23. BECKHAM. J.T. Georgia 
Power Co. 2pp. 38394:340-38394:352. ^ 

-8610290105 Amends 130 & 65 to Licenses DPR-57 & NPF-5, respectively, revising 
Tech Specs to require addi sampling of gaseous effluents following shutdown, startup 
or power level changes greater than 15%. 

MULLER, D.R. BWR Project Directorate 2. 86/10/23. 9pp. 38394:342-38394:350. 


8610010044 Requests fee for 780803 & 1003.811118,820302 S 11 & 830812 applica- 
tions re inservice Insp & testing program requests for relief from ASME Code require- 
ments & related Tech Spec changes within 15 days of ltr receipt. 

DIGGS,R.M. License Fee Management Branch. 86/09/24. BECKHAM, J.T. Georoia 
Power Co. 1 p. 38056:231 -38056:231 . ^ 

8610100072 Remits fee for application re inservice insp/inservice testing.per 860715 re- 
quest 

GUCWA,LT. Georgia Power Co. 86/09/24. HOLLOWAY, C.J. License Fee Manaae- 
ment Branch. 2pp. 38191:290-38191:291. ^ 

8610010001 Forwards Amend 129 to License DPR-57 & safety evaluation. Amend up- 
dates Tech Spec Tables 3.7-1 & 3.7-4 to reflect current plant design re primary con- 
tainment isolation valves (PCIVs) & Section 3.7.D.1 on PCIV operability. 
RIVENBARK,Q.W. BWR Project Directorate 2. 86/09/25. BECKHAM, J.T. Georoia 
Power Co. 2pp. 38050:332-38050:355. ® 

-8610010003 Amend 129 to Ucense DPR-57, updating Tech Spec Tables 3.7-1 & 3 . 7.4 
to reflect current plant design re primary containment isolation valves (PCIVs) & revis- 
ing Section 3.7.D.1 to require that ail PCIVs be operable. 

MULLER, D.R. BWR Project Directorate 2. 86/09/25. 19pp. 38050:334-38050*352 


-8610010004 Safety evaluation supporting Amend 129 to Ucense DPR. 57 . 

Regulation, Director (post 851125). 86/09/25. 3pd. 

oouou:353-38050:355. 

8610090174 Responds to request for add! info re surveillance,maint & testinq proce- 
dures ensuing operability of safety-related equipment during proposed liMnse 
assure detection of degraded equipment & early correction 
^4713^147:355®' “ULLER.D. BWR Project Direotoiite 2 . 

860909 submittal re min river level Tech Specs 

^ ‘Sorate 2. 

8610060537 Forwards request for addi info clarifying 860616 request to revise Tech 
Specs re administration of safety review & plant review boards.lnfo should be orovid- 

change.within 60 days. ^ 

S Mlf3^'5!^W23^°”‘® BECKHAM, J.T. Georgia Power 

considerafion of issuance of amends to Licenses DPR- 
57 & NPF-5 & op^rtunity for prior heanng re 860909 proposed Tech Spec chanoes 
on min nver water level for continued operation. ^ cnanges 

RIVENBARK,G.W. BWR Project Directorate 2. 86/09/30. BECKHAM JT Geornia 
PowerCo. 2pp. 38142:170-38142:175. u,eorgia 

coi^slderatipn of Issuance of amends to Licenses DPR -57 & 

MULLER, D.R. BWR Project Directorate 2 . 86/09/30. 4pp, 38142:172-38142:175. 

dlacreparKies for 
^ BECKHAM,J.T. Georgta Power 

Sijjmits a^l info re fydrogen water chemistry testing under orovislons of 
Tech Specs Amend 1 25,per G Rivenbark request Radiokgical assessment of hurim 
Sgnjrte^r. ^ to.be ptwHded 

|?» 24 & 693 Sel«: 0 ^®' BWR Project Oireotomte 2 . 


-8610290110 Safety evaluation supporting Amends 130 & 65 to Licenses DPR -57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/23. 2dd. 

38394:351-38394:352. ^ 

8610300073 Forwards revised Tech Spec Page 3.7-13 inadvertently omitted from 
860925 Amend 129 to License OPR-57. 

RIVENBARK,G.W. BWR Project Directorate 2. 86/10/27. BECKHAM,J.T. Georgia 
Power Co. 3pp. 38408:200-38408:203. 

-8610300078 Tech Spec Page 3.7-13 to Amend 129 to License OPR-57 re violation of 
secondary containment integrity, surveillance while integrity maintained & after integrity 
violated. 

• NRC - No Detailed Affiliation Given. 86/10/27. Ip. 38408:203-38408:203. 

8610300417 Notification of 861104 meeting w/util in Bethesda.MD to discuss plans & 
status of licensing activities. 

RIVENBARK, G.VV. BWR Project Directorate 2. 86/10/29. MULLER, D.R. BWR Project 
Directorate 2. 2pp. 38411:232-38411:233. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, ‘Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610030073 Responds to violations noted in Insp Repts 50-321/86-20 & 60-366/86- 
20.Correctlve actlons;englneering evaluation of as-found configuration initiated & 
destan drawino modified to show acceptable installation w/o plain punched washers. 
GUCWA,LT. Georgia Power Co. 86/09/19. GRACE.J.N. Region 2 , Office of Director. 
3pp. 38088:139-38088:141. 

8610010477 Forwards Insp Repts 50-321/86-26 & 50-366/86-26 on 860825- 29.No vio- 
lations or deviations noted. 

BRqWNLEE.V.L Region 2, Office of Director. 86/09/23. MILLER, J.H. Georgia Power 
Co. 2pp. 38060:312-38060:314. 


-8610010483 Partially withheld Insp Repts 50-321/86-26 & 50-366/86-26 on 860825-29 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas lnspected:security program 
audit, records & repts, testing & maint & physical barriers. 

GIBSON, G.F., THOMPSON, D.H., MCGUIRE.D.R. Region 2 , Office of Director. 86/09/ 
1 8. 1 p. 38060:31 4-38060:31 4. 


8610060356 Fowards Insp Repts 50-321/86-25 & 50-366/86-25 on 860801 -29.Novio- 
jjtions or deviations not 6 d.Unresolved item noted In rept will be pursued during future 

BROWNLEE, y.L. Region 2, Office of Director. 86/09/23. MILLER.J,H. Georgia Power 
Co. 2 pp. 38089:139-38089:145. 


-861(^^369 Insp Rept 50-321/86-25 & 50-366/86-25 on 860801-29.No violation or 
de>riation noted.Major areas inspectediiicensee actions on previous enforcement 
v®rif*cation,maint observation & general employee training. 
NEJFELT,Q.M., IGNAT0N|S,A.J. Region 2 , Office of Director, 86 / 
09/19. 5pp, 38089:141-38089:145. 
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8610010044 Re 9 uests fee for 780803 & 1003,811118.820302 & 11 & 830812 applica- 
tions re inservice insp & testing program requests for relief from ASME Code require- 
ments & related Tech Spec changes within 15 days of Itr receipt. 

DIGGS, R.M. License Fee Management Branch. 86/09/24. BECKHAM, J.T. Georgia 
Power Co. 1 p. 38056:231 -38056:231 . 

8610100072 Remits fee for application re inservice insp/inservice testing, per 860715 re- 
quest. 

GUCWA,LT. Georgia Power Co. 86/09/24. HOLLOWAY, C.J. License Fee Manage- 
ment Branch. 2pp. 38191:290-38191:291. 

8610230265 Responds to NRC 860828 Itr re violations noted in Insp Repts 50-321/86- 
19 A 50-366/86-1 9.Encl withheld (ref 10CFR2.790 & 73.21). 

GUCWA,LT. Georgia Power Co. 86/09/26. GRACE, J.N. Region 2, Office of Director, 
ip. 38343:354-38343:354. 

8610080067 Forwards safety evaluation & SAIC-86/1628, “Second interval inservice 
Insp Program...," accepting inservice insp portion of inservice insp/inservice testing 
program.Review of inservice testing portion incomplete. 

MULLER.D.R. BWR Project Directorate 2. 86/09/29. BECKHAM, J.T. Georgia Power 
Co. 2pp. 381 42:1 76-381 42:246. 

--8610080069 Safety evaluation re inservice insp program & requests for relief. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/29. 13pp. 
38142:178-38142:190. 

-8604290277 "Second Interval Inservice Insp Program, El Hatch Nuclear Plant, Units 1 & 
2," technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. 86/04/30. NRC - No Detailed Affiliation Given. 56pp, 38142:191- 
38142:246. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & In PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H, Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

—8610080237 Update of status rept on BWR pipe crack & projection of licensee 
actions.Last status rept (SECY-85-265) covered reinsp & repair activities at number of 
plants. 

STELLO.V. Office of the Executive Director for Operations. 86/02/11. 5pp. 
38252:259-38252:263. 


8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 


8610210342 Forwards Insp Repts 50-321/86-27 & 50-366/86-27 on 860915- 19.No vio- 
lations or deviations identified. 

BROWNLEE,V.L. Region 2, Office of Director. 86/10/16. MILLER, J.H. Georgia Power 
Co. 2pp. 38312:057-38312:069. 

-8610210343 Insp Repts 50-321/86-27 & 50-366/86-27 on 86091 5-1 9.No violations or 
deviations identified.Major areas inspected: fire protection/prevention & followup on 
previous insp items. 

MADDEN, P.M., CONLON,T.E. Region 2, Office of Director. 86/10/09. 11pp. 
38312:059-38312:069. 

8610280196 Forwards Insp Repts 50-321/86-22 & 50-366/86-22 on 860728- 0801 & 
notice of violation. 

WALKER,R.D. Region 2, Office of Director. 86/10/17. MILLER,J.H. Georgia Power 
Co. 2pp. 38380:040-38380:076. 

-8610280207 Notice of violation from insp on 860728-0801. 

WALKER,R.D. Region 2, Office of Director. 86/10/17. 3pp. 38380:042-38380:044. 

-8610280220 Insp Repts 50-321/86-22 & 50-366/86-22 on 860728-0801. Violations 
noted:failure to perform matl verification & to adequately document & verify matl used 
duririg valve replacement. 

STADLER,S.D.. WILSON,B. Region 2, Office of Director. 86/09/26. 32pp. 38380:045- 
38380:076. 

8610280456 Forwards Insp Repts 50-321 /86-28 & 50-366/86-28 on 860830-0920 & 
notice of vioiation.Corrective actions taken or planned to improve effectiveness of fa- 
cility procedure upgrade program & completion dates requested. 

WALKER, R.D. Region 2, Office of Director. 86/10/20. MILLER,J.H. Georgia Power 
Co. 2pp. 38381 :244-38381 :257. 

-8610280459 Notice of violation from insp on 860830-0920. 

WALKER, R.D. Region 2, Office of Director. 86/10/20. 2pp. 38381:247-38381:248. 

-8610280462 Insp Repts 50-321/86-28 & 50-366/86-28 on 860830-0920. Violation 
noted:failure to comply w/Tech Spec surveillance requirement & failure to perform 
surveillance within required Tech Spec frequency. 

HOLMES-RAY.P., NEJELT.G.M., IGNATONIS,A.J. Region 2, Office of Director. 86/10/ 
17. 9pp. 38381:249-38381:257. 


8610090442 Forwards info in response to IE Bulletin 85-003, "Motor- Operated Valve 
Common Mode Failure During Plant Transients Due to Improper Switch Settings." Info 
satisfies requirements to provide written rept. 

BECKHAM, J.T. Georgia Power Co. 86/10/02. GRACE, J.N. Region 2, Office of Direc- 
tor. 248pp. 381 78:001-381 78:248. 

8610160430 Ack receipt of 860828 addi Itr informing NRC of steps taken to correct vio- 
lations noted in insp Repts 50-321 /86-1 1 & 50-366/86-11. 

BROWNLEE, V.L Region 2. Office of Director. 86/10/02. MILLER.J.H. Georgia Power 
Co. Ip. 38273:242-38273:242. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610160177 Confirms 860929 request for meeting on 861113 to discuss App R insp on 
861215-19. 

WALKER, R.D. Region 2, Office of Director. 86/10/03. MILLER.J.H. Georgia Power 
Co. Ip. 38270:275-38270:275. 

86101(W345 Further response to FOIA request for all records concerning allegations 
that Pullman Power Products employees intimidated QC inspectors.Forwards App F 
documents.App G & H documents withheld (ref FOIA Exemptions 7 & 5). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. FOWLER.L. Fowler, L. 
8pp. 3821 2:256-3821 2:329. 

-8610100378 Notification of 850905 SALP Board meeting w/util In Atlanta. GA to dis- 
cus SALP findings for Nov 1983 - Jun 1985.Related info end. 

Region 2, Office of Director. 85/08/09. Region 2, Office of Director. 2pp. 


8610060249 IE Compliance Bulletin 86-003. "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consdidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


86100800M IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Previously Approved Type B Packages." Svc list end. 

PiyJston of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 


Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp, 38259:018- 
38259:122. 


86102^15 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in insp Repts 5CF321 /86-1 9 & 50-366/86-1 9. 

WALKER^p. R^on 2, Office of Director. 86/10/15. MILLER.J.H. Georgia Power 
Co. Ip. 38331:020-38331:020. 


Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end, ** 

Emergency Preparedness & Engineering Response (Post 
P?®s®Mdated Edison Co. of New York, Inc. 93pp. 38331:192- 


8610290246 Confirms telcon between T Powers & RC Wilson establishing 861103-07 as 
date range for onsite equipment qualification insp.tnsp will include review of equip- 
ment qualification documentation files & physical insp of selected equipment. 
HEISHMAN,R.F. Vendor Program Branch. 86/10/22. BECKHAM,J.T. Georgia Power 
Co. 2pp. 38394:224-38394:225. 


R. Periodic operating reports & related correspondence 

8610140100 Monthly operating rept for Jul 1986.W/860815 Itr. 

KILROY,T., GUCWA,L.T. Georgia Power Co. 86/07/31. 10pp. 38227:205-38227:214. 


S. Reportable occurrences, LERs & related correspondence 

8610080056 Special Rept 1986-003:on 860907, vol in both fire protection water storage 
tanks dropped to less than 270,000 gallons. Caused by activation of deluge valves on 
south end of cooling tower IB. Failed air compressor replaced. 

GUCWA,L.T. Georgia Power Co. 86/09/22. GRACE, J.N. Region 2, Office of Director. 
2pp. 38133:333-38133:334. 

8610160252 LER 86-037-00:on 860906,one half primary containment isolation sys 
Group 2 isolation occurred.Caused by blown fuse & relay coil failure.Relay coil re- 
placed & one half Group 2 signal reset. W/86 1006 Itr. 

BAKER,R.D., GUCWA.LT. Georgia Power Co. 86/10/06. 6pp. 38273:337-38273:342. 

8610240030 LER 86-038-00:on 86091 3, RCIC inboard primary containment isolation sys 
valve failed to close during reactor cooldown. Caused by thermally induced 
binding. Valve verified operable when manually assisted from backseat.W/861013 Itr. 
BAKER,R.D., GUCWA,L.T. Georgia Power Co. 86/10/13. 5pp. 38346:054-38346:058. 

8610240032 LER 86-034-00:on 86091 2,RWCU sys isolation occurred on high differential 
flow.Caused by leaking valve due to matl failure.Valve removed,repaired & 
reinstalled.RWCU team formed to investigate problems.W/861013 Itr. 

BAKER,R.D.. GUCWA.LT. Georgia Power Co. 86/10/13. 5pp. 38346:033-38346:037. 


V. Operator Examinations 


8610140284 Requests withdrawal of K Cook Jul 1986 application to take reactor opera- 
tor exam offered on 860903 at plant. 

GUCWA,L.T. Georgia Power Co. 86/09/26. GRACE,J.N, Region 2, Office of Director. 
Ip. 38226:213-38226:213. 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 
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-8602140200 Forwards list of NRC personnel attending 860213 facility emergency exer- 
cise in response to Palladino 860129 request. List does not include Commission per- 
sonnel who may plan to attend. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. PLAINE.H.H. 
Office of the General Counsel. 2pp. 38252:257-38252:258. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow GrovePA.per TE Muiiey Aug 1986 Itr. 

MARTIN, T.T. Region 1, Office of Director. 86/10/08. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). SEIFF.J. Envi- 
ronmental Protection Agency. JOHANSON.R.L U.S. Coast Guard, Transportation, 
Dept. of. 9pp. 38350:223-38350:231. 

8610240195 Clarifies possible misunderstandings which may have resulted from plans 
submitted by util re action to be taken in event of radiological accident at facillty.No 
emergency plan to respond to accident adopted.Served on 861 023. 

GERARD1.JJ. Suffolk County. NY. #486 1234. 86/10/09. CHILK.S.J. Office of the 
Secret^ of the Commission. 3pp. 38347:094-38347:096. 

8610280316 Notification of 861103 meeting w/util in 6ethesda.MD to discuss util emer- 
gency response capabiiity.Agenda end. 

LO.R. PWR Project Directorate 4. 86/10/21. BUTLER.W.R. BWR Project Directorate 
4. 5pp. 38387:197-38387:201. 


G. Adjudicatory correspondence 

8610020068 Submits series of contentions re vital safety issues at Shoreham nuclear 
planLNRC regulations require that ASLB consider new info re safety of public.lssues 
should be addressed to protect safety of public.Served on 861001 . 

D’AMATO.A.M. Senate. #486 922. 86/09/26. MARGULIES.M.B. Atomic Safety and 
Licensing Board Panel. 3pp. 38064:359-38064:361. 

8610060329 Motion to reopen record on Contention 24.0 in proceeding for purpose of 
replacing Nassau Veterans Memorial Coliseum as reception ctr w/three util 
facilities.Affidavit of ED Robinson end. 

ZEUGIN.LB. Long Island Ughting Co. ZEUGIN.LB. Hunton & Williams. #486 0964. 
86/09/30. Atomic Safety and Licensing Board Panel. 7pp. 38098:072-38098:087. 

-8610060359 Affidavit of ED Robinson supporting new reception ctrs identified in 
860918 Rev 8 to offsite emergency plan. Certificate of Svc end. 

ROBINSON.E.D. Long Island Ughting Co. 86/09/30. 9pp. 38098:079-38098:087. 


8610080144 Reply opposing util 861003 response to interveners pleading re 
scheduling.Util attempt to limit answer to 861001 motion to five pages is example of 
attempt to establish new rules for proceeding.W/Certificate of Svc. 

LANPHER.LC. Suffolk County, NY. LANPHER,L.C. Kirkpatrick & Lockhait 
PALOMINO, F.G. New York. State of. #486 1009. 86/10/03. Atomic Safety and U- 
censing Board Panel. 6pp. 38137:169-38137:174. 

8610080267 Prehearing conference order ruling on listed contentions & establishing dis- 
covery schedule re facility.Served on 861006. 

MARGULIES.M.B., KLINE, J.R., SHON,F.J. Atomic Safety and Licensing Board Panel. 
#486 0970. 86/10/03. Office of the General Counsel. 32pp. 38136:139-38136:170. 

8610100141 Responds to 861002 request for further limited appearance session at 
Riverhead.NY.Requests denied, since comprehensive record of citizen positions ob- 
tained on 860905. Written statements may be submitted to Board.Served on 861006. 
MARGULIES,M.B. Atomic Safety and Licensing Board Panel. #486 1012. 86/10/07. 
BULLOCK.T. Suffolk County. NY. Ip. 38190:246-38190:246. 

8610100311 Notice of reconstitution of ASLB.JH Frye.chairrnan & MB Marguiies & OH 
Paris.members.Served on 861008. 

COTTER, B.P. Atomic Safety and Licensing Board Panel. #486 1013. 86/10/07. 2pp. 
38187:029-38187:030. 

8610100677 Advises that written limited appearance statements & other matls present- 
ed to Board at 860923,25 & 26 limited appearance sessions to be made part of 
record in proceeding. Copies will not be served on parties.Served on 861009. 
MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #486 1029. 86/10/07. 
CLEMENTS. W.L Docketing & Services Branch. Ip. 38200:212-38200:212. 

8610140266 Motion for admission of contentions submitted by AM D’ Amato 860926 Itr 
re inadequacy of util 860213 exercise.D'Amato contentions should accordingly be 
admitted.Certificate of Svc end. 

BROWN.H.H. Suffolk County, NY. BROWN.H.H. Kirkpatrick & Lockhart. 

PALOMINO.F.G. New York, State of. #486 1057. 86/10/08. Atomic Safety and U- 
censing Board Panel. 13pp. 38226:197-38226:209. 

8610100571 Brief on three ALAB-832 issues to be reviewed by Commission. ALAB-&32 
should be affirmed re rulings on admissibility of Contentions 22.B & 22.C & reversal of 
Board ruling on util evacuation plan for hosp patients.W/Oertificate of Svc. 
LETSCHE,K.J. Suffolk County, NY. LETSCHE.K.J. Kirkpatrick & Lockhart 

PALOMINO.F.G. New York, State of. #486 1040. 86/10/09. Commissioners. 30pp. 
38199:209-38199:238. 


8610060242 Discovery rept re schedule concerning emergency planning exercise, per 
860924 verbal order.Certificate of Svc end. Related correspondence. 
BORDENICK,B.M. Assistant General Counsel for Hearings. #486 0959. 86/10/01. 
4pp. 38089:075-38089:078. 

8610060250 Forwards EL Jordan 860930 memorandum to FEMA re FEMA review of util 
Revs 7 & 8 to offsite plan.Related correspondence. 

BORDENlCK,B.M. Assistant General Counsel for Hearings. #486 0962. 86/10/01. 
MARGULIES.M.B., SHON,F.J., KLINE, J.R. Atomic Safety and Licensing Board Panel. 
2pp. 38089:279-38089:280. 

8610060295 Response to ASLP 860924 request for submission of proposed order re util 
documentation of emergency planning exercise. Documents will be requested once 
discovery begins.Proposed order encl.W/Certificate of Svc. 

LANPHER.LC. Kirkpatrick & Lockhart. PALOMINO.F.G. New York. State of. 
LATHAM,S.B. Southampton, NY. #486 0963. 86/10/01. Atomic Safety and Licensing 
Board Panel. 13pp. 38090:342-38090:354. 


86100M525 Requests that attached listed correspondence be served on emergency 
plan svc tistServed on 861002. 

KERR.K. Atomic Safety and Licensing Board Panel. #486 0947. 86/10/01. 
CLEMENTS,W.L Docketing & Services Branch. 1p. 38118:018-38118:030. 

—8610060527 Discusses ASLB plan to conduct hearing on 860213 re util emergency 
plan & exercise.Suggests that one limited appearance session be held in Nassau 
County to infomn Board of views. 

DEUEL,LS. Affiliation Not Assigned. 86/08/15. MARGULIES.M.B., KLINE, J.R 
SHON,F.J. Atomic Safety and Licensing Board Panel. Ip. 38118:019-38118:019. 


-6610060964 Fonvards resolution against facility.Requests that resolution become part 
of official record opposing full power operation of facility within 10-mile zone. 
POSNACK.R. Middle Island Teachers Association, Inc. 86/09/17. Atomic Safety and 
Licensing Board Panel. 7pp. 3811 8:020-381 1 8:026. 

-8610060966 Comments on facility emergency plan exercise.NRC is not following laws 
mandated by Congress.Supports people of Long Island request that facility not be al- 
lowed to operate. 

BIANCHI.I.W. New York, State of. 86/09/23. MARGULIES.M.B. Atomic Safety and U- 
censmg Board Panel. 3pp. 381 18:027-381 1 8:029. 

-8610070527 Consents on hearings In Suffolk County re testing of facility evacuation 
plan.Requests that Commission approve evaluation plan & implement licensinq of 
plant. ” 

JAFFE.E,H. Aviation Not ^n^ ^/ 11/24. MARGULIES.M.B. Atomic Safety and 
Licensing Board Panel. Ip. 38118:030-38118:030. 


Pt'Oposed form of order setting schedule for hearing on 86021 
FEn^-gr^ed offs^e em^gency pianning exercise. Enel schedule currently presume 
of inteivenors contentions.Certificate of Svc end. 

Co. IRWIN.O.P. Hunton & Williams. #486 0998. 8« 
10/01, Atomic Safety arKi Licensing Board Panel. 15pp. 38166:338-38166:352. 

applicant motion & proposed form of order respectir 
h^rtgsA^sw^ to moton essential unless ASLB sua spon 
i^tim & related portions of proposed order. 

LAIS8®HER,L.C. Stiffolk (bounty, NY. l.ANPHER,L.C. Kirkoatrick & Lockhart iear 


^ interveners 861002 Itr pieadina concemii 
unsubstsmtiated & unsupportable reque 


8610100759 Brief on issues under Commission review per 860919 order, including 

g lume emergency planning zone size & emergency planning for hosps-Certlficate of 
VC end. 

BORDENICK,B.M. Assistant General Counsel for Hearings. #486 1039. 86/10/09. 
Commissioners. 35pp. 38198:241-38198:275. 

8610140249 Brief on three issues addressed in Commission 860919 order. Requests 
that Commission reverse ASLAB determinations that Contentions 22.B & 22.C imper- 
missibly excluded for litigation.Certificate of Svc end. 

MCCLESKEY.K.E. Long Island Lighting Co. MCCLESKEY.K.E. Hunton & Williams. 
#486 1058. 86/10/09. NRC - No Detailed Affiliation Given. 39pp. 38226:001- 
38226:039. 

8610140329 Request for 10-day enlargement of time for consideration of ASLB 861003 
prehearing conference order.Notice of appearance of WR Gumming, notice of with- 
drawal of P Meintire & Certificate of Svc end. 

GUMMING, W.R. Federal Emergency Management Agency. #486 1048. 86/10/09. 
Atomic Safety and Licensing Board Panel. 5pp. 38224:158-38224:162, 

8610200023 Motion for review of Parts II & 111 of 860919 ALAB-847 reversing LBP-85-12 
concerning Contention 1 1 re util emergency plan command & control 
strategies.ASLAB refused to deal w/ASLB factual findings.W/CertIficate of Svc. 
LANPHER.LC. Suffolk County. NY. LANPHER.LC. Kirkpatrick & Lockhart 
PALOMINO.F.G. New York, State of. #486 1099. 86/10/09. Commissioners. 15pp. 
38293:244-38293:258. 

8610220261 Forwards Itr published in Newsday re hearing on evacuation plan for facility 
held in RIverhead.NY.Evacuation presents no problems.Served on 861020. 

FOLEY, J. Affiliation Not Assigned. #486 1181. 86/10/09. MARGULIES.M.B. Atomic 
Safety and Licensing Board Panel. 4pp. 38323:267-38323:270. 

8610140347 Notifies that limited appearance statements & petitions received by Board 
at 860925 hearing & filed in related correspondence portion of administrative record 
of proceeding on 861010 will not be served.Served on 861010. 

CLEM ENTS, W.L. Docketing & Services Branch. #486 1042. 86/10/10. Office of the 
General Counsel. 1 p. 38224:148-38224:148. 

8610150109 Rrst set of interrogatories & request for production of documents.Notice of 
appearance & Certificate of Svc encl. Related correspondence. 

CASEY.S.M. Suffolk County, NY. CASEY, S.M. Kirkpatrick & Lockhart, #486 1062. 86/ 
10/10. Long Island Lighting Co. 20pp. 38246:098-38246:117. 

8610150201 Order granting FEMA 10-day extension to request reconsideration of 
861003 prehearing conference order ruling on contentions & establishing discovery 
schedule.Senred on 861014. 

FRYE.J.H. Atomic Safety and Licensing Board Panel. #486 1072. 86 / 10 / 10 . Federal 
Emergency Management Agency. Ip. 38241:294-38241:294. 

8610150214 First set of interrogatories for production of documents. W/ Certificate of 
Svc.Related correspondence. 

LANPHER,LC. Suffolk County, NY. LANPHER,L.C. Kirkpatrick & Lockhart. #486 
1059. 86 / 10 / 10 . Office of the General Counsel. 15pp. 38241:279-38241:293. 

8610200216 Response supporting util 860930 motion to reopen evidentiary record to re- 
place Nassau Veterans Memorial Coliseum as reception ctr w/Hicksville,Bellmore & 
Roslyn Operations Ctrs.Certiflcate of Svc encl. 

BORDENICK.B.M, Assistant General Counsel for Hearings. #486 1094. 86/10/10. 
Atomic Safety and Licensing Board Panel. 6 pp. 38294:200-38294:205. 

8610150088 Advises that efficient evacuation plan seems impossible due to heavy traf- 
fic problems.Supports encl Rocky Point Civic Assoc resolution.Map also 0 ncl.^rved 
on 861014. 

* North Shore Beach Association. Inc. #486 1077. 86/10/14. NRC - No Detailed Af- 
filiation Given. 6 pp. 38252: 1 34-38252:1 39. 
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8610200217 Motion of Governor MM Cuomo.representing State of NY, to compel pro- 
duction of audit rept on facility personnel & motion for expedited 
consideration.Certificate of Svc end. 

ZAHNLEUTER,R.J. New York. State of. #486 1111. 86/10/14. Commissioners. 37pp. 
38294:206-38294:242. 

8610210085 Requests explanation for removal of Judges Margulies & Kline from post- 
exercise litigation due to schedule conflicts.Commission directed in CLI-86-11 that if 
available Margulies Board preside over post-exercise litigation. 

BROWN, H.H. Suffolk County. NY. BROWN.H.H. Kirkpatrick & Lockhart. #486 1140. 
86/10/14. COTTER.B.P. Atomic Safety and Licensing Board Panel. 3pp. 38306:216- 
38305:218. 

8610210232 Suffolk County.State of NY & town of Southhampton opposition to util 
motion to reopen evidentiary record on Contention 24.0 in proceeding for purpose of 
replacing Nassau Veterans Memorial Coliseum as reception ctr.Certificate of Svc end. 
LETSCHE,K.J. Suffolk County. NY. PALOMINO, F.G. New York. State of. LATHAM.S.B. 
Southampton, NY. #486 1139. 86/10/14, Atomic Safety and Licensing Board Panel. 
30pp. 38315:127-38315:157. 

8610210243 Response of Suffolk County.State of NY & town of Southhampton oppos- 
ing FEMA request for enlargement of time to respond to ASLB prehearing conference 
order.Certificate of Svc end. 

UNPHER.LC. Suffolk County, NY. PALOMINO, F.G. New York. State of. 
LATHAM.S.B. Southampton, NY. #486 1137. 86/10/14. Atomic Safety and Licensing 
Board Panel. 6pp. 38313:152-38313:157. 

8610210220 Motion for extension until 861027 to file objections to ASLB 861003 pre- 
hearing conference order.Certificate of Svc end. 

REiS,E.J. Assistant General Counsel for Hearings. #486 1133. 86/10/15. Atomic 
Safe^ and Licensing Board Panel. 4pp. 38313:287-38313:290. 

8610210238 Suffolk County.State of NY & town of Southhampton motion for reconsider- 
ation & response to motion for time extension to file objections to prehearing confer- 
ence order.Certificate of Svc end. 

LETSCHE,K.J. Suffolk County. NY. PALOMINO.F.G. New York, State of. LATHAM.S.B. 
Southampton, NY. #486 1136. 86/10/15. Atomic Safety and Licensing Board Panel. 
7pp. 38314:355-38314:361. 

8610210247 First set of interrogatories re emergency preparedness exercise.Certificate 
of Svc encI.Related correspondence. 

LETSCHE.K.J. Suffolk County. NY. LETSCHE,K.J. Kirkpatrick & Lockhart. #486 1138. 
86/10/15. Office of the General Counsel. 21pp. 38313:221-38313:241. 

8610220219 Suffolk County.State of NY & town of Southhampton motion to reopen 
record to consider new evidence re three offsite emergency planning issues.including 
withdrawal of WALK Radio as primary emergency broadcast sys. 

BROWN.H.H. Suffolk County, NY. PALOMINO.F.G. New York. State of. UTHAM.S.B. 
Southampton, NY. #486 1163. 86/10/15. Atomic Safety and Licensing Board Panel. 
27pp. 38324:197-38324:247. 

-8610220221 Affidavit of S Miller in support of Suffolk County.State of NY & town of 
Southhampton 861015 motion to reopen record. Certificate of Svc end. 

MILLER, M.S. Suffolk County. NY. MILLER, M.S. Kirkpatrick & Lockhart. 86/10/15. 
24pp. 38324:224-38324:247. 

8610200103 Reply brief requesting util & NRC 861006 briefs on three issues addressed 
in Commission 861019 Order ALAB-832 re emergency planning be rejected. ASLB rul- 
ings should be affirmed. W/Certificate of Svc. 

ASHARE.M.B. Suffolk County, NY. CANPHER,L.C. Kirkpatrick & Lockhart 
PALOMINO.F.G. New York, State of. #486 1106. 86/10/16. Commissioners. 20pp. 
38290:015-38290:034. 

8610210159 Order extending time until 861027 for parties to act to file objections to 
861003 prehearing conference order.Request for reconsideration of 861010 order 
denied.Served on 861017. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #486 1151. 86/10/16. Office of 
the General Counsel. 2pp. 38308:166-38308:167. 

8610220099 Responds to 861014 Itr re reconstitution of Licensing Board in emergency 
planning exercise phase of proceedIng.Expanding emergency planning cases required 
establishment of reconstituted board to prevent delays.Served on 861020. 
COTTER.B.P. Atomic Safety and Licensing Board Panel. #486 1190. 86/10/17. 
BROWN,H.H. Kirkpatrick & Lockhart. Ip. 38326:264-38326:264. 

8610220102 Responds to 861014 Itr re reconstitution of ASLB presiding in emergency 
planning exercise segment of proceeding.AII pending proceedings could not be heard 
in reasonable time frame by single board.Served on 861020. 

COTTER.B.P. Atomic Safety and Licensing Board Panel. #486 1189. 86/10/17. 
D’AMATO,A.M. Senate. 2pp. 38324:298-38324:299. 

8610220111 Notice of ASLB 861007 reconstitution. JH Frye.chairman & OH Paris & FJ 
Shon.members. 

COTTER.B.P. Atomic Safety and Licensing Board Panel. #486 1188. 86/10/17. 2pp. 
38324:312-38324:313. 

8610220185 Forwards L Grasso Itr re 860925 limited appearance statement alleging 
NRC receipt in advance of util brief re State of New York, Suffolk County & town of 
Southampton contentions & secret relationship between NRC & util.Served on 
861020. 

FRYE,J.H. Atomic Safety and Licensing Board Panel. #486 1187. 86/10/17. 
PARLER.W.C. Office of the General Counsel. 1p. 38327:316-38327:323. 

— 86102SK)201 Discusses 860925 testimony re NRC secret receipt in advance of util brief 
re State of New York,Suffolk County & town of Southampton 
contentions.Collaboration of NRC & util aileged.Related info end. 

GRASSO.L. Suffolk Ufe Newspapers, Riverhead, NY. 86/10/08. MARGULIES.M.B., 
KLiNE,J.R., SHON,F.J. Atomic Safety and Licensing Board Panel. 7pp. 38327:317- 
38327:323. 

8610240098 Requests scheduling of second series of public hearings due to replace- 
ment of two of three judges on licensing board.New judges should be afforded oppor- 
tunity for personal contact & info provided by area residents. 

BLASS, G.J. Suffolk County. NY. #486 1211. 86/10/17. 2ECH.LW.. ASSELSTINE,J.K. 
Commissioners. BERNTHAL,F.M. Office of Nuclear Reactor Regulation, Director ^st 
851 125). 2pp. 38346:154-38346:155, 


8610240222 Notice of R Benacki deposition on 861125 in Washington,DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY,S.M. Suffolk County, NY. CASEY,S.M. Kirkpatrick & Lockhart #486 1240. 86/ 

1 0/20. 2pp. 38355:001 -38355:032. 

-8610240225 Notice of P Giardina deposition on 861119 in Washington,DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY.S.M. Suffolk County. NY. CASEY.S.M, Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:003-38355:004. 

-8610240227 Notice of P Mclntire deposition on 861204 in Washington, DC re duties & 
responsibilities as member of FEMA command post during 860213 exercise of offsite 
emeraency plan.Related correspondence. 

CASEY.S.M. Suffolk County. NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:005-38355:006. 

-8610240229 Notice of M Jackson deposition on 861201 in Washington, DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY.S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart 86/10/20. 2pp. 
38355:007-38355:008. 

-8610240231 Notice of P Kowieski deposition on 861117 in Washington, DC re duties & 
responsibilities as FEMA oversight evaluator during 860213 exercise of util offsite 
emergency plan. Related correspondence. 

CASEY,S.M. Suffolk County. NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:009-38355:010. 

-8610240234 Notice of C Malina deposition on 861120 In Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY, S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20, 2pp. 
38355:011-38355:012. 

—8610240236 Notice of W Gasper deposition on 861201 In Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY,S.M. Suffolk County. NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:013-38355:014. 

-8610240239 Notice of P Lut 2 deposition on 861125 in Washington.DC re duties & re- 
sponsibilities as FEMA evaluator of util offsite emergency response during 860213 ex- 
ercise of offsite emergency pian.Related correspondence. 

CASEY.S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:015-38355:016. 

-6610240240 Notice of A Smith deposition on 861121 in Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY, S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:017-38355:018. 

-8610240243 Notice of H Fish deposition on 861119 in Washington,DC re duties & re- 
sponsibilities as FEMA evaluator of util offsite emergency response during 860213 ex- 
ercise of offsite emergency plan.Related correspondence. 

CASEY, S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart 86/10/20. 2pp. 
38355:019-38355:020. 

-8610240244 Notice of C Saricks deposition on 861124 in Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY,S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:021-38355:022. 

-8610240247 Notice of D Jankowski deposition on 8^1124 in Washington.DC re duties 
& responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY,S.M. Suffolk County, NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:023-38355:024. 

-8610240248 Notice of J Keller deposition on 861202 in Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Related correspondence. 

CASEY, S.M. Suffolk County. NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:025-38355:026. 

-8610240249 Notice of T Baldwin deposition on 861203 in Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Reiated correspondence. 

CASEY.S.M. Suffolk County. NY. CASEY.S.M. Kirkpatrick & Lockhart. 86/10/20. 2pp. 
38355:027-38355:028. 

-8610240251 Notice of H Laine deposition on 861120 in Washington.DC re duties & 
responsibilities as FEMA evaluator of util offsite emergency response during 860213 
exercise of offsite emergency plan.Reiated correspondence. 

CASEY.S.M. Suffolk County. NY. CASEY.S.M. Kirkpatrick & Lockhart 86/10/20. 2pp, 
38355:029-38355:032. 

8610280260 Opposition to Suffolk Couqty.State of NY & town of Southampton 861008 
request that ASLB admit four emergency planning contentions by AM D' Amato as ad- 
junct to intevenors contentions or sua sponte issues.W/Certificate of Svc. 
MCCLESKEY.K.E. Long island Lighting Co. MCCLESKEY,K.E. Hunton & Williams. 
#486 1264. 86/10/20. Atomic Safety and Licensing Board Panel. 11pp. 38379:276- 
38379:286. 

8610240213 Motion for rescission of 861007 notice of reconstitution of Board & 861017 
clarification of notice, removing Margulies & Kline from Board.Situation does not com- 
port w/govts due process rightW/Certificate of Svc. 

BROWN, H.H. Suffolk County, NY. BROWN.H.H. Kirkpatrick & Lockhart 
PALOMINO.F.G. New York, State of. #486 1231. 86/10/22. Atomic Safety and Li- 
censing Board Panel. 13pp. 38347:304-38347:316. 
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8610240218 Forwards motion for rescission of ASLB 861007 notice of recor^titution (rf 
Board & 861017 clarification of notice. Action to remove Margulies & Kline from Board 


srbi^SLrv V//o oncl 

BROWN, H.H. Suffolk County, NY. BROWN, H-H. New York, State of. BROWN, HH. 
Southampton, NY. #486 1230. 86/10/22, COTTER, B.P. Atomic Safety and Licensing 
Board Panel. 3pp. 38348:157-38348:159. 


8610290287 Forwards motion for recission of 861007 & 17 notices of reconstitution of 
board.Govts of Suffolk County,State NY 8 town of Southampton object to removal of 
Judges Mffl’oulies & Kl'ien w/o notice or explanation. ^ 

BROWN,H.H. Suffolk County, NY. BROWN,H.H. Kirkpatnck & Lockhart. #486 1287. 
86/10/22. COTTER,B.P. Atomic Safety and Licensing Board Panel. 3pp. 38401:001- 
38401:016. 


8610270102 Response opposing Suffolk County.State of NY & town of Southampton 
861009petitionforrevjewofAlAB-847. Certificate of Svc end. _ 

PERLIS.R.G. Assistant General Counsel for Hearings. #486 1255. 86/10/23. Commis- 
sioners. 12pp. 38358:343-38358:355. 


8610280135 Response in support of MM Cuomo 861014 motion to compel production 
of audit rept on util personnel training 8 qualification 8 motion for expedited consider- 
ation. Certificate of Svc end. . ^ 

BROWN, H.H. Suffolk County, NY. BROWN, H.H, Kirkpatnck & Lockhart. #486 1276. 
86/10/24. Commissioners. 6pp. 38368:256-38368:261. 


8610280171 Advises that WTC ofc will be moved to new location in New York.NY. 
GUNDRUM.M.M. New York, State of. #486 1278. 86/10/24. Docketing 8 Services 
Branch. Ip. 38366K}84-38366:084. 


8610280216 Answers opposing Suffolk County,State of NY 8 town of Southampton 
861009 petition for review of ALAB-847 re conflict of interest issue (Contention 11)8 
reconsideration of CLI-86-13.Certificate of Svc end. 

CHRISTMAN,J.N. Long Island Lighting Co. CHRISTMAN,J.N. Hunton 8 Williams. 
#486 1269. 86/10/24. Commissioners. 1 1pp. 38366:235-38366:245. 


8610300121 Notice of appearance in proceeding 
OONEGAN.K.L Long Island Ughting Co. DO 
1300. 86/10/27. 4pp. 38405:185-38405:188. 


.Certificate of Svc end. 

NEGAN.K.L Hunton 8 Williams. #486 


8610300129 Answer to Suffolk County.State of NY 8 town of Southampton 861015 
motion to reopen record-Commisslon should decline to reopen record on congregate 
care ctrs due to failure to meet stds for admittirig late contentions. 

CHRISTMAN, J.N. Long Island Ughting Co. c5HRISTMAN,J.N. Hunton 8 Williams. 
#486 1299. 86/10/27. Atomic Safety and Ucensing Board Panel. 13pp. 38405:199- 
38405:212. 


8610300132 Response 8 objections to Suffolk County 861010 first set of interrogatories 
8 request for production of documents. Documents have little or no relevance to ad- 
mitted contentions. W/Certificate of Svc.Related correspondence. 

ZEUGIN.LB, Long Island Ughting Co. #486 1301. 86/10/27. Suffolk County, NY. 
20pp. 38404:068-38404:087. 

6810300249 Motion to reconsider ASLB 861003 prehearing conference order re stds 
adopted for admission of contentions In hearings on FEMA evaluations of util emer- 
gency preparedness plan exercises. 

GUMMING, W.R. Federal Emergency Management Agency. #486 1294, 86/10/27. 
Atomic Safety and Licensing Board Panel. 17pp. 38404:201-38404:222. 

-8610300252 Affidavit of RS Wllkerson re ASLB 861003 prehearing conference order 
concerning contentions 8 establishment of discovery schedule.Order reflects misun- 
derstanding of exercise evaluation process.Certificate of Svc end. 

WILKERSON,R.S. Federal Emergency Management Agency. 86/10/27. 6pp. 
38404:217-38404:222. 


6810300161 Memorandum 8 order denying interveners 861008 motion to admit Senator 
D’Amato 860926 contentions re emergency preparedness, info from Chernobyl acci- 
dent 8 inadequacies of 860213 exercise into proceeding.Served on 861029. 

PARIS, O.H., SHON,F.J.. FRYE.J.H. Atomic Safety and Licensing Board Panel. #486 
1291. 86/10/28. New York. State of. 8pp. 38405:053-38405:060. 


J. Insurance & indemnity information 


8610240323 Forwards complete application package for renewal of SPDES permit,Stale 
of NY notice of complete application, draft permit for Item 1 8 application for permit for 
bldg sanitary waste sys. 

BRrTT,L.F. Long Island Lighting Co. 86/10/10. LO,R. NRC - No Detailed Affiliation 
Given. 54pp. 38350:301-38350:354. 

8610230062 Generic Ltr 86-17 to all BWR licensees 8 applicants re availate'lity ol 
NUREG-1169, “Technical Findings re Generic Issue (D8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BtRNERO.R.M. Division of Boiling Water Reactor (BWR) Ucensing. 86/10/17. Com- 
monwealth Edison Co. 31 pp, 38411:266-38411:296. 


Q. inspection reports, IE Bulletins 8 correspondence 


8103300409 IE Info Notice 81-32, “Transfer 8/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection 8 Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection 8 Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, “Rupture of Nomina) 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidel- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610200390 Partial response to FOIA request. Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30, HOLMES, G.A. MHBTecti- 
nicai Associates. 7pp. 38335:142-38335:212. 

-8610200423 Advises that author obtained listed info which may be of use in develop- 
ing seismic reverification program for Diablo Canyon. Related info end. 

* NRC - No Detailed Affiliation Given. 81/10/28. NRC - No Detailed Affiliation Given 
37pp. 38335:151-38335:212. 

6609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Ucensess for 
Willful Failure to Rept Misadministratlons." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100351 Responds to FOIA request for SECY-85-386 & EGG-EA-6829 re enriron 
qualification audit for Clinton Power Station. Forwards App A & B documents, App A 
documents completely & partially withheld (ref FOIA Exemptions 5 & 6,respectivety) 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. CONNOR.L Doc-Search 
Associates. 5pp. 38212:091-38212:156. 

-5610100389 Partially withheld memo forwarding rept re GW Henry 850117 allegations 
concerning responsiveness of Region I inspectors.lnquiry uncovered no Info substanti- 
ating allegations.inquiry closed. 

CONNELLY.S.R. Office of Inspector & Auditor. 85/07/31. DIRCKS.W.J. Office of the 
Executive Director for Operations. 2pp. 38212:099-38212:100. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610100477 Forwards NEDC-31322, "BWR Owners Group Rept on Operational Design 
Basis of Selected Safety-Related Motor-Operated Valves," in response to IE Bulletin 
85-003. Response to Items a-d of bulletin also end. 

LEONARD, J.D. Long Island Lighting Co. 86/10/08. MURLEY.T.E. Region 1, Office of 
Director. 11pp. 38194:009-38194:107. 


8610010527 Forwarcte 1986 internal cash flow projections, per 10CFR140.21 require- 
ments re licensee guarantee of payment of deferred premiums.Enci follows format for 
cash flow statement contained in Sept 1976 Reg Guide 9.4. 

LEONARD.J.D. Long Island Lighting Co. 86/09/22. DENTON, H. Office of Nuclear Re- 
actor Regulation. Director (post 851125). 2pp. 38060:170-38060:171. 


P. Operating license stage documents 6 corrsepondence 


-8610100510 "BWR Owners Group Rept on Operational Design Basis of Selected 
Safety-Related Motor-Operated Valves.’' , 

HOWARD.R.W., SAWABE,J.K., REICH, R.T. BWR Owners Group. NEDC-31322. 06/ 
09/30. 88pp. 381 94:020-381 94: 1 07. 

8610170220 Forwards Safety Insp Rept 50-322/86-14 on 860716-0831. 

KISTER,H.B. Region 1, Office of Director. 86/10/09. LEONARD,J.D. Long island 
Ughting Co. 5pp. 38279:288-38279:318. 


8610290012 FOIA request for ait ltrs,depo$itions 6 other communications re facilities. 
DICK.W.G. Affiliation Not Assigned. 86^9/11. NRC - No Detailed Affiliation Given. Ip. 
38399:255-38399:265. 


8809230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H-R, Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


8610090507 Requests deletion of listed section of Paragraph 13.1.3.3 of FSAR re maint 
manager position requirements.Fee paid. 

LEONARD, J.D. Long Island Ughting Co. 86/10/03, DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38178:358-38178:360. 


8610100351 Responds to FOIA request for SECY-85-386 & EGG-EA-6829 re environ 
qualification audit for Clinton Power Station. Forwards App A & B documents-App A 
documents completely & partially withheld (ref FOIA Exemptions 5 & 6,respectlvely). 
GR1MSLEY,D.H. Division of Rules and Records. 86/10/06. CONNOR.L Doc-Search 
Associates. 5pp. 38212:091-38212:156. 


-8610100376 Partially withheld affirmative adjudicatory issue re CBS 850324 broadcast 
of "60 Minutes" on const of Shoreham. 

MALSCH,M.G. Deputy General Counsel. 85/12/05. 3pp. 38212:096-38212:098. 


-8610170221 Insp Rept 50-322/86-14 on 86071 6-0831. No unacceptable condlliow 
noted.Open items noted:safety sys actuations from electrical assembly breaker spuri- 
ous trips & 1 0CFR21 rept re escape airlock. 

STROSNlDER,J.R. Region 1, Office of Director. 86/10/07. 26pp. 38279:293- 
38279:318. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of CJertain Previously Approved Type B Packages. ' Svc list end. 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Respons®® 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


86100S0071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 


fer." Svc list end. 

JORDAN, E.L. Divisjon of Emergency Preparedness & 
830103). 86/10/10. Consolidated Edison Co. of New 
38259:122. 


Engineering Responw (PjJ* 
Yor^ Inc. 105pp. 38259:018- 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. ^ 

JORDAN.E.L Division of Emergency Preparedness & Engineering Responw (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331.W* 
38331:284. 
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8610100107 SuppI 1 to IE info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response <Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & reiated correspondence 

8610100128 Monthly operating rept for Jul 1986.W/860805 itr. 

KELLY, D.. STEIGER, W.E. Long Island Lighting Co. 86/07/31. 4pp. 38189:355- 
38189:358. 


S. Reportable occurrences, LERs & reiated correspondence 


8610020502 Forwards LERs 86-035-00 & 86-036-00. 

STEIGER, W.E. Long Island Lighting Co. 86/09/26. Record Services Branch (Docu- 
ment Control Desk). Ip. 38071:079-38071:086, 

-8610020507 LER 86-035-00:on 860828, unplanned actuation of RWCU sys occurred 
during monthly surveillance testC^used by relanding lead prior to resetting isolation 
logic.Tsolation logic reset & sys returned to svc. 

GRUNSEICH.R.W. Long Island Lighting Co. 86/09/26. 3pp. 38071:080-38071:082. 

-8610020511 LER 86-036-00:on 860926,heat trace control switch for drywell gas partic- 
ulate radiation monitor discovered in off position, rendering monitor skid 
inoperable.Caused by procedural deficiency.Procedures revised. 

GRUNSEICH.R.W. Long Island Lighting Co. 86/09/26. 4pp. 38071:083-38071:086. 

8610100489 LER 86-037-00:on 860908.fire watch missed in relay room. Caused by in- 
advertent C02 injection into normal switchgear room forcing evacuation of control 
bldg.Fir6 watch reestablished.W/861003 itr. 

GRUNSEICH,R.W.. STEIGER.W.E. Long island Lighting Co. 86/10/03. 5pp. 
38193:266-38193:270. 


8610280261 Responds to 860801 request to review NRC final SER (NUREG-1216) re 
TDI diesel engines to determine scope of changes to OLRevs to program required to 
implement amends will be completed by 870601 . 

LfoNARD.J.D. Long Island Lighting Co. 86/10/14. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38379:287-38379:288. 


T. Hearing transcripts on non-antitrust matters 

8610020227 Transcript of 860923 limited appearance session in Hauppauge.NY re 
emergency preparedness exercise. Pp 16,214-16,404. 

* Atomic Safety and Licensing Board Panel. 86/09/23. 199pp. 38067:109-38067:307. 

8610010248 Transcript of 860924 hearing in Hauppauge.NY.Pp 16,515- 16,629. 

* Atomic Safety and Licensing Board Panel. 86/09/24. 118pp. 38055:235-38055:352. 


-8310180107 Forwards 830929 transmittal of info from RL Cloud Assoc re AISC 1-6 & 
M-9 concerning buckling issue in SSER 18. 

SCHIERLING.H. Licensing Branch 3. 83/10/03. Licensing Branch 3. 9pp. 38336:154- 
38336:162. 

-8311010064 Forwards list of info needed to conduct meaningful audit on 831025-27 re 
allegations received in course of proceeding. List of info to be audited re SSERs 18 & 
19 open items also encl.List to be telefaxed to util. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering (Post 830201). 
83/10/21. SCHIERLING.H. NRC - No Detailed Affiliation Given. 12pp. 38336:179- 
38336:190. 

8610140354 Final response to FOIA request. Forwards App A & B documents. App B 
documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. BISHOP, T.W. O’Brien- 
Kreitzberg & Associates, Inc. 3pp. 38234:031-38234:033. 

-8302250086 Forwards input for use in preparing Suppi 16 to SER on effect of break- 
water damage on saltwater intake structure. Issue resolved satisfactorily. 
BALLARD,R.L. Environmental Engineering Branch. 83/02/15. KNIGHTON, G.W. Li- 
censing Branch 3. 2pp. 38234:059-38234:060. 

8610240269 Partial response to FOIA requesLForwards documents listed in 
app.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. HOLMES.G.A. MHB Tech- 
nical Associates. 2pp. 38354:190-38354:213. 

-8610240276 Forwards draft outline of plant fuel load/low power SER. 

ENGELKEN.R.H. Region 5, Office of Director. 82/12/09. EISENHUT,D.G. Division of 
Licensing (800428-851124). Ip. 38354:205-38354:206. 


F. Security, medical, emergency & fire protection plans 

8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES,G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8507020648 Forwards new license condition format & listing of revs to approved 
security.contingency & guard training & qualification plans.License condition super- 
sedes condition sent 841219.SER & SALP transmitted in 841219 submittal. 
CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/06/18, NOVAK,T.M. 
Assistant Director for Licensing. 4pp. 38231:355-38231:358. 

-8507250076 Forwards SSER input addressing offsite medical svcs.Rept completes 
emergency planning review for plant licensing.No outstanding issues remain. 
MATTHEWS, D.B. Emergency Preparedness Branch. 85/07/15. KNIGHTON,G.W. Li- 
censing Branch 3. 3pp. 38232:078-38232:080. 


8610030123 Transcript of Commission 860925 affirmation,discussion & vote In 
Washington,DC.Pp 1-6. 

* Commissioners. 86/09/25. 10pp. 37669:336-37669:345. 

8610080241 Transcript of 860926 limited appearance session in Mineola,NY.Pp 16,660- 
17,283. 

* Atomic Safety and Licensing Board Panel. 86/09/26. 329pp. 38134:001-38134:329. 

8610100575 Forwards transcript of former util employee R Stanchfield 860925 limited 
appearance statement in Riverhead.NY. Statement included assertion that no followup 
meeting arranged by NRC re listed changes. W/o encl.Served on 861 009. 
MARGULIES,M.B. Atomic Safety and Licensing Board Panel. #486 1031. 86/10/07, 
CONNELLY.S.R. Office of Inspector & Auditor, Ip. 38194:327-38194:327. 

8610280151 Submits testimony supporting evacuation plan, per recent public 
hearings.School participation in 860213 drill successful.No logistical problems re safe 
evacuation of pupils in event of emergency anticipated.Served on 861027. 

PRODELL, A.G. Shoreham Wading River Central School District, NY. #486 1258. 86/ 
10/17. FRYE,J.H. Atomic Safety and Licensing Board Panel, 3pp. 38379:102- 
38379:104. 
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-8508010526 Forwards revised license condition re implementation of physical 
security, guard training & qualification & safeguards contingency plans. Rev supersedes 
850618 license condition. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment. 85/07/25. NOVAK,T.M. 
Assistant Director for Licensing. 2pp. 38232:131-38232:132. 

-8512090352 Forwards insp summary of App R compliance audit on 851118-22.Struc- 
turai steel unprotected in numerous areas within plantUnresolved issue exists re ade- 
quacy of fire dampers. 

KUBICKI.D. Plant Electrical, Instrumentation & Control Systems Branch (PWR-B). 85/ 
12/02. QUALLS.P. Region 5. Office of Director. 3pp. 38232:306-38232:340. 

-8603120176 Submits daily highlightOn 860303, exemption granted from 

10CFR50.46(a)(1) requirement that plant-specific ECCS cooling performance analysis 
be performed w/approved code demonstrating peak cladding temp limit within 2,200 

S’CHIERLING.H.E. PWR Project Directorate 3. 86/03/03. DENTON.H., EISENHUT.D., 
LYONS, J. NRC - No Detailed Affiliation Given. Ip. 38233:201-38233:201. 


-8610090093 Requests all analyses & memoranda written subsequent to EDO 850705 
memo to Commission, "Consideration of Potential Complicating Effects of Earth- 
quakes on Emergency Planning," by 851018. 

REHM,T.A. Office of the Executive Director for Operations. 85/10/17. MINOGUE.R. 
Office of Nuclear Regulatory Research, Director (Pre 860720). DENTON, H. Office of 
Nuclear Reactor Regulation, Director (pre-851126). TAYLOR,J. Office of Inspection & 
Enforcement, Director (Post 820201). Ip. 38232:217-38232:217. 


8610060632 Forwards Decision DD-86-12 in response to petition & suppis re licensing 
actions based on aNegations.NRC evaluation of allegation & basis for conclusions in 
Dedston DO-86-12 contained in SSER 33 to NUREG-0675,transmitted on 860527, 
VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (post 85112^. 86/09/ 
30, DEVINE, T. Government Accountability Preset. 4pp. 38222:136-38222:157, 

-8610080319 Notice of Issuance of Director's Decision DD-86-12 under 10CFR2.206.T 
Devine request to defer plant licenstiig decisions until actions re alleged harassment & 
organizationai freedom for QA inspectors denied. 

V<5llmER,R.H. Office of Nucl^ Reactor Regulation, Director (post 851125). 66/09/ 
30. 3pp. 38222:1 52-38222:1 57. 

8610100042 Partial response to FOIA request.Forwards documents listed on App 
F.Documents also available in PDR. 

QRiMSLEY,D;H. DIvisiQn of Rules and Records, 86/09/30. HOLMES,G.A. MHB Tech- 
nk»IAs 80 dates. 4pp. 38206:320-38207:1^^ 

-8610100175 Qonfirms discussions re relationship between allegations & matters before 
ASLAB coheerning design QA maiers.EffeGt of mattery on evaluations presented in 
SSERs i 6,18 5 to should be considered. 

CHANDLERvU, Office of the Bcecutive Legal Director (Pro 660701). 64/01/13. 
KNIGHTJ. NRC - No Detailed Affitiation Given. 7pp. 38207:1 66-38207:1 72. 

8810200390 Partial response Ip FO^ reqpesLFpr^rdS App Q documents. Documents 
also j^aeedin PDR. 

QRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, Q.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 


8610100042 Partial response to FOIA request.Forwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

-8610100209 Discusses Commission 840810 Decision CLl-84-12 re consideration of 
earthquakes in context of emergency planning & Memorandum & Order CLI-84-13 au- 
thorizing issuance of full power OL. 

CUNNINGHAM, G. Office of the Executive Legal Director (Pre 860701). 84/08/14. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 21pp. 
38207:206-38207:227. 

8610090088 Forwards Safeguards Insp Repts 50-275/86-24 & 50-323/86-24 on 
860625-0903.No violations noted.EncI withheld (ref 10CFR73.21). 

MONTGOMERYJ.L Region 5. Office of Director. 86/10/03. SHIFFER,J.D. Pacific 
Gas & Electric Co. 2pp. 38180:272-38180:273. 

8610150180 Partial response to FOIA requ 0 St.App G documents end. Documents also 
available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150234 Requests that Auxiliary Sys Branch fire protection reviewers be provided 
to participate in App R fire protection/safe shutdown insp scheduled for 851118-22. 
KIRSCH.D.F. Region 5, Office of Director. 85/08/29. PARR.O.D. Auxiliary Systems 
Branch. Ip. 38259:243-38259:243. 
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“6610150241 Informs that facility chosen for safeguards regulatory effectiveness review 
during wk of 86011 3-1 7.Pnme purpose of review is to evaluate overall effectiveness of 
safeguards program. 

MAPTINJ.B. Region 5, Office of Director. 85/12/06. SHIFFER.J.D. Pacific Gas & 
Eectnc Co. 2pp. 38259:244-38259:245, 

“e610150250 Requests NRR assume lead responsibility for evaluation & resolution of 
Unresolved item 50-275/85-36-04 re fire dampers. 

KIRSCH,D.F. Region 5. Office of Director. 85/12/30. THOMPSON, H.L Division of 
Pressurized Water Reactor Licensing - A (post 861125). Ip. 38259:246-38259:259. 

“8610150282 Forwards revised list of participants for regulatory effectiveness review at 
site on 86C519-23.W/0 encL 

MART1N,J.B. Region 5. Office of Director. 86/03/28. SHIFFER.J.D. Pacific Gas & 
Electric Co. ip. 38259:271-38259:271. 


G. Ad|ucScatory correspondence 


8610080298 Response to interrogatories & request for production of documents re alter- 
natives to high density reracking of spent fuel pool at facilities.CertifIcate of Svc 
encI.Related correspondence. 

MCGURREN,H.J. Assistant General Counsel for Hearings. #486 0988. 06/10/03 
Mothers for Peace. 7pp. 381 77: 1 85-381 77: 1 91 . 

8610080302 Response to 860916 interrogatories & request for production of documents 
re licensing proceedIngs.Certificate of Svc encI.Related correspondence. 
MCGURREN,H.J. Assistant General Counsel for Hearings. #486 0989. 86/10/03, 
Consumers Organized for Defense of Environmental Safety. 15pp. 38166:291- 


8610080246 Response to util Interrogatories re preparation for upcoming safety hear- 
ings on reracking of spent fuel pools.Safety issues should be considered before 
amend accepted.W/ Certificate of Svc.Related correspondence. 

UMHOFER.B. Mothers for Peace. #486 0976. 86/10/06. Pacific Gas & Electric Co 
19pp. 38134:335-38134:353. ^ i v^- 


8610060632 Forwards Decision DD-86-12 in response to petition & suppis re licensing 
actions based on allegations.NRC evaluation of allegation & basis for conclusions in 
Decision DD86-12 contained in SSER 33 to NUREG-0675,transmitted on 860527. 
VOLlM£R,R.H. Office of Nuclear Reactor Regulation, Director (post 851125). #486 
0932. 86/09/30. DEVINE, T. Government Accountability Project. 3pp. 38092:104- 
38092:114. 

“8610060640 Decision DD- 86 - 12 ,denying T Devine & GAP 840727 request,on behalf of 
TJ O'Neill Sl JL McDermott, to defer licensing actions pending completion of items re 
sdt^tions.No allegation re plant safety. 

VOLLMER,R.R Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
30.^.38092:107-3809&114. ^ 

setOZOIKSSO Parti^ re^nse to FOIA requesLForwards App C documents. Documents 
also ptased in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES.G.A. MHB Tech- 
nical Associates. 7pp. 38335:1 42-38335:21 E 

of status of discussions w/DOJ re allegations of anonymous in- 
OL appiication.DOJ no longer objects to disclosure of technical 
& applicant that would reveal Informant identity. 

Office of the Bcecutive Legal Director (Pre 860701). 83/08/30 
of the Executive Director for Operations. 17pp. 38336:133- 


“8309300011 Informs 
formant concemira 
mfo sought by NRC i 
CUNN1NGHAM.G.H. 
DIRCKS.W.J. Office 
38336:149. 


“861021(^1 Di^us^ end ASUB 830421 memorandum & order reopening facility 
record to consider issue of design QA.ASLAB has not considered whether^ to also 
const Q^Continu^ support will be appreciated.W/o end. 

*-6951 Director (Pre 860701). 83/04/26. 
D r I Regulation, Director (pre-851125). 

^ ^ Enforcement, Director (Post 820201). 2pp. 

^ affidavits should be completed by 830527.Hubbard 
atta:;;^ to governor motion is new.W/o end. 

83/05/20. MARTIN. J. Region 5. Office of Director 
E1SENHUT,D. Division of Licensing (800428-851124). Ip. 38336:107-38336:107. 

joint intewenor motion to reopen record on 
EISENHUT.D. Diviston of Licensing 

88060^W/o draft NRC response. '®sponse to 

naaons.Hefflmg vi® commence on 830719 W/o end 


8610080272 Answers to Sierra Club 860915 first set of interrogatories re reracking of 
spent fuel pools.W/Certlficate of Svc. Related correspondence. 

MCCALL,J.K. Pacific Gas & Electric Co. #486 0978. 86/10/06. Sierra Club. 23od 
38136:046-38136:068. 


8610080353 Response to NRC Interrogatories on Contention 1 re util responsibility to 
demonstrate safety of high density rerackira. Interveners not responsible for solvlna 
waste storage problem.W/Certificate of Svc.Related correspondence. 

UMHOFER.B. Mothers for Peace. #486 0977. 86/10/06. Office of the General Coun- 
sel. 16pp. 38177:232-38177:247. 

8610220216 Request for permission to enter upon util land on 861119 to inspect high 
density spent fuel racks proposed for use in spent fuel pools of Units 1 & 2.lnterroQa- 
tones & request for production of documents. W/Certificate of Svc. 

FERGUSON.R.B. Sierra Club. #486 1162. 86/10/17. Atomic Safety and Licensing 
Board Panel. 6 pp. 38324:191-38324:196. “ 

86102^367 Forwards NRC second set of interrogatories & request for documents re 
Contention 14.Related correspondence. 

Assistant General Counsel for Hearings. #486 1199. 86/10/20. 
3W27-?^^S27-1^3*^'^^'^^ Defense of Environmental Safefy, ip, 

“W10220372 Second set of Interrogatories re Contention 14 concerning neutron em- 
britt^ent & other metallurgical deterioration & environ stresses on spent fuel 
pooi.Related correspondence. 

MCGURREN.HJ. Assistant General Counsel for Hearings. 86/10/20. Consumers Or- 
ganized for Defense of Environmental Safety. 2 pp. 38327:123-38327:124. 

“8610220374 Second set of Interrogatories re Contention 1 concerning proposed re- 
POols.Related correspondence. ® prgposea 

pSe. 2pM8327fl25^^^^ Hearings. 86 / 10 / 20 . Mothers for 

'nte^ogatories re Contentions 1 & 2 concerning proposed 
MCGm?»PN®E®r^ ^el pools. Certificate of Svc encI.Related correspondence. 
7^^3^21^27-^8327®^^^^^ General Counsel for Hearings. 86 / 10 / 20 . Sierra Club. 

* request for production of documents on 

sierra aub. 6pp. 

reconsideration of lack of relevant response re Interrogatory 3 

fsAl S Bra^Sr&rtSS^^ dlssImHar metal 

encLRelated correspondence. 

1272 s^ioJpq Nr!RTnw''l defense of Environmental Safety, #486 

1272. 86/10/23. NORTCN.B. Pacific Gas & Electric Co. 2 pp. 38375:201-30375:202. 


H. General correspondence 

transmitting constituent D Hoehman request tor 
twSSS uW prppo^ to increase spent fue storage capacity at plantinto re 
'S 87oWovided.v//o sffiiderSr 

HoS'a rt R^p.'s/erar^TWal'ol Operafons. 86/09/24. FIE0LER.B. 

S 3pp 3^f307-37l6Mro®''“- NRC - No Oatailed Afliliatlon 

*TS5f^p’voll?aKlt(,?J?®* Milwaukee Journal 860813 artl- 
State '? “PPrato" o' Pl«nt lollowiflg 

STELLO V ryS-A Of fhttP *®r[P*^®^ "'®®* seismic requirements. 

House Of Re?5pp.tt3^^^^^^^^ Operations. 86/10/03, PeTRIJ.E 

*^W08l?2ucle^re^enttsyDrlS!ct^^^ ^ Miles forwarding Milwaukee Journal 

dgsion to earthquake in State of (5 a & questions NRC 

Ip. S2ol357.!^208:35a KAMMERER.C, Office of Congresslonaf Affairs. 

""^hquate to state o®CA&®^^^ scientists predictions of 

VOLLRATH p k a 9*^® decision to at ow operatton of plant 

- N® ffied At. 

K. UtUItjf Final Safety Analysto Report (FSAR) * amende 
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8610060381 Forwards Rev 2 to updated FSAR for Diablo Canyon Power Plant, Units 1 & 
2.List6d changes reflect plant status as of 860322. 

HERRERA, J.R.. CRANE,P.A. Pacific Gas & Electric Co. 86/09/19. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38102:061- 
38105:263. 

•»8610060362 Rev 2 to updated FSAR for Diablo Canyon Power Plant,Units 1 & 2.W/ 
one oversize figure. 

• Pacific Gas & Electric Co. 86/09/30. 1,281pp. 38102:063-38105:263. 


M. Antitrust correspondence 

8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8506060293 Forwards recent clarification of Northern California Power Agency petition 
for enforcement of plant antitrust license conditions.Draft Itr for closing out six counts 
end for signature.W/o end draft. 

KNIGHT.J.P. Division of Engineering (pre-851125). 85/05/24. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 38231:339-38231:339. 

-8506060307 Clarifies list of allegations contained in Northern California Power Agency 
811204 petition re enforcement of facility antitrust license conditions.Counts 1.3 & 4 
only counts pressing.NRC considering License Condition 2.H. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 85/05/29. 
MCDIARMID.R.C. Spiegel & McDiarmid. 2pp. 38231:344-38231:345. 


P. Operating license stage documents & correspondence 

8610140353 FOIA request for records re NRC evaluation of damage.repair & design of 
facility breakwater sys. 

BISHOP.T.W. O’Brien-Kreitzberg & Associates. Inc. 86/09/05. FELTON, J. Division of 
Rules and Records. Ip. 38234:030-38234:030. 

8609220137 Forwards evaluation of reinstallation of original spent fuel racks.per updat- 
ed FSAR Chapter 9.Related correspondence. 

SHIFFER.J.D. Pacific Gas & Electric Co. #486 782. 86/09/17. VARGA.S.A. PWR 
Project Directorate 3. 36pp. 37918:082-37918:117. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080239 Partial response to FOIA requesLApp D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8505100025 Forwards Core Performance Branch SSER input re Section 4.4, "Ther- 
mal-Hydraulic Design," closing issue of fuel rod bowing penalty on DNBR.in response 
to C Schulten 850422 request. 

RUBENSTEIN.LS. Assistant Director for Core & Plant Systems. 85/05/01. 
NOVAK.T.M. Assistant Director for Licensing. 3pp. 38231:279-38231:286. 

-8505160517 Requests issuance of end SSER 31 presenting evaluation on variety of 
issues in support of end board notification. Required publications release form also 
end for signature. Rept based on input provided by review branches.W/o ends. 
NOVAK, T.M. Assistant Director for Licensing. 85/05/02. THOMPSON,H.L. Division of 
Licensing (800428-851124). 4pp. 38231:287-38231:290. 

-8505160529 Submits daily highlightOn 850507,Unit 1 reached 100% power & de- 
clared commercial & first element of fuel loaded into Unit 2. 

SCHIERLING.H. Licensing Branch 3. 85/05/07. DENTON, H.. EISENHUT,D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON, G. Technical Support 
Branch. Ip. 38231:294-38231:294. 

-8505230266 Forwards comments on util "Long-Term Seismic Program Plan, Jan 
1985." Plan generally acceptable.Comments & util responses will occupy agenda of 
850522-23 proposed meeting in Bethesda,MD. 

BOSNAK.R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/05/09. NOVAK, T. Assistant Director for Licensing. 15pp. 38231:295-38231:309. 

-8506060309 Summary of 850515 meeting w/util & Westinghouse re combined Unit 1 
& Unit 2 Tech Specs & necessary Sholly notices for issuance of Unit 2 full power 
license & for amend of Unit 1 full power license.List of attendees end. 

SCHIERLING,H. Licensing Branch 3. 85/05/30. Licensing Branch 3. 2pp. 38231:346- 
38231:347. 

-8506060627 Submits dally highlight.On 85051 5,fuel loading completed for Unit 2.Unit 2 
expected to go critical on 850707 & will be ready for power ascension by 
85071 7.Three separate reactor trips experienced by Unit 1 since 850518. 
SCHIERLING.H. Licensing Branch 3. 85/05/21. DENTON.H., EISENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical Support 
Branch. Ip. 38231:334-38231:338. 

-8506100806 Submits status of full power licenses, per H Denton 850322 & 0425 
memos. Div reviews for both facilities complete. Procedures & Sys Review Branch 
awaiting confirmatory info re Watts Bar 1 initial test program. 

RUSSELL, W.T. Division of Human Factors Safety (800428-851124). 85/06/04. 
THOMPSON, H,L. Division of Licensing (800428-851124). Ip. 38231:348-38231:348. 

-8506130249 Discusses review of Unit 2 applicability code assignment of Unit 1 allega- 
tions on piping & supports as listed in Table 5.6-1 .Page E-6 of SSER 26.AII 
allegations, except allegations listed, fall in Category D. 

CHERNY, F.C. Mechanical Engineering Branch. 85/06/05. KNIGHTON, G. Ucensing 
Branch 3. Ip. 38231:349-38231:352. 

-8506260730 Submits licensing status for Diablo Canyon Unit 2 & Fermi Unit 2 full 
power licenses & River Bend Unit 1 low power license in response to H Denton 
850607 memo.lssuance of all licenses recommended. 

RUSSELL,W.T. Division of Safety Technology (800428-851124). 85/06/17. 
THOMPSON, H.L Division of Ucensing (800428-851124). 2pp. 38231:353-38231:354. 


-8506270782 Forwards safety evaluation re 850520 proposed Tech Specs revs based 
on WCAP-10271, "Evaluation of Surveillance Frequencies & Out-of-Svc Times for Re- 
actor Protection Instrumentation Sys." Tech Specs acceptable. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/06/21. NOVAK.T.M. 
Assistant Director for Licensing, ip. 38232:011-38232:015. 

-8506270790 Safety evaluation re 850520 proposed Tech Specs based on WCAP- 
10271, "Evaluation of Surveillance Frequencies & Out-of-Svc Times for Reactor Pro- 
tection Instrumentation Sys." Tech Specs acceptable. 

* Assistant Director for Safety Assessment. 85/06/21. 4pp. 38232:012-38232:015. 

-8507030678 Documents Operating Reactors Assessment Branch review of operating 
experience for facility during low power license period.Operating experience appears 
to be more favorable than that at other recently licensed plants. 

CRUTCHFIELD,D. Assistant Director for Safety Assessment 85/06/24. NOVAK,T.M. 
Assistant Director for Licensing. 2pp. 38232:009-38232:010. 

-8507080019 Forwards final draft Tech Specs for Units 1 & 2 for transmittal to util for 
review & certification as consistent w/FSAR,SER & Unit 2 as-built plant Summary of 
correspondence re Tech Spec changes also encl.W/o end. 

CRUTCHFIELD,D. Assistant Director for Safety Assessment. 85/06/28. NOVAK,T.M. 
Assistant Director for Licensing. 5pp. 38232:016-38232:020. 

-8507100163 Lists revs & additions to allegation tracking sys,includlng Allegation 100 & 
Allegations 1642-1 648. AddI updates will be provided when available. 

LEY;m.C. Licensing Branch 3. 85/06/19. KIRSCH,D.F. Region 5, Office of Director. 
2pp. 38231:359-38232:008. 

-8507120605 Advises that listed codes assigned to six allegations per GW Knighton 
841130 memo, in response to M Ley request 

LEAR.G. Structural & Geotechnical Engineering Branch. 85/07/03. KNIGHTON.G.W. 
Licensing Branch 3. Ip. 38232:055-38232:064. 

-8507170103 Forwards evaluation of util proposed plan for long-term seismic 
program. Plan will be approved after consideration of comments resulting from 850710 
meeting w/util & ACRS 85071 1 meeting. 

NOVAK,T.M. Assistant Director for Licensing. 85/07/02. FRALEY,R.F. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 9pp. 38232:043-38232:054. 

-8507170460 Forwards NRC & util responses re suitability of performing PRA at Level 1 
rather than Level 2,per 85041 1 request. 

NOVAK,T.M. Assistant Director for Licensing. 85/07/02. FRALEY,R.F. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 3pp. 38232:038-38232:042. 

-8507250244 Recommends that restriction re parklrig location of polar crane to pre- 
clude jet impingement be included in Tech Specs. Tech Specs should not be written 
for turbine bldg bridge cranes unless spacing limits become permanent. 

BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/07/16. NOVAK.T.M. Assistant Director for Licensing. Ip. 38232:081-38232:081. 

-8508010232 Trip rept of 850709 site visit to review specific seismically induced sys 
interaction postulated between in-core flux mapping sys & seal table. 

COFFMAN.F.D. Reliability & Risk Assessment Branch. 85/07/22. THADANI,A.C. Reli- 
ability & Risk Assessment Branch. 3pp. 38232:083-38232:085. 

-8508010557 Forwards "In-Progress Audit Rept of DCRDR for Diablo Canyon 
Plant, Units 1 & 2." Rept provides basis for evaluation of DCRDR.DCRDR does not 
satisfy requirements.Meeting should be held to discuss DCRDR process. 

REGAN,W.H. Human Factors Engineering Branch. 85/07/24. KNIGHTON.G.W. Li- 
censing Branch 3. 3pp. 38232:092-38232:130. 

-8508010664 Submits daily highlightOn 85071 5,Region V received five documents from 
GAP containing further allegations,based on Ofc of Investigation investigations. 
SCHIERLING.H. Licensing Branch 3. 85/07/22. DENTON.H.R., EISENHUT.D.G. 
Office of Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical 
Support Branch. 1 p. 38232:082-38232:082. 

-8508080150 Forwards marked-up Tech Spec Table 3.4-1, "RCS Pressure Isolation 
Valves," listing addi valves in Items 6,7 & 8 not yet in draft Tech Specs. All valves 
must be leak rate tested per CRGR 850724 Instructions. 

BOSNAK.R. Assistant Director for Comp. & Structures Engineering (Post 830201). 85/ 
07/30. NOVAK,T.M. Assistant Director for Licensing. 2pp. 38232:148-38232:149. 

-8508080227 Notifies of Commission 850801 briefing to discuss full power authorization 
for faciiity.Briefing package sent to Commission & background supplemental info 
enci W/o ends 

NOVAK, T.M. Assistant Director for Licensing. 85/07/30. DENTON.H.R., 
EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-851125). 
BERNERO.R. Division of Systems Integration (811005-851124). Ip. 38232:150- 
38232:157. 

-8508080286 Forward SSER 32 re full power decision for review.Comments & concur- 
rence requested by 850731. Commission meeting scheduled on 850801 .W/o end. 
THOMPSON,H.L. Division of Licensing (800428-851124). 85/07/24. KNIGHT, J.P. Divi- 
sion of Engineering (pre-851125), 3pp. 38232:089-38232:091. 

-8508080360 Advises that NRR final decision re GAP 10CFR2.206 petitions cannot be 
issued at present due to incomplete reviews & investigations of ailegations.Allegations 
provided by GAP to Region V on 850715 have no impact on final decision, 
SCHIERLING.H. Licensing Branch 3. 85/07/26. NOVAK.T.M. Assistant Director for Li- 
censing. 1 p. 38232: 1 33-38232: 1 33, 

-8508160097 Informs that pressure isolation valve leakage rate .tkcceptance criteria out- 
lined in 850214 memo accepted by CRGR.Revised marxed-up Tech Specs end. 
BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/08/09. NOVAK.T.M. Assistant Director for Licensing. 5pp. 38232:163-38232:167. 

-8508200185 Submits daily highlight.On 85081 3,util described plans to initiate rod with- 
drawal & boron dilution on 85081 4.Based on previous schedule.faciirty should be 
ready to exceed 5% power around 850824. 

SCHIERLING.H, Licensing Branch 3. 85/08/13. DENTON.H. Office of Nuclear Reac- 
tor Regulation, Director (pre-851 1 25). 1 p. 38232:1 68-38232: 1 69. 

-8508200240 Submits daily highlight. Due to delays in precriticality testing.criticality will 
be achieved early in wk of 850811. 

SCHIERLING.H. Licensing Branch 3. 85/08/07. DENTON.H. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). Ip. 38232:160-38232:161. 
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-8508220087 Submits daily highlightCriticality expected between 850818 &. 19.Low 
power testing program should be completed about 850829.Reglon V will notify E)enton 
of readiness for full power license 4 days after criticality. 

SCHIERLING.H. Ucenslng Branch 3. 85/08/16. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 38232:170-38232:171. 


-8511210039 Requests that task of reviewing justification for use of energy balance 
technique to qualify masonry walls be added to Assignment 6 to Contract NRC-03-81- 
130, 

LEAR.G.E. Structural & Geotechnical Engineering Branch. NRC-03-81 -130. 85/11/15 
WILLIAMS, M. Division of Licensing (800428-851124). 3pp. 38232:259-38232:266. 


-8509060287 Submits daily highlighLOn 850826,full power license issued. Unit went 
critical on 85081 S.Compietion of low power testing expected during first wk of Sept 
1985.Commercial operation scheduled for Dec 1985. 

SCHIERLING,H. Ucensing Branch 3. 85/08/26. DENTON,H. Office of Nuclear Reac- 
tor Regulation, Director (pre-851125). Ip. 38232:172-38232:173. 

-8509060304 Forwards SSER 32 for final approval to permit issuance. End includes 
comments made by contributors & OELD as of 850730.No comments received in re- 
sponse to 850725 request for div directors concurrence.W/o end. 

NOVAK, T.M. Assistant Director for Ucenslng. 85/08/08. THOMPSON.H.L Division of 
Ucensing (800428-851124). Ip. 38232:162-38232:162. 

-8509060330 Forwards SSER 32 & full power license.SSER 32 includes end list of li- 
cense conditions for matters provided or reviewed by recipients.W/o SSER 32 & li- 
cense. 

SCHIERUNG.H. Ucenslng Branch 3. 85/09/03. KUO.F.T., POLK.H., LEY.M. NRC - No 
Detailed Affiliation Given. 3pp. 38232:174-38232:176. 


-8511250004 Forwards Mechanical Engineering Branch SER re safety & relief valve 
testing,per NUREG-0737,ltem II.D.I.Info demonstrates ability of RCS PORV, safety 
valves & piping to function under expected operating conditions. 

BOSNAK.R.J. Assistant Director for Comp, & Structures Engineering (Post 830201). 
85/11/18. NOVAK.T.M. Division of Licensing (800428-851124). 2pp. 38232:267- 

OQOoo.oea 


-8511250327 Advises that util 850827 Tech Spec change request allowing mod of re- 
actor trip circuitry acceptable.Review required no interaction w/applicant, therefore, no 
SALP input provided. 

HOUSTON,R.W. Assistant Director for Reactor Safety. 85/11/18. NOVAK, T.M. Assist- 
ant Director for Licensing. 2pp. 38232:294-38232:299. 

-8512100494 Forwards summary of review costs Incurred by program ofcs involved In 
processing OL for 840624-1222 & supporting documentation.W/o documentation. 
HOLLOWAY,C.J. Ucense Fee Management Branch. 85/11/26, License Fee Manaqe- 
ment Branch. 2pp. 38232:302-38232:303. 


-8509260364 Submits daily highlightUtil submitted rept describing high density spent 
fuel storage mods by 850919 Itr.New fuel storage racks will be installed in dry spent 
fuel pool condition to reduce radiation exposure. 

SCHIERUNG.H. Ucensing Branch 3. 85/09/23. DENTON.H., EISENHUT.D., 
LYONS, J. Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 
38232:185-38232:186. 


-8510090371 Submits daily highlightRewindIng of fated reactor coolant pump motor 
completed & motor installed.Fult power operation scheduled for mid-Oct & commercial 
operation for Jan 1986. 

SCHIERUNG,H. Ucensing Branch 3. 85/10/04. DENTON.H. Office of Nuclear Reac- 
tor Regulation. Director (pre-851125). Ip. 38232:191-38232:196. 

-8510150211 Notifies of transfer of Allegations 1686 8 1690 from NRR to Region V for 
final closure respons{billty.Region V input needed,NRR will provide supplemental tech- 
nical assistance if necessary. 

KNIGHTON.G.W. Ucenslng Branch 3. 85/10/03, KIRSCH.D.F. Region 5, Office of Di- 
rector. ip. 38232:187-38232:187. 


-8510150213 Forwards full power OL Tech Specs.Tech Specs combined for both units 
c^ be appended to Unit 1 OL by amend,Util clarifications & changes Incorporated in 
Tech Specs,per 850701 requestW/o end. 

CRUTCHFIELD, D. Assistant Director for Safety Assessment 85/08/05. NOVAK.T.M. 
Assistant Director for Ucensing. 2pp. 38232:158-38232:159. 


-8510150414 Requests review of util rept re reracking of spent fuel pools for 
facllities.Input for safety evaluation should be provided by 860331 in accordance w/ 
end proposed SER outline. 

SCHIERUNG.H Ucensing Branch 3. 85/10/03. BERLINGER.C. Core Performance 
Branch. PARR,0. Auxiliary Systems Branch. LEAR,G.E. Structural & Geotechnical En- 
gineering Branch. 3pp. 38232:188-38232:190. 


-8510180106 f^uests FR publication of notice of consideration of issuance of amends 
to License pPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
850906 request to implement relaxed axial offset control. 

Branch 3. 85/10/11, NOTTINGHAM.D. Division of Ucens- 
ing (800428-851 124). 3pp. 38232:206-38232:21 0. 


-85101M113 Initial NSHC determination & noticing action re util 850906 application to 
^ DPB’82, implementing relaxed axid offset control for Unit 
bumup.Amend involves NSHC. 

I n- Detailed Affiliation Given. 
gW^E^OTlTO of the Executive Legal Director (Pro 880701). 85/10/11. Zpp. 


-8512190280 Notifies of transfer of spent fuel pool rerack licensing amend application 
to Div of PWR Ucenslng A.SER not due until 860331, Possibility of hearing exists. 
LIAW.B.D. Engineering Branch (BWR). 85/12/12. BALURD.R.L Engineering Branch 
(PWR-A). Ip. 38232:341-38232:349. 


-8601060490 Forwards SSER input re clarification of Tech Spec requirements for start- 
up test reporting Section 6.9Task completed. 

KNIGHT, J.P. Assistant Director for Technical Support (PWR-A). 85/12/20. 
VARGA, S.A. PWR Project Directorate 3. 2pp. 38232:350-38233:079. 

-8601 160332 Forwards request for addi Info re spent fuel pool reracking, to complete 
radiological review of util 850919,1030 submittals & 851205 meeting w/NRC. 
KNIGHT,J. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/01/ 
10. SCHIERLINQ,H. PWR Project Directorate 3. 2pp. 38233:102-38233:103. 


Notice of consideration of issuance of amends to Ucenses DPR-80 & 
DPR-82 & proposed NSHC determination & opportunity for hearing on 851030 request 
re spent fuel pool storage capacity. 

NORRIS,J.A. PWR Project Directorate 3. 86/01/06. 20pp. 38233:080-38233:099. 


-8601220038 Forwards request for addI Info based on review of licensee submittal con- 
cerning proposed spent fuel expansion.Expedited response needed to complete 
review. 


ROS^F. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/01/ 
15. SCHIERLING,H.E. PWR Project Directorate 3. 4pp. 38233:104-38233:106. 






design & analysis in order to complete review. 

Director for Technical Support (PWR-A). 06/01/23. 
SCHIERLING.H. PWR Project Directorate 3. 4pp. 38233:108-38233:111. 


Describes transfer of review responsibilities for DCRDR per Supp1 1 to 
NUREG-0737 for listed plants from Div of Human Factors Technology to PWR Ucens- 
ing-A.Statu8 of each plant summarized. 

ROWSOME,F.H. Human Factors Issues Branch. 86/01/24. ROSA,F. Electrical, Instru- 
mentation & Control Systems Branch (PWR-A). 4pp. 38233:1 1 2-38233:146. 

-8602060371 Discusses utils requests for relief from present schedules of diesel gener- 
ator testtng.Zk)n Units 1 & 2 still following accelerated testing regime,per 800229 con- 
Diablo Canyon requests for exemptions being processed. 

NORRIS, J.A. PWR Project Directorate 3. 86/01/29. VARGA.S.A. Division of Pressur- 
ized Water Reactor Licensing - A (post 851125). Ip. 38233:147-38233:193. 


-^10180126 PuWtcation of notice of consideration of issuance of amends 

to M®®”®®® ^ DPR-82 & proposed NSHC determination & opportunity for 

requ^ re electrical power sys battery sets & charg^^ ^ 

I^BR^NG.H. NRC - No Detailed Affiliation Given. 85/10/11. 2pp. 38232:215- 

docunjents re^srve to FOIA Requests 84-741,84- 
documents may ref or include cortfidentia! info. 
KNIQHTON.G.W. Uc»ns»ng Branch 3. 85/10/23. SMITH, H. Office of Nuclear Reactor 
Reguiatjon, Director (pre-851125). 14pp. 38232:218-38232:234. neactor 

Irforn® of rtoed frx acklt info to complete revriew of enwon assessment 
concerns fuel pool heat load (Btu/h) 

g^^todetermme percent increase for new design. ^ 

^^^ITtCOSnr,E-0. SnvifonfTiBntsd & Hydr^ooic EnoinGdrino Branch 

SCHtERUNG.R Ucensing Branch 3 . 85 / 11 / 05 . 

^ O' ucens- 

NRC - No [Maded AffilUion Given. 85/11/06. 2pp. 38232:246- 

provWng Wo ^esshg Generic Ur 83- 
mus. respond by 

KNIGHTON, G. Lfcensing 


-8603030409 Forwards request for addi info needed to complete evaluation of high- 
denslty spent fuel rack design & analysIs-Advance copy provided to F Rinaldi for 
transmittal to licensee. 

Assistant Director for Technical Support (PWR-A). 86/02/24. 
SCHIERLING,H. PWR Project Directorate 3. 2pp. 38233:194-38233:195. 

-8603110033 Responds to 860123 memo.NRR in process of closing out remaining alle- 
gations on faclli1y.Evaluafions expected to be completed by Mar f986.Region v eval- 
individual allegations & info to be included In apps requested. 

Office of Nuclear Reactor Regulation, Director (post 851125). 86/02/ 
26. MARTIN, J.B. Region 5, Office of Director, 3pp. 38233:196-38233:200. 

-8603120086 Submits daily highlighLOn 860304, exemption granted to allow util to per- 
form necej^ry Mak cladding temp calculations w/approved code & based on actual 
plant conditions. Calculations will be completed by 860831. 

PWR Project Directorate 3. 86/03/04. DENTON.H., EISENHUT,D„ 
LYONS, J. NRC - No Detailed Affiliation Ghraa Ip. 38233:202-38233:202. 

-8603180409 Submits daily highiightLow power testing program completed. Plait 
reached 100% power on 860312 & generated 1079 MWe.Uta declared plant In com- 
mercial operation on 860313. 

PWR Project Directorate 3, 86/03/14. DENTON, H., EISENHUT,D.. 
LYONS, J. NRC - No Detailed AfflHation Given. Ip. 38233:203-38233:203. 

PQTwards eyaiuation supi^orting licensee request for use of ASME Code 
Cage N-411,subj to ris^ restrictions: 

Tediritear Support (PWB^A). 86/03/24. 
SCHIERUNG,H. PWR Project Direqtorato 3. 4pp, 38233:208-38233:21 1. 

-8604030185 Requests FR ptibfication of notice Of consideration of issuance of amends 
to Ucenses pPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
request re addition of check valves to Tech Spro. 

VARGA,S.A. PWR Project Directorate 3. 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:219-38233:228. 

-860^30416 Requests FR pubfica^ of notice of consideration of issuance of amends 
to Ucenses pPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
request re increase of max enrichment of reload fuel. 

VARG^S.A. PWR Project Directorate 3. 86/03/24. NRC ■ No Detailed Affiliation 

Given. 3pp. 38233:212^38233:214. 
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-8604030443 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 860214 request to change Tech Spec re containment cooling sys. 

VARGA, S.A. PWR Project Directorate 3. 86/03/24. NRG - No Detailed Affiliation 
Given. 3pp. 38233:215-38233:218. 

-8604040631 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 851224 request re reducing excessive testing of diesel generators. 
VARGA.S.A. PWR Project Directorate 3. 86/03/31. NRG - No Detailed Affiliation 
Given. 6pp. 38233:233-38233:238. 

-8604040638 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 851226 request re operation w/swing diesel generator out of svc. 

VARGA, S.A. PWR Project Directorate 3. 86/03/31. NRG - No Detailed Affiliation 
Given. 4pp. 38233:229-38233:232. 

-8610080299 Forwards reformated proposed implementing license condition & listing of 
documents that comprise approved plans for Unit 2. 

MCCORKLE,G.W. Reactor & Transportation Licensing Branch. 85/05/24. 
THOMAS, C.O. Standardization & Special Projects Branch. 4pp. 38231:340-38231:343. 

-8610080334 Forwards Structural & Geotechnical Engineering Branch SSER input for 
full power iicense.Full power license can be issued w/enci required license condition. 
BOSNAK,R. Assistant Director for Comp. & Structures Engineering (Post 830201). 85/ 
07/01. NOVAK,T.M. Assistant Director for Licensing. 15pp. 38232:021-38232:036. 

-8610090013 Informs that immediate effectiveness rule no longer necessary.in light of 
Appeal Board 850627 decision upholding adequacy of facility.No further action on 
matter planned unless otherwise instructed by Commission. 

2ERBE.J.E. Office of Policy Evaluations. 85/07/23. PALLADINO, ROBERTS, ASSEL- 
STINE Commissioners. Ip. 38232:086-38232:087. 

—8610090072 Forwards “Long Term Seismic Program, Program Plan for Reevaluation of 
Diablo Canyon Power Plant" & util responses to NRC staff comments on program 
plan. 

ROTHMAN,R.L. Geosciences Branch. 85/10/10. SAVY.J. Lawrence Livermore Na- 
tional Laboratory. 2pp. 38232:197-38232:198. 

-8610090101 Informs that level of effort & proposed schedule discussed in 851016 Itr 
re Contract NRC-03-81-130,Final Work Assignment 26, "Evaluation of Spent Fuel 
Racks Structural Analysis," acceptable. 

CARRINGTON,M. Division of Licensing (800428-851124). NRC-03-81-130. 85/10/31. 
PANDEY,S. ARVIN/CALSPAN Advanced Technology Center. Ip. 38232:237- 
38232:238. 

—8610090162 Informs that qualification file for core exit thermocouple junction boxes 
provides reasonable assurance that junction boxes capable of functioning as required 
in postulated pressure & temp environ. 

LAGRANGE,R.G. Equipment Qualification Branch. 85/11/12. KNIGHTON,G. Licensing 
Branch 3. Ip. 38232:248-38232:248. 

-8610090172 Forwards util request for amends to Licenses DPR-80 & DPR-81 re spent 
fuel pool reracking for info & review.Review schedule & list of reviewers encl.W/o 
amend request. 

SCHIERLING.H. Licensing Branch 3. 85/11/13. BROOKS, W., WITT.F., KIM.S.B. NRC 
- No Detailed Affiliation Given. 4pp. 38232:249-38232:258. 

—8610090197 Forwards draft rept containing results of review of allegation mgt for 
facility ,for commentComments requested within 15 days of memo date. 
CONNELLY,S.R. Office of Inspector & Auditor. 85/11/26. DIRCKS,W.J. Office of the 
Executive Director for Operations. Ip. 38232:300-38232:301. 

-8610090213 SER re safety & relief valve testing, per NUREG-0737,ltom II.D.1 or Multi- 
Plant Action F-l4.lnfo demonstrates ability of RCS PORVs,PORV block valves,safety 
valves & associated piping to function under expected operating conditions. 

• Office of Nuclear Reactor Regulation, Director (pre-851125). 85/11/18. 25pp. 
38232:269-38232:293. 

—8610090283 Informs that Allegation 676 will be reviewed by Structural & Geotechnical 
Engineering Branch, per 860226 meeting. 

PUNCHES, J. Planning & Program Analysis Staff (post 851125). 86/03/17. 
NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). Ip. 
38233:204-38233:204. 

—8610090286 Forwards draft Itr to util.fonwarding name of new member to be added to 
list of participants scheduled to conduct regulatory effectiveness review from 860519- 
23. 

BURNETT, R.F. Division of Safeguards. 86/03/18. SCARANO,R.A. Region 5, Office of 
Director. 3pp. 38233:205-38233:207. 

8610020413 Requests written concurrence to temporarily reroute seawater reverse os- 
mosis sys blowdown at facility, per 860904 request. Request granted w/provision that 
discharge complies w/ Effluent Limitation B.2. 

FURTADO.V.C. Pacific Gas & Electric Co. 86/09/24. JONES,K.R. California, State of. 
3pp. 38071:134-38071:136. 

8610080128 Further response to FOIA request for 16 categories of records re 
faciritie8.Forwards App D & E documents.Documents also available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload,w/priority 
indicated-Requests assistance w/scheduling ACRS & hearings. 

JACKSON,R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180, 

8610100042 Partial response to FOIA requesLForwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

-8111250713 Trip rept of 811031-0904 visit to San Francisco, CA re audit of util docu- 
mentation on environ qualification of electrical equipment per NUREG-0588. 

LE,N.B. Equipment Qualification Branch. 81/10/23. ROS2TOCZY,Z.R. Equipment 
Qualification Branch. 37pp. 38208:067-38208:103. 


-8405210097 Forwards draft response to Govt Accountability Project 840503 2.206 pe- 
tition requesting decision to exceed 5% power be deferred until certain actions taken. 
HOEFLING, R. Regional Operations & Enforcement Division. 84/05/08. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (pre-861125). 3pp. 38207:134- 
38207:136. 

-8405210299 Fonwards Govt Accountability Project 840412 2.206 request that Commis- 
sion take actions before reinstating low power OL.Ltr should be considered part of 
review effort & issues raised in Itr should be addressed.W/o end. 

BURNS,S.G. Office of the Executive Legal Director (Pre 860701). 84/05/07. 
DENTON, H. Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 
38207:132-38207:133. 

-8406210185 Forwards draft Itr to util providing NRC agreement w/State of CA Historic 
Preservation Ofc no effect determination re Site SLO-2.Notificatlon provided per 
36CFR800.4(b)(1). 

REGAN,W.H. Site Analysis Branch. 84/06/12. KNlGHTON,G.W. Licensing Branch 3. 
2pp. 38207:160-38207:162. 

-8407310597 Fonvards documents for use in upcoming Commission meeting re full 
power license amend.W/o end. 

DIRCKS,W.J. Office of the Executive Director for Operations. 84/07/24. PALLADINO 
Commissioners. 30pp. 38207:176-38207:205. 

—8408090485 Forwards briefing slides & statement of I Yin for upcoming full power 
Commission meeting. 

DIRCKS,W.J. Office of the Executive Director for Operations. 84/07/31. PALLADINO 
Commissioners. Ip. 38207:175-38207:175. 

-8502050749 Fonvards lists of NRR personnel who participated In facility allegations & 
piping & pipe supports evaluations,per 850117 request.W/o ends. 

SHI^LING,H. Licensing Branch 3. 85/01/28. BOULDEN,H. Office of Inspector & 
Auditor. 4pp. 38207:247-38207:252. 

-8505310082 Litigation Rept 11 for 1985. 

BRIGGS,W.H. Office of the General Counsel. SECY-85-156. 85/05/03. 6pp. 
38208:115-38208:124. 

—8512120256 Expresses concern on behalf of M Cattoir over events surrounding auto- 
matic shutdown on 85051 8.Closed valves should have been open & water rushed 
through piping designed for steam causing pipe support fractures. 

PANETta,L.E. House of Rep. 85/10/24. PALLADINO,N. Commissioners. 3pp. 
38208:125-38208:136. 

-8603110130 Requests assistance in resolution of Allegations 162 re QA procedures 
per SSER 28 & 1702 re production pressure & quota impositlon.Allegatlon 1702 
should be transferred to Ofc of Investigations. 

VARGA,S.A. PWR Project Directorate 3. 86/03/03. KIRSCH.D.F. Region 5, Office of 
Director. 2pp. 38208:059-38208:060. 

-8610100061 Forwards final testimony for 840124 hearing re plant. Testimony will be 
delivered to subcommittee on 840123. 

FAY,E.S. Office of Congressional Affairs. 84/01/20. PALLADINO, GILINSKY, ROB- 
ERTS Commissioners. Ip. 38207:015-38207:025. 

-8610100086 Requests guidance re preparation for ACRS 840210 briefing on 
plantSubjects proposed include RHR pump common mode failure & main turbine 
overspeed protection during seismic event. 

KNIGHTON,G.W. Licensing Branch 3. 84/01/31. NOVAK,T.M. Assistant Director for 
Licensing. 16pp. 38207:095-38207:110. 

-8610100120 Requests review of addi allegations received to determine whether de- 
tailed evaluations required prior to issuance of full power license.Comments requested 
by 841102. 

EISENHUT,D.G. Division of Licensing (800428-851124). 84/10/31. VOLLMER,R.H. Di- 
vision of Engineering (pre-851125). 2pp. 38207:239-38207:243. 

-8610100122 Forwards draft safety evaluation on IDVP open items & followup 
items.(Domm6nts requested by 840523. 

KNIGHTON,G.W. Licensing Branch 3. 84/05/17. BISHOP.T.W. NRC - No Detailed Af- 
filiation Given. LEAR.G.E. Structural & Geotechnical Engineering Branch. PARR,O.D. 
Auxiliary Systems Branch. 16pp. 38207:137-38207:152. 

-8610100125 Summarizes 841228 telcon w/util re combined Tech Specs.Utii offered to 
provide mgt summaiy of differences between combined Units 1 & 2 Tech Specs & 
existing Unit 1 Tech Specs. 

BUTCHER,E. Division of Licensing (800428-851124). 85/01/03. Division of Ucensing 
(800428-851124). 2pp. 38207:244-38207:245. 

-8610100130 Summarizes meeting w/ACRS & consultants re plant seismic 
plan.Proposal to include peak acceleration values in seismic reevaluation program ac- 
cepted. 

VOLLMER,D. NRC - No Detailed Affiliation Given. 84/05/25. DENTON,H. NRC - No 
Detailed Affiliation Given. Ip. 38207:153-38207:153. 

-8610100131 Forwards H Schierling 850128 memo forwarding list of NRR personnel 
participation in evaluation of allegations of plant.Comments requested. 

SCHIERUNG,H. NRC - No Detailed Affiliation Given. 85/01/28. NRC - No Detailed 
Affiliation Given. Ip. 38207:246-38207:246. 

-8610100140 Summarizes 840430 discussion w/T Devine of GAP re recent allegations 
of wrongdolng.Board notifications setting forth characterization of info provided by cli- 

CHANDL?R,U*NRC - No Detailed Affiliation Given. 84/05/01. HAYES,B. Office of 
Investigations. E1SENHUT,D. Division of Licensing (800428-851124). 1p. 38207:154- 
38207:154. 

-8610100149 Forwards documents re plant allegations, including Joint Intervenors 
840611 reply to util & NRC concerning design QA, const QA & licensee character & 
competence.W/o ends. 

CHANDLER, LJ. NRC - No Detailed Affiliation Given. 84/06/21. EISENHUT.D. Division 
of Ucensing (800428-851124). MARTIN, J.B. Region 5, Office of Director. 2pp. 
38207:155-38207:159. 
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-*8610100151 Notifies of 850419 meeting w/util in Bethesda.MD to discuss status of 
plant in preparation for Commission 850423 briefing. List of topics & proposed agenda 
enci. 

SCHtERLlNG.H. Ucensing Branch 3. 85/04/17. KNIGHTJ. Division of Engineering 
(pre-851125). HARTZMAN.M. Mechanical Engineering Branch. CHANDLER, L. Office 
of the Executive Legal Director (Pre 860701). 4pp. 38207:273-38207:276. 

-8610100155 Advises that plant will be ready for fuel loading on 850331 .Delay due to 
turnover from const to operations. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 85/01/29. DENTON.H.R., 
EiSENHUT.D.G., NOVAK, T. NRC - No Detailed Affiliation Given. Ip. 38207:277- 
38207:277. 

-8610100159 Forwards rept re special evaluation of shift advisors.Review concludes 
training program adequate & meets industry proposals. 

THOmPSON,H.L Division of Human Factors Safety (800428-851124). 84/04/25. 
DENTON, H.R. Office of Nuclear Reactor Regulation. Director (pre-851125). Ip. 
38207:163-38207:163. 

-8610100164 Comments on plant Sholly packages.Review concludes no legal objection 
to Issuance of notice for Unit 1. Package for Unit 2 does not appear necessary. 
CHANDLER.LJ. NRC - No Detailed Affiliation Given. 85/06/10. SCHIERLING.H. NRC 
- No Detailed Affiliation Given. Ip. 38207:329-38207:329. 

-8610100166 Discusses ASLAB 840629 decision re appeal of ASLB Aug 1982 initial 
decision authorizing issuance of full power OLs. ASLAB concluded ASLB erred in at- 
taching condition requiring further final FEMA findings. 

CUNnTnGHAM.G. Office of the Executive Legal Director (Pre 860701). 84/07/06. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
38207:164-38207:165. 

-8610100168 Forwards Decision ALAB-81 1 .which determined that no further hearing on 
design verification Issues required.lssuance of full power OL authorized subject to 
conditions.including requirement for jet impingement analyses. 

CUNNINGHAM.G.H. Office of the Executive Legal Director (Pre 860701). 85/07/03. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 3pp. 
38207:330-38208:058. 

-8610100175 Confirms discussions re relationship between allegations & matters before 
ASLAB concerning design QA matters.Effect of matters on evaluations presented in 
SSERs 16,18 & 19 should be considered. 

CHANDLER.LJ. Office of the Executive Legal Director (Pre 860701). 84/01/13. 
KNIGHT,J., BISHOP.T. NRC - No Detailed Affiliation Given. 7pp. 38207:166- 
38207:172. 

-8610100176 Advises of schedule for plant for Nov 1985 - Jan 1986. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 85/10/24. EISENHUT.D.G., 
MIRAGLIA.F.. NOVAK.T. NRC - No Detailed Affiliation Given. Ip. 38208:061- 
38208:063. 

-8610100187 Forwards util response to ASLAB 840628 memorandum & order request- 
ing further info re acceptsdaility of using A307 bolts. W/o end. 

CHANDLER.LJ. Office of the Executive Legal Director (Pre 860701). 84/07/16. 
KNIGHT, J. NRC - No Detailed Affiliation Given. Ip, 38207:174-38207:174. 


-8205030609 Comments on util overall mgt plan & TES Phase I program mgt plan for 
faciiity.Subj documents complete & responsive to Commission order & needs in QA 
area. 

HAASS.W.P. Quality Assurance Branch. 82/04/22. VOLLMER.R.H. Division of Engi- 
neering (pre-851125). 2pp. 38335:291-38335:293. 

-8208040019 Forwards Itr from concerned engineer stating concern re seismic reanaly- 
sis being conducted at facilities.Concerns should be factored into NRC review of re- 
verification effort. 

SNIEZEKJ. Office of Inspection & Enforcement, Director (Post 820201). 82/05/18. 
CASE,E. Office of Nuclear Reactor Regulation, Director (pre-851125). 1p. 38335:294- 
38335:294. 

-8208060304 Provides list of ITRs w/board notification numbers as of 820728 in re- 
sponse to 820723 memo. 

EISENHUT.D.G. Division of Ucensing (800428-851124). 82/08/03. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). Ip. 38335:303- 
38335:303. 


-8212220056 Forwards draft outline for fuel loading/low power SER. Approach follows 
that of SECY-82-41 4.Comments requested no later than 821209. 

EISENHUT.D.G. Division of Ucensing (800428-851124). 82/12/03. MATTSON.R.J, Di- 
vision of Systems Integration (811005-851124). 10pp. 38336:003-38336:012. 

-8212220327 Forwards Div of Engineering updated program for conducting independent 
design verification program review. 

VOLLMER,R.H. Division of Engineering (pre-851125). 82/12/15. EISENHUT.D.G, Divi- 
Sion of Ucensing (800428-851124). 9pp. 38336:013-38336:021. 

-8301210176 Comments on "Diablo Canyon Independent Design Verification Program." 
draft interim technical rept.Phase ll.addi sample & addi verification.Other technical 
review branches should also be apprised of rept. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering (Pre 830201). 83/ 
01/07. NOVAK,T.M. Assistant Director for Ucensing, 1p. 38336:049-38336:051. 

-8303040124 Advises that div will provide SER input re design adequacy of plant com- 
ponent cooling water sys by 830331 & requests Div of Licensing expedite responses 
from util re documentation util committed to provide at 830128 meeting. 

MATTSON, R.J. Division of Systems Integration (811005-851124). 83/02/24. 
EISENHUT.D.G. Division of Licensing (800428-851124). 3pp. 38336:069-38336:088. 

-8305060159 Summarizes 830418 meeting w/J Wermiel.A Vietti & B Buckley & "J 
Smith" re status of NRC reevaluation of component cooling water sys.Comments so- 
licited from J Smith on draft SER in area of surge tank level instrumentation seismic 
design. 

PARR.O.D. Auxiliary Systems Branch. 83/04/27. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 2pp. 38336:089-38336:090. 

-8310200029 Requests input to SSER 19 re fuel load requirement8.lnputs required by 
831012. 

SCHIERUNG.H. Licensing Branch 3. 83/10/07. KNIGHT, J.P., WERMIEUJ., KUO.P.T. 
NRC - No Detailed Affiliation Given. 8pp. 38336:164-38336:171. 


-8610100193 Forwards summary sheet for Allegations 1230 & 1231.No further action 
required. 

BOSNAK,R.J. NRC - No Detailed Affiliation Given. 86/03/04. NRC - No Detailed Affili- 
ation Given. 3pp. 38208:064-38208:066. 

-8610100201 Confirms 850208 conversation re plant allegation review. No documenta- 
tion prior to 840913. 

GRiMES,C. Systematic Evaluation Program Branch. 85/02/11. KARAS.F. Division of 
Rules and Records. 1 p. 38208:1 04-38208:1 04. 

-8610100207 Partially deleted memo forwarding Electrical.lnstrumentatlon & Control 
Sys Branch safety evaluation of proposed Tech Spec revs re batteries.SALP input 
a£so end. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/03/06. NRC - No 
Detailed Affiliation Givea Ip. 38206:105-38208:105. 

-8610100209 Discusses Commission 840810 Decision CLl-84-12 re consideration of 
earthquakes in context of emergency planning & Memorandum & Order CLI-84-13 au- 
thorizing issuance of full power OL 

CUNN1NGHAM,G. Office of the Executive Legal Director (Pre 860701), 84/08/14. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director {pre-851125). 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 
MINOGUE,R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 21pp. 
38207*.206-38207:227. 

-8610100213 Safety evaluation accepting proposed Tech Spec revs re batteries. 

* NRC - No Detailed Affiliation Given, 86/03/06. 5pp. 38208:106-38208:110. 

-8610100219 Forwards resolution of Diablo Canyon Allegation 676-Action completes 
resolution of outstanding allegations under Technical Assistance Branch responsi- 
bility. 

WiLLlAMS,M.H. Planning & Program Analysis Staff (post 851125). 86/03/14. 
VARGA,SA PWR Project Directorate 3. 4pp. 38208:111-38208:114. 


-W10100220 Forwards list of issues admitted by ASLAB in reopened hearing on design 
^ developed w/short timeframe considered. 

Executive L^l Director (Pre 860701). 84/08/31. 
SCHIERUNG,H. NRC - No Detailed Affiliation <^en. 8pp. 38207:228-38207:238. 


8610200390 Partial re^xxise to FOIA r^uesLForwards App C documents. Documents 
also placed in PDR. 

GRiMSLEy.O.H. Division of Rules and Records. 86/09/30. HOLMES,G.A. MHB Tech- 
nical Assodates. 7pp. 38335:142-38336:346. 


-8112100549 Discusses QA Branch plans re determination of acceptability of util design 
verification program. 

HAASS.W,P, Quality Assurance Branch. 81/11/30. MIRAGLIA F .i. i iron«tnn Branch 
3. 2pp. 38335:219-38335:220. 


-8610200412 Discusses design QA & possibility of need for broader look at design QA 
than that provided by Cloud & IE.Suggests listed longer term remedies to overcome 
lack of QA. 

VOLLMER,D. NRC - No Detailed Affiliation Given. 81/10/26. DENTON, H. NRC - No 
Detailed Affiliation Given. 1p. 38335:150-38335:150. 

-8610200423 Advises that author obtained listed info which may be of use in develop- 
ing seismic reverification program for Diablo Canyon.Related info end. 

* NRC - No Detailed Affiliation Given. 81/10/28. NRC - No Detailed Affiliation Given. 
37pp. 38335:151-38336:212. 

-8810210252 Forwards draft Commission paper re Facility Phase ii.for review & 
commenLUst of open items on Phase II end. 

EISENHUT,D.G. Division of Ucensing (800428-851124). 82/10/01. DENTON.H.R. 
NRC - No Detailed Affiliation Given. 2pp. 38335:356-38335:357. 

-8610210278 Usts meetings scheduled on fadllty.Details of meetings encl.NRC aten- 
dance recommended, 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 82/12/29. EtSENHUT.D,, 
KNIGHT.J., PARR,0. NRC - No Detailed Affiliation Given. 7pp. 38336:022-38336:045. 

-8610210314 Forwards list of facility meetings scheduled for next wks. List based on 
info provided by Teledyne & util as of 830217. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 83/02/17. EISENHUT.D.G., 
VOLLMER,R.H., MATTSON, R.J. NRC - No Detailed Affiliation Given. 2pp. 38336:061- 
38336:066. 

-8810210449 Advises that 830617 reserved for meeting w/util & Diablo Canyon project 
mgt to discuss schedule, preoperation & hot functional test & other issues & 
requirements-Wishes to be informed of which NRC personnel should attend, 
SCHIERLING.H. NRC - No Detailed Affiliation Given. 83/06/10. EiSENHUT.D.G, NRC 
- No Detailed Affiliation Given. 2pp. 38336:122-38336:125. 

-8610220242 Responds to 821109 memo re NRR & Region V views on facility design 
verification program.Concurs w/reciplent view that expanded Phases t & il program 
will assure tiiat deficiencies in design program of util will be identified. 

ENQELKEN.R.H. Region 5, Office of Director. 82/11/09. DENTON.H.R. Office of Nu- 
clear Reactor Reguiatipn, Director (pre-851125). 1p. 38336:223-38336:346. 

8610100617 Discusses request to reroute Discharge 001 N secondary effluent from 
package sewage treatment plant tor domestic sewage only.Rerouting acceptable per 
Discharge Prohibition A.3,Revlsed program end. 

JONES, K.R. California, Slate of. 86/10/01. FURTADO.V.C. Pacific Gas & Electric Co. 
10pp. 38202:263-38202^272. 



8610150457 Sumrpary of 860919 me^g-jw/util & NUS to review engineering calcula- 
, , . „ tions & installation procedures for reinstallation of original spent fuel racks into Unit 1 

pod.Attendee list & supporting documentation end. 

5:226- SCHIERLING.H. PWR Project Directorate 3. 86/10/01. PWR Project Directorate 3. 

23pp. 38260:010-38260:092. 
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-8610150461 Amend 3 to application for OL.responding to requests for addi info trans- 
mitted in 731228 & 740104 itrs & including other miscellaneous changes & corrections 
to FSAR. 

WORTHINGTON. J. Pacific Gas & Electric Co. 74/02/15. 6pp. 38260:034-38260:039. 

-8610150474 Discusses preliminary review of application for licenses to operate two 
reactors.Application not sufficiently complete for detailed review.Enci 1 identifies 
FSAR deficiencies & End 2 identifies addi financial info needed. 

GIAMBUSSO,A. Atomic Energy Commission, Directorate of Licensing. 73/08/13. 
SEARLS.F.T. Pacific Gas & Electric Co. 4pp. 38260:040-38260:043. 

-8610150479 Forwards application for Class 104b OLFSAR forwarded separately.W/o 
a|wlication.Supporting documentation end. 

S^RLS,F.T. Pacific Gas & Electric Co. 73/09/28. Atomic Energy Commission, Direc- 
torate of Licensing. 35pp. 38260:044-38260:080. 

-8610150482 Forwards request for addi info to continue review of application for 
OL.Confirmation re Incorporation of mods to WCAP-8185 in amend re 17x17 fuel 
design requested.Supporting documentation end. 

GOi1eR.K.R. Atomic Energy Commission. Directorate of Licensing. 74/01/04. 
SEARLS.F.T. Pacific Gas & Electric Co. 12pp. 38260:081-38260:092. 

8610150180 Partial response to FOIA request.App G documents end. Documents also 
available in PDR. 

QRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150187 Advises that Diablo Canyon Review Panel transfemed closeout responsi- 
bility for listed allegations to NRR during 850409 meeting.W/o stated end. 

KIRSCH,D.F. Region 5, Office of Director. 85/05/10. SCHIERLING.H.E. Region 5, 
Office of Director. 1 p. 38259:21 0-38259:21 0. 

-8610150193 Requests that Attachment 1 be removed from License DPR-81, due to 
licensee compliance w/const,maint & preoperational testing. 

KIRSCH.D.F. Region 5, Office of Director. 85/06/07. NOWK.T. Assistant Director for 
Licensing. Ip. 38259:211-38259:211. 

-8610150207 Fonvards comments from review of proposed combined Tech Specs for 
Units 1 & 2. 

KIRSCH.D.F. Region 5, Office of Director. 85/07/17. NOVAK.T.M. Assistant Director 
for Licensing. 17pp. 38259:219-38259:235. 

-8610150216 Ack receipt of 850718 package of allegations from T Devine. As of 
85071 8, package not submitted as 2.206 amend. 

KIRSCH.D.F. Region 5. Office of Director. 85/07/23. Region 5. Office of Director. Ip. 
38259:236-38259:236. 

-8610150255 Notice of 860110 significant meeting at site to discuss enforcement & 
mqt issues. 

* Region 5, Office of Director. 86/01/03. Region 5, Office of Director. Ip. 38259:260- 
38259:260. 

-8610150262 Requests encouragement for completion of outstanding allegations re fa- 
ciilty. 

MARTIN.J.B. Region 5, Office of Director, 86/01/23. DENTON.H. Office of Nuclear 
Reader Regulation, Director (post 851125). Ip. 38259:261-38259:261. 

8610150215 Forwards evaluation of reinstallation of original spent fuel racks & certain 
as-measured welds.Changes to racks, method of reinstallation & as-measured welds 
acceptable & do not require license or Tech Spec change. 

VARGA,S.A. PWR Projed Directorate 3. 86/10/03. KIRSCH,D.F. Region 5, Office of 
Diredor. 2pp. 38255:070-38255:282. 

-8609220284 Submits daily highlighLOn 86091 9, meeting will be held w/ util to 
discus8,in further detail, reinstallation of original racks into Unit 1 spent fuel pool, 
SCHIERLING.H.E, PWR Project Directorate 3, 86/09/18. DENTON.H.. VOLLMER.R., 
LYONS, J. NRC - No Detailed Affiliation Given. 11pp. 38255:183-38255:193. 

-8610150224 Advises that application for licenses incomplete to initiate detailed review 
due to extensive deficiencies identified in FSAR re tornado design criteria, slope stabili- 
ty & design of Category i structures. 

GIAMBUSSO,A. Atomic Energy Commission, Directorate of Licensing. 73/08/13. 
SEARLS,F.T. Pacific Gas & Eledric Co. 4pp. 38255:194-38255:197. 

-8610150229 Forwards application for OL.FSAR being forwarded separately. 
SEARLS.F.T. Pacific Gas & Electric Co. 73/09/20. Atomic Energy Commission, Direc- 
torate of Licensing. 32pp. 38255:1 98-38255:229. 

-8610150231 Fonvards request for addi info re new 17x17 fuel design, based on review 
of FSAR through Amend 1. 

GOLLER,K.R. Atomic Energy Commission - Deputy Director for Reador Projects, 74/ 
01/04. SEARLS.F.T. PacHic Gas & Electric Co. 12pp. 38255:230-38255:282. 

8610150363 Summary of 860925-26 meetings w/util in Bethesda,MD re as-built welds 
on Unit 1 onginal spent fuel racks. 

SCHIERLIN<3,H. PWR Projed Directorate 3. 86/10/03. PWR Projed Directorate 3. 
7pp. 38258:1 02-38258:1 21 . 

8610140354 Final response to FOIA requesLForwards App A & B documents. App B 
documents also available in PDR, 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. BISHOP.T.W. O’Brien- 
Kreitzberg & Associates, Inc. 3pp. 38234:031-38234:070. 

-81(M100503 Submits status of evaluation by Coastal Engineering Research Ctr re facil- 
ity intake structure flooding - breakwater damage. 

FLIEGEUM. Hydrologic & Geotechnical Engineering Branch. 81/07/29. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:034-38234:038. 

-8108210266 Submits tentative schedule for breakwater problem soMng & status 
r^Marked-up H Denton 810714 memo to Eisenhut end. 

L^R.Q. Hj^rologic & Geotechnical Engineering Branch. 81/07/31. VOLLMER.R.H. 
Division of Engineering (pre-851 1 25). 2pp. 38234:039-38234:044. 

speedy resolution of breakwater problem solving & status rept 
of Nuclear Reactor Regulation. Diredor (pre-851 125), 81/07/14. 
EISENHUT,D.G, Division of Ucensing (800428-851124). Ip. 38234:041-38234:041. 


-8108210276 Advises that facility breakwater structure has been found acceptable for 
low power operation.M Fliegel 810729 trip rept end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 81/07/14. DENTON.H.R, 
Office of Nuclear Reador Regulation, Director (pre-851 125). Ip. 38234:042- 
38234:044. 

-8109300471 Notification of 810925 meeting w/util in Bethesda,MD to discuss resolu- 
tion of breakwater structure. 

BUCKLEY.B.C. Licensing Branch 3. 81/09/23. MIRAGLIA,F.J. Licensing Branch 3. Ip. 
38234:045-38234:045. 

-8110280734 Summary of 810925 meeting w/util re various approaches available to re- 
solve UHS intake structure flood protedion concerns. 

FLIEGEUM. Hydrologic & Geotechnical Engineering Branch. 81/10/14. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:046-38234:047. 

-8112020339 Summary of 811109-10 site visit to review physical model of backwater & 
surrounding coastal areas. 

FLIEGEL, M. Hydrologic & Geotechnical Engineering Branch. 81/11/17. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:048-38234:054. 

-6201260542 Advises that since applicant has not submitted info re status of break- 
water/intake problem,SER suppi input will be delayed until mid-May. 

LEAR,G. Hydrologic & Geotechnical Engineering Branch. 82/01/12. MIRAGLIA,F. Li- 
censing Branch 3. Ip. 38234:055-38234:055. 

-8208130344 Fonvards agenda & list of attendees for 820729 informal meeting w/ ap- 
plicant re status of studies on vent mods to sve water intake compartment,wave & 
ship collision impact forces & repairs to breakwaters. 

JACHOWSKI,R. Hydrologic & Geotechnical Engineering Branch. 82/08/05. LEAR.G. 
Hydrologic & Geotechnical Engineering Branch. 3pp. 38234:056-38234:058, 

-8610140358 SSER re effed of breakwater damage on saltwater intake structure. 

* NRC - No Detailed Affiliation Given. 83/02/15. 10pp. 38234:061-38234:070. 

8610140173 Responds to 860829 Itr to ASLB requesting NRC use natl lab to perform 
Independent analysis of licensee plan to rerack spent fuel pools.NRC used well-quali- 
fied ewerts from Franklin Research Ctr in review of licensee application. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Diredor (post 851125). 86/10/ 
07. CULN/ER,N. San Luis Obispo Mothers for Peace. FERGUSON.R.B. Sierra Club. 
5pp. 38220:278-38220:282. 

8610140196 Notification of 861021-24 meeting w/utll in San Francisco, CA to review 
status of long-term seismic program, including geological features & charaderization of 
Hosgri fault zone & San Luis Obisbo region. 

SCHIERLING,H. PWR Project DIredorate 3. 86/10/08. VARGA,S.A. PWR Projed Di- 
rectorate 3. 7pp. 38233:291-38233:297. 

8610240269 Partial response to FOIA requesLForwards documents listed in 
app.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38354:190-38354:213. 

-8610240272 Responds to 811120 memo re plant design verification 
program.Breakdown of various tasks for response to Commission 811119 order to util 
suspending fuel loading & low power test operations end. 

CR^S,J.L Division of Reactor Safety & Projects. 81/11/25. MIRAGLIA,F.J. Licens- 
ing Branch 3. 9pp. 38354:193-38354:204. 

-8610240279 Requests transfer of lead responsibility for engineering acceptability of 
cable tray & conduit support matls supplied by Midland Ross to NRR.Engineering as- 
sessment should include acceptability of commercial-grade matls. 

CREWS, J.L Division of Resident, Reador Project & Engineering Programs. 82/12/16. 
EtSENHUT.D.G. Division of Ucensing (800428-851124). 2pp. 38354:207-38354:210, 

8610300365 Notification of contrad execution, Mod 2, to “Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant." Contractor:Unlv of Nevada- 
Reno,MacKay School of Mines. 

MEARSE,S.D. Contrad Administration Branch (Post 860421). FIN D-1325. 86/10/20. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). GIESE- 
KOCH.Q. NRC • No Detailed Affiliation Given. Ip. 38409:138-38409:140. 

-8610300370 Mod 2.providing incremental funding, to “Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant." 

* Nevada, Univ, of, MacKay School of Mines. Reno. NV. WIQGINS.E.J. Division of 
Contracts. FIN D-1325. 86/10/20. 2pp. 38409:139-38409:140. 

8610290099 Forwards Amends 10 & 8 to Licenses DPR-dO & DPR-82. respedively & 
safety evaluation.Amends revise Tech Specs to redefine moderator temp coefficient & 
delete design feature description of total weight of U in fuel rod. 

SCHIERLING,H. PWR Projed DIredorate 3. 86/10/21. SHIPPER, J.D. Pacific Gas & 
Electric Co. 3pp. 38399:326-38399:345. 

-8610290104 Amends 10 & 8 to Ucenses DPR-dO & DPR-82, respectively, revising Tech 
Specs to redefine moderator temp coefficient & delete design feature description of 
total weight of U in fuel rod. 

VARGA, S.A. PWR Projed DIredorate 3. 86/10/21. 14pp. 38399:329-38399:342. 

-8610290107 Safety evaluation supporting Amends 10 & 8 to Ucenses DPR-80 & DPR- 
82, respectively. 

* Office of Nuclear Reador Regulation. Director (post 851125). 86/10/21. 3pp. 
38399:343-38399:345. 

8610220369 Generic Ltr 86-16 to all PWR applicants 6 licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reador Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co, of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins 6 correspondence 

81<»300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svcilst. 

* Office of Inspection 8t Enforcement, Diredor (Post 820201), 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 
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8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

S610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/23. HOLMES,G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8507110607 Requests F Coffman audit mods to facility re potential for seismically in- 
duced sys interaction between in-core flux mapping sys & seal table on 850709, per IE 
Info Notice 85-45. Util will have calculation/design packages available. 

KNIGHTON, G.W. Ucensing Branch 3. 85/07/01, THADAN1,A.C. Reliability & Risk As- 
sessment Branch. 1 p. 38232:037-38232:037. 

—8510170181 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850920 request re performance of inservice snubber visual insp. 
KNIGHTON, G.W. Licensing Branch 3. 85/10/11. NOTTiNGHAM,D. Division of Licens- 
ing (800428-851124). 5pp. 38232:199-38232:205. 

—8510170192 Initial NSHC determination & noticing action re util 850920 application to 
amend Licenses DPR-80 & DPR-82, allowing performance of first inservice snubber 
visual insp for Unit 2 following power ascension program.Amend involves NSHC. 
SCHIERLING,H., KNIGHTON,G.W. NRC - No Detailed Affiliation Given. 
CHANDLER.W. Office of the Executive Legal Director (Pre 860701). 85/10/11. Ip. 
38232:204-38232:205. 

—8512090352 Forwards insp summary of App R compliance audit on 851118-22.Struc- 
tural steel unprotected in numerous areas within plant. Unresolved issue exists re ade- 
quacy of fire dampers. 

KUBICKI.D. Plant Electrical, Instrumentation & Control Systems Branch (PWR-B), 85/ 
12/02. QUALLS.P. Region 5. Office of Director. 3pp. 38232:306-38232:340. 

8610080409 Describes low pressure turbine rotor insp program, per 810313 commitment 
to inform NRC of reevaluation for turbine missiles subsequent to 1974 analysis & eval- 
uation ref in FSAR Section 3.5.Viewgraph & related info end. 

SHIFFER,J.D. Pacific Gas & Electric Co. 86/09/29. VARGA,S.A. PWR Project Direc- 
torate 3. 4pp. 38165:264-38165:267. 

8609250062 IE Info Notice 86-084. "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8809300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610090088 Forwards Safeguards Insp Repts 50-275/86-24 & 50-323/86-24 on 
860825-0903.No violations noted.Encl withheld (ref 10CFR73.21). 

MONTQOMERY.J.L. Region 5, Office of Director. 86/10/03. SHIPPER, J.D. Pacific 
Gas & Electric Co. 2pp. 38180:272-38180:273. 


8610150180 Partial response to FOiA requesLApp G documents end. Documents also 
available in PDR. 

GRIMSLEY.0.H. Division of Rules and Records. 86/10/03. HOLMES.G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

--86101 50202 Requests NRR assume lead responsibility for technical evaluation of ap- 
plicability of Subsection IWV-3427 of ASME Code, Section XI re leak rate tests of RCS 
pressure isolation valves. 

KIRSCH.D.F. Region 5. Office of Director. 85/06/11. THOMPSON, H.L Division of U- 
censing (800428-651124). 7pp. 38259:212-38259:218. 

-8610150225 Advises that based on results of insp efforts, Region V determined that 
licensee startup testing performed to date completed in agreement w/commitments & 
regulatory requirements.Hecommends issuance of full power OL for plant. 
MtolN,J.B. Region 5, Office of Director. 85/08/23. DENTON,H. Office of Nuclear 
Reactor Regulation, Director (pre-851125). Ip. 38259:242-38259:242. 

-8610150234 Requests that Auxiliary Sys Branch fire protection reviewers be provided 
to partidpate in App R fire protection/safe shutdown insp scheduled for 851118-22. 
KIRSCH.D.F. Region 5. Office of Director. 85/08/29. PARR, 0.0. Auxiliary Systems 
Branch. Ip. 38259:243-38259:243. 


-8810150250 Requests NRR assume lead responsibility for evaluation & resolution of 
Unresolved Item 50-275/85-36-04 re fire dampers. 

KIRSCH,O.F. Region 5, Office of Director, 85/12/30. THOMPSON.H.L. Division of 
Pressurized Water Reactor Ucensing - A (post 851125). Ip. 38259:246-38259:259, 


-8610150269 Discusses insp on 851230-860107 & forwards notice of violation & pro- 
posed imposition of civif penalty in amount of $50,000. Violation caused by wiring error 
in which actuating coil of MSIV solenoid valve bypassed. 

MARTIN, J.B. Region 5. Office of Director. 86^2/12. SHIFFER.J.D. Pacific Gas & 
Electnc Co. 2pp. 38269:262-38259:263. 


-8610150279 Notice of violation & proposed imposition of civil penalty in amount of 
$50,OOO.Viotation notedruriit in Mode 1,2 or 3 from 850725-0831 & 1007-1127 w/one 
channel of aut(»natic actuation lode for MSIV inoperable. 

MARTIN, J.B. Region 5, Office of Director. 86/02/12. 3pp. 38259:264-38259:270. 

-8610150282 Forwards revised list of participants for regulatory effectiveness review at 
site on 86051 9-23.W/0 end. 

MARTIN J.B. Region 5. Office of Director. 86/03/28. SHIPPER, J.D. Pacific Gas & 
Electric Co. Ip. 38259:271-38259:271. 


-W1Q150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 

MART1N^.B. R^’on J, Office of Director. 85/08/22. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 2pp. 38259:272-38259:273. 

86100662^ IE GornpHan^ Metin 864>03, “Potential Failure of Multiple EGGS Pumps 
Dm to Single Failure of Air^Dperated Valve in Min Flow Redrculation Line." Svc list 

TAYLOR 4 M. Oflce of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
- Edison Co. nf ^ nijpp. 38258:27^38259:017. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New Yorl^. Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 


8610140313 Monthly operating rept for Jul 1986.W/860813 Itr. 

KELLER.A.T., SISK.D.P., THORNBERRY,R.C. Pacific Gas & Electric Co. 86/07/31. 
9pp. 38223:321 -38223:329. 

8610200390 Partial response to FOIA request.Fonwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES.G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610210208 Forwards listed info re util Semimonthly Repts 5,6 & 6-15, R.L Cloud & 
Assoc Semimonthly Repts 7-15,Teledyne Semimonthly Repts 11-15 & Teledyne pro- 
gram plan for Phases t & II, per request.W/o end. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 82/07/02. HARTZMAN.M. NRC 
- No Detailed Affiliation Given. 2pp. 38335:301-38335:302. 

8610270317 "Rept on Discharge Monitoring at Diablo Canyon Power Plant for Sept 
1986." W/861020 Itr. 

SH1FFER.J.D., THORNBERRY,R.C. Pacific Gas & Electric Co. 86/09/30. JONES,K.R. 
Catifomia, State of. 37pp. 38372:278-38372:314. 

8610300376 Forwards “10CFR50.59 Annual Rept of Changes.Tests & Experiments for 
841001-860322." Rept consistent w/reporting interval of annual FSAR update rev. 
SHIFFER,J.D. Pacific Gas & Electric Co. 86/10/17. MARTIN, J.B. Region 5. Office of 
Director. 2pp. 38409:255-38409:265. 

-8610300378 “10CFR50.59 Annual Rept of Changes.Tests & Experiments for 841001- 
860322." 

* Pacific Gas & Electric Co. 86/03/22. 9pp. 38409:257-38409:265. 


S. Reportable occurrences, LERs & related correspondence 


8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8507190065 Submits daily highlight.Brush fire near San Luis ObIspo.CA approx 10 
miles from facility.Parts of city evacuated.On 850704.transmlsslon via Midway line to 
east temporarily switched to (^ates line to north.Unit 1 at 100% power. 

SCHIERLING.H. Licensing Branch 3. 85/07/09. DENTON, H., aSENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical Support 
Branch. 1p. 38232:074-38232:075. 

-8509180139 Submits daily highlightOn 850831 .reactor coolant pump failed while in 
Mode 3 as result of motor winding failure. Cause under investigatlon.Motor removed 
offsite for rewinding.Six-wk delay in low power testing expected. 

SCHIERLING.H. Licensing Branch 3. 85/09/05. DENTON, H.. EISENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). LYONS, J. Technical Support 
Branch. 1p. 38232:177-38232:184, 

8610080419 LER 86-022-00:on 860824,axial flux difference (AFD) outside target band 
for greater than 15 minutes.violating Tech Spec 3.2. 1.1 .Action a.Caused by personnel 
errorAFD back on target band at time of discovery .W/860923 itr. 

LUCKETT.R.M., SHIFFER.J.D. Pacific Gas & Electric Co. 86/09/23. epp. 38165:258- 
38165:263. 


8610080188 RO:on 86091 8, spurious safety injection occurred due to momentary high 
steam flow signal concurrent w/low RCS average temp.Cause not stated.Unlt 
8tabllized.Corrective action taken to preclude late reporting of unusual events. 
THORNBERRY,R.C. Pacific Gas & Bectric Co. 86/09/26. BRIAM.W. San Luis Obispo, 
CA. 2pp. 38137:321-38137:322. 

8610220437 Responds to request for comments re NRC rept, "Trends & Patterns Rept 
of Unplanned Reactor Trips at US LWRs In 1985.” Comparison of 1985 Unit 2 trip 
record w/record of plants In commercial operation inappropriate. 

SHIFFER.J.D, Pacific Gas & Electric Co. 86/10/09. MARTIN, J.B. Region 5, Office of 
Director.. 6pp. 38331 :003-38331 :008, 

8610270158 LER 86-023-00:on 8609 18, automatic reactor trip & subsequent turbine trip 
occurred.Caused by main feedwater pump 2-2 reducing to min speed while plant tech- 
nicians made adjustments to Lovejoy controller. 

NELSON, T.A., SH|FFER,J.D. Pacific Gas & Electric Co. 86/10/20. 6pp. 38362:050- 
38362:055. 



DOCKETED ITEMS 119 


8610280143 LER 86-024-00:on 860918,reactor trip breaker A opened w/o reactor trip 
si^nal-Caused by electrician unintentionally jarring another relay or tripping feature in 
trip breaker cubicle.Wire lug repiaced.W/861020 Itr. 

NELSON, TA, SNIFFER, J.D. Pacific Gas & Electric Co. 86/10/20. 5pp. 38368:351- 
38368:355. 

8610300235 PNO-V-86-073:GL McChain.in custody by FBI on parole violation.issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weld records. Investigation in progress. 

MARSH,R. Region 5, Office of Director. 86/10/23. Ip. 38405:049-38405:049. 


T. Hearing transcripts on non-antitrust matters 

8610100042 Partial response to FOIA request.Forwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

-8610100069 Testimony of MJ Strumwasser on 840124 before US House of Repre- 
sentatives Subcommittee on Energy & Environ of Committee on Interior & Insular Af- 
fairs re representation of State of CA Interests in plant licensing proceedings. 
STRUMWASSER,M. California, State of. 84/01/24. 25pp. 38207:026-38207:070. 

-8610100074 Testimony of GA Maneatis re plant & SSER 20 & 21. 

MANEATIS,G.A. Pacific Gas & Electric Co. 84/02/10. 6pp. 38207:071-38207:094. 

-8610100143 Transcript of JD Shiffer 850419 comments on plant operational readiness. 
SNIFFER, J.D. Pacific Gas & Electric Co. 85/04/19. 20pp. 38207:253-38207:272. 

-8610100158 Transcript of HB Friend 850419 comments re operational readiness of 
planLRelated documents end. 

FRIEND, H.B. Pacific Gas & Electric Co. 85/04/19. 51pp. 38207:278-38207:328. 

8610200390 Partial response to FOIA request.Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610210248 Transcript of BS Georgiou 820909 statement re safety implications of de- 
ficiencies disclosed at facility. 

GEORGIOU, B.S. California, State of. 82/09/09. 32pp. 38335:324-38335:355. 

8610240269 Partial response to FOIA request.Forwards documents listed In 
app.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. HOLMES,G.A. MHB Tech- 
nicai Associates. 2pp. 38354:190-38354:213. 

-8610240282 Forwards first page of transcript of VH Tennyson 830325 
interview.TranscrIpt should be withheld from distribution outside NRC until investiga- 
tion completed. 

BISHOP, T.W. Region 5, Office of Director. 83/04/15. SCHIERLING.H. Licensing 
Branch 3, 3pp. 38354:211-38354:213. 


U. Congresaional/Executive Correspondence 

8610200390 Partial response to FOIA request. Fonwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610210305 Responds to 830111 Itr re concerns of individuals living in area near 
facility.Completion of all seismic analyses & evaluations required by Commission 
811119 order will be required prior to fuel loading decision. 

PALLADINO,N.J. Commissioners. 83/01/24. UDALL,M.K. House of Rep., Interior & In- 
sular Affairs. 5pp. 38336:052-38336:060. 

-8610220222 Advises that House Interior Committee.Subcommittee on Energy & Envi- 
ron will conduct hearing on facility.Requests Commissioners testimony re status of li- 
censing process & results of NRC review of facility by 840120. 

UDALL,M.K. House of Rep., Interior & Insular Affairs. 83/12/20. PALLADINO.N, Com- 
missioners. 1p. 38336:191-38336:222. 

8610280337 Responds to 860930 Itr to Zech re concern over implications of proposed 
reracking of spent fuel pools using spent fuel rack module8.lndependent review un- 
necessary in light of NRC comprehensive review. 

STELLO,V. Office of the Executive Director for Operations. 86/10/21, PANETTA,LE. 
House of Rep., Speaker of the House. 4pp. 38387:141-38387:154. 

-8610280371 Expresses concern over implications of proposed reracking of spent fuel 
pools.lndependent review & public hearing requested.NRC criticized for violating own 
regulations by using NSHC to conceal relevant safety info from public. 

PANETTA,LE. House of Rep. 86/09/30. 2ECH,L.W. Commissioners. 2pp. 38387:153- 
38387:154. 


V. Operator Examinations 

8610200390 Partial response to FOIA request.Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610220208 Forwards sun/ey of experienced operators & shift technical advisers at 
Diablo Canyon, Seabrook & Waterford 3, per request. 

KNIGHTON.G.W. Licensing Branch 3. 83/10/13. NOVAK,T.M. Assistant Director for 
Licensing. 7pp. 38336:172-38336:178. 

8610150180 Partial response to FOIA requestApp G documents end. Documents also 
available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150221 Informs that written exams scheduled for 851 11 3, simulator exams sched- 
uled for 851114 & oral exams scheduled for 851114 & 15.Approved ref matl listed in 
Attachment 1 should be furnished by 850912. 

PATE,R.J. Region 5, Office of Director. 85/08/09. SHIFFER.J.D. Pacific Gas 5 Elec- 
tric Co. 5pp. 38259:237-38259:241. 
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F. Security, medical, emergency & fire protection plans 

8610150196 Forwards scope & objectives of annual emergency preparedness exercise 
scheduled to commence 861210.Encl supersedes 860523 submittal. 
ZIMMERMAN.S.R. Carolina Power & Light Co. 86/09/26. GRACE.J.N. Region 2, 
Office of Director. 5pp. 38252:162-38252:166. 

8610100062 Revised plant emergency procedures,including Rev 4 to PEP-02.6.17, "Ad- 
ministrative & Logistics Manager" & Rev 9 to PEP-03.4.1 . “Initial Dose Projections." 
W/860930 Itr. 

SMITH, J.. DIETZ, C.R. Carolina Power & Light Co. 86/09/30. GRACE, J.N. Region 2, 
Office of Director. 15pp. 38191:292-38191:306. 

8610160146 Revised emergency procedures, including Rev 4 to PEP-02.6.17 re adminis- 
trative & logistics manager.Rev 9 to PEP-03,4,1 re initial dose projections & Rev 17 to 
PEP-App A re emergency response resources.W/860930 Itr. 

SMITH,J.S., DIETZ.C.R. Carolina Power & Light Co. 86/09/30. GRACE.J.N. Region 2. 
Office of Director. 15pp. 38270:241-38270:255. 

8610140351 Notification of 861015 meeting w/ufii in Bethesda,MD to discuss fire barrier 
penetration seal program. 

SYLVESTER,E. BWR Project Directorate 2. 86/10/07. MULLER,D.R. BWR Project Di- 
rectorate 2. 2pp. 38230:064-38230:065. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060123 Suppis 850626 application for amends to Licenses DPR-62 & DPR-71 .clari- 
fying footnote associated w/ Action Statement B of Tech Spec Section 3.8.1, 1 re sur- 
veillance requirements for diesel generators per Generic Ltr 84-15. 

CUTTER.A.B. Carolina Power & Light Co. 86/09/23. MILLER, D. BWR Project Direc- 
torate 2. 2pp. 38088:318-38088:321. 

-8610060142 Proposed Tech Spec.Section 3.8. 1.1, clarifying footnote associated w/ 
Action Statement B re surveillance requirements for diesel generators. 

• Carolina Power & Light Co. 86/09/23. 2pp. 38088:320-38088:321. 

8610030544 Advises that util unable to meet June 1986 deadline to upgrade senior 
technical advisor program.UntiI effort completed.contract engineers, w/ credentials & 
training per NUREG-0737,will be utilized. 

ZIMMERMAN,S.R. Carolina Power & Light Co. 86/09/24. MULLER.O. BWR Project 
Directorate 2. Ip. 38086:163-38086:163. 

8610080487 Forwards Amends 100 & 129 to Licenses DPR-71 & DPR-62, respectively 
& safety evaluation. Amends change Tech Specs to modify surveillance requirement In 
Tech Spec Table 4.3.1 -1 for turbine stop valve closure. 

SYLVESTER, E.D. BWR Project Directorate 2. 86/10/01. UTLEY, E.E. Carolina Power 
& Light Co. 2pp. 38177:297-38177:311. 

-8610080488 Amends 100 & 129 to Licenses DPR-71 & DPR-62, respectively, revising 
Tech Specs to modify surveillance requirements In Tech Spec Table 4.3.1-1 for tur- 
bine stop valve closure & turbine control valve fast closure. 

MULLER, D.R. BWR Project Directorate 2. 86/10/01. 10pp. 38177:299-38177:308. 

-8610080489 Safety evaluation supporting Amends 100 & 129 to Licenses DPR-71 & 
OPR-62, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 3pp. 
38177:309-38177:311. 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident condraons.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANl.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610210062 Forwards addi info re 860317 application for amends to Licenses DPR-62 
& DPR-71 concerning RCS leak detection instrumentation, per 860822 

requestinstrumentation channel identical but differ in source of monitored leakage. 
ZIMMERMAN,S.R. Carolina Power & Light Co. 86/10/13. MILLER, D, BWR Project Di- 
rectorate 2. 5pp. 38306;046-38306;050. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078, 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Mails." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610280341 Summarizes 860821 & 25 telcons re concerns identified In IE Info Notice 
86-003 concerning potential deficiencies in environ qualification of Umitorque valve 
actuator wiring. Details of generic activities end. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 86/09/19. GRACE,J.N. Region 2, 
Office of Director. 8pp, 38380:003-38380:010. 
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8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp, 38058:266-38058:332. 

8610100268 Forwards Insp Repts 50-325/86-20 & 50-324/86-21 on 860804-08 & notice 
of violation. 

WALKER.R.D. Region 2. Office of Director. 86/09/30. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 38194:108-38194:120. 

—8610100275 Notice of violation from insp on 860804-08. 

WALKER.R.D. Region 2. Office of Director. 86/09/30. 2pp. 38194:110-38194:111. 

-8610100279 Insp Repts 50-325/86-20 & 50-324/86-21 on 860804-08. Violation 
noted.'failure to ensure waste shipment contained less than 1 % free standing liquid & 
no unabsorbed oil. 

COOPER.W.T.. HOSEY.C.M. Region 2, Office of Director. 86/09/18. 9pp. 38194:112- 
38194:120. 


S. Reportable occurrences, LERs & related correspondence 

8810010588 LER 86-020-00:on 860823, automatic reactor scram occurred due to erro- 
neous reactor low level signal.Caused by personnel error.Involved technician 
counseied.Appropriate personnel received training.W/860922 Itr. 

PASTVA.M.J., DIETZ, C.R. Carolina Power & Light Co. 86/09/22. 3pp. 38058:109- 
38058:111. 

8610230050 LER 86-021 -00:on 86091 9, reactor protection sys bus A inadvertently deen- 
ergized due to personnel error.Bus output breakers opened instead of respective Unit 
1 breakers. Personnel discipiined.W/861017 Itr. 

PASTVA,M.J.. DIETZ, C.R, Carolina Power & Ught Co. 86/10/17. 3pp. 38344:166- 
38344:168. 
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8610100538 Forwards Insp Repts 50-324/86-22 & 50-325/86-21 on 860801 -31. Atten- 
tion called to unresolved items identified in rept. 

VERRELLl.D.M. Region 2, Office of Director. 86/09/30. UTLEY, E.E. Carolina Power & 
Ught Co. 2pp. 38194:189-38194:208. 

-8610100545 Insp Repts 50-324/86-22 & 50-325/86-21 on 860801-31.No violation or 
deviation noted.Major areas inspected:maint observation, surveillance 

observation.operational safety verification & onsite review committee. 

RULAND.W.H., GARNER.LW.,, FREDRICKSON,P. Region 2. Office of Director. 86/ 
09/29. 18pp. 38194:191-38194:208. 

6610240422 Responds to IE Bulletin 85-003, “Motor-Operated Valve Common Mode 
Failures Ouring Plant Transients Due to Improper Switch Settings.” Response to 
Action Item A & description of program & schedule for completion of Action Items B-D 
end. 

CUTTER ,A.B. Carolina Power & Light Co. 86/10/02, GRACE. J.N. Region 2. Office of 
Director. 7pp. 38355:151-38355:157. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Ucensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co, of New York. Inc. 70pp, 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Cperated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610060068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc, 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.*’ Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100t07 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270159 Responds to NRC Itr re violations noted in Insp Repts 50-324/86-18 & 50- 
325/86-17.Corrective actions:Controlling Procedure WP-18 revised & individual re- 
sponsible for rigging scaffolding to snubber appropriately disciplined. 
o7eT 2.C.R. Carolina Power & Ught Co. 86/10/16. GRACE.J.N. NRC - No Detailed Af- 
liliation Given. 3pp. 38360:219-38360:221. 

8610290058 Forwards Rev 1 to Interval 2 Inservice testing program for pumps & 
valves.Program conforms to ASME Boiler & Pressure Vessel Code,Section Xl,1980 
Edltion.Program applicable for 120-month Interval beginning 860710. 

CUTTER, A.B. Carolina Power & Ught Co. 86/10/23. MULLER, D. BWR Project Direc- 
torate 2. 2pp. 38405:213-38406:127, 

--861 0290064 Rev 1 to CPL029.1004, “CP&L InservIce Testing Program for Brunswick 
Steam Electric Plant Units 1 & 2.Second Insp Interval.” W/131 oversize drawings. 

* Carolina Power & Ught Co. 86/10/23. 273pp. 38405:215-38406:127. 


F. Security, medical, emergency & fire protection plans 


8610150196 Forwards scope & objectives of annual emergency preparedness exercise 
scheduled to commence 861210.End supersedes 860523 submittal. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 86/09/26. GRACE.J.N. Region 2, 
Office of Director. 5pp. 38252:162-38252:166. 

8610100062 Revised plant emergency procedures, including Rev 4 to PEP-02.6.17, "Ad- 
ministrative & Logistics Manager” & Rev 9 to PEP-03.4.1, “Initial Dose Projections.” 
W/860930 Itr. 

SM1TH.J.. DIETZ, C.R. Carolina Power & Light Co. 86/09/30. GRACE.J.N, Region 2, 
Office of Director. 15pp. 38191:292-38191:306. 

8610160146 Revised emergency procedures, including Rev 4 to PEP-02.6.17 re adminis- 
trative & logistics manager. Rev 9 to PEP-03.4.1 re initial dose projections & Rev 17 to 
PEP-App A re emergency response resources.W/860930 Itr. 

SM1TH,J.S.. DIETZ.C.R. Carolina Power a Light Co. 86/09/30, GRACE.J.N. Region 2, 
Office of Director. 15pp. 38270:241-38270:255. 

8610140351 Notification of 861015 meeting w/util in Bethesda.MD to discuss fire barrier 
penetration seal program. 

SYLVESTER.E BWR Project Directorate 2. 86/10/07. MULLER,D.R. BWR Project Di- 
rectorate 2. 2pp. 38230:064-38230:065. 


P. Operating license stage documents & correspondence 


8609230296 Generic Ltr 86-1 5 to all licensees a holders of application for OL re info on 
compliance w/1OCFR50.49, “Environ Qualification of Electric Equipment Important to 
SafeN for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060123 Suppis 850628 application for amends to Licenses DPR-62 a DPR-71,clari- 
fying footnote associated w/ Action Statement B of Tech Spec Section 3.8. 1.1 re sur- 
veillance requirements for diesel generators per Generic Ltr 84-15. 

CUTTER, A.B. Carolina Power a Light Co. 86/09/23. MILLER.D. BWR Project Direc- 
torate 2. 2pp. 38088:318-38088:321. 

-8610060142 Proposed Tech Spec, Section 3.8. 1.1, clarifying footnote associated w/ 
Action Statement B re surveillance requirements for diesel generators. 

• Carolina Power a Light Co. 86/09/23. 2pp. 38088:320-38088:321. 

8610030544 Advises that util unable to meet June 1986 deadline to upgrade senior 
technical advisor program.Until effort completed,contract engineers, w/credentials a 
training per NUREG-0737,will be utilized. 

ZIMMERMAN,S.R. Carolina Power a Light Co. 86/09/24. MULLER, D. BWR Project 
Directorate 2. 1p. 38086:163-38086:163. 

6610080487 Forwards Amends 100 a 129 to Licenses DPR-71 a DPR-62, respectively 
a safety evaluatlon.Amends change Tech Specs to modify surveillance requirement In 
Tech Spec Table 4.3.1 -1 for turbine stop valve closure. 

SYLVESTER, E.D. BWR Project Directorate 2. 86/10/01. UTLEY, E.E. Carolina Power 
a Light Co. 2pp. 38177:297-38177:311. 

-8610060488 Amends 100 a 129 to Licenses DPR-71 a DPR-62.respectively. revising 
Tech Specs to modify surveillance requirements in Tech Spec Table 4.3. 1-1 for tur- 
bine stop valve closure a turbine control valve fast closure. 

MULLER, D.R. BWR Project Directorate 2. 86/10/01. 10pp. 38177:299-38177:308. 

-8610080489 Safety evaluation supporting Amends 100 a 129 to Licenses DPR-71 a 
DPR-62, respectively. 

* Office of Nuciear Reactor Regulation, Director (post 851125). 86/10/01. 3pp. 
38177:309-38177:311. 


R, Periodic operating reports & related correspondence 


6610280088 "Semiannual Radioactive Effluent Release Rept,Jan-June 1986." W/ 
880821 ltr. 

DieTZ,C.R. Carolina Power a Ught Co. 86/06/30. GRACE, J.N. Region 2. Office of 
Director. 48pp. 38378:214-38378:260. 


8610100063 Forwards monthly operating repts for Jul 1986 & corrected monthly operat- 
ina rept for June 1 986 for Unit 2. 

DIET£c.R. Carolina Power a Ught Co. 86/08/07. SCROGGINS, R.M. Office of Re- 
source Management. Director. Ip. 38189:255-38189:268. 


8610160466 Summary of 860911 meeting w/BWR Owners Group In Bethesda.MD re 
strawman generic requirements for enhancing BWR containment performance In 
severe accident conditions-Second technical exchange meeting in mid-Nov 1986 pro- 

THADANl,M,C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610210062 Forwards addi info re 860317 application for amends to Ucenses DPR-62 
a DPR-71 concerning RCS leak detection Instrumentation, per 860822 
requesLlnstrumentation channel Identical but differ in source of monitored leakage. 
Z1MMERMAN.S.R. Carolina Power a Ught Co. 86/10/13. MILLER.D. BWR Project Di- 
rectorate 2. 5pp. 38306:046-38306:050. 


-8610 100070 Monthly operating repts for Jui 1 986. 

HARRISON, F. Carolina Power a Light Co. 86/07/31. 12pp. 38189:256-38189:267, 

-8810100075 Coirected monthly operating rept for June 1986. 

HARRISON, F. Carolina Power a Ught Co. 86/06/30. Ip. 38189:268-38189:268. 


8610230062 Generic Ltr 86-17 Jo all BWR licensees a applicants re availability of 
NUREG-t169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage a Leak- 
age Treatment Methods.” Svc list end, 

BERNERO.R.M. tSvision of Boiling Water Reactor (BWR) Ucensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 3841 1:266-3841 1:296. 
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8610240286 Application for amend to License DPR-74, revising Tech Specs to incorpo- 
rate more conservative min critical power ratio values In Section 3/4.2.3 & Table 
3.2.3.2-1 .thereby allowing reload for Cycle 6.Fee paid. 

CUTTER. A.B. Carolina Power & Light Co. 86/10/21. VASSALLO.D.B. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 3pp. 38356:285-38356:291. 

-8610240292 Proposed Tech Specs,tncorporating conservative min critical power ratio 
values in Section 3/4.2.3 & Table 3.2.3.2-1. 

• Carolina Power & Light Co. 86/10/21. 4pp. 38356:288-38356:291. 


Q. inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32. "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610280341 Summarizes 860821 & 25 telcons re concerns identified in IE info Notice 
86-003 concerning potential deficiencies in environ qualification of Limitorque valve 
actuator wiring. Details of generic activities end. 

2IMMERMAN.S.R. Carolina Power & Ught Co. 86/09/19. GRACE.J.N. Region 2. 
Office of Director. 8pp. 38380:003-38380:010. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100268 Forwards Insp Repts 50-325/86-20 & 50-324/86-21 on 860804-08 & notice 
of violation. 

WALKER.R.D. Region 2, Office of Director. 86/09/30. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 38194:108-38194:120. 

-8610100275 Notice of violation from insp on 860804-08. 

WALKER.R.D. Region 2. Office of Director. 86/09/30. 2pp. 38194:110-38194:111. 

-8610100279 Insp Repts 50-325/86-20 & 50-324/86-21 on 860804-08. Violation 
noted:failure to ensure waste shipment contained less than 1 % free standing liquid & 
no unabsorbed oil. 

COOPER.W.T., HOSEY.C.M. Region 2. Office of Director. 86/09/18. 9pp. 38194:112- 
38194:120. 

8610100538 Forwards Insp Repts 50-324/86-22 & 50-325/86-21 on 860801 -31 .Atten- 
tion called to unresolved items identified in rept. 

VERRELL1,D.M. Region 2. Office of Director. 86/09/30. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 38194:189-38194:208. 

-8610100545 insp Repts 50-324/86-22 & 50-325/86-21 on 860801 -31 .No violation or 
deviation noted.Major areas inspected:maint observation, surveillance 

observation.operational safety verification & onsite review committee. 

RULAND.W.H., GARNER.LW.,, FREDRICKSON.P. Region 2, Office of Director. 86/ 
09/29. 18pp. 38194:191-38194:208. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Steilo.Apps N & 0 documents end & in POR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610080237 Update of status rept on BWR pipe crack & projection of licensee 
actions.Last status rept (SECY-85-265) covered reinsp & repair activities at number of 
plants. 

STELLO.V. Office of the Executive Director for Operations. 86/02/11. 5pp. 
38252:259-38252:263. 

8610240422 Responds to IE Bulletin 85-003, “Motor-Operated Valve Common Mode 
Failures During Plant Transients Due to Improper Switch Settings." Response to 
Action Item A & description of program & schedule for completion of Action Items 6-D 
end. 

CUTTER, A.B. Carolina Power & Light Co. 86/10/02. GRACE, J.N. Region 2, Office of 
Director. 7pp. 38355:151-38355:157. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end, 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication &. 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New Yom. inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270159 Responds to NRC Itr re violations noted in Insp Repts 50-324/86-18 & 50- 
325/86-1 7.Corrective actions:Controlling Procedure WP-18 revised & individual re- 
sponsible for rigging scaffolding to snubber appropriately disciplined. 

DIETZ, C.R. Carolina Power & Light Co. 86/10/16. GRACE.J.N. NRC - No Detailed Af- 
filiation Given. 3pp. 38360:219-38360:221. 

8610290058 Forwards Rev 1 to Interval 2 inservice testing program for pumps & 
valves.Program conforms to ASME Boiler & Pressure Vessel Code, Section Xi,198Q 
Edition.Program applicable for 120-month interval beginning 860710. 

CUTTER,A.B. Carolina Power & Light Co. 86/10/23. MULlER.D. BWR Project Direc- 
torate 2. 2pp. 38405:213-38406:127. 

-8610290064 Rev 1 to CPL029.1004, “CP&L Inservice Testing Program for Brunswick 
Steam Electric Plant Units 1 & 2, Second Insp Interval." W/131 oversize drawings. 

* Carolina Power & Light Co. 86/10/23. 273pp. 38405:215-38406:127. 


R. Periodic operating reports & related correspondence 

8610280088 "Semiannual Radioactive Effluent Release Rept,Jan-June 1986." W/ 
860821 itr. 

DIETZ, C.R. Carolina Power & Light Co. 86/06/30. GRACE, J.N. Region 2, Office of 
Director. 48pp. 38378:214-38378:260. 

8610100063 Forwards monthly operating repts for Jul 1986 & corrected monthly operat- 
in g rep t for June 1986 for Unit 2. 

DIETZ,C.R. Carolina Power & Ught Co. 86/08/07. SCROGGINS,R.M. Office of Re- 
source Management, Director. Ip. 38189:255-38189:268. 

-8610100070 Monthly operating repts for Jul 1986. 

HARRISON,F. Carolina Power & Light Co. 86/07/31. 12pp. 38189:256-38189:267. 


S. Reportable occurrences, LERs & related correspondence 

8610010458 PNO-ll-86-065:on 86091 7,reactor manually tripped from 3% power due to 
decreasing condenser vacuum.Caused by leak in condenser tube cleaning sys & 
flooding of condenser inlet pit. Leak isolated 8 plant taken to hot shutdown. 

MELL^,L., FREDERlCKSON,P. Region 2, Office of Director. 86/09/19. Ip. 
38059:128-38059:128. 

8610070557 LER 86-018-01:on 860711,12 & 0802, reactor protection sys motor genera- 
tor 1A tripped.Cause of 860711 & 0802 trips unknown.Cause of 860712 trip due to 
failure of coil in breaker transformer.Coils replaced.W/860926 Itr. 

PASTVA,M.J., DIETZ, C.R. Carolina Power & Light Co. 86/09/26. 3pp. 38124:185- 
38124:187. 

8610100519 LER 86-023-00:on 860905,Tech Spec 3.0.3 entered when reactor core 
spray Subsys B & RHR LPCI Loop B found inoperable.Caused by loss of 125-volt dc 
control power. Control power returned.W/861003 Itr. 

PASTVA,M.J., DIETZ,C.R. Carolina Power & Light Co. 86/10/03. 3pp. 38194:248- 
38194:250. 

8610160345 LER 86-025-00:on 86091 6, control of bldg HVAC sys & control bldg emer- 
gency air filtration autoisolated,causing Train 2B to start.Caused by open relay 
coll.Relay replaced & sys returned to svc.W/861010 Itr. 

PASTVA,M.J., DIETZ,C.R. Carolina Power & Light Co. 86/10/10. 2pp. 38274:352- 
38274:353. 

8610210216 LER 86-024-00:on 86091 3, automatic reactor scram occurred due to 90% 
full open MSIV position.Caused by main generator output voltage oscillations.Manuai 
potentiometer contact wiper & slide assembly replaced.W/861013 Itr. 

PASTVA,M.J., DIETZ, C.R. Carolina Power & Light Co. 86/10/13. 6pp. 38308:150- 
38308:155. 

8610200293 LER 86-026-00:on 86091 7, unit manually scrammed as result of leak in 
main condenser online tubing cleaning sys.Caus^ by corrosion of device piping 
matLAmertap Corp Part 1AM-OB-1004 replaced.W/861016 Itr. 

PASTVA,M.J., DIETZ.C.R. Carolina Power & Light Co. 86/10/16. 3pp. 38301:277- 
38301:279. 

8610280577 LER 86-027-00:on 861 001, sampling & isotopic analysis of steam jet air 
ejector (SJAE) discharge not performed within 4 h of 50% increase in SJAE discharge 
radiation reading. Caused by operator error.Operator discipIined.W/861023 Itr. 
PASTVA,M.J., DIETZ, C.R. Carolina Power & Light Co. 86/10/23. 3pp. 38380:180- 
38380:182. 


DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

8610310266 Forwards Safeguards insp Repts 50-326/86-01 6 50-326/86-02 on 
860910-11 & notice of violation.Notice of violation & insp rept withheld (ref 
10CFR2.790). 

MONTGOMERY, J.L. Region 5, Office of Director. 86/10/22. LILLYMAN.W.J. Califor- 
nia, Univ. of, Irvine, CA. 2pp. 38418:185-38418:186. 


Q. Inspection reports, IE Bulletins & correspondence 

8610310266 Forwards Safeguards insp Repts 50-326/86-01 & 50-326/86-02 on 
860910-11 S notice of violation.Notice of violation & insp rept withheld (ref 
10CFR2.790). 

MONTGOMERY, J.L Region 5, Office of Director. 86/10/22. LILLYMAN,W.J. Califor- 
nia, Univ. of, Irvine, CA, 2pp. 38418:185-38418:186. 
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DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNtT 1 


F. Security, medtcal, emergency & fire protection pians 

8610080079 Rev 26 to radioiogicai emergency response plan.W/860915 Itr. 

GRIDL^,R. Tennessee Valley Authority. 86/09/15. GRACE, J.N. Region 2. Office of 
Director. 10pp. 38136:036-38136:044. 

8610140130 Advises that Rev 24 to radiological emergency plan consistent w/provi- 
sions of 10CFR50.47(b) & acceptable. 

ZECH.G.G. Region 2. Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/23. 
WHITE.S.A. Tennessee Valley Authority. 2pp. 38225:114-38225:115. 

8610080076 Advises that 860827 rev to physical security plans consistent w/prosdsions 
of 10CFR50.54(p) & acceptable. 

ZECH,G.G. Remon 2, Office of Director. 86/09/30. WHITE.S.A. Tennessee Valley Au- 
thority. 3pp. 38131:351-38131:353. 

8610100035 Forwards safety evaluation supporting util 860529 request for deviation 
from 10CFR50,App R re T-cold insfrumentation in auxiliary control room.Request ac- 
ceptable. 

YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/10/06. WHrrE.S.A. Tennessee 
Valley Authority. 4pp. 38208:172-38208:175. 

8610150485 Forwards revised radiological emergency plans & central emergency con- 
trol ctr implementing procedures for facilities. 

GRIDLEY,R.L Tennessee Valley Authority. 86/10/08. GRACE, J.N. Region 2. Office of 
Director. 2pp. 38246:156-38248:360. 

-8610150492 Rev 26 to radiological emergency plan. 

* Tennessee Valley Authority. 86/09/09. 163pp. 38246:344-38247:146. 

-8610150497 Revised central emergency control ctr implementing procedures docu- 
ment 

* Tennessee Valley Authority. 86/09/18. 250pp. 38247:304-38248:360. 

8610210076 Rev ID to Emergency Plan Implementing Procedure SON IP-2, “Notifica- 
tion of Unusued Event" W/861015 Itr. 

MARKS.B.K. Tennessee Valley Authority. 86/10/15. GRACE, J.N. Region 2, Office of 
Director. 10pp. 38305:229-38305:238. 


H. General correspondence 

8610170088 Forwards revised distrtixition list, superseding 860815 distribution 
listPlacement of author name on list requested. 

GRIDLEY,R.L Tennessee Valley Authority. 86/10/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director {post 851125). 7pp. 38278:013-38278:019, 


P. Operating license stage documents & correspondence 

8610100751 FOiA request for records on Browns Ferry & Sequoyah, including current 
timetable for correcting techrtical & engineering problems & expected annual costs for 
capital improvements. 

KR1ESBERG,J. Pidalic Citizen’s Critical Mass Energy Project 86/08/22. GRIMSLEY.D. 
Division of Rules and Records. 3pp. 38205:063-38205:065. 

8609230296 Generic Ltr 86-15 to all ficensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Pl^ts." Svc fist end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic dty Electric Co. 49pp. 38058:216-38058:265. 

8610020430 Requests 90-day extension for submittal of final rept re testing & analysis 
of SurveiUance Capsule U.Rept delay caused by unanticipated drcumstances.Current 
heatup & cooldown curves for reactor wHI remain va]ki.Fee paid. 

GRIDLEY,R. Tennessee Vatiey Authority. 86/09/24. YOUNGBLOCD.B. PWR Prolect 
Directorate 4- 2pp. 38071.*062-38071:063. n rfoieci 


-8610080428 Rev 1 to “Valve (Cracked) Re Matl Control." 

CWEN,D.R., HUTZLER.C.W. Tennessee Valley Authority. MC-40302-SQN R01. 86/ 
09/24. 3pp. 38164:044-38164:046. 

-8610080437 Rev 2 to “lnstruments,Matl, Equipment Re Purchasing & Requisitions." 
WORKMAN, J.E.. HUTZLER.C.W. Tennessee Valley Authority. MC-40201.SQN R02. 
86/09/16. 9pp. 38164:047-38164:055. 

8610080276 Forwards proposed rev to Unit 2 License Condition 2.C.(14) re implementa- 
tion schedule for mods necessary to comply w/Reg Guide 1.97.R0V 2 & basis for 
change.per 830304 request for rev.UnIt 1 Implementation date needs rev.Fee paid. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/30. YCUNGBLOOD.B. PWR Project 
Directorate 4. 4pp. 38138:352-38138:355. 

8610090177 Suppis response to 860627 Itr to SA White re outside evaluations & repts 
concerning TVA safety-related activities & mgt.lNPO documentation re util will be 
available at plant sites indefinitely, per NRC request. 

GRIDLEY,R.L. Tennessee Valley Authority. 86/09/30. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38181:306-38181:308. 

8610090211 Forwards Page 3 of LL Williams (Westinghouse) 860116 Itr to CC Mason 
(TVA).inadvertently omitted from justification for 660808 request to change Tech 
Specs to reduce min flow requirements for safety injection pumps. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOCD.B. PWR Project 
Directorate 4. 3pp. 38146:331-38146:333. 

8610100060 Forwards TVA 860626 generic study re concrete quality for interim criteria 
for cable tray supports,per 860909 telcon. Study performed to ascertain that concrete 
issues specific to Watts Bar plant not applicable to other plants. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOCD.B. PWR Project 
Directorate 4. 19pp. 38191:307-38191:325. 

8610140215 Forwards Amends 48 & 40 to Licenses DPR-77 & DPR-79, respectively & 
safety 6valuation.Amends delete requirement to perform airlock door seal leakage test 
by pressure decay method for 15 minutes. 

STAHLE,C.R. PWR Project Directorate 4. 86/10/02. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 38222:001-38222:013. 

-8610140235 Amends 48 & 40 to Licenses DPR-77 & TO.respectively, changing Tech 
Specs to delete requirement to perform airlock door seal leakage test by pressure 
decay method for 15 minutes. 

YCUNGBLOOD.B. J. PWR Project Directorate 4. 86/10/02. 8pp. 38222:004- 
38222:011. 

-8610140240 Safety evaluation supporting Amends 48 & 40 to Licenses DPR-77 A 
DPR-79, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/02. 2pp, 
38222:012-38222:013. 

8610100770 Partial response to FOIA requestForwards document listed In 
app.Document also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. KRIESBERG.J. Public Citi- 
zen’s Critical Mass Energy Project. 3pp. 38205:066-38205:096. 

-8610100772 Package consisting of summary schedule suppi & variance rept & capital 
project request summary. 

* NRC - No Detailed Affiliation Given. 86/10/03. 28pp. 38205:069-36205:096. 

8610150045 Forwards response to 860804 concerns re 15 cable pulling questions at 
Watts Bar Nuclear PlantSimilar questions at Sequoyah Nuclear Plant will be ad- 
dressed in response to 860829 concerns.Related info end. 

GRIDLEY,R.L. Tennessee Valley Authority. 86/10/07. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 1,343pp. 38235;097-38238;359. 

8610170053 Forwards Info re employee concern program, including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 & list A summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY,R.L Tennessee Valley Authority. 86/10/07. DENTCN.H.R. Office of Nuclear 
Reactor Regulation, Director (post 861125). 126pp. 38281:081-38281:206, 


8810060460 Forwards supplemental reawnse to NRC 860828 technical Info request re 

^ ^ submitteis. 

GRIDLEY^a Tennessee Vatiey Authority. 86/09/24. YOUNGBLOODS. PWR Prolect 
Directorate 4. 7pp. 38099:279^8099:285. ' 

8610080W Forwards two ref^ re emptoyee concerns in const category, for 
review.^ 2 provides cqmpanson between employee concerns task group r^m- 
mended rept format A end repts. 

MCDWALp.J^ Twnes^ ^^ley Authority. 86/09/25. DENrON.H.a Office of hto- 
ctear Reactor Reguteboa Director (post 851125). 2pp, 38166:10888166:130. 

Concerns Specia! Program C01 11 03-SQN, "Methods 

* Tennessee VaHey Authority. 86/09/16. 5pp. 38166:11088166:114, 

-mwy0451 Rev 1 to Ernplbyee Concern tN-85.228001, "Improper Handring of Bnub- 

SHEPHEf^DS -L., ^CNNYJR.C., LAGE1^3R34,W,R, Tenriessee Vatiev -Authoritv 
288801 FtOI. 86/05/16. 5pp, 38166:115881^119,^^^ ^ Authority. IN-SB- 

^ to Emptoyee Concerns Spem Program C0113068QN, ‘^Testing 
NIXON,a£. Tennessee Vail^ Aottiorfty. 86/09/25. Itpp. 38166:12088166:130. 
8610060784 Fbrwaitie views on selected Hems 1,2A5 A 7Jn resoonsa to flfiosoT 






Forwards Revs 0,1 A 2 to nonproprfetary (1.14-N) A proprietary (1.14), 
1^FR?790)**^” Criteria NSSS Containment Isolation." Proprietary repts withnera (ref 

GRIDLEY,R. Tennessee Valley Authority. 86/10/10. YOUNQBLOOD.8. PWR Project 
Directorate 4. 3pp. 38294:244-38294:361 . 

-8610200156 Requests withholding of Proprietary Revs 0,1 A 2 to 1,14, “Sys Std 
Containment Isolation." (ref 10CFR2.790(b)(4)).Affidavlt end. 
WIESEMANN,R.A. Westinghouse Electric Corp. 86/09/12. DENTON, H.R, Office of 
Nuclear Reactor Regulation, Director (post 861 125). 11pp. 38294:247-38294:257. 

-6610200160 Nonproprietery Rev 0 to 1.14, “Sys Std Design Criteria NSSS Contain- 
ment Isolation." 

loose, R,A., GALLAQHER,J.L. Westinghouse Electric Corp. 70/ 
03/11. 19pp. 38294:25888294:276. 

-6810200164 Nonproprietary Rev 1 to 1,14, “Sys Std Design Criteria NSSS Contain- 
ment Isolation." ' ^ 

Westinghouse Electric Corp. 70/12/ 

04. 28pp. 38294:277-38294:304. 

Nonproprietary Rev 2 to 1.14, “Sys Std Design Criteria NSSS Contain- 
ment Isolation/’ 

Westinghouse Electric Corp. 73/01/ 

Fonvards repts addrrasing plant employee concerns re const. Listing of 
.^/elated employee concerns end. 

UrTsSil Tennwsee Valley Authority. 86/10/15. DENTON,H. Office of Nude- 
ar Reactor Regulation, Dir^or (post 8511^). 160pp. 38323:271-38324:070. 

™ WeetInBhouse 

Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New Inc. 37pp. 38420:326-38421:051. 
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8610280419 Notification of 861106 meeting w/utii in Bethesda,MD to discuss schedule 
for util submittals & staff evaluation to support restart & update SECY-86-001. 
STAHLE.C. PWR Project Directorate 4. 86/10/24. YOUNGBLOOD, BJ. PWR Project 
Directorate 4. 4pp. 38386:077-38386:080. 

8610300375 Forwards weekly schedule of TVA activities for wks of 861027 & 1193.0fc 
of Investigations (01) activities not included, per OI request,since schedule made 
public. 

THOMPSON, H.L. TVA Oversight Group. 86/10/26. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38411:262-38411:265. 

8610300133 Forwards request for addi info re design control, electrical design, equipment 
qualification, operational readiness, QA program,cable pulling & organization & mgt,to 
support restart.Meeting scheduled for 861106 in Bethesda.MO. 

YCSUNGBLOOD.B.J. (%R Project Directorate 4. 86/10/27. WHITE.S.A. Tennessee 
Valley Authority. 4pp. 38408:053-38408:056. 

8610300128 Submits paragraph inadvertently omitted from safety evaluation supporting 
860916 Amends 46 & 38 to Licenses DPR-77 & DPR-79,respectively.Paragragh con- 
cerns NUREG-0737, Item II.F.1. 

STAHLE,C.R. PWR Project Directorate 4. 86/10/28. MASON,C.C. Tennessee Valley 
Authority. 3pp. 38408:057-38408:059. 

8610310028 Informs that util 860924 request re three-month extension for surveillance 
capsule summary rept acceptable. Licensees required to submit rept within one yr of 
reactor withdrawal date unless extension received from NRR. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/28. WHITE,S.A. Tennessee Valley Authority. 3pp. 38412:070-38412:072. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610280010 Advises that response to Items 1 & 4 of IE Bulletin 85-003. "Motor-Operat- 
ed Valve Common Mode Failures...," incomplete due to inability to obtain valve thrust 
info from vendors. Response should be completed by 861018. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/11. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38368:156-38368:157. 

8610010264 Responds to NRC 860812 Itr re violations noted in Insp Rept 50-327/86-31 
& 50-328/86-31. Corrective actions:swing gate placed immediately behind door & 
posted as high radiation area. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2, Office of 
Director. 15pp. 38055:176-38055:191. 

8610100606 Informs that all actions required by 860911 confirmatory action Itr complet- 
ed on 860911. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38202:159-38202:161. 

8610060616 Suppis 860530 response to request for addI info re Unresolved Items 50- 
327/86-20-09 & 50-328/86-09 from Insp Repts 50-327/86-20 & 50-328/86-20 con- 
cerning containment isolation design.Agreements reflected. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/24. YOUNGBLOOD.B. PWR Project 
Directorate 4. 63pp. 38115:001-38115:063. 

8610100079 Forwards Insp Repts 50-327/86-42 & 50-328/86-42 on 860706-0805 & 
notice of violation.Unresolved items identified in insp rept will be pursued during future 
insps. 

ZECH.G.G. Region 2. Office of Director. 86/09/26. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 38191:254-38191:273. 

-8610100087 Notice of violation from Insp on 860706-0805. 

ZECH.G.G. Region 2, Office of Director. 86/09/26. 2pp. 38191:256-38191:257. 

-8610100097 Insp Repts 50-327/86-42 & 50-328/86-42 on 860706-0805. Violations 
noted:failure to process adequate variance & implement temporary alteration change 
form requirement. 

JENISON.K.M.. WATSON.L.J.. HARMON.P.E. Region 2, Office of Director. 86/09/22. 
16pp. 38191:258-38191:273. 

8610060625 Forwards request for info re question on anchor point movement loads 
issue identified during insp of util design control process during wk of 860707.Re- 
sponse requested within 3 wks of Itr date. 

YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/09/29. WHITE.S.A. Tennessee 
Valley Authority. 3pp. 38113:328-38113:330. 

8610100049 Ack receipt of 860320 & 0424 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-327/86-45 & 50-328/86-45.Corroctjve action unac- 
ceptable until program provided to ensure adequate short-term corrective actions. 
ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WH)TE.S.A. Tennessee Valley Authority. 2pp. 38190:292-38190:293. 

8610100570 Responds to NRC 860829 Itr re violations noted in Insp Repts 50-327/86- 
41 & 50-328/86-41 .Corrective actions:respon8ible personnel & supervisors reminded 
that corrective action dates must be clearly defined before plans approved. 
GRIDLEY.R. Tennessee Valley Authority. 86/09/29. GRACE, J.N. Region 2, Office of 
Director. 3pp. 38194:328-38194:330. 

8609250062 IE info Notice 86-084, "Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stelio.App8 N & C documents end & in PDR.^p O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GAROE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 


-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON,H.L. TVA Oversight Group. 86/01/31. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082. 

8610150009 Forwards Insp Repts 50-327/86-44 & 50-328/86-44 on 860729-30. 

GRACE, J.N. Region 2, Office of Director. 86/10/02. WHITE,S.A. Tennessee Valley 
Authority. 2pp. 38235:041-38235:051. 

-8610150013 Insp Repts 50-327/86-44 & 50-328/86-44 on 860729-30. Violation 
noted:failure to follow App F check sheet review requirements as required by Surveil- 
lance Instruction SI-1. 

JENISON.K.M., HUNEGS,G.K., DEBS.B.T. Region 2, Office of Director. 86/09/17. 
9pp. 38235:043-38235:051. 

8610160228 Forwards Insp Repts 50-327/86-32 & 50-328/86-32 on 860519-23 & 0707- 
1 1 .Violation noted under consideration for escalated enforcement action.Notice of vio- 
lation not being issued at present. 

GRACE.J.N. Region 2, Office of Director. 86/10/02. WHITE, S.A. Tennessee Valley 
Authority. 4pp. 38269:288-38269:320. 

-8610160233 Insp Repts 50-327/86-32 & 50-328/86-32 on 860519-23 & 0707- 11. Vio- 
lation noted:failure to follow procedures in conduct of surveillance test. 

STADLER,S.D., WILSON,B.A. Region 2, Office of Director. 86/09/05. 28pp. 
38269:292-38269:320. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610160144 Forwards Insp Repts 50-327/86-26 & 50-328/86-26 on 86031 9-0530. Viola- 
tions described in listed insp under consideration for escalated enforcement action. 
GRACE, J.N. Region 2, Office of Director. 86/10/03. WHITE,S.A. Tennessee Valley 
Authority. 2pp. 38270:256-38270:274. 

-8610160147 Insp Repts 50-327/86-26 & 50-328/86-26 on 860319-0530. Violation 
noted:failure to ensure operability of plant 480-volt electrical containment penetration 
overcurrent protection devices. 

SHYMLOCK.M.B., DEBS,B.T. Region 2, Office of Director. 86/07/07. 17pp. 
38270:258-38270:274. 

8610270076 Forwards supplemental response to violations noted in Insp Repts 50-327/ 
85-45 & 50-32d/85-45,per NRC 860912 request. Supplemental info consists of pro- 
gram description for component failure trending. 

GRIDLEY,R. Tennessee Valley Authority. 86/10/03. GRACE,J.N. Region 2. Office of 
Director. 1p. 38359:101-38359:117. 

-8610270082 “Component Failure Trending." 

Tennessee Valley Authority. 86/09/24. 16pp. 38359:102-38359:117. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610150244 Ack receipt of 860822 & 0904 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-327/86-36 & 50-328/86-36. 

ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/10/09. 
WHITE.S.A. Tennessee Valley Authority. Ip. 38252:126-38252:126. 

8610240011 Ack receipt of 860627 Itr committing to implement Q-list at 
facility.Response revises previous commitment described in Insp Repts 50-327/86-1 1 
& 50-328/86-11. Revised response acceptable. 

ZECH.G.G. Region 2. Office of Director. ZECH.G.G. TVA Oversight Group. 86/10/09. 
WHITE,S.A. Tennessee Valley Authority. Ip. 38346:053-38346:053. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. lOSpp. 38259:018- 
38259:122. 

8610220148 Ack receipt of 860917 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/86-31 & 50-328/66-31 .Supplemental response to violation 
re polar crane wait entrance expected. 

ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/10/10. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38325:165-38325:166. 

8610210312 Fonvards results of steam generator tube insp & tube plugging activities 
concluded on 851012.Preventiv6ly plugged tubes will be reclaimed by removing 
plugs,heat treating U-bend area & peilorrning eddy current tests. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/15. YOUNGBLOOD.B. PWR Project 
Directorate 4. 7pp. 38314:093-38314:099. 

8610280291 Responds to NRC 860912 Itr re violations noted in Insp Repts 50-327/86- 
43 & 50-328/86-43.Corrective actlon8:Work Plan 11906 revised to Incoporate SI- 
166.18 test requirements & Plans 11866 & 11853 now include SI-166.6 requirements. 
GRIDLEY.R. Tennessee Valley Authority. 86/10/16. GRACE, J.N. Region 2. Office of 
Director. 5pp. 38379:303-38379:307. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.’* Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 



124 DOCKETED ITEMS 


8610100107 Si^pl 1 to IE Info Notice 86-005, "Main Steam Safety Valve Teat Fadlures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8810220060 Forwards Special Team Insp Repts 50-327/86-52 & 50-328/86-52 on 
860915-1 8.lmplementation of procedures for new employee concern program general- 
ly adequate.Potential problems re tracking generic concerns identified. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/17. WHITE.SA 
Tennessee Valley Authority. 3pp. 38332:001-38332:013. 

-8610220067 Insp Repts 50-327/86-52 & 50-328/86-52 on 86091 5-1 9.No violations or 
deviations noted.Major areas inspected: implementation of new employee concern 
program within TVA. 

HOOKS,K.R. Division of Inspection Programs (Post 850212). HOLONICH,J.J. Office of 
Nuclear Reactor Regulation. Director (post 851125). JENiSON.K.M. Region 2, Office 
of Director. 86/10/16. 10pp. 38332:012-38332:013. 

8610270125 Clarifies 860703 supplemental response to violations noted in insp Repts 
50-327/86-04 & 50-328/86-04.Memo will be issued stressing importance of verifying 
that info for NRC corrected during concurrence process. 

GRIDIEY.R. Tennessee Valley Authority. 86/10/17. GRACE, J.N. Region 2, Office of 
Director. 4pp. 38360:028-38360:031. 


8610100035 Forwards safety evaluation supporting util 860529 request for deviation 
from 10CFR60,App R re T-cold instrumentation in auxiliary control room.Request ac- 
ceptable. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 86/10/06. WHITE, S.A. Tennessee 
Valley Authority. 4pp. 38208:172-38208:175. 

8610150485 Forwards revised radiological emergency plans & central emergency con- 
trol ctr implementing procedures for facilities. 

GRIDLEY.R.L Tennessee Valley Authority. 86/10/08. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38246:156-38248:360. 

-8610150492 Rev 26 to radiological emergency plan. 

• Tennessee Valley Authority. 86/09/09, 163pp. 38246:344-38247:146. 

-8610150497 Revised central emergency control ctr Implementing procedures docu- 
ment. 

* Tennessee Valley Authority. 86/09/18. 260pp. 38247:304-38248:360. 

8610210076 Rev 10 to Emergency Plan Implementing Procedure SON IP-2, "Notifica- 
tion of Unusual Event." W/861016 Itr. 

MARKS, B.K. Tennessee Valley Authority. 86/10/15. GRACE, J.N. Region 2, Office of 
Director. 10pp. 38305:229-38305:238. 


H. General correspondence 


R. Periodic operating reports & related correspondence 

8610100134 Monthly operating repts for Jut 1986.W/860814 Itr. 

DUPREE, D.C., WALLACE,P.R. Tennessee Valley Authority. 86/07/31, 58pp. 
38191:333-38192:030. 


8610170088 Forwards revised distribution list, superseding 860815 distribution 
listPlacement of author name on list requested. 

GRIDLEY,R.L. Tennessee Valley Authority. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 7pp. 38278:013-38278:019. 


S. Reportable occurrences, LERs & related correspondence 


8610010472 LER 86-039-00:on 8^825, determined that total interlock function not veri- 
fied during channel calibr.On 860827, determined that surveillance instruction does 
not verify door position.Caused by inadequate procedures. W/860924 itr. 

DUGGIN,G., WALI_ACE.P.R. Tennessee Valley Authority. 86/09/23. 4pp. 38059:119- 
38059:122. 

8610060576 LER 86-040-00:on 860826,discovered that use of water seal for essential 
raw cooling water isolation valves invalid. Caused by procedural inadequacy due to 
failure to properly evaluate bases of leakage testW/860925 Itr. 

ORMSBY,D.P., WALLACE, P.R. Tennessee Valley Authority. 86/09/25. 4pp. 

38092:271-38092:274. 

8610200089 LER 86-042-00:on 860908.two Tech Spec surveillance requirements not 
performed.Caused by inadequate procedures. Si-129 revised to require less than 
1,700 psi & Westinghouse cross-calibr procedure implemented. W/861 008 Itr. 
DUGGIN.G., WALLACE,P.R. Tennessee Valley Authority. 86/10/08. 5pp, 38290:035- 
38290:039. 

8610170104 LER 86-043-00;on 860910,SurveiHance Instnjction (Sl)-156 for Surveillance 
Reguirement 4.6.1 .2 did not provide for venting of three containment isolation valves 
during testing.Caused by inadequate review. W/861 010 Itr. 

ORMSBY,D.P., WALLACE,P.R. Tennessee Valley Authority. 86/10/10. 4pp. 

38284:225-38284:228. 

6610210492 LER 86-041 -00:on 86091 4,power inadvertently removed from logic relay 
panel for shutdown board 2B-B, starting standby diesel generators.Caused by proce- 
dural lnadequacy.Diesei generators shut down.W/861014 Itr. 

DUGGIN,G., WALLACE, P.R. Tennessee Valley Authority. 86/10/14, 7pp. 38311:124- 


8610280034 LER 86-030-01 :on 86071 7, three Tech Spec surveillance requirements not 
performed.Cau8ed by procedure inadequacy & deficiency in initial writing of section of 
Tech Spec.Tech Spec change will be submitted. W/861 021 ttr, 

ORMSBY.D.P., WALLACE,P.R. Tennessee Valley Authority. 86/10/21. 6pp. 
38368:148-38368:153. ' 


8610310119 LER 86-044-00:on 860925, determined that sunrelllance instructions did not 
adequately verify ECCS flow.Caused by procedural inadequacy.Procedure chanoed to 
ensure injection flow path.W/861 024 Itr, ^ 

SMITH, J.D., WAU-ACE,P,R. Tennessee Valley Authority. 86/10/24, 5pp. 38419:222- 


V, Operator Examinettone 

8610030218 Requests enci ref matis by 861015 for administration of operator.senior op- 
erator & requaHtication licensing exams scheduled for wk of 861 21 5. 
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F. Security, medIceL emergency A fhre protection plans 
3ical 


8610080079 Rev 26 to radiol 
GRIDLEY,R. Tennessee Vu.™ 
Director. 10pp, 38136:036-381 


— / response pIan.W/860915 Itr. 
f. 86/09/15. GRACE, J.N. Region 2, Office < 


Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/2: 
WHITE,SA Tennessee VaHey Authority. 2pp. 38225:1 14-38225:115. ^ 

**i*t^^0 ^ consistent w/provislor 

WHTESA Tennessee valley A. 


P. Operating license stage documents & correspondence 


8610100751 FOIA request for records on Browns Ferry & Sequoyah, including current 
timetable for correcting technical & engineering problems & expected annual costs for 
capital improvements. 

KRIESBERG,J. Public Citizen's Critical Mass Energy Project. 86/08/22. GRIMSLEY,D, 
Division of Rules and Records. 3pp. 38205:063-38205:065. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060174 Documents 860908 telcon w/C Mason re schedule of restart activities for 
fadlity. 

ZECH.G.G. Region 2, Office of Director, ZECH.G.G. TVA Oversight Group. 86/09/22. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38088:359-38088:360. 

8610020430 Requests 90-day extension for submittal of final rept re testing & analysis 
of Surveillance Capsule U.Rept delay caused by unanticipated circumstances.Current 
heatup & cooldown curves for reactor will remain valid. Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/24. YOUNGBLOOD, B. PWR Project 
Directorate 4. 2pp. 38071:062-38071:063. 

8610060460 Forwards supplemental response to NRC 860828 technical Info request re 
restart criteria for cable tray supports.Response suppis 860818 & 0904 submittals. 
GRIDLEY.R. Tennessee Valley Authority. 86/09/24. YOUNGBLOOD.B. PWR Project 
Directorate 4. 7pp. 38099:279-38099:285. 

8610160325 Responds to V Stello 810924 ltr to HG Paris re containment spray sys 
valve mlsalignmentSurveillance Instruction SI-186 will be revised to return petlorm- 
ance frequency to monthly timeframe. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/24. GRACE, J.N. Region 2, Office of 
Director. 1 p. 38265:1 22-38265:1 22. 


8610080440 Forwards two repts re employee concerns In const category, for 
review.EncI 2 provides comparison between employee concerns task group recom- 
mended rept format & end repts. 

MCDONALD.J.A. Tennessee Valley Authority. 86/09/25. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). 2pp. 38166:108-38166:130. 

-6610080447 Rev 1 to Employee Ctoncerns Special Program C011103-SQN, "Methods 
Used During Installation.” 

* Tennessee Valley Authority. 86/09/16. 5pp. 38166:110-38166:114. 


-M100804S1 Rev 1 to Employee Concern IN-85-228-001, "Improper Handling of Snub- 
bers. ’ 

DENNY, R.C., LAGERGREN.W.R. Tennessee Valley Authority. IN-85- 
288-001 R01. 86/05/16. 5pp. 38166:116-38166:119. 


"®®1J®80457 Rev 1 to Employee Concerns Special Program C011306-SQN, “Testing 
OT Anchors* 

NIXON, D.E. Tennessee Valley Authority. 86/09/25. 1lpp, 38166:120-38166:130, 

8610060784 Forwards views on selected Items 1,2, 3, 5 & 7,in response to 860827 re- 
quest identified in ACRS 860812 Itr. Agrees w/ACRS view that high morale of nuclear 
opg rafin g plant personnel key ingredient for plant safety. 

WHITE, S.A. Tennessee Valley Authority. 86/09/26. YOUNGBLOOD.B.J. PWR Project 
Directorate 4. 8pp. 381 09:1 65-38109: 172. 


w}iuunu4zu rorwvas two element repts addressing facility employee concerns In matl 
control cat^ory.for revlew.To assist NRC review of repts, Enel 2 provides comparsion 
9“'^® recommended rept format & transmitted repts. 

MCDONALD, J.A. Tennessee Valley Authority. 86/09/29. DENTON.H. Office of Nucle- 
ar Reactor Regulation, Director (post 861125). 2pp. 38164:042-38164:055. 

(Cracked) Re Matl Control.” 

Tennessee Valley Authority. MC-40302-SQN R01, 86/ 
09/24. 3pp. 38164:044-38164:046. 


^ lnstruments.Matl, Equipment Re Purchas 

HUT2LER,C.W. Tennessee Valley Authority 
86/09/16. 9pp. 38164:047-38164:055. 


g & Requisitions.” 
MC-40201-SQN R02. 
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8610080276 Forwards proposed rev to Unit 2 License Cksndition 2.C.(14) re implementa- 
tion schedule for mods necessary to comply w/Reg Guide 1.97, Rev 2 & basis for 
change, per 830304 request for rev.Unit 1 implementation date needs rev.Fee paid. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/30. YOUNGBLOOD,B. PWR Project 
Directorate 4. 4pp. 38138:352-38138:355. 

8610090177 Suppis response to 860627 Itr to SA White re outside evaluations & repts 
concerning TVA safety-related activities & mgt.INPO documentation re util will be 
available at plant sites indefinitely,per NRG request. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/09/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38181:306-38181:308. 

8610090211 Forwards Page 3 of LL Williams (Westinghouse) 860116 Itr to CC Mason 
(TVA), inadvertently omitted from justification for 860808 request to change Tech 
Specs to reduce min flow requirements for safety injection pumps. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD.B. PWR Project 
Directorate 4. 3pp. 38146:331-38146:333. 

8610100060 Forwards TVA 860626 generic study re concrete quality for interim criteria 
for cable tray supports,per 860909 telcon. Study performed to ascertain that concrete 
issues specific to Watts Bar plant not applicable to other plants. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD.B. PWR Project 
Directorate 4. 19pp. 38191:307-38191:325. 

8610140215 Forwards Amends 48 & 40 to Licenses DPR'77 & DPR-79, respectively & 
safety evaluation.Amends delete requirement to perform airlock door seal leakage test 
by pressure decay method for 15 minutes. 

STAHLE,C.R. PWR Project Directorate 4. 86/10/02. WHITE.S.A. Tennessee Valley 
Authority. 3pp. 38222:001-38222:013. 

-8610140235 Amends 48 & 40 to Licenses DPR-77 & 79,respectively,changing Tech 
Specs to delete requirement to perform airlock door seal leakage test by pressure 

fnAtKArl fnr mini if ac 

YOUr!tGBLOOD,B.J. PWR Project Directorate 4. 86/10/02. 8pp. 38222:004- 
38222:011. 

-8610140240 Safety evaluation supporting Amends 48 & 40 to Licenses DPR-77 & 
DPR-79,respectiveiy. 

• Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/02. 2pp. 
38222:012-38222:013. 

8610100770 Partial response to FOIA request.Forwards document listed in 
app.Document also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. KRIESBERG.J. Public Citi- 
zen's Critical Mass Energy Project. 3pp. 38205:066-38205:096. 

-8610100772 Package consisting of summary schedule suppi & variance rept & capital 
project request summary. 

* NRC - No Detailed Affiliation Given. 86/10/03. 28pp. 38205:069-38205:096. 

8610150045 Forwards response to 860804 concerns re 15 cable pulling questions at 
Watts Bar Nuclear PiantSimilar questions at Sequoyah Nuclear Plant will be ad- 
dressed in response to 860829 concerns.Related into end. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/07. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 1,343pp. 38235:097-38238:359. 

8610170053 Forwards info re employee concern program, including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 & list & summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/07. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281:081-38281:206. 

8610200151 Forwards Revs 0,1 & 2 to nonproprietary (1,14-N) & proprietary (1.14), 
"Sys Std Design Criteria NSSS Containment Isolation.” Proprietary repts withheld (ref 
10CFR2.790). 

GRIDLEY.R. Tennessee Valley Authority. 86/10/10. YOUNGBLOOD.B. PWR Project 
Directorate 4. 3pp. 38294:244-38294:351. 

-8610200156 Requests withholding of Proprietary Revs 0.1 & 2 to 1.14, "Sys Std 
Design Criteria NSSS Containment Isolation," (ref 10CFR2.790(b)(4)). Affidavit end. 
WIESEMANN.R.A. Westinghouse Electric Corp. 86/09/12. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 11pp. 38294:247-38294:257. 

-8610200160 Nonproprietary Rev 0 to 1.14, "Sys Std Design Criteria NSSS Contain- 
ment Isolation." 

BRADBURY.C.a, LOOSE, R.A.. GALLAGHER.J.L Westinghouse Electric Corp. 70/ 
03/11. 19pp. 38294:258-38294:276. 

-8610200164 Nonproprietary Rev 1 to 1.14, “Sys Std Design Criteria NSSS Contain- 
ment Isolation.” 

BRADBURY,C.D., SNYDER,W.R., LOOSE, R.A. Westinghouse Electric Corp. 70/12/ 
04. 28pp. 38294:277-38294:304. 

-8610200169 Nonproprietary Rev 2 to 1.14, “Sys Std Design Criteria NSSS Contain- 
ment Isolation.” 

BRADBURY, C.D.. LOOSE,R.A., SNYDER, W.R. Westinghouse Electric Corp. 73/01/ 
16. 47pp. 38294:305-38294:351. 

8610220202 Forwards repts addressing plant employee concerns re const. Listing of 
rept numbers & related employee concerns end. 

MCDONALD, J./L Tennessee Valley Authority. 86/10/15. DENTON.H. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 160pp. 38323:271-38324:070. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280419 Notification of 861106 meeting w/utii in Bethesda,MD to discuss schedule 
for util submittals & staff evaluation to support restart & update SECY-86-001. 
STAHLE.C. PWR Project Directorate 4. 86/10/24. YOUNGBLOOD,B.J. PWR Project 
Directorate 4. 4pp. 38386:077-38386:080. 

8610300375 Forwards weekly schedule of TVA activities for wks of 861027 8 1193.0fc 
of Investigations (Ol) activities not included, per OI request, since schedule made 
public. 

THOMPSON,H.L TVA Oversight Group. 86/10/26. DENTON.H.R. Office of Nudear 
Reactor Regulation, Director (post 851 1 25). 4pp. 3841 1 :262-3841 1 :265. 


8610300133 Forwards request for addi info re design control, electrical design, equipment 
qualification.operationai readiness,QA program,cabie pulling & organization & mgt,to 
support restart.Meeting scheduled for 861106 in Bethesda,MD. 

YOUNGBLOOD.B.J. I%R Project Directorate 4. 86/10/27. WHITE.S.A. Tennessee 
Valley Authority. 4pp. 38408:053-38408:056. 

8610300128 Submits paragraph inadvertently omitted from safety evaluation supporting 
860916 Amends 46 & 38 to Licenses DPR-77 & DPR-79, respectively.Paragragh con- 
cerns NUREG-0737. Item II.F.1. 

STAHLE.C.R. PWR Project Directorate 4. 86/10/28. MASON.C.C. Tennessee Valley 
Authority. 3pp. 38408:057-38408:059. 

8610310028 Informs that util 860924 request re three-month extension for surveillance 
capsule summary rept acceptabte.Licensees required to submit rept within one yr of 
reactor withdrawal date unless extension received from NRR. 

NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/28. WHiTE,S.A. Tennessee Valley Authority. 3pp. 38412:070-38412:072. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

^ Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610280010 Advises that response to items 1 & 4 of IE Bulletin 85-003, “Motor-Operat- 
ed Valve Common Mode Failures...," incomplete due to inability to obtain valve thrust 
info from vendors. Response should be completed by 861018. 

GRIDLEY,R. Tennessee Valley Authority. 86/09/11. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38368:156-38368:157. 

8610010264 Responds to NRC 860812 Itr re violations noted in insp Rept 50-327/86-31 
& 50-328/86-31. Corrective actions:swing gate placed immediately behind door & 
posted as high radiation area. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2, Office of 
Director. 15pp. 38055:176-38055:191. 

8610100606 Informs that all actions required by 86091 1 confirmatory action Itr complet- 
ed on 860911. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2. Office of 
Director. 2pp. 38202:159-38202:161. 

8610020112 Responds to NRC 860821 Itr re violations noted in Insp Rept 50-328/86- 
39.Corrective actions:m6eting w/NRC planned & LER will be submitted by 861015. 
GRIDLEY.R. Tennessee Valley Authority. 86/09/22. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38061:292-38061:293. 

8610060616 Suppis 860530 response to request for addI info re Unresolved Items 50- 
327/86-20-09 & 50-328/86-09 from Insp Repts 50-327/86-20 & 50-328/86-20 con- 
cerning containment isolation design.Agreements reflected. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/24. YOUNGBLOOD.B. PWR Project 
Directorate 4. 63pp. 38115:001-38115:063. 

8610100079 Forwards Insp Repts 50-327/86-42 & 50-328/86-42 on 860706-0805 & 
notice of violation.Unresoived items identified in insp rept will be pursued during future 
insps. 

2ECH,G.G. Region 2, Office of Director. 86/09/26. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 38191:254-38191:273. 

-8610100087 Notice of violation from insp on 860706-0805. 

ZECH.G.G. Region 2, Office of Director. 86/09/26. 2pp. 38191:256-38191:257. 

-8610100097 Insp Repts 50-327/86-42 & 50-328/86-42 on 860706-0805. Violations 
noted:failure to process adequate variance & implement temporary alteration change 
form requirement. 

JENlSON,K.M., WATSON, L.J., HARMON.P.E. Region 2, Office of Director. 86/09/22. 

1 6pp. 381 91 :268-381 91 :273. 

8610060625 Forwards request for info re question on anchor point movement loads 
issue identified during insp of util design control process during wk of 860707.Re- 
sponse requested within 3 wks of Itr date. 

YOUNGBLOOD.B.J. PWR Project Directorate 4. 86/09/29. WHITE, S.A. Tennessee 
Valley Authority. 3pp. 38113:328-38113:330. 

8610100049 Ack receipt of 860320 & 0424 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-327/86-45 & 50-328/86-45.Corrective action unac- 
ceptable until program provided to ensure adequate short-term corrective actions, 
ZECH.G.G. Region 2, Office of Director. ZECH,G.G. TVA Oversight Group. 86/09/29. 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38190:292-38190:293. 

8610100670 Responds to NRC 860829 Itr re violations noted in Insp Repts 50-327/86- 
41 & 50-328/66-41 .Corrective actions:re8pon8ible personnel & supervisors reminded 
that corrective action dates must be clearly defined before plans approved. 
GRIDLEY,R. Tennessee Valley Authority. 86/09/29. QRACE,J.N. Region 2, Office of 
Director. 3pp. 38194:328-38194:330. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stelio.App8 N & O documents end & in PDR.^p 0 documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. DMsIon of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 
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-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON.H.L. TVA Oversight Group. 86/01/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082. 

8610150009 Forwards Insp Repts 50-327/86-44 & 50-328/86-44 on 860729-30. 
GRACE,J.N. Region 2, Office of Director. 86/10/02. WHITE.S.A. Tennessee Valley 
Authority. 2pp. 38235:041-38235:051. 

-8610150013 Insp Repts 50-327/86-44 & 50-328/86-44 on 860729-30. Violation 
noted:failure to follow App F check sheet review requirements as required by Surveil- 
lance Instruction SI-1. 

JENISON,K.M., HUNEGS,G.K., DEBS.B.T, Region 2. Office of Director. 86/09/17. 
9pp. 38235:043-38235:051. 

8610160228 Forwards Insp Repts 50-327/86-32 & 50-328/86-32 on 860519-23 & 0707- 
11. Violation noted under consideration for escalated enforcement action.Notice of vio- 
lation not being issued at present. 

GRACE,J.N. Region 2, Office of Director. 86/10/02. WHITE,S.A. Tennessee Valley 
Authority. 4pp. 38269:288-38269:320. 

-8610160233 Insp Repts 50-327/86-32 & 50-328/86-32 on 860519-23 & 0707- 11. Vio- 
lation noted;failure to follow procedures in conduct of surveillance test. 

STADLER.S.D., WILSON, B.A. Region 2, Office of Director. 86/09/05. 28pp. 
38269:292-38269:320. 

8609300125 iE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of inspection Programs {Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610160144 Forwards Insp Repts 50-327/86-26 & 50-328/86-26 on 86031 9-0530. Viola- 
tions described in listed insp under consideration for escalated enforcement action. 
GRACE.J.N. Region 2, Office of Director. 86/10/03. WHITE,S.A. Tennessee Valley 
Authority. 2pp. 38270:256-38270:274. 

::^610160147 Insp Repts 50-327/86-26 & 50-328/86-26 on 860319-0530. Violation 
noted:failure to ensure operability of plant 480-volt electrical containment penetration 
overcurrent protection devices. 

SHYMLOCK.M.B., DEBS.B.T. Region 2, Office of Director. 86/07/07. 17pp. 
38270:258-38270:274. 


8610270076 Fonvards supplemental response to violations noted in Insp Repts 50-327/ 
85-45 & 50-328/85-45,per NRC 860912 request. Supplemental info consists of pro- 
gram description for component failure trending. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/03. GRACE, J.N. Region 2, Office of 
Director. Ip. 38359:1 01 -38359:1 17. 


-8610270082 “Component Failure Trending." 

* Tennessee Valley Authority. 86/09/24. 16pp. 38359:102-38359:117. 

8610060249 IE Compliance Bulletin 86-003. "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276*38259:017. 


8610150244 Ack receipt of 860822 & 0904 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-327/86-36 & 50-328/86-36. 

ZECH.G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/10/09 
WHITE, S.A. Tennessee Valley Authority. Ip. 38252:126-38252:126. 

8610240011 Ack receipt of 860627 Itr committing to Implement Q-llst at 
faahty.Response revises previous commitment described in Insp Repts 50-327/86-11 
& 50-328/86-1 1 .Revised response acceptable. 

2, Offtce of Director. ZECH.G.G. TVA Oversight Group. 86/10/09. 
WHITE, S.A. Tennessee Valley Authority. Ip. 38346:053-38346:053. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

Emergent Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc, 67pp. 38234:262- 
38234:328. 


*^f^*Svc1isfencf 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 

Preparedness & Engineering Response (Post 
Consolidated Edison Co. of New Yom. Inc. 105pp. 38259:018- 

36259*122. 


8610220148 Ack receipt of 860917 Itr informing NRC of steps taken to correct violation! 
noted in Insp Repts 50-327/86-31 & 50-328/86-31 .Supplemental response to violatloi 
re polar crane wall entrance expected. viuiatioi 

ZECH,G.G. TVA Oversight Group. 86/10/10 
WHITE, S.A. Tennessee Valley Authority. 2pp. 38325:165-38325:166. ^ 

8610210312 Forw^s remits of steam generator tube insp & tube plugging actlvitiei 
concluded on 851 01 2.Preventively plugged tubes will be redalrned® V removim 
U-bend area & performing eddy current tests. 

^°^NGBLOOO.B. PWR Projeo 

Itr re violations noted in Insp Repts 50-327/86 
actions:Wofk Plan 11906 revised to Incoporate SI 
if include SM66.6 requirements 

'’*3'°" 2. Office o 

VWthdtawal Because of SIngK 

““iSsssuASff 


8610220060 Forwards Special Team Insp Repts 50-327/86-52 & 50-328/86-52 on 
86091 5-1 8.lmplementation of procedures for new employee concern program general- 
ly adequate.Potential problems re tracking generic concerns Identified. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/17. WHITES A 
Tennessee Valley Authority. 3pp. 38332:001-38332:013. 


-8610220067 Insp Repts 50-327/86-52 & 50-328/86-52 on 86091 5-1 9.No violations or 
deviations noted.Major areas inspected: implementation of new employee concern 
program within TVA. 

HOOKS,K.R. Division of Inspection Programs (Post 850212). HOLONICH,J.J. Office of 
Nuclear Reactor Regulation, Director (post 851125). JENISON,K.M. Region 2 Office 
of Director. 86/10/16. 10pp. 38332:012-38332:013. 

8610270125 Clarifies 860703 supplemental response to violations noted in Insp Rents 
50-327/86-04 & 50-328/86-04.Memo will be Issued stressing importance of verifying 
that info for NRC corrected during concurrence process. ” 

GRIDLEY,R. Tennessee Valley Authority. 86/10/17. GRACE.J.N. Region 2, Office of 
Director. 4pp. 38360:028-38360:031. 

8610280173 Ack receipt of 860922 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-328/86-39.Telcon scheduled for 861021, per Item 4 of re- 
sponse. 

ZECH.G.G. Region 2, Office of Director. 86/10/17. WHITE.S.A. Tennessee Valley Au- 
thority. ip. 38366:054-38366:054. ^ 


R. Periodic operating reports & reiated correspondence 

8610100134 Monthly operating repts for Jul 1986.W/860814 Itr. 

DUPREE, D.C., WALLACE.P.R. Tennessee Valley Authority. 86/07/31. 58pp. 
381 91 :333’381 92:030. 


S. Reportabie occurrences, LERs & related correspondence 


8610060574 LER 86-038-00:on 860826,unit board 2C & associated shutdown boards in- 
advertently deenergi 2 ed.On 860908,normal feedwater breaker tripped during transfer 
of start bus 2B from alternate to normal.W/860925 Itr. 

DUGGIN.G., WALLACE, P.R. Tennessee Valley Authority. 86/09/25. 5pp. 38097:261- 
38097:265. 


8610060580 LER 86-037-00:on 860826,Surveillance Instructions SI-244, Si-403, SI-409 & 
SI-422.1 not performed within allowed time frames.Caused by personnel 
error.Personnel counseled & scintillation counter repaired.W/860925 Itr. 

MEADE, K., WALLACE.P.R. Tennessee Valley Authority. 86/09/25. 5pp. 38092:266- 


8610210202 LER 86-004-00:on 860922,incorrect data used in executing INCORE com- 
puter program.Caused by personnel error.INCORE corrected & verified-Previous Infor- 
mal written procedure for installing data & software formali2ed.W/861015 Itr. 
MEADE,K.E., WALLACE.P.R. Tennessee Valley Authority. 86/10/15. 5pp. 38305:249- 


V. Operator Examinations 


8610030218 Requests end ref matls by 861015 for administration of operator.senior op- 
erator & requalification licensing exams scheduled for wk of 861215. 

BARR,K.P. Region 2, Office of Director. 86/09/26. WHITE, S.A. Tennessee Valley Au- 
thority. 6pp. 38086:036-38086:041. 


DOCKET 50-329 MIDLAND PLANT, UNIT 1 


A. Application/construction stage documents & correspondence 

8610220418 FOIA request for all documentation, including notes, Itrs, 

mernoranda, computer printouts & data compilations re Board Notification 84-149 con- 
cerning investigation repts on Comanche Peak. 

84/10/01. Office of Administration. 

cpp. 3oo30l2D5'*3o330r256. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

9?'®® Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

further response to FOIA request for 16 categories of records re 
App D & E documents.Documents also available in PDR. 

^“•®® Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 

5pp. 38140:150-38142:169. 

Ro[ward8 overview of Geosciences Branch workload, w/priority 
assistance w/scheduling ACRS & hearings. 

80/10/06. ROE.J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 

~®204160157 Surnmary of 820308 telcon w/util & Bechtel re soil spring stiffness for 
underpinning & Phase II const. 

38141 '334^°®'^®'”® Licensing Branch 4. 8pp. 38141:327- 

’‘*T2^Si?T(S2 Commission not review ALAB-674 decision. 

38141^™38i42-009°® ^ General Counsel. SECY-82-224. 82/06/03. 10pp. 

"^aiSt^refadlity^un^^ fe spring stiffness computations as followup to 820118-19 

Ccotechniwr Engineers, Inc. NRC-03-82-092. 82/01/28. KANE.J. Divi- 
sion of Engineenng (pre-851 1 25). 2pp, 381 41 ;335-381 41 :337. 
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-8206100357 Requests info for 820201-05 audit for License Condition 5 re facility 
underpinning.Comments will be forwarded after 820128 site visit. 

POULOS,S.J. Geotechnical Engineers. Inc. NRC-03-82-092. 82/01/28. KANE.J. Divi- 
sion of Engineering (pre-651125). 10pp. 38141:338-38141:348. 

-8207220212 Requests written answers to M Sinclair 820618 
interrogatorie8.Responsible branches marked next to relevant questions. 
ADENsAM,E.G. Licensing Branch 4. 82/07/09. NRC - No Detailed Affiliation Given. 
20pp. 38142:010-38142:049. 

-8610080145 Advises not to do any housecleaning of paperwork re Zack,due to inter- 
rogatories & document production pending. 

wLCOVE,M.N. Office of the Executive Legal Director (Pre 860701). 84/03/13. 
SPESSARD,R., DANIELSON, D., HAWKINS, F. NRC - No Detailed Affiliation Given. 
78pp. 38142:088-38142:169. 

8610200370 Forwards “Midland Site Stabilization Rept,” providing response to request 
for info re environ review of util request to withdraw 860821 CL application.Agreement 
w/Dow Chemical Co reached re facility conversion. 

CC)OK,J.W. Consumers Power Co. 86/10/02. BERKOW.H.N. Standardization & Spe- 
cial Project Directorate. 3pp. 38301:059-38301:170. 

-8610200372 “Midland Site Stabilization Rept” W/one oversize aerial photo. 

* Consumers Power Co. 86/10/02. 109pp. 38301:062-38301:170. 

8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed In App K. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. RILLO.C.J. Thelen, Marrin, 
Johnson 8 Bridges. 2pp. 38288:167-38288:183. 

8610220369 Generic Ur 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8610080128 Further re^nse to FOIA request for 16 categories of records re 
facilities.Forwards App D & E documents.Documents also available in POR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8203180069 Notification of 820318 meeting w/util & Bechtel in Bethesda, MD to re- 
solve SER open item re Section 9.5.3. 

HERNAN,R.W. Ucensing Branch 4. 82/03/11. ADENSAM.EG. Licensing Branch 4. 
2pp. 38141:325-38141:326. 


F. Security, medical, emergency A fire protection plans 

8610080128 Further re^nse to FOIA request for 16 categories of records re 
facilities-Forwards App D & E documents-Documents also available in POR. 
GRIMSL.EY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8610080142 Forwards background info on Kerr-McGee & major issues of emergency 
preparedness at nuclear power plants in Region Ill.State activities & highlights for nu- 
clear power plants in Region III also encl.Supporting documentation encl. 

TRINER,E.G. Division of Budget & Analysis. 83/09/08. HALLER, N.M. Commissioners. 
35pp. 38142:054-38142:087. 


G. Adjudicatory correspondence 

8610080128 Further response to FOIA request for 16 categories of records re 
faciiities.Forwards App 0 & E documents.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE,C.M, Kirkland & Eilis. 
5pp. 38140:150-38140:164, 

-8007310687 Discusses matters to be addressed prior to 790702 evidentiary 
hearlng.NRC prepared to assist ASLB in appropriate manner.Conference scheduled 
for 790615 to discuss record, discovery by deposition & transcripts. 

OLMSTEAD.W.J. Hearing Branch 4. 79/06/14, MILLER, M.E., LUEBKE.E,A.. 
LEEDS, J.y. Atomic Safety and Licensing Board Panel. 2pp. 38140:166-38140:167, 

-8101290035 Requests util be ordered to distribute Bechtel rept re cost-benefit analysis 
& ASLB should promptly reopen hearings on continued operation of units. 

CHERRY, M.M. Cherry, M.M./Cherry. Flynn & Kanter. 80/02/14. MILLER.M.E., 
SMITH, I.W. Atomic Safety and Licensing Board Panel. 3pp. 38140:168-38140:173. 

8610080279 Requests change in facility svc list address to ref address. Related corre- 
spondence. 

GARDE.B.P, Government AccountabWty Project. #486 0973. 86/10/02. 

BECHHOEFER.C. Atomic Safety lemd licensing Board Panel. Ip. 38137:353- 
38137:353. 


H. General correepondenee 

8610080128 Further response to FOIA request for 16 categories of records re 
faciiitiea.Forward8 App DAE documents.Document8 also availabla in PDR. 
GRrMSLEY,D.H. Div^n of Rules and Records. 86/09/26. RICE,C.M. Kirkland A Eliis. 
5pp. 38140:150-38140:164. 


Q. Inspection reports, IE Bulletins A eorrespoiKloncs 

8103300409 IE Info Notice 81-32, ^^TianSler A/dr Dlsposat of Spent Generators.” W/o 
SVC list 

* Office of Irtspiection A EnforcenaenV M:ector (Pr^t 8^201). 61/10/23. ConsoHdated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 k> IE info Mbdce 8032, '^Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspectibn A Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:079-38351 ^)82. 


8610080128 Further rewonse to FOIA request for 16 categories of records re 
facilities-Forwards App D & E documents-Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland A Etiis. 
5pp. 38140:150-38140:164. 

-8103160897 Submits IE 810105 daily staff notes re proposed imposition of civil penal- 
ties against Midland, malfunction of target rack safety relief valve at Dresden A mal- 
function of main steam hot reheat valves at Fort StVrain. 

DIRCKS,W.J. Office of the Executive Director for Operations. 81/01/06. AHEARNE, 
GILINSKY, HENDRIE Commissioners. Ip. 65108:087-65108:092. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list encl. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
encl. 

TAYLOR, J.M. Office of Inspection A Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication A 
Export of Certain Previously Approved Type B Packages." Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 66/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
A Ring Setting Adjustments." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. i07pp. 38331:086- 
38331:191. 


S. Reportable occurrences, LERs A related correspondence 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnit[ally reported on 841 227. No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone A Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone A Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610300235 PNO-V-86-073;GL McChain.in custody by FBI on parole vioiation.issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
A knows of falsified weld records.lnvestigation in progress. 

MARSH,R. Region 5, Office of Director. 86/10/23. 1p. 38405:049-38405:049. 


T. Hearing transcripts on non-antltrust matters 


8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Forwards App DAE documents.Documents also available in PDR. 
GRlMSLEY,D.H. Division of Rules and Records. 86/09/26. RlCE,C.M. Kirkland A Ellis. 
5pp. 38140:150-38140:164. 

-8012100660 Transcript of JD Kane 801015 deposition in Detroit, MI,Vol 2. Pp 1-209. 
KANE,J.D. Hydrdogio A Geotechnical Engineering Branch. 80/10/15. 209pp. 

38140:335-38141:183. 

-8012100667 Transcript of JD Kane 801014 deposition in Detroit, MI.Vol 1. Pp 1-1 54a. 
KANE,J.P. Hydrologic A Geotechnical Engineering Branch. 80/10/14. 155pp. 

38140:181-38140:334. 

-6105150153 Transcript of 810326 deposition In Bethesda,MD re review of Corps of 
Engineers rept A Amend 85.Pp 407-601. 

KANEJ.D. Hydrologic A Geotechnical Engineering Branch. 81/03/26. 94pp. 
38141:190-38141:324. 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A. AppHcatlon/construotion stage documents A correspondence 


8610220418 FOiA request for all documentation, including notes, Itrs, 

rnemoranda,computer printouts A data compilations re Board Notification 84-149 con- 
cerning tnvesHgatlon repts on Comanche Peak. 

GARD6,B.P. Government Accountability Project 84/10/01, Office of Administration. 
2pp. 38330:255-38330:266. 
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86CS23C2S6 Gererc Lt’ 36-!5 iz ai: !:cersess & fiolders of appfication for OL re info on 
ccr.p;jL*:cs w t 3Cf R5C.43, "Er.-rrzr. C-a;:ficat;cri of Electric Equipment Important to 
‘cf rzwsr Rants/' S'/o iist end 

Gr.ca cf .\'uc!ea' Reactor Regulation, Director (post 851125). 86/09/ 
22. ktSTtc 0.ti Emetic Co. 49pp. 33053:216-38058:265. 

86tt>{^128 .--rtne- "scense to FCIA request fer 16 categories of records re 
■'=>= - * - -::-.Tents.Dccuments also available in PDR. 

f=:ecor 2 s. S6/09/26. RiCE.C.M. Kirkland & Ellis. 

-^2120401 ror#a^ds c/er/iew of Geosciences Branch workioad.w/priority 
;ndicai.ed..neci;ests assstance w/scheduJing ACRS & hearings ^ ^ 

.ACKSCNj= = Geosc^.ces^Sraxh. 80/10/06. ROE,J. Division of Ucensing 
.i-t;. f'pp. 3Sl4G:1/4-38l40;180. 

-82041^157 Summaif of S2C3CS telcon w/util & Bechtel re soil spring stiffness for 
^Xiiar/ iC'Cg underpinning 3 Phase It const ^ 

38 ^ 4 r'“S 4 £2/03/11. Licensing Branch 4. 8pp. 38141:327- 

"scem^erds that Ccmmisslcn not review ALAB-674 decision 
3?*4^'38*r-?‘72"-=“^' "■ Cou.nsei. SECY-82-224. 82/06/03. 10pp. 

computalions as followup to 820118-19 



XRC ■ NO oStail^Affiliafion Givan. 
O' to mier- 


fesABi^a: ^SnS^F^NRc'®^ Sf ®^^03/13. 

78pp. 38142:033-33142:169. ’ ’ ^^0 Detailed Affiliation Given. 

<0 request 

«^-&^3"^r8S’l^o1S:f7?XOW.H.N. Standardization 4 Spa- 

■io^»lso^3r^£:|S’S2M^^ R'U-O.C^Thefen, Mardn. 

^p'raliaSni^ls^^lia’e^ ®PP“ p®"*s S Scensees re Westinghouse 

«6/10/ 

E. HHC safety Evataatian Report (SER), «,pp|, » correapondenee 

^ Records. 86/09/26. R1CE,C.M, K^'and & aiis, 
2pp.3814li»3BllHi^®'®*'*' *■ “'“/It. A£)ENSAM,Ea Uoensing Branch 4 . 

F. Saeirty. metfeal. aoiergene, » Are protein 

IKpp. ataiialSMSIf®** * ss/osroa. HAUHR.NjrcUnlss«)nere. 



-8101290035 Requests util be ordered to distribute Bechtel rept re cost-benefit analysis 
& ASLB should promptly reopen hearings on continued operation of units 
CHERRY, M.M. Cherry, M.M./Cherry, Flynn & Kanter. 80/02/14. MILLER M E 
SMITH, I.W. Atomic Safety and Ucensing Board Panel. 3pp. 38140:168-38140:173. * ’ 

8610080279 Requests change In facility sve list address to ref address. Related corre- 
spondence. 

GARDE, B.P. Government Accountability Project. #486 0973 86/10/02 

Atomic Safety and Ucensing Board Panel, ip. 38137:353^ 

3oi37!353. 

H. General correspondence 

® A FOIA request for 16 categories of records re 

^ ^ ^ documents.Documents also available in POR. 
ITp.^lmi^Soijsmief ”“'®® 8®'09'26. RICE,C.M. Kirkland & Ellla 

Q. Inspection reports, IE Bulletins & correspondence 

*"'0'' Disposal of Spent Generators.’* W/o 

"S!p#pSSiS=”*“«asn!: 

GlU®rHEfe“^rrnS^ 


edEd-iSnCaorNK-nTe^^^^ 

Wi.il 

|3^M6/,0/10. Consolidat&iTdisWSr^e "YSrW4.’'^4!^i: 

fm?^c rJfenoL '^°**'* ®6-087. “Loss of Offsite Power Upon AutomaUc Bus Trana- 

830103). le/lo/IO^CotB.SSI^'S!. ^®IJ®f®<*P0ss A Engineering Response (Post 
38259:122. Consolidated Edison Co. of New YoiS. Inc. 105 |Sm259:018- 

“Uncontrolled Rod Withdrawal Because of Single 

''®'''® ■'‘®®‘ 

8. Reportabl. occurr^icea, UR. 4 elated corre.pond.nce 

S'^®S'»?„<#fPhmgm valves revealing nat- 
noted during teSin^ ^ H2.lnitjally reported on 841227.No ad- 

International Teleohnnds a t-. 

^ Corp. 86/10/10. NRC - No De- 
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T. Hearing transcripts on non-antitrust matters 

8610080128 Further response to FOiA request for 16 categories of records re 
facilities. Forwards App D & E documents.Documents aiso avaiiable in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012100660 Transcript of JD Kane 801015 deposition in Detroit. Ml, Vol 2. Pp 1-209. 
KANE,J.D. Hydrologic & Geotechnical Engineering Branch. 80/10/15. 209pp. 

38140:335-38141:183, 

-8012100667 Transcript of JD Kane 801014 deposition in Detroit, MI.Vol 1. Pp 1-154a. 
KANE.J.P. Hydrologic & Geotechnical Engineering Branch. 80/10/14. 155pp. 

38140:181-38140:334. 

-8105150153 Transcript of 810326 deposition in Bethesda.MD re review of Corps of 
Engineers rept & Amend 85Pp 407-501. 

KANE,J.D. Hydrologic & Geotechnical Engineering Branch. 81/03/26, 94pp. 
38141:190-38141:324. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plans 

8610200308 Rev 4 to Radiological Emergency Plan Implementing Procedure EPIP 2.1, 
"Activation & Operation of Operational Support Ctr (OSC).” W/861009 ttr. 

WILSON, D.L Iowa Electric Light & Power Co. 86/10/09. 103pp. 38300:068- 
38300:170. 

8610280328 Provides addi info re Motor-Operated Valves MO-1 908 & MO-1 909, per 
NRC request concerning compliance W/10CFR50.48, “Fire Protection." Util 840928 
commitment to lock motor control ctr power breakers open retracted. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 86/10/21. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 3pp. 38380:011-38380:013. 

8610310265 Forwards 860922 rev to NRC Emergency Response Facility appraisal doc- 
ument to facilitate planning for 861117-21 emergency response facility appraisal.W/o 
end. 

SNELL, W. Region 3, Office of Director. 86/10/21. LIU.L Iowa Electric Light & Power 
Co. Ip. 38418:187-38418:187. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 86/09/ 
22. Atlantic City Electric Co. 49pp. 38068:216-38068:265. 

8610100702 Advises that analyses performed to predict drywell vacuum breaker impact 
velocities & resulting stresses, per Generic Ltr 83-08,acceptable.Safety evaluation & 
technical evaluation rept end. 

THADANI,M.C. BWR Project Directorate 2. 86/10/06. LIU.L. Iowa Electric Light & 
Power Co. 3pp. 38205:037-38205:062. 

-8610100707 Safety evaluation supporting util restoration of safety margins by replacing 
critical parts in vacuum breakers w/ adequate matls,per Generic Ltr 83-08. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 2pp. 
38205:040-38205:041, 

-8607220466 “Structural Evaluation of Vacuum Breakers (Mark I Containment 
Program),Duane Arnond Energy Ctr," supplementary technical evaluation rept 

* ARVIN/CALSPAN Advanced Technology Center, NRC-03-81-130. TER-C5506-322 
SOI. 86/07/17. NRC - No Detailed Affiliation Given. 22pp. 38205:042-38205:062. 

8610160466 Summary of 860911 meeting w/6WR Owners Group in Bethesda,MO re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident condltions.Second technical exchange meeting in mid-Nov 1 986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610150283 Forarards Amend 138 to License DPR-49 & safety evaluation. Amend re- 
vises Tech Specs to incorporate containment isolation valves for Loop B jet pump 
sample line in Tables 3.7-2 & 3.7-3. 

THADANI.M.C. BWR Project Directorate 2. 86/10/08. LIU.L Iowa Electric Ught & 
Power Co. 2pp. 38256:009-38256:017. 

-8610150289 Amend 138 to License DPR-49, revising Tech Specs to incorporate con- 
tainment isolation valves for Loop B jet pump sample line in Tables 3.7-2 & 3.7-3. 
MULLER,D.R. BWR Project Directorate 2. 86/10/08. 5pp. 38256:011-38256:015. 

-8610150290 Safety evaluation supporting Amend 138 to Ucense DPR-49. 

* Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/08. 2pp. 
38256:016-38256:017. 

8610280502 Application for amend to License DPR-49,revising Tech Specs. Changes 
bring program into compliance w/ASME Boiler & Pressure Vessel Code Section 
XLFee paid. 

MCGAUGHY.R.W. Iowa Electric Ught & Power Co. 86/10/13. DENTON,H. Office of 
Nuclear Reactor Regulation, Director (post 851125). 4pp. 38381:034-38381:055. 

-8610280505 Proposed Tech Specs.revising inservice testing program for pumps & 
valves.per ASME Code. 

* Iowa Electric Light & Power C j. 86/10/13. 18pp. 38381:038-38381:055. 

8610230007 Application for amend to License DPR-49, changing Tech Specs to allow 
reactor operator & member of supervisory staff or member w/senior operator license 
to review routine procedure changes on behalf of operations committee.Fee paid. 
MCGAUGHY.R.W. Iowa Electric Light A Power Co. 86/10/14. DENTON, H. Office of 
Nuclear Reactor Regulation, Director (post 851125). 7pp. 38346:219-38345:230. 

-8610230010 Proposed Tech Specs, authorizing senior reactor operator & member of 
plant supervisory staff or staff member w/senior reactor operator license to review 
routine procedure changes on behalf of operations committee. 

* Iowa Electric Ught & Power Co. 86/10/14. Spp. 38345:226-38345:230. 


8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31 pp. 3841 1 :266-3841 1 :296. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23, Consolidated 
Edison Co. of New York, Inc. 4pp, 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020067 Responds to violations noted in Insp Repts 50-331/86-06 & 50-331/86- 
lO.Correctlve actions:measures taken to improve CHAMPS data base & maint history 
records for more accurate corrective maint planning. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 86/09/15. KEPPLER,J.G. Region 
3, Office of Director. 14pp. 38066:314-38066:354. 

8609250062 IE info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332, 

8610090282 Suppis 860528 response to IE Bulletin 85-003, Item e re motor-operated 
valve common mode failures during plant transients. Max expected differential pres- 
sures during opening & closing of valves provided. 

MCGAUGHY.R.W. Iowa Electric Light & Power Co. 86/10/01. KEPPLER.J.G. Region 
3, Office of Director. 8pp. 38146:099-38146:106. 

8610140110 Provides progress rept of piping evaluation program.per Insp Rept 50-331/ 
85-33.Steps 1 & 2 completed on schedule.Step 3 re thermal & deadweight loads on 
pipe supports & Step 4 re comparison of support loads should be combined. 
MCGAUGHY.R.W. Iowa Electric Light & Power Co. 86/10/01. KEPPLER.J.G. Region 
3, Office of Director. 2pp. 38225:326-38225:327. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303, 

8610150050 Forwards Safety Insp Rept 50-331/86-16 on 86091 5-1 8.No violations 
noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/07. LIU.L Iowa Electric Light & 
Power Co. 2pp. 38251:031-38251:040. 

-8610150057 Insp Rept 50-331/86-16 on 860915-18.No violations or deviations 
noted.Major areas inspected:confirmatory measurements program.induding sample 
split & onsite analysis w/Region III mobile lab & counting room QC program. 
JANUSKA.A.G.. SCHUMACHER.M.C. Region 3, Office of Director. 86/10/03. 8pp. 
38251:033-38251:040. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppi 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610210150 Monthly operating rept for Sept 19S6,W/861015 ltr. 

THOMAS, B.N., MINECK,D.L Iowa Electric Ught & Power Co. 86/09/30. Spp. 
38307:119-38307:126. 


S. Reportable occurrences, LERs & related correspondence 

8810140359 Summary of 860929 Operating Reactors Events Meeting 86-34 re events 
since last meeting on 860922.Assignees should review identified responsibilities & 
completion dates & advise if dates cannot be metViewgraphs end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 86/10/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
38234:012-38234:029. 
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S€ 10200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL,R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given, 7pp. 38301:001-38301:007. 

S6 1021 0059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.initiaily reported on 841227.No ad- 
verse effects noted during testing. 

BROOME.EC. International Telephone & Telegraph Corp, 86/10/10. 
ANDERSON.W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

&610280411 LER 86-01 9-00:on 860922.250-voit dc battery declared inoperable.Caused 
by degradation of positive plates due to galvanic reaction resulting from impurities in 
plate weld matls.Battery tested & 16 ceils replaced.W/861022 Itr. 

PR0BST,J.R.. MINECKAL Iowa Electric Light a Power Co, 86/10/22. 13pp. 
38381:090-38381:103. 


8610310111 Forwards application for amend to License OPR-59.amending Tech Spec 
section re NUREG-0737 items, including Items II.F.1.1 re noble gas effluent monitors a 
II.F.1.2 re sampling & analysis of plant effluents. 

BR0NS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/10/20. MULLER, D.R. BWR Project Directorate 2. 3pp. 38419:149- 
38419:168. 

-8610310116 Application for amend to License DPR-59, changing Tech Spec sections 
to achieve conformance w/acceptance criteria of NUREQ-0737 & Generic Ltrs 83-02 
& 83-36. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/10/17. NRC - No Detailed Affiliation Given. 4pp. 38419:152-38419:155. 

-8610310122 Proposed changes to Tech Specs to achieve conformance w/ accept- 
ance criteria of NUREG-0737 a Generic Ltrs 83-02 & 83-36. 

• New York Power Authority (formerly Power Authority of the State of New York). 86/ 
10/20. 13pp. 38419:156-38419:168. 
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F. Security, medical, emergency a fire protection plans 


8610300271 Forwards Amend 101 to License DPR-59 a safety evaluation. Amend 
changes Tech Spec 5.5.B re criterion for storage of nuclear fuel in spent fuel pool. 
ABELSON.H.I. BWR Project Directorate 2. 86/10/24. BRONS,J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 38408:250- 
38408:259. 


8B10070146 Advises that 860910 temporary change to physical security plan con^stent 
w/provisions of 10CFR50.54(p) a acceptable, 

MARTIN, T.T. Region 1. Office of Director. 86/09/25. BRONS.J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 38110:354- 
38110:356, 

BS10240183 Forwards agenda for 861030^1 early emergency responders wori(shop in 
Willcw Grove.PA,per TE Murley Aug 1986 Itr, 

MARTINJ.T. Region 1. Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authot% of the State of New York). OPEKA,J.F. 
Northeast Nuclear Energy Co. (subs, of Northeast Utilities). MANGAN.C.V. Niagara 
Mohawk Power Corp. 9pp. 38350:223-38350:231. 

0610100499 Rev 2 to Emergency Plan Implementing Procedure SAP-9, “Initial Dose As- 
sessment Calculation/Meteorological Monitoring a Radiological Assessment Sys Sur- 
veillance Procedure." 

* New York Power Authority (formerly Power Authority of the State of New York). 86/ 
10/31. 9pp. 38193:287-38193:295. 


P. Operating ttcense stage documents A correspondence 

8609230296 Generic Lir 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuciear Power Plants." Svc Hst encl. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851 125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080388 Forwards safety evaluation accepting util 860228 submittal of Rev 2 to off- 
site dose calculation manual on interim basis due to problem involving I-133 dose 
calculation.Suppl to App D to TER-CS506-591 also encl. 

ABELSON,H.L BWR Pn^ Directorate 2. 86/10/02. BRONS,J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 38140:023- 


— 6610080392 Safety evaluation accepting ufil 860228 submittal of Rev 2 to offsite dose 
calculation manual on interim basis. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/02. 3pp. 
38140:025-38140:027. 


—0^220(^2 Suppt to App D to "Evaluation of Licensee-Reported Revs to Offsite 
Dose Caiculalion Manual.” technical ev£tiuation rept 

Advanced Technology Center. TER-C5506-591 APP D. 86/08/14. 
NRC - No Detailed Affilmtion Given. 12pp. 38140:028-38140:039, 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda.MD re 
strawman gen^ r^jukernents for enhancmg BWR containment performance in 
accident conciitions.Second tectwical exchange meeting in mkTNov 1986 pro- 

rareetorate a 88/10/07. BWR Proiect Oirectonte Z 
S’*!??®*®" OPR^.changing Tech Specs 



— «1<tt«)020^^>^tion fix a^d to Ucense DPfl-69, chawing Tech Specs 3,5A5 & 
1 discharge bypass valves A related 

^*“®**hS ot^age^per recommendation. 

Of the Stole C Ne* 




f the State of New York). 86/ 




3 ^ 00 ^ 1 . 


Ptoject Directorate Z 7pp. 38300:355- 


lo a BWRIeeMeeea applet „ availability 
86/10/17. C. 


-8610300274 Amend 101 to License DPR-59, changing Tech Spec 5.5.B re criterion for 
storage of nuclear fuel In spent fuel pool. 

MULLER.D.R. BWR Project Directorate 2. 86/10/24. 5pp. 38408:252-38408:256. 

-8610300276 Safety evaluation supporting Amend 101 to License DPR-59. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/24, 3pp. 
38408:257-38408:259. 


Q. Inspection reports, IE Bulletins A correspondence 

8103300409 IE Info Notice 81-32, “Transfer A/or Disposal of Spent Generators.’* W/o 
svc list 

* Office of Inspection A Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection A Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

6609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-126 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list encl. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610140063 Forwards Safety Insp Rept 50-333/86-14 on 860625-28. Noncompliance re 
Okonite cable splices noted.Appropriate enforcement action under consideration. 
EBNETER,S.D. Region 1, Office of Director. 86/10/01. CON VERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). 2pp. 38225:332- 
38225:341. 

-8610140067 Insp Rept 50-333/86-14 on 860825-28.Violation noted: unqualified cable 
splices in LImitorque motor valve operator internal wiring. 

CHEUNG, LS.. KOSHY,T., ANDERSON,C.J. Region 1, Office of Director. 86/09/25. 
8pp. 38225:334-38225:341. 

8810230151 Forwards suppl to response to IE Bulletin 85-003, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings," 
per 860729 requestUtll waiting for Sept 1 986 BWR Owners Group rept re valves. 
CONVERSE,R.J. New York Power Authority (formerly Power Authority of the State of 
New York). 86/10/01. MURLEY, T.E. Region 1. Office of Director. 7pp. 38344:169- 
38344:175. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.’* Svc list encl. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc, 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of inspection A Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080088 IE Info Notice 86-086, "Clarification of Requirements for Fabrication A 
Bgort of Certain Previously Approved Type B Packages." Svc list encl. 

JORDAN,E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp, 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp, 38259:018- 


8810100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness A Engineering Response (Post 
030103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp, 38331:192- 
38331Z84, 


8810100107 Suppl 1 to IE hifo Notice 86-005, “Main Steam Safety Valve Test Failures 
y?lr»g Setting Aifiu^ente." Svc list end. 

*mF®AN,EL. Envision of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 


88103(10247 Transmits pwment 
BRONS,J.C. New York Power 
YorlO, 86/10/28. License Fee 


of tee for NRC insps on 851 222 A 860329. 

Authority (formerly Power Authority of the State of New 
Management Branch. 1p. 38404:200-38404:200. 
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B6103CK>385 Forwards info re IQSCC insp program, for Reload 7/Cycle 8 refueling 
outage, per 850524 requestBased on comprehensive review of IGSCC insp data,weids 
categorized in accordance w/ guidance in draft Rev 2 to NUREG>0313. 

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 86/10/28. MULLER,D.R. BWR Project Directorate 2, 17pp. 38409:233- 
38409:249. 


R. Periodic operating reports & related correspondence 


8610160247 Monthly operating rept for Sept 1986.W/861008 Itr. 

COOK,J., CONVERSE.R.J. New York Power Authority (formerly Power Authority of the 
State of New York). 86/09/30. 10pp. 38269:322-38269:330. 


8. Reportable occurrences, LERs & related correspondence 

8610060718 LER 86-01 6-00:on 860909,incorrect min critical power ratios calculated for 
860827-0909 due to error in process computer data banks.Caused by personnel 
error.GEXL correlation values loaded in CP array on 860908.W/860924 itr. 
BURCH.D.E., CONVERSE, R.J. New York Power Authority (formerly Power Authority of 
the State of New York). 86/09/24. 3pp. 38108:201-38108:203. 

8610100599 LER 86-01 5-00:on 860904, RCiC automatic isolation received on spurious 
high steam line flow signal.Caused by air trapped in flow transmitter sensing line. Flow 
transmitter revented & returned to svc. 

CONVERSE, R.J., KEITH,H. New York Power Authority (formerly Power Authority of 
the State of New York). 86/10/03. 4pp. 38202:151-38202:154. 

8610100610 LER 86-01 4-00:on 860903,HPCI rendered inoperable when circuit breaker 
for HPCI torus suction valve operator 23 MOV-58 tripped on open signal from control 
room.Caused by failure of actuator motor on ovarheating.W/861003 Itr. 

BAKER, R., CONVERSE.R.J. New York Power Authority (formerly Power Authority of 
the State of New York). 86/10/03. 5pp. 38202:258-38202:262. 
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E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8610070260 Requests rev of 840628 procedures generation package (PGP), addressing 
items described in end draft SER Section 2.PGP inadequately addresses requTre- 
ments of NUREG-0737,Suppl 1. Requests response within 60 days of Itr receipt. 
TAM.P.S. PWR Project Directorate 2. 86/09/30. SIEBER,J.D. Duquesne Light Co. 
12pp. 38129:297-38129:308. 


F. Security, medical, emergency & fire protection plans 


8610020109 Rev 7,lssue 7 to Emergency Preparedness Plan implementing Procedure 
EPP/IP 1.1, “Notifications," Rev 6,rssue 7 to EPP/IP 2.6.1, "Dose Projection - Backup 
Methods" & Rev 4, Issue 7 to EPP/IP 4.1, “Offsite...." W/860922 Itr. 

DRUGA.R.J., SIRBEN,J.D., CAREY,J.J. Duquesne Light Co. 86/09/22. 88pp. 
38066:160-38066:247. 


8610160280 Forwards Safeguards Insp Rept 50-334/86-19 on 860825-29.No violations 
noted.Steps taken to correct violations noted in end to 850831 Itr verified. 

MARTIN,! .T. Region 1, Office of Director. 86/10/03. CAREY, J.J. Duquesne Light Co. 
2pp. 38264:348-38264:353. 

-8610160289 Physical Security Insp Rept 50-334/86-19 on 860825-29.No violation or 
deviation noted.Major areas inspected:security plan,records & repts,power 
supply, lighting,compensatory measures & open items. 

SMITH.G.C.. KEIMIG,R.R. Region 1, Office of Director. 86/09/29. 4pp. 38264:350- 
38264:353. 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA.per Tt Murley Aug 1986 Itr. 

MARTIN,T.T. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). HUKILL,H.D., 
STANDERFER,F. General Public Utilities Corp. - GPU Service Corp. 9pp. 38350:223- 
38350:231. 


8610170004 Reviews util 860429 & 0808 long-term solution to combustible waste stor- 
age fire protection in primary auxiliary bldg.Proposed mods consistent w/Position PF- 
18 documented in 781201 Itr. 

TAM,P.S. PWR Project Directorate 2. 86/10/09. SIEBER,J.D. Duquesne Light Co. 
2pp. 38282:314-38282:315. 

8610270214 Notification of Mgt Meeting 86-118 on 861014 w/util in King of Prus8ia,PA 
to discuss security program. 

TRIPP, LE. Region 1, Office of Director. 86/10/09. Region 1, Office of Director. 2pp. 
38361:282-38361:283. 

8610220063 Forwards Safety Insp Rept 50-334/86-20 on 860828-0930.No violations 
noted. 

WENZINQER,E.C. Region 1, Office of Director. 86/10/10. SIEBER,J.D. Duquesne 
Light Co. 2pp. 38329:190-38329:206. 

-8610220073 insp Rept 50-334/86-20 on 860828-0930.No violations identlfied.Major 
areas inspected:plant operations,fire protection,housekeeping,radiological 
control8,physical security,surveillance testing & plant mgt changes. 

TRIPP,LW. Region 1, Office of Director. 86/10/09. 15pp. 38329:192-38329:206. 

8610290232 Forwards results of emergency lighting tests conducted per Unresolved 
item 85-25-05 in 860115 Insp Rept 50-334/85-25. Results determine that sufficient 
lightirig available for operation of safe shutdown equipment. 

STEBI^,J.D. Duquesne Light Co, 86/10/21. TAM,P.S. PWR Project Directorate 2. 
10pp. 38394:064-38394:073. 


H. General correspondence 

8610170084 Requests to be placed on mailing lists for publications re Perry,Davis- 
Besse & Beaver Valley nuclear plants.PUC of OH directed to conduct investigations. 
"Comprehensive Assessment of Perry" first study to be conducted. 

BORROWS. J.D. Ohio, State of. 86/10/09. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38279:286-38279:286. 


P. Operating license stage documents & correspondence 

8610280243 “Reactor Containment Integrated Leakage Rate Test Results Rept," Jui- 
Aug 1986.W/861015 Itr. 

LACEY.W.S., MANKO,R.J., 2YRA.T.G. Duquesne Light Co. 86/08/31. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 98pp. 38379:161- 
38379:258. 

8610060517 Advises of rev to proposed schedule for implementation of final rule 
10CFR50.62 on reduction of risk from ATWS.Design info required by 
10CFR50.62(c)(6) will be submitted in Feb 1987. 

SIEBER,J.D. Duquesne Light Co. 86/09/17. TAM.P.S. PWR Project Directorate 2. 
2pp. 38098:249-38098:250. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060410 Forwards safety evaluation re WCAP-10658. “ATWS Mitigation Sys Actu- 
ation Circuitry Generic Design Package." Generic design acceptable.Schedule for ad- 
dressing plant-specific design features requested within 30 days. 

TAM.P.S. PWR Project Directorate 2. 86/09/23. SIEBER.J.D. Duquesne Light Co. 
2pp. 38113:114-38113:133. 

8610060087 Responds to 860516 & 0721 Itrs informing of intention to perform all future 
containment Type A tests for reduced durations of less than 24 h per BN-TOP-1 pro- 
cedures. Procedures & criteria acceptable. 

TAM.P.S. PWR Project Directorate 2. 86/09/26. SIEBER.J.D. Duquesne Light Co. 
2pp. 38114:027-38114:028. 

8610070260 Requests rev of 840628 procedures generation package (PGP), addressing 
items described in end draft SER Section 2.PGP inadequately addresses require- 
ments of NUREG-0737,Suppl 1 .Requests response within 60 days of Itr receipt. 
TAM,P.S. PWR Project Directorate 2. 86/09/30. SIEBER.J.D. Duquesne Light Co. 
12pp. 38129:297-38129:308. 

8610210188 Informs that util ref WCAP-11145 to satisfy requirements of TMi Action 
item II.K.3.31 to demonstrate WFLASH small break LOCA evaluation model results 
conservative when compared w/ NOTRUMP. 

SIEBER,J.D. Duquesne Light Co. 86/10/02. TAM.P.S. PWR Project Directorate 2. 
2pp. 38306:166-38306:167. 

8610280587 Forwards application for amend to License DPR-66. incorporating Change 
Request 126 to revise Tech Specs re control room emergency habitability sys 
requirements.Fee paid. 

SIEBER.J.D. Duquesne Light Co. 86/10/09. TAM.P.S. PWR Project Directorate 2. 
2pp. 38388:167-38388:178. 

-8610280593 Application for amend to License DPR-66,revising Tech Specs re control 
room emergency habitability sys requirements. 

SIEBER.J.D. Duquesne Light Co. 86/10/13. Ip. 38388:169-38388:169. 

-8610280594 Proposed Tech Specs,incorporating Change Request 126 to revise con- 
trol room emergency habitability sys requirements. 

* Duquesne Light Co. 86/10/09. 9pp. 38388:170-38388:178. 

8610300168 Forwards supplemental info to Reg Guide 1.97,Rev 2 re suppi to NUREG- 
0737,including corrections to instrument ranges & clarification of scientific notation. 
SIEBER,J.D. Duquesne Light Co. 86/10/13. THOMPSON.H.L. Office of Nuclear Reac- 
tor Regulation, Erector (post 851125). 31pp. 38405:112-38405:142. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioadive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610070206 Forwards Exam Rept 50-334/OL-86-16 of exam administered during wks of 
860721 & 28. 

WENZINGER,E.C. Region 1, Office of Director. 86/09/23. CAREY, J.J. Duquesne Light 
Co. 2pp. 30119:176-38119:318. 

-6610070222 Exam Rept 50-334/OL-86-1 6 on 860722-31 .Exam results:8even reactor 
operator$,two senior reactor operator (SRO) retake candidates & one SRO candidate 
passed all portions of exam. 

BARBER,G.S., KELLER, R.M., KISTER,H.B. Region 1, Office of Director. 86/09/15. 
94pp. 38119:178-38119:271. 

-8610070230 Forwards comments on NRC reactor operator & senior reactor operator 
written exams administered on 860722.Comments discussed w/personnel during 
exam review on 860728.NRC response to facility comments also end. 

CAREY,J.J. Duquesne Ught Co. 86/07/29. KELLER,R.M. Region 1, Office of Director, 
47pp. 38119:272-38119:318. 
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8609250062 IE Info Notice 86*084, “Rupture of NominaS 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTL0 W,Ja 3. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


•610200095 LER 86 - 010 - 01:00 860808, safety injection occurred during preparations for 
Train A & B diesel generator testCaused by operator error.Operator counseled.Diesel 
generator safety injection test revised. W/861 007 Itr. 

ORUGA,R.J., LAC^.W.S. Duquesne Ught Co. 86/10/07. 5pp. 38290:093-38290:098. 


8609300125 t£ Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MIsadmInistrations." Svc list end. 

PARTLOW J.G. Oividon of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303, 

8610160280 Forwards Safeguards Insp Rept 50-334/86-19 on 860825-29.No violations 
noted.Steps taken to correct violations noted in end to 850831 Itr verified. 

MARTIN, T.T. Region 1, Office of Director. 86/10/03. CAREY, J.J. Duquesne Ught Co. 
2pp. 38264:348-38264:353. 

-8610160289 Physical Security Insp Rept 50-334/86-19 on 860825-29.No violation or 
deviation noted.Major areas inspected:secuiity plan, records & repts, power 

supply, lighting.compensatory measures & open items. 

SMn>l,G.C., KEIMIG,R.R. Region 1, Office of Director, 86/09/29. 4pp. 38264:350- 
36264:353. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 

TAyIoR,J,M. Office of Inspedion & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


6610310213 Responds to NRC 861009 itr re violations noted in Insp Rept 50-334/86- 
la.Correctlve actions:NSS key cabinet locked & combination dial spun.Operations per- 
sonnel notified that NSS key cabinet will remain locked. 

StEBER,J.D. Duquesne Ught Co. 86/10/08. WENZINGER,E.C. Region 1, Office of Di- 
rector. 4pp. 38419:015-38419:018. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
^port of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 


ler. ovc iisi onw. _ ^ 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 


38259:122. 


8610220407 PNS-l-86-019:on 861016,contractor providing security svcs for plant 
changed from Burns Inti Security Svcs to Security Bureau, Inc.Licensee advised NRC 
of proposed change during 861014 meeting. 

KUSHNER.W., J(5ynER.J. Region 1, Office of Director. 86/10/17. 1p. 38331:082- 
38331:082. 

8610270407 LER 86-005-01 :on 860621 .filter bank sprinkle nozzles inoperable.Caused 
by charcoal & white substance at nozzle orifice.All filter bank nozzles cleaned per pre- 
ventive maint procedure & dogged nozzle removed for exam.W/861017 Itr. 

LACEY, W.S. Duquesne Light Co. 86/10/17. 6pp. 38374:183-38374:188. 


V. Operator Examinations 

8610070206 Forwards Exam Rept 50-334/OL-86-16 of exam administered during wks of 
860721 & 26. 

WENZINGER.E.C. Regton 1, Office of Director. 86/09/23. CAREY, J.J. Duquesne Ught 
Co. 2pp. 381 1 9:1 76-381 1 9:31 8. 

-M10070222 Exam Rept 50-334/OL-B6-16 on 860722-31. Exam results;seven reactor' 
operator8.two senior reactor operator (SRO) retake candidates & one SRC candidate 
passed all portions of exam. 

BARBER, G.S., KELLER.R.M., KISTER.KB. Region 1, Office of Director. 86/09/15. 
94pp. 38119:178-38119:271. 

-8610070230 Forwards comments on NRC reactor operator & senior reactor operator 
written exams administered on 860722.Comments discussed w/personnel during 
exam review on 86072e.NRC response to facility comments also end. 

CAREY, J.J. Duquesne Ught Co. 86/07/29. KELLER.R.M. Region 1, Office of Director. 
47pp, 38119:272-38119:318. 

8610200405 Forwards listed revised sections to nuclear group training administrative 
manual, indudino Section 2.2, “Ucensed Operator Training." per 860630 commitment 
in response to 8i50428 request for addi info. 

SIEBER,J.D. Duquesne Ught Co. 86/09/30. TAM.P.S. PWR Project Directorate 2. 
34pp. 38301:221-38301:254. 


DOCKET 50-335 ST. LUCIE PLANT, UNIT 1 


8610220063 Forwards Safety Insp Rept 50-334/86-20 on 860828-0930.No violations 
noted. 

WEN2INGER.E.C. Region 1, Office of Director. 86/10/10. S1EBER,J.D. Duquesne 
Light Co. 2pp. 38329:190-38329:206. 

-8610220073 insp Rept 50-334/86-20 on 860828-0930.No violations identified.M^or 
areas inspected:plant operations, fire protection.hou8ekeeping, radiological 
controis.physicai security.survelilance testing & plant mgt changes. 

TRIPP, LW, Region 1, Office of Director, 86/10/09, 15pp, 38329:192-38329:206. 

8610210376 Forwards Safety insp Rept 50-334/86-22 on 86091 6-19.No violations ob- 
served. 

EBNETER,S.D, Region 1, Office of Director. 86/10/14. CAREY.J.J. Duquesne Ught 
Co. 2pp. 38312:154-38312:165. 

-8610210378 Insp Rept 50-334/86-22 on 86091 5-1 9.No violations identified.Major 
areas inspected:Cyc(e 6 startup physics testing program, precriticallty tsst8,zero power 
physics tests & power ascension tests. 

WEN.P.C.. BRIGGS, LE. Region 1. Office of Director, 86/10/06. 10pp. 38312:166- 
38312:165. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppl 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Poet 
830103). 86/10/16. Consolidated Edison Co. of New YorK Inc. 107pp. 38331:086- 
38331:191. 

8610290232 Fonwards results of emergency lighting tests conduded per Unresolved 
item 85-25-06 In 8601 16 Insp Rept 50-334/85-25. Results determine that sufficient 
lighting available for operation of safe shutdown equipment. 

STEB^,J.D. Duquesne Ught Co. 86/10/21, TAM,P.S. PWR Project Directorate 2. 
10pp. 38394:064-38394:073. 


R. Periodic operating reports 8 reltted correspondence 

8610140047 Forwards 1985 annual rept of facility change8,te8t8 8 experiments. 
CAREYJ.J. Duquesne Ught Co. 86/07/30. MURLEY.T.E. Region 1, Office of Director. 
34pp. 38227:171-38227:204. 

8610100102 MonthN operating rept for Jul 1986.W/860808 Itr. 

SMITHPA, CAREY, J,J. Duquesne Ught Co. 86/07/31. 6^, 38191:080-38191:085. 

V^PDES Discharge Monitoring Rept for Aug 1 986." W/860926 Itr. 
DRU<^R,J. Duque^ Light Co. 86/08/31. VARGAS. Office of Nudear Reactor 
Regulation, Director (post 651 125). 22pp. 38109:106-381 09:128, 

S, Reportable oceiirreneet, Uflt 8 related uorreepondence 

8810100481 LER 8W12-00:on 860903.while technicians pe^rmlng reactor protection 
B bimorrthly tesLreactor trip breaker shunt trip Train A inadvertently 
e»T^o»’-Techniclan reprimanded. W/861 002 Itr. 

DRUQA.RJ., UCEY,W.S. Duquesne Ught Co. 06/10/02. 5pp. 38103:350-38193:354. 


F. Security, medical, emergancy 8 fire protection plana 

8810210193 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Inw Rents 50-335/86-19 8 50-389/86-18. 

VERRELLI.D.M. Region 2. Office of Director. 86/10/14. WOODY, C.O. Florida Power 8 
Ught Co. 1p. 38307:186-38307:187. 

-8810210197 Responds to violations noted in Insp Repts 50-335/86-19 8 50-389/86- 
16.Corrective actions withheld. 

WOODY, C.O. Florida Power 8 Light Co. 86/09/26. GRACE,J.N. Region 2. Office of 
Director. Ip. 38307:187-38307:187. 

8610210403 Urges assistance in resolving weaknesses identified in end FEMA rept for 
plant emergency exerdse conducted on 860424. Completion of resolutions expected 
prior to next full-scale emergency preparedness exercise. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/14. WOODY.C.O. Florida Power 8 
Ught Co. 2pp. 3831 1 .*254-38311 :295. 


P. Operating Hcenae etage documenta 8 correspondence 

8810310279 Forwards rept re inadequacies in periodic testing of C-E PWR reador pro- 
tection sy8.Pre8ent method does not verify independent trip actuation of undervoltage 
trip 8 shunt trip of trip circuit breakers. 

MlCHELSON.C. AEOD, Director’s Office. 81/04/15. JORDAN, E.L. Division of Resi- 
dent 8 Regional Reactor Inspection. 3pp. 38421:097-38421:099. 

8809230298 Generic Ltr 86-15 to all licensees 8 holders of application for OL re info on 
compliance w/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safe^ for Nudear Power Plants." Svc list end. 

DEmON,H.R. Office of Nuclear Reador Regulation, Director (post 851125). 86/09/ 
22. Atlantic’ City Electric Co. 49pp. 38058:21 6-38058:265. 

8810070033 Forwards request for addI info re anti-reverse rotation devices in reactor 
coolant pumps recently found to be degraded-Requests response within 60 days of Itr 

^^SgnY,E.Q. PWR Project Directorate 8. 86/09/30. WOODY, C.O. Florida Power & 
Ught Co. 3pp. 38127:23348127:235. 

8810070180 Forwards request for addi info re extending expiration date of license to 40 
yr term beginnirn w/update of issuance of OL,not date of issuance of CP.Requests 
response i^ln 30 days of hr receipt. 

TOURIGNY,E.G. PWR Project Directorate 8. 86/09/30. WOODY.C.O. Florida Power & 
Ught Co. 3pp. 38127:224-^127:226. 

8610180171 Informs that Amend 9 to topical QA rept re QA program satisfies 
lOCFRSOtApp B requirements 8 acceptable. 

WALKER, R.D. Re^n 2, Office of Director, 86/09/30. WOODY,C.O. Florida Power 8 
Ught Co. 2pp. 38270:279^270:2^. 

8810090342 Forwards rssponae to NRC 880813 request for add! info re matt properties 
IgY fracture foughnsfl^ requiremsiite ^ protection against pressurized thermal shock 

WOODY, CA Rprida Power 8 Ught Co. Se/IO/e^ THADANJ,A.C. PWR Project Direc- 
tpfate;8 3pp.3ftf8a3tQ*381l2;3tSti>^ ^ 

8810100807 Forwards response to 851004 request for addi info re Generic Ltr 83- 
28.lteme 2.2 & 4.5.3. 

WOODY, C.O. Florida Power 8 Ught Co. 86/10/02. THADAN*A<X PWR Project Direc- 
torate 8. 14pp. 38198:344-38198:357. 
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8610150401 Responds to 860904 request for add! info re proposed fuel enrichment 
Tech Spec amend to increase max fuel enrichment from 3.7 to 4.0 weight percent U- 
235. 

WOODY.C.O. Florida Power & Light Co. 86/10/06. THADANI,A.C. PWR Project Direc- 
torate 8. 3pp. 38251:332-38251:334. 

8610150436 Advises that due to scheduiar delays, util unable to support testing by Univ 
of Texas of Austin.Appiied Research Lab on sonar sys as originally scheduied.New 
start date for 10 consecutive days of testing will be 870217. 

WOODY, C.O. Florida Power & Light Co. 86/10/06. THADANI,A.C. PWR Project Direc- 
torate 8. ip. 38246:151-38246:151. 

8610170112 Application for amend to License DPR-67, revising Tech Spec Pages 3/4 6- 
10,3/4 6-11 & B3/4 6-1 re containment air locks. Fee paid. 

WOODY,C.O. Florida Power & Light Co. 86/10/10. THADANI.A.C. PWR Project Direc- 
torate 8. 3pp. 38278:005-38278:011. 

--8610170115 Proposed Tech Spec,revising Pages 3/4 6-10,3/4 6-11 & B3/4 6-1 re 
containment air locks. 

* Florida Power & Ught Co. 86/10/10. 4pp. 38278:008-38278:011. 

8610280317 Documents 860820 telcon re environ requaiification of Limitorque motor 
operators emphasizing internal jumper wires & terminal boards.Jumper wires replaced 
if wiring lacked legible identification. 

WOODY,C.O. Florida Power & Light Co. 86/10/15. GRACE. J.N. Region 2, Office of 
Director. Ip. 38380:015-38380:015. 

8610280044 Application for amend to License DPR-67,changing nominal active fuel 
length for reactor core fuel assemblies specified in Tech Spec 5.3.1 .Fee paid. 
WOODY,C.O. Florida Power & Light Co. 86/10/17. THADANI.A.C. PWR Project Direc- 
torate 8. 3pp. 38368:136-38368:147. 

-8610280051 Proposed Tech Spec 5.3.1 changing nominal active fuel length for reactor 
core fuel assembli6S.Safety evaluation & NSHC determination end. 

* Florida Power & Light Co. 86/10/17. 9pp. 38368:139-38368:147. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc, 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, ‘Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list 

• Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020226 Confirms 860909 telcon re response to IE Bulletin 85-003. AddI info 
requested, including how differential pressure valve switch settings will be determined. 
GRACE, J.N. Region 2, Office of Director. 86/09/19. WOODY,C.O. Florida Power & 
Ught Co. Ip. 38068:014-38068:014. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Ucensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc, 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Une." Svc list 

TAYLOR,J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end, 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New Yorx, Inc. lOSpp. 38259:018- 
38259:122. 

8610220076 Advises of completion of review of 860821 SALP rept & Insp Repts 50- 
250/86-27,50-251/86-27,50-335/86-13 & 50-389/86-12. Concurs that performance at 
St Lucie plant continues to be excellent & Turkey Point plant improved during period. 
WOODY.C.O. Florida Power & Ught Co. 86/10/13. GRACE, J.N, Region 2. Office of 
Director. 2pp. 38324:359-38324:360. 

8610280186 Notifies that util has not received valve stem thrust calculation from all af- 
fected valve vendors to complete actions on IE Bulletin 85-003.Action Item B expect- 
ed to be completed by 870130. 

WOODY,C.O. Florida Power & Ught Co. 86/10/13. GRACE, J.N. Region 2, Office of 
Director. Ip. 38366:093-38366:093. 

8610210193 Ack receipt of 860926 ltr informing NRC of steps taken to correct violations 
noted in insp Repts 50-335/86-19 & 50-389/86-18. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/14. WOODY.C.O. Florida Power & 
Light Co. ip. 38307:186-38307:187. 

-8610210197 Responds to violations noted in Insp Repts 50-335/86-19 & 50-389/86- 
18.Corrective actions withheld. 

WOODY, C.O. Florida Power & Ught Co. 86/09/26. GRACE,J.N. Region 2, Office of 
Director. 1 p. 38307:1 87-38307:1 87. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Suppi 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610280476 Forwards insp Repts 50-335/86-20 & 50-389/86-19 on 860805-0908 & 
notice of violation. 

WALKER, R.D. Region 2, Office of Director. 86/10/17. WOODY,C.O. Florida Power & 
Ught Co. 2pp. 38381 :338-38381 :348. 

-8610280482 Notice of violation from insp on 860805-0908. 

WALKER,R.D. Region 2, Office of Director. 86/10/17. Ip. 38381:340-38381:340. 

-8610280491 insp Repts 50-335/86-20 & 50-389/86-19 on 860805-0908. Violation 
noted:Rev 17 to Operating Procedure 2-0030121 re reader plant heatup cold to hot 
standby not implemented. 

CRLENJAK.R.V., BIBB,H.E., ELROD.S.A. Region 2, Office of Director. 86/10/09. 8pp. 
38381:341-38381:348. 


8610270234 Ack receipt of 861003 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/86-18 & 50-389/86-17. 

WALKER.R.D. Region 2, Office of Director. 86/10/20. WOODY,C.O. Florida Power & 
Ught Co. Ip. 38361:013-38361:013. 


R. Periodic operating reports & related correspondence 


8610270143 "Marine Turtle Removals,Apr 1986." W/860722 ltr. 

WOODY,C.O. Florida Power & Light Co. 86/04/30. GRACE.J.N. Region 2, Office of 
Diredor. 7pp. 38359:347-38359:353. 

8610270369 "Combined Semiannual Radioactive Effluent Release Rept for Jan - June 
1986." W/860827 ltr. 

*. WCX)DY,C.O. Florida Power & Light Co. 86/06/30. GRACE, J.N. Region 2, Office of 
Director. 28pp. 38373:176-38373:203. 

8610100242 Forwards monthly operating repts for Jul 1986 & corrected monthly operat- 
ing rept for June 1986 for St Lucie Unit 1. 

WOODY, C.O. Florida Power & Light Co. 86/08/15. Office of Resource Management, 
Director. Ip. 38195:305-38195:322. 

-8610100280 Monthly operating repts for Jul 1986. 

GRANT, N.W. Florida Power & Light Co. 86/07/31. 16pp. 38195:306-38195:321. 

-8610100323 Corrected monthly operating rept for June 1986. 

GRANT, N.W. Florida Power & Ught Co. 86/06/30. Ip. 38195:322-38195:322. 

8610010220 Forwards Page 1 of "Semiannual Radiological Effluent Release Rept for 
Jan-June 1986," inadvertently ommitted from 860827 submittal. 

WOODY.C.O. Florida Power & Light Co. 86/09/16. GRACE, J.N. Region 2, Office of 
Director. Ip. 38052:359-38052:360. 

-8610010225 Page 1 to "Semiannual Radioactive Effluent Release Rept for Jan-June 
1 986 " 

WETHY.C.M. Florida Power & Ught Co. 86/06/30. Ip. 38052:360-38052:360. 

8610280403 "Marine Turtle Removals for Jul-Sept 1986." W/661010 ltr. 

WOODY,C.O. Florida Power & Ught Co. 86/09/30. GRACE.J.N. Region 2, (Office of 
Director. 10pp. 38381:355-38382:003. 


8. Reportable occurrences, LERs & related correspondence 


8610020031 PNO-ll-86-066:on 860920,leaking relief valve on storage tube on hydrogen 
trailer discovered.Other tubes isolated from leak,area roped off & smoking 
prohibited.Event terrhinated on 860921. 

ELROD.S.A.. VERRELLI,D.M. Region 2. Office of Diredor. 86/09/22. Ip. 38070:088- 
38070:088. 


8610010562 LER 86-008:on 860827,Train B exhaust ventilation fan HVE-9B became in- 
operable when thermal overload relay spuriously aduated & redundant Train A fan 
HVE-9A found inoperable due to oil tank levei.Cause$ not identified.W/860926 ltr. 
WILLIAMS, D.M., WOODY.C.O. Florida Power & Ught Co. 86/09/26. 4pp. 38058:063- 
38058:066. 


8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL.R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hzjnitiaily reported on 841227.No ad- 
verse effects noted during testing. 

BR(XDME,E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610240420 LER 86-009-00:on 86091 9, unit manually tripped due to smoking isophase 
bus cable jumpers.Caused by plant concern for equipment protection.Faul1y isophase 
cable jumpers replaced. W/861020 ltr. 

MOHN,S.E., WOODY,C.O. Rorida Power 8 Ught Co. 86/10/19. 5pp. 38354:253- 
38354:257. 
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V. Operator Examinations 

6610080116 Requests that util furnish selected ref matl from end list by 861001 to meet 
schedule for written & plant oral exams scheduled for wk of 861 117.Encl 2 discusses 
administration of operator licensing written exams. 

VERRELLI,D.M. Region 2, Office of Director. 86/09/18. WOODY, C.O. Florida Power & 
Ught Co. 6pp. 38133:341-38133:346. 

8610090023 Responds to Generic Ltr 86-14 re plans for operator licensing & requaliftca- 
tion exams during FY87-90.Schedules end. 

WOODY.CO. Rorida Power & Ught Co. 86/09/26. BOGER.B. Operator Licensing 
Branch. 3pp. 38181:011-38181:013. 


DOCKET 50-336 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8610080434 Revised emergency plan Implementing procedures,including Rev 4 to EPIP 
4002, ‘'Manager of Radiological Consequence Assesment" & Rev 4 to EPIP 4006, 
"Manager of Resources." W/860926 ltr. 

OPEKA.J.F., SEARS.C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 86/09/26. 141pp. 38138:001-38138:141. 

8610100758 Advises that 860721 Rev 5 to suitability, training & qualification consistent 
w/provisions of 10GFRS0.54{p) & acceptable. 

MARTINJ.T. Region 1, Office of Director. 86/09/29. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 38201:047-38201:049. 

8610100731 Forwards Insp Repts 50-254/86-17 & 50-336/86-19 on 860818- 0929.No 
violation noted. 

WENZiNGER,E.C. Region 1. Office of Director. 86/10/01. OPEKA.J.F. Northeast Nu- 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 38201:056-38201:066. 

-8610100748 insp Repts 50-245/86-17 & 50-336/86-19 on 86081 8-0929.No unaccept- 
able conditions noted.Maior areas inspected:plant operations,fire protection.piant se- 
curiN & Unit 1 standby gas treatment sys. 

MCCABE, E.C. Region 1. Office of Director. 86/10/01. 9pp. 38201:058-38201:066. 

8610210209 Requests relief from requirements of 10CFR50,App R, Section Ui.J re use 
of battery powered emergency lighting. Portable equipment will be used as alternative 
for emergency lighting in outdoor areas.Fee paid. 

OPEKA.J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA,J.F. Northeast Utilities. 86/10/08. THADANI,A.C. PWR Project Directorate 8. 
6pp. 38305:273-38305:278. 

8610240163 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove.PA,per TE Muriey Aug 1986 ltr. 

MARTIN.T.T. Region 1. Office of Director. 86/10/08. CONVERSE,R.J. New York 
Power Auttiority (formerly Power Authority of the State of New York). LYDON,J.M. 
Boston Edison Co. MURPHY, W.P. Vermont Yankee Nuclei Power Corp. 9pp. 
38350:223-38350:231. 


I. Financial Information 


8610100647 Forwards Reactor Sys Branch safety evaluation re NUSCo 140-2, "NUSCo 
Thermal Hydraulic Model Qualification Vol II (VIPRE).’’ Rept acceptable for ref for 
Haddam Neck licensing calculations of core thermal hydraulics using VIPRE-01 . 
ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 86/10/01. 
AKSTULEWIC2,F. Integrated Safety Assessment Project Directorate. JAFFE.D. PWR 
Project Directorate 8. 2pp. 38220:226-38220:241. 

-8610100663 Topical rept evaluation of NUSCo 140-2, "NUSCo Thermal Hydraulic 
Model Qualification Vol II (VIPRE).” Rept acceptable for ref for Haddam Neck licens- 
ing calculations of core thermal hydraulics using VIPRE-01. 

* NRC- No Detailed Affiliation Given. 86/10/01. 14pp. 38220:228-38220:241. 

8610170318 Responds to NRC request for addi info re May 1986 request to amend Li- 
cense DPR-65 to allow storage of consolidated spent fuel in spent fuel storage 
pool.QualifIcation of analytical methods used in storage rack analyses end. 
OPEKA,J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA,J.F. 
Northeast Utilities. 86/10/03. THADANI,A.C. PWR Project Directorate 8. 16pp. 
38288:138-38288:153. 

6610300227 Forwards addI info re Supp1 1 to NUREG-0737 concerning SPDS, per NRC 
860625 requesLRev 1 to SAR also end. 

OPEKA,J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA.J.F. Northeast Utilities. 86/10/08. THADANI,A.C. PWR Project Directorate 8. 
15pp. 38409:180-38409:227. 

-8610300396 Rev 1 to SAR re Supp1 1 to NUREG-0737 concerning SPDS. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/10/31. 33pp. 
38409:195-38409:227. 

8610280062 Application for amend to License DPR-65.changing Tech Specs to revise 
pressure-temp limits & max heat-up & cool-down rates for RCSlFee paid, 

OPEi<A,J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEi<A,J.F. 
Northeast Utilities. 86/10/20. THADANI,A.C. PWR Project Directorate 8. 7pp. 
38368:333-38368:343. 

—8610280067 Proposed Tech Specs revising pressure-temp limits & max heat-up & 
cool-down rates for RCS. 

* Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/10/20. 4pp. 
38368:340-38368:343. 

8610280254 Forwards responses to 860908 request for addi info on small break LOCA 
evaluations (NUREG-0737.item li.K.3.31).Steam generations assumed to be symmetri- 
cally piugg^ at 23.4% tubes plugged per steam generator. 

OPEKA.J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA,J.F. 
Northeast Utilities. 86/10/20. THADANI.A.C. PWR Project Directorate 8. 6pp. 
38379:152-38379:157. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 

8610290076 Responds to 860821 request for add! info re util 860521 request to amend 
License OPR-65 to allow storage of consolidated spent fuel in spent fuel storage pool. 
OPEKA,J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA,J.F. Northeast Utilities. 86/10/22. THADANI,A.C. PWR Project Directorates. 
13pp. 38394:075-38394:087. 


8610060429 Forwards revised Pages 1,301 & 311 to 1985 annual financial 
repLsubmitted to FERC on 860924 per 10CFR50.71(b).Ack of receipt requested. 
GUGLiELMO,F.J. Northeast Utilities. 86/09/26. Office of Nuclear Reactor Regulation, 
Director (post 851 1 25). 2pp. 38099:070-38099:074. 

-8610060444 Enrata to "Northeast Utils 1985 Annual Rept,” consisting of revised Pages 
1,301 & 31 1 re FERC Form 1. 

UHL,G.D. Northeast Utilities. 85/12/31. 3pp. 38099:072-38099:074. 


P. Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
SVC list 

• Office of Inspection & Enforcement Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list 

* Office of inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 


8609230296 Generic Ltr 86-15 to alt licensees & holders of application for OL re info on 
compliance w/1OCFn50.49, “Environ Qualification of Electric Equipment Import^ to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nudear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 


8610150172 Application for amend to License DPR-65.changing Tech Specs to estab- 
lish requirement for two operable trains of spent fuel pool coding until most recently 
dischaiged 1/3 core decayed for 504 h.Fee paid. 

OPEKA,J.F., SEARS, C.F. Northeast Nudear Energy Co. (subs, of Northeast Utilities). 
OPEKA,J.F. Northeast Utilities. 86/09/26. THADANLAC. PWR Project Diredorate 8. 
4pp. 38240:199-38240-214. 


—8610150175 Proposed Tech $pecs,establishrng requirement for two operable trains of 
spent ftiel pool cooling until discharged 1/3 core decayed for 504 h to ensure high 
water temp In pool will not degrade resin in demlneralizers. 

• Northeast Nudear Energy Co. (subs, of Northeast Utilities). 86/09/26. 12pp. 
38240:203-38240:214. 


8610060661 Requests response to end addi questions on TMI Action item II.D.1. 
"Rdlef & Safety Valve Testing ” within 60 days of Hr receipt 
JAFFEAH. PWR Project Directorate 8. 86/09/30. OPEKA,J.F. Northeast Nudear 
Energy Co. (subs, of Northeast Utilities). 9pp. 38112:297-38112:305. 

summary rePLper Supp! 1 to NUREG-0737 & NUREG- 
0700,SPDS fKrt required to be ftilly operational until 870325 or startup from Cycle 
8,whichever Is later. ' 

OPEKA,J.F. Northee^ Nudear Enerw Co. (subs, of Northeast Utilities). OPEKA J.F 

PWR Project 


8610270138 Ack receipt of 860821 ltr informing NRC of steps taken to correct \riolations 
noted in 1n^ Repts 50-213/86-04, 50-245/86-06 & 50-336/86-06. 

MARTIN, T.T. Raglon 1, Office of Director. 86/09/08. OPEKA. J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38361:056-38361:067. 

8610080455 Forwards Safety Insp Repts 60-245/86-16,50-336/86-17 & 50-423/86-26 
on 860721 -0808 .no violation noted. 

EBNETER,S.D. Region 1. Office of Director. 86/09/29. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38166:022-38166:035. 

-6610080463 Insp Repts 60-245/86-16,50-336/86-17 & 50-423/86-26 on 860721- 
0808.No violation noted.Ma|or areas inspected:QA program for audits,receipt,storage 
& handling.procurement control & plant design changes & mods. 

DEV,M., EAPEN,P.K. Region 1. Office of Director. 86/09/18. 12pp. 38166:024- 
38166:035. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30, Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

6610100731 Forwards Insp Repts 50-254/86-17 & 50-336/86-19 on 860818- 0929.No 
violation noted. 

WENZINGER.EC. Region 1. Office of Director. 86/10/01. OPEKA, J.F. Northeast Nu- 
dear Energy Co. (subs, of Northeast Utilities). 2pp. 38201:056-38201:066. 

-6610100748 Insp Repts 50-245/86-17 & 50-336/86-19 on 86081 8-0929.No unaccept- 
able conditions noted.Major areas insp6cted:plant operations,fire protect]on,plant sa- 
curity & Unit 1 standby gas treatment sys. 

MCCABE,E.a Region 1. Office of Director. 86/10/01. 9pp. 38201:058-38201:066. 


-8610150239 XRDR.” summary rept 

Northeast Utilities). 86/09/30. 


86(^300125 IE Info Notice 86-086, “Enforcement Actions Against Medical Licensees for 
Willful Falure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. CSonsolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 
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8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JOROAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191, 

8610280519 Remits insp fees for facilities & matls licenses for First Quarter 1986.ln- 
voices end. 

OPEKA.J.F., SEARS, C.F. Northeast Utilities. 86/10/17. Division of Facility Operations 
(Pre 840429). 13pp. 38380:088-38380:100. 


R. Periodic operating reports & related correspondence 

8610100223 Monthly operating rept for Jul 1986.W/860814 Itr. 

NERON.G., ROMBERG, W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). ROMBERG, W.D. Northeast Utilities. 86/07/31. 6pp. 38189:072-38189:077. 


S. Reportable occurrences, LERs & related correspondence 

8610100441 LER 86-007-00:on 860901,while control room surveillance performed,steam 
generator level at 0% power.Caused by amplifier failure in level transmitter & operator 
error. Transmitter replaced,calibr & tested. W/860930 Itr. 

STADNICK,S., ROMBERQ.W.O. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities), 86/09/30. 4pp. 38194:174-38194:177. 

8610090415 LER 86-006-00:on 860903, reactor automatically tripped on low steam gen- 
erator level as result of loss of heater drains flow. Probably caused by failure of signal 
air tubing.Tubing & fittings replaced.W/861O02 Itr. 

PARULIS,P.J.. ROMBERG, W.D. Northeast Utilities. ROMBERG, W.D. Northeast Nude- 
ar Energy Co. (subs, of Northeast Utilities). 86/10/02. 4pp. 38178:309-38178:312. 

8610280422 LER 86-008-00:on 860920,6 of 16 valves failed main steam safety valve 
simmer test.Caused by setpoint drift.lncreased accuracy pressure gauges used to 
reduce test error & spring & ambient temps recorded. W/861 020 Itr. 

STADNICK,S., ROMBERG,W.D. Northeast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG,W.D. Northeast Utilities. 86/10/20. 4pp. 38381:104-38381:107. 


V. Operator Examinations 

8610170045 Forwards estimated schedules for operator licensing exams for FY87-90,in 
response to Generic Ltr 86-14. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). OPEKA,J.F, Northeast Utilities. 86/10/01. 
BOGER,B.A. Division of Human Factors Technology (post 851125). 5pp, 38278:023- 
38278:027. 


DOCKET 50-338 NORTH ANNA POWER STATION, UNIT 1 


A. Appllcation/constructlon stage documents & correspondence 

8610160411 Responds to 770719 request for interpretation of 10CFR20.408 re timing of 
repts of personnel exposures upon termination of employment or work, 

SHAPAR.H.K. Office of the Executive Legal Director (Pre 860701), 77/08/12. 
STALLINGS, C.M. Virginia Power (Virginia Efectric & Power Co,). 3pp. 38275:257- 
38275:261. 

-8610160463 Requests Interpretation of 10CFR20.408 re reporting of radiation expo- 
sure to indivlduals.Utll interprets that regulation distinguishes between termination of 
employment & termination of work assignment at particular facility. 

STALLINGS.C.M. Virginia Power (VIrgink Eledric & Power Co.). 77/07/19. CASE,E.G. 
Office of Nuclear Reactor Regulation, Director. 2pp. 38275:260-38275:261. 


F. Security, medical, emergency & fire protection plans 

8610150030 Forwards Third Quarter 1986 rev to emergency response plan, per 
10CFR50.54(q).Rev updates 860530 submittal.W/o end. 

STEWART.wl. Virginia Power (Virginia Electric & Power Co.). 86/09/25. GRACE.J.N. 
Region 2, Office of Director. Ip. 38251:046-38251:046. 

8610020080 Rev 3 to "...Corporate Emergency Response Plan-Third Quarter 
1986, North Anna & Surry Power Stations.” W/860925 Itr, 

STEWART, W.L Virginia Power (Virginia Electric & Power Cd.). 86/09/30. GRACE, J.N. 
Region 2, Office of Director. 90pp. 38066:010-38066:099. 


8610090103 Confirms that App R exemption requests meet special circumstances crite- 
rion in 10CFR50,12,Design & implementation of mods re fire protection not necessary 
to achieve underlying purpose of rule. 

STEWART, W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/30. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN,LS. PWR Project Directorate 2. 3pp. 38180:281-38180:283. 

8610140088 Forwards notice of issuance of environ assessment & finding of no signifi- 
cant impact re application for exemption from requirements of Sections ill.G & J of 
App R to 10CFR50. 

ENGLE.LB. PWR Project Directorate 2. 86/10/02. STEWART, W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38222:158-38222:164. 

—8610140092 Notice of issuance of environ assessment & finding of no significant 
impact re application for exemption from requirements of Sections Ill.G & J of App R 
to 10CFR50. 

MCDONALD, D.G. PWR Project Directorate 2. 86/10/02. 6pp. 38222:160-38222:164. 

8610160116 Forwards response to concerns re installation of emergency lighting for 
Unit 1 during May 1985.Use of adapter on torque wrench does not invalidate torque 
wrench calibr provided allowance made for use of adapter. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/02. GRACE,J.N. 
Region 2, Office of Director. 5pp. 38271:131-38271:135. 

8610220034 Summary of 860902 meeting w/util In Bethesda,MD re security 
plans.lnterpretation of "detection" as used in regulations addressed.Viewgraphs end. 
PATEL,C.P. PWR Project Directorate 2. 86/10/09, PWR Project Directorate 2. 18pp, 
38332:014-38332:031. 


R. Operating license stage documents & correspondence 

8610280072 Forwards “Semiannual Radioactive Effluent Release Rept,Jul- Dec 1985,” 
including summary of quantities of radioactive liquid & gaseous effluents.Offsite dose 
calculation manual & process control program also end. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/02/28. GRACE.J.N. 
Region 2, Office of Director. Ip. 38367:095-38367:186. 

-8610280078 “Offsite Dose Calculation Manual, North Anna Power Station Units 1 & 2.” 
STAFFORD,A.H. Virginia Power (Virginia Electric & Power Co.). 85/12/19. 29pp. 
38367:116-38367:144. 

-8610280081 “Process Control Program, North Anna Power Station Units 1 & 2." 

• Virginia Power (Virginia Electric & Power Co.). 85/11/27. 42pp. 38367:145- 
38367:186. 

8609190296 Application for amends to Licenses NPF-4 & NPF-7, changing Tech Specs 
to allow tie-in, startup & operation of replacement spray sys for existing svc water 
spray sys & related components.Fee paid. 

STEWART.W.L Virginia Power (Virginia Eledric & Power Co.). 86/09/12. 
DENTON,H.R- Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN,L.S. PWR Project Directorate 2. 16pp. 37913:090-37913:127. 

—8609190298 Proposed Tech Specs, allowing tie-in, startup & operation of replacement 
spray sys for existing svc water spray sys & related components. 

• Virginia Power (Virginia Electric & Power Co.). 86/09/12. 34pp. 37913:106- 
37913:127. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610150083 Expresses appredatlon for contribution to 860910 commitment to excel- 
lence meeting w/nuclear Industry svc contractors. 

STEWART,VV.L Virginia Power (Virginia Electric & Power Co.). 86/09/22. GRACE,J.N. 
Regions Office of Director. Ip. 38249:280-38249:280. 

8610060319 Forwards safety evaluation re WCAP-10858, “ATWS Mitigation Sys Actu- 
ation Circuitry Generic Design Package.” Generic design acceptable.Schedules for ad- 
dressing plant design features requested in 30 days. 

ENGLE, LB, PWR Project Directorate 2. 86/09/23. STEWART.W.L. Virginia Power 
(Nrirginia Electric & Power Co.). 2pp. 381 13:21 1-38113:230. 

8610220117 Forwards Amend 86 to License NPF-4 & safety evaluation. Amend rein- 
states Tech Specs 3.4.9. 1.C re temp change restrictions during inservice hydrostatic & 
leak testing surveillance. 

ENGLE, LB. PWR Project Directorate 2, 86/09/26. STEWART.W.L Virginia Power 
(Virginia Electric 6 Power Co.). 3pp. 38332:219-38332:228. 

-8610220124 Amend 86 to License NPF-4, reinstating Tech Spec 3.4.9. 1.C re temp 
change restrictions during inservice hydrostatic & leak testing surveillance. 
RUBENSTEIN.LS. PWR Project Directorate 2. 86/09/26. 5pp. 38332:222-38332:226. 

-8610220130 Safety evaluation supporting Amend 86 to License NPF-4. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/26. 2pp. 
38332:227-38332:228. 

8610080469 Withdraws 860117 application for amend to License NPF-4, permitting op- 
eration at 2,775 MWt w/up to 7% steam generator tubes plugged. 

STEWART.W.L. Virginia Power (Virginia Eledric & Power Co.). 86/09/30. 
DENTON,H.R. Office of Nudear Reactor Regulation, Director (post 851125). 
RUBENSTEIN,LS. PWR Project Diredorate 2. 2pp. 38137:369-38137:360. 

8610100628 Forwards safety evaluation granting util 860613 request for relief from in- 
service hydrostatic test requirements for svc water spray & bypass piping sys down- 
stream of isolation valves, 

ENGLE, LB. PWR Project Directorate 2. 86/09/30. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38212:160-38212:166. 

-8610100636 Safety evaluation granting util 860613 request for relief from inservIce hy- 
drostatic test requirements for svc water spr^ sys. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/30. 5pp. 
38212:1 62-3821 ;£166. 
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8610160043 Forwards comparison of confirmatory measurements program analytical re- 
sults for spiked liquid samples to known values & acceptance criteria, per 860619 Itr & 
860829 telcon.W/o end. 

BROWNLEE.V.L Region 2, Office of Director. 86/10/02. STEWART, W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38271:115-38271:116. 

8610160009 Forwards proposed test protocol for demonstrating acceptability of using 
35% oxygen-enriched breathing air in open-circuit self-contained breathing 

apparatus.Protocol revises 860516 Itr by using flame ignition test. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/06. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 

RUBENSTEIN.LS. PWR Project Directorate 2. 5pp. 38271:096-38271:100. 

8610210090 Informs of two discrepancies discovered during facility review per Reg 
Guide 1.97 re inadequate separation of steam generator wide-range level instrument 
channels, per Supp1 1 to NUREG-0737. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/13. 

DENTON.H.R., RUBENSTEIN.LS. PWR Project Directorate 2. 7pp. 38305:209- 
38305:215. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 


8610280054 Suppis 860513 response to IE Bulletin 85-003, “Motor-Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings." 
Updated max differential pressure calculations end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/17. GRACE.J.N. 
Region 2, Office of Director. 6pp. 38366:338-38366:344. 

8610270423 Fonvards Insp Repts 50-338/86-24 & 50-339/86-24 on 86091 5-1 01 2.No 
violations or deviations noted. 

BROWNLEE.V.L. Region 2, Office of Director. 86/10/21. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). Ip. 38374:107-38374:112. 

-8610270425 Insp Repts 50-338/86-24 & 50-339/86-24 on 86091 5-1 01 2.No violation 
or deviation noted.Major areas inspected:plant status.licensee action on previous en- 
forcement matters,LER followup & monthly maint observation. 

CALDWELL.J.L. KING.LP., IGNATONIS,A.J. Region 2. Office of Director. 86/10/21. 
5pp. 38374:108-38374:112. 


R. Periodic operating reports & related correspondence 

8610280072 Forwards "Semiannual Radioactive Effluent Release Rept,Jul- Dec 1985," 
including summary of quantities of radioactive liquid & gaseous effluents.Offsite dose 
calculation manual & process control program also end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/02/28. GRACE,J.N. 
Region 2, Office of Director. Ip. 38367:095-38367:186. 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

• Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020061 Ack receipt of 860905 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-338/86-07 & 50-339/86-07.lmplementation of corrective ac- 
tions will be examined during future insps. 

GRACE. J.N. Region 2. Office of Director. 86/09/19. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38066:119-38066:120. 

8610020466 Forwards insp Repts 50-338/86-20 & 50-339/86-20 on 860804-091 4.No 
violations or deviations noted. 

BROWNLEE.V.L. Region 2. Office of Director. 86/09/24. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38071:087-38071:097. 

-8610020471 insp Repts 50-338/86-20 & 50-339/86-20 on 860804-091 4.No violation 
or deviation noted.Major areas inspected: LER followup, monthly maint & surveillance 
observations,fol!owup of reactor trip event & ESF sys waikdown. 

CALDWELL.J.L. KING.LP., IGNATONIS.A.J. Region 2, Office of Director. 86/09/23. 
9pp. 38071:089-38071:097. 

8610100290 Forwards Insp Repts 50-338/86-23 & 50-339/86-23 on 860902-05.No vio- 
lation noted. 

BROWNLEE.V.L. Region 2. Office of Director. 86/09/29. STEWART.W.L. Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38194:320-38194:326. 

-8610100293 Insp Repts 50-338/86-23 & 50-339/86-23 on 860902-05.No violation or 
deviation noted.Major areas inspected:mods to svc water intake structure. 

HARRIS, J.R., CONLON.T. Region 2, Office of Director. 86/09/26. 5pp. 38194:322- 
38194:326. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & EnforcemenL Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610Q80068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L Diviston of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


‘”^0 Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidate Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


-8610280075 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1985." 

BARNES, W.C., HICKMAN,O.E., STAFFORD,A.H. Virginia Power (Virginia Electric & 
Power Co.). 85/12/31. 20pp. 38367:096-38367:115. 

-8610280078 "Offsite Dose Calculation Manual,North Anna Power Station Units 1 & 2 " 
STAFFORD,A.H. Virginia Power (Virginia Electric & Power Co.). 85/12/19. 29pp, 
38367:116-38367:144. 

-8610280081 "Process Control Program,North Anna Power Station Units 1 & 2." 

* Virginia Power (Virginia Electric & Power Co.). 85/11/27. 42pp. 38367:145- 
38367:186. 

8610100253 Monthly operating repts for Jul 1986.W/860813 Itr. 

GARNER,B., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/07/31, 
SCROGGINS,R.M. Office of Resource Management, Director. 12pp. 38189:037- 
38189:048. 


$. Reportable occurrences, LERs & related correspondence 

8610140277 Noncompliance notification:on 860929, small oil sheen observed near Intake 
structure for condenser cooling water on Lake Anna.Caused by heavy flow Into 
sump.Absorbent pads placed in catch basin. 

MARSHALL, B.M. Virginia Power (Virginia Electric & Power Co.). 86/10/03. 
KREGLOE,W.L Virginia, Commonwealth of. 2pp. 38224:254-38224:255. 

8610160056 LER 86-01 7-00:on 86091 0,single train ECCS actuation from lo- lo pressur- 
izer pressure signal occurred.Caused by personnel error during performance of solid 
state protection sys test. Evaluation continuing.W/861007 Itr. 

HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 86/10/07. 3pp. 
38262:327-38262:329. 

8610200378 LER 86-01 8-00:on 86091 5,w/unit in hot shutdown,reactor trip breakers 
opened when individual rod position Indicators determined inoperable.Caused by failed 
transformer on firing card.Firing card replaced. W/861 007 Itr. 

HARRELL, E.W. Virginia Power (Virginia Electric & Power Co.). 86/10/07. 3pp. 
38300:320-38300:322. 


8610210183 NPDES noncompliance notification:on 860929,less than 1 quart of light oil 
discharged from catch basin taking flow from storm drain & turbine bldg 
sumps.uaused by activation of high capacity sump pumps.Pads used to absorb oil. 
MARSHALLB.M. Virginia Power (Virginia Electric & Power Co.). 86/10/14. Environ- 
mental Protection Agency. 7pp. 38306:075-38306:081. 

8610210486 PNO-il-86-074:on 861 01 3, licensee issued news release stating that investi- 
gation of alleged offsite drug use resulted in dismissai or voluntary resignation of 13 
security officers or employees,including supervisor of security at Surry. 

TOBIN, W.. MCGUIRE, D. Region 2. Office of Director. 86/10/14. 2pp. 38311:165- 
38311:166. 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


A. Application/construction stage documents & correspondence 


8610160411 Responds to 770719 request for Interpretation of 10CFR20.40B re timing of 
repts of personnel exposures upon termination of employment or work, 

SHAPAR,H.K. Office of the Executive Legal Director (Pre 860701). 77/08/12. 
STALLINGS,C.M. Virginia Power (Virginia Electric & Power Co.). 3pp. 38275:257- 
38275:261. 

-8610160463 Requests interpretation of 10CFR20.408 re reporting of radiation expo- 
sure to individuals. Util interprets that regulation distinguishes between termination of 
employment & termination of work assignment at particular facility. 

STALLINGS, C.M. Virginia Power (Virginia Electric 6 Power Co.). 77/07/19. CASE.E.G. 
Office of Nuclear Reactor Regulation. Director. 2pp. 38275:260-38275:261 . 


F. Security, medical, emergency A fire protection plans 


assessment of LERs as part of SALP program for Mar 

1 985 * * 986 * 

WAt^ER,R.D. Region 2, Office of Director. 86/10/16. STEWART.W.L. Virginia Power 
(Virgmia Electnc & Power Co.). 54pp. 38382:004-38382:057. 


8610150030 Forwards Third (Quarter 1986 rev to emergency response plan, per 
10CFR50.54(q).Rev updates 860530 submittal.W/o end. 

STEWART.W.L Virginia Power (Virginia Electric A Power Co.). 86/09/26. GRACE.J.N. 
Region 2, Office of Director. Ip. 38251:046-38251:046. 
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8610020080 Rev 3 to "...Corporate Emergency Response Plan-Third Quarter 
1986.North Anna & Surry Power Stations." W/860925 Itr. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/09/30. 90pp. 
38066:010-38066:099. 

8610090103 Confirms that App R exemption requests meet special circumstances crite- 
rion In 10CFR50.12.Deslgn & implementation of mods re fire protection not necessary 
to achieve underlying purpose of rule. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/09/30. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 
38180:281-38180:283. 

8610140088 Forwards notice of issuance of environ assessment & finding of no signifi- 
cant impact re application for exemption from requirements of Sections Ili.G & J of 
App R to 10CFR50. 

ENGLE.LB. PWR Project Directorate 2. 86/10/02. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38222:158-38222:164. 

-8610140092 Notice of issuance of environ assessment & finding of no significant 
impact re application for exemption from requirements of Sections III.G & J of App R 
to 10CFR50. 

MCDONALD, D.G. PWR Project Directorate 2. 86/10/02. 5pp. 38222:160-38222:164. 

8610160116 Forwards response to concerns re installation of emergency lighting for 
Unit 1 during May 1985.Use of adapter on torque wrench does not invalidate torque 
wrench calibr provided allowance made for use of adapter. 

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/10/02. GRACE, J.N. 
Region 2, Office of Director. 5pp. 38271:131-38271:135. 

8610220034 Summary of 860902 meeting w/util in Bethesda.MD re security 
plans.lnterpretation of "detection" as used in regulations addressed.Viewgraphs end. 
PATEL,C.P. PWR Project Directorate 2. 86/10/09. PWR Project Directorate 2. 18pp. 
38332:014-38332:031. 


P. Operating license stage documents & correspondence 

8610280072 Forwards "Semiannual Radioactive Effluent Release RepLJul- Dec 1985,” 
including summary of quantities of radioactive liquid & gaseous effiuents.Off$ite dose 
calculation manual & process control program also end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/02/28. GRACE,J.N. 
Region 2. Office of Director. Ip. 38367:095-38367:186. 

-8610280078 "Offsite Dose Calculation Manual.North Anna Power Station Units 1 & 2." 
STAFFORD,A.H. Virginia Power (Virginia Electric & Power Ck3.). 85/12/19. 29pp. 
38367:116-38367:144. 

-8610280081 "Process Control Program, North Anna Power Station Units 1 & 2." 

* Virginia Power (Virginia Electric & Power Co.). 85/11/27. 42pp. 38367:145- 
38367:186. 

8609190296 Application for amends to Licenses NPF-4 & NPF-7.changing Tech Specs 
to allow tie-in,startup & operation of replacement spray sys for existing svc water 
spray sys & related components.Fee paid. 

STEWART.W.L. Virginia Power (^rglnia Electric & Power Co.). 86/09/12. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
RUBENSTEIN,L.S. PWR Project Directorate 2. 16pp. 37913:090-37913:127. 

-8609190298 Proposed Tech Specs, allowing tie-in, startup & operation of replacement 
spray sys for existing svc water spray sys & related components. 

* Virginia Power (Virginia Electric & Power Co.). 86/09/12. 34pp. 37913:106- 
37913:127. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENtON,H.R. CWice of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22, Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610150083 Expresses appredation for contribution to 860910 commitment excellence 
meeting w/nuctear industry svc contractors. 

STEWART.W.L. Vir^ia Power (Virginia Electric & Power Co.). 86/09/22. GRACE, J.N. 
Region 2, Office of Director. Ip. 38249:280-38249:280. 

8610060319 Forwards safety evaluation re WCAP-10858, "ATWS Mitigation Sys Actu- 
ation Circuitiy Generic Design Package." Generic design acceptable.&hedules for ad- 

^r5S*'^DtreS STEWART.W.L. Virginia Power 

(Virginia Electric & Power Co.). 2pp. 38113:211-38113:230. 

8610100628 Forwards safety evaluation granting util 860613 request for relief from in- 
service hydrostatic test requirements for svc water spray & bypass piping sys down- 
stream of isolation valves. 

ENGLE,LB. PWR Project Directotstie 2. 86/09/30. STEWART.W.L. Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38212:160-38212:166. 

-8610100636 Safety e>mfuation granting util 860613 request for relief from inservice hy- 
drostatic test requiremenfs for swe water spm eys. 

* Office of Nuclear Reactor Regutation, Director (post 851125). 86/09/30. 5pp. 

38212:162-3^2:166. f 

6610160043 Forwai^ comparison iof edttilrin measurements program analytical re- 
sults for spiked fiquid samples to (mown values & acceptance criteria,per 660619 Itr & 
860829 telcoaW/o end -h 

BROWNLEE,V.L Re^ 2V Office Of Director, 86/10/02. STEWART.W.L. Virginia 
Power (Virginia Elec^ & Power Co4 2pp- 3^1:115-38271:1 16. 

6610160009 Forwards teal prdteilot fOr demonstrating acceptability of using 

35% oxygen-enriched breathing air in open-circuit smf-contained breathing 
Waratu8.fVotocol revises 860516 Itr by using flame ignition test. 

Sn[^EWART.W.L Virginia Power (Virginia Electric & Power Co.). 86/10/06. 
DENTON,H.R. Office of Nudear Reactor Regulation, Director (post 851125). 5pp. 
38271:096-30^71:100. 


8610210090 Informs of two discrepancies discovered during facility review per Reg 
Guide 1.97 re inadequate separation of steam generator wide-range level instrument 
channels, per Supp1 1 to NUREG-0737. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/13. 
DENTON.H.R., RUBENSTEIN,L.S. PWR Project Directorate 2. 7pp. 38305:209- 
38305:215. 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051, 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020061 Ack receipt of 860905 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-338/86-07 & 50-339/86-07.lmplementation of corrective ac- 
tions will be examined during future insps. 

GRACE, J.N. Region 2, Office of Director. 86/09/19. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 2pp. 38066:119-38066:120. 

8610020466 Forwards Insp Repts 50-338/86-20 & 50-339/86-20 on 860804-091 4.No 
violations or deviations noted. 

BROWNLEE, V.L Region 2. Office of Director. 86/09/24. STEWART.W.L Virginia 
Power (Virginia Electric & Power Co.). 2pp. 38071:087-38071:097. 

-8610020471 Insp Repts 50-338/86-20 & 50-339/86-20 on 860804-091 4.No violation 
or deviation noted.Major areas inspected:LER followup.monthly maint & surveillance 
observations, followup of reactor trip event & ESF sys waikdown. 

CALDWELUJ.L, KING.LP., IGNATONIS.A.J. Region 2. Office of Director. 86/09/23. 
9pp. 38071:089-38071:097. 

8610100290 Forwards Insp Repts 50-338/86-23 & 50-339/86-23 on B60902-05.No vio- 
lation noted. 

BROWNLEE.V.L. Region 2. Office of Director. 86/09/29. STEWART.W.L. Virginia 
Power (Virginia Electnc & Power Co.). 2pp. 38194:320-38194:326. 

-8610100293 Insp Repts 50-338/86-23 & 50-339/86-23 on 860902-05.No violation or 
deviation noted.Major areas inspected:mods to svc water intake structure. 

HARRIS, J.R., CONLON.T. Region 2, Office of Director. 86/09/26. 5pp. 38194:322- 
38194:326. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi I-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list enci. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc, 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppt 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list enci. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610280440 Forwards AEOD assessment of LERs as part of SALP program for Mar 
1985 -Aug 1986. 

WALKER,R.D. Region 2, Office of Director. 86/10/16. STEWART.W.L Virginia Power 
(Virginia Electric & Power Co.). 54pp. 38382:004-38382:057. 

8610280054 Suppls 860513 response to IE Bulletin 85-003, "Motor-Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings." 
Updated max differential pressure calculations end. 

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 86/10/17. GRACE,J.N. 
Region 2, Office of Director. 6pp. 38366:338-38366:344. 
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8610270423 Forwards Insp Repts 50-338/86-24 & 50-339/86-24 on 86091 5-1012,No 
violations or de\riations noted. 

BROWNLEE.V.L Region 2. Office of Director. 86/10/21. STEWART, W.L Virginia 
Power (Wginia Bectric & Power Co.). Ip. 38374:107-38374:1 12. 

-8610270425 Insp Repts 50-338/86-24 & 50-339/86-24 on 86091 5-1 012.No violation 
or deviation noted.Maior areas inspected:plant status, licensee action on previous en- 
forcement matters,LER followup & monthly maint observation. 

CALDWELL. J.L, KING.LP.. IGNATONISAJ. Region 2. Office of Director. 86/10/21. 
5pp. 38374:1 08-38374:1 1 2. 


8610160068 Revised emergency plan procedures.including Rev 3 to EP 202-3, "Person- 
nel Monitoring Team," Rev 3 to EP 204-1, "Damage Control & Rescue Team" & Rev 
2 to EPA 10, “Public Affairs:Emergency Communication Plan Overview." 

WEBB,R.E.. COFFIN, J.A., MULVEHILL.J.M. Detroit Edison Co. 86/10/02. 22pp. 
38272:142-38272:163. 

8610160077 Revised emergency plan implementing procedures, including Rev 2 to EP 
610, "Onsite News CtnSecurity Force Responsibilities” & Rev 2 to EP 609, “Joint 
Public Info Ctn Security Force Responsibilities." 

COFFIN. J., WEBB.R., MULVEHILL,J.M. Detroit Edison Co. 86/10/02. 16pp. 
38269:343-38269:358. 


R. Periodic operating reports & related correspondence 

8610280072 Forwards "Semiannual Radioactive Effluent Release ReptJul- Dec 1985," 
including summary of quantities of radioactive liquid & gaseous effluents.Offsite dose 
calculation manual & process control program also end. 

STEWART, W.L Virginia Power {Virginia Electric & Power Co.). 86/02/28. GRACE.J.N. 
Region 2, Office of Director. Ip. 38367:095-38367:186. 

-8610280075 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1985." 
BARNES.W.C.. HlCKMAN,O.E., STAFFORD,A.H. Virginia Power (Virginia Electric & 
Power Co.). 85/12/31. 20pp. 38367:096-38367:115. 

8610100253 Monthly operating repts for Jul 1986.W/860813 Itr. 

GARNER.B., STEWART.W.L Virginia Power (Wrginia Electric & Power Co.). 86/07/31. 
SCROGGINS.R.M. Office of Resource Management Director. 12pp. 38189:037- 
38189:048. 


S. Reportable occurrences, LERs & related correspondence 

8610070485 LER 86-006-01 :on 86041 6, discovered specific gravities of battery cells on 
3 of 4 dc busses below min.Caused by failure to correct specific gravities to full elec- 
trolyte levetAdministrative procedure revjsed.W/860925 Itr. 

HARRELL,E.W. Virginia Power (Virginia Electric & Power Co.). 86/09/25. 4pp. 
38122:356-38122:359. 


8610160229 Rev 2 to Emergency Plan Implementing Procedure EP 541, “Assessment 
of Abnormal or Unplanned Liquid Releases" & Rev 2 to EP 548, "Manual Calculation 
of Dose Adjustment Factor for Lake Breeze Conditions." 

WEBB,R.E., COFRN,J.A., HOFFMANN, M.E. Detroit Edison Co. 86/10/06. 19pp. 
38269:269-38269:287. 

8610170292 Revised emergency plan Implementing procedures.including Rev 3 to EP 
201-1 re onsite radiological emergency team & Rev 2 to EP 205-2 re security force 
access control. 

* Detroit Edison Co. 86/10/06. 28pp. 38287:345-38288:012. 

8610200153 Revs to emergency plan procedures.including Rev 3 to EPA 8, "Radiologi- 
cal Emergency Response Preparedness Training Program," Rev 2 to EP 601, "Public 
Affairs:PuDllc Educ & Info" & Rev 2 to EP 304-1, "Alternate Emergency...." 
WEBB.R.E.. COFFIN, J.E., COOLEY.M.J. Detroit Edison Co. 86/10/06. 24pp. 
38298:298-38298:321. 

8610210097 Forwards explanation of how 3L panel tested.hlghlights of 860908 meeting 
& justification & position for not using 3L panel to meet Reg Guide 1.68 
commitments.Meeting requested to resolve confusion. 

AGOSTI.F.E. Detroit Edison Co. 86/10/14. ADENSAM.E.G. BWR Project Directorate 
3. 8pp. 38305:195-38305:202. 

8610270040 Rev 3 to Radiological Emergency Plan Implementing Procedure EP-210-02, 
"Offsite Radiological Emergency Team: Functions." 

COFFIN, J. Detroit Edison Co. 86/10/14. 2pp. 38358:294-38358:295. 


8610140277 Noncompitance notiftcation:on 860929.$mail oil sheen observed near intake 
structure for condenser cooling water on Lake AnnaCaused by heavy flow into 
sump.Absorbent pads placed in catch basin. 

MARSHALL,B.M. Virginia Power (Virginia Electric & Power Co.). 86/10/03. 
KREGLOE.W.L Virginia, Commonwealth of. 2pp. 38224:254-38224:255. 

8610200371 LER 86-01 1-00:on 86091 9,discovered that channel checks for narrow 
range reactor containment sump level indicators not performed as requtred.Caused by 
personnel error.Procedure deviation subm'itted.W/861014 Itr. 

HARRELLE-W. Virginia Power (Virginia Electric & Power Co.). 86/10/14. 3pp. 
38300:309-38300:311. 

8610210183 NPDES noncompiiance notification:on 860929, less than 1 quart of light oil 
discharged from catch basin taking flow from storm drain & turbine bldg 
sumps.Caused by activation of high capacity sump pumps.Pads used to absorb oiL 
MARSHALLB.M. Virginia Power S^rginia Electric & Power Co.). 86/10/14. Environ- 
mental Protection Agency. 7pp. 38306:075-38306:081. 

8610210486 PNO-ll-86-074:on 86101 3, licensee issued news release stating that investi- 
gation of alleged offsite drug use resulted in dismissal or voluntary resignation of 13 
security officers or employees, including supervisor of security at Surry. 

TOBlN,W.. MCGUIRE, D. Region 2, Office of Director. 86/10/14. 2pp. 38311:165- 
38311:166. 


DOCKET 50-340 SEABROOK NUCLEAR STATION, UNIT 1 


A. Application/construction stage documents & correspondence 


8610270043 Rev 2 to Emergency Plan Implementing Procedure EP-543, “Computer 
Dose Assessment Calcuiational Procedure - Waterborne Releases." 

COFFIN,J. Detroit Edison Co. 86/10/14. 2pp. 38358:301-38358:302. 

8610310237 Revised emergency plan implementing procedures.including Rev 4 to EP- 
201-02 re onsite radiological emergency team functions & Rev 4 to EP-204-02 re 
damage control & rescue team functions. 

* Detroit Edison Co. 86/10/15. 11pp. 38418:127-38418:137. 

8610220468 Advises that 860825 Rev 10 to physical security plan & Rev 2 to securiW 
training & qualification plan consistent w/ provisions of 10CFR50.54(p) & 
acceptable.except for items identified in end. 

AXELSON.W.L Region 3. Office of Director. 86/10/16. AGOSTI.F.E. Detroit Edison 
Co. 3pp. 38331:058-38331:060. 

8610230037 Forwards Physical Security Insp Rept 50-341 /86-30 on 860922- 25.No vio- 
lations noted.insp details withheld (ref 10CFR73.21 (c)(2)). 

AXELSON.W.L. Region 3, Office of Director. 86/10/16. SYLVIA.B.R. Detroit Edison 
Co. 2pp. 38344:057-38344:059. 

-8610230048 Partially withheld Physical Security Insp Rept 50-341/86-30 on 860922-25 
(ref 10CFR73.21).No noncompliance noted.Alarm station open item identifled.Major 
areas inspected'.access control personnel & alarm stations.Mgt meeting also held. 
MADEDA,T.J., PIRTLE,G.L. CREED, J.R. Region 3. Office of Director. 86/10/15. 1p. 
38344:059-38344:059. 

8610290150 Rev 3 to Emergency Plan Administrative Procedure EPA-04, "Drills & Exer- 
cises." 

COFFIN, J., WEBB,R.. HOFFMAN, M.E. Detroit Edison Co. 86/10/17. 14pp. 38392:227- 
38392:240. 


86100M128 Further response to FOIA request for 16 categories of records re 
fadlities-Forwards App D & E documents.Documents also available in PDR. 
GRIMSLEY.D.H, Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis, 
5pp, 38140:150-38140:164. 

-8012120401 Forwards overview of Geosdences Branch workload, w/priority 
indrcated.Requests assistance w/scheduiing ACRS & hearings. 

JACKSON.RE. Geosdences Branch. 80/10/06. ROE.J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180, 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plane 

8610100138 FOIA request for documents re NRC evaluations,reviews,insps & conclu- 
sions on facility health physics dept from Jan 1984 to present 
GARDE, B.P. Government Accountability Project 86/05/16. Office of Administration. 
2pp. 38209:001 -38209:00^ 

861M70214 Rev 3 to Emergency Plan Implementing Procedure EP 544, "Meteorologi- 
j^Data Assessment - Dial-Up Terminals." 

^BB,R.E., coffin, J.A„ HOFFMANN.M.E. Detroit Edison Co. 86/09/09. 7pp. 
38125:303438125:309, 

Respond to FOIA request for documents re NRC insps & evaluations of 
taci^ phydcs dept from Jan 1984 to present Forwards documents listed in 
pr completely withheld (ref FOIA Exemptions 4-7). 

GRIM^^ AH. Division of Rules and Records. 86/09/29, GARDE, B.P. Government 
Accountebdity Project 10pp. 38209:003-38212:051. 

8610100641 6 to Emergency Plan Implementing Procedure EP-IOI, “Classification 
ot cnrrangendes. 

Co- 86/09/29. 110pp. 


8610310064 Revised emergency plan administrative procedures.including Rev 3 to EPA- 
02 re periodic review of radiological emergency response preparedness procedures & 
Rev 4 to EPA-03. 

* Detroit Edison Co. 86/10/17. 5pp. 38420:148-38420:152. 


H. General correspondance 

8610280385 Responds to 860815 Itr re constituent F James concerns for health & well- 
being of public In vicinity of facility. Previous response still appropriate.info re Cherno- 
byl being studied. 

STELLO.V. Office of the Executive Director for Operations. 86/10/15. LEVIN, C. 
Senate. 8pp. 38387:113-38387:122. 

-8610280388 Requests response to constituent F James 860506 Itr re safety of facility, 
LEV1N.C. Senate. 86/08/15. KAMMERER.C. NRC - No Detailed Affiliation Given. 2pp. 
38387:121-38387:122. 


P. Operating license stage documents & correspondence 

8610090141 Documents util compliance w/ConfIrmatory Action Ltr CAL-RIII-85-10 re 
850702 inadvertent criticality & requests concurrence to exceed 5% power. 

SYLVIA, B.A. Detroit Edison Co. 86/09/11. KEPPLER.J.G. Region 3, Office of Director. 
2pp. 38149:221-38149:299. 

8609230296 Generic Ltr 86-15 to eUl licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Quadification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080239 Partiaf response to FOIA requestApp D documents available in 
PDR.Search contihuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/23. HOLMES,G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 
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-8506260730 Submits licensing status for Diablo Canyon Unit 2 & Fermi Unit 2 full 
power licenses & River Bend Unit 1 low power license in response to H Denton 
850607 memo.lssuance of all licenses recommended. 

RUSSELUW.T. Division of Safety Technology (800428-851124). 85/06/17. 

THOMPSON.H.L. Division of Licensing (800428-851124). 2pp. 38231:353-38231:354. 

8610060448 Responds to appeal of denial of FOIA request for documents re plants.App 
A documents partially or completely withheld (ref FOIA Exemption 5). 

CHILK,S.J. Office of the Secretary of the Commission. 86/09/25. PUNTENNEY.J.E. 
Safe Energy Coalition of Michigan. 3pp. 38113:332-38113:338. 

8610100156 Responds to FOIA request for documents re NRC insps & evaluations of 
facility health physics dept from Jan 1984 to present.Forwards documents listed in 
app.Portions partially or completely withheld (ref FOIA Exemptions 4-7). 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/29. GARDE.B.P. Government 
Accountability Project. 10pp. 38209:003-38212:051. 

-8610100191 "Radiation Measurements - Complete Survey.” 

* Detroit Edison Co. 85/07/17. 681pp. 38209:263-38211:223. 

—8610100211 Notifies of 860506 telcon re allegations to press by Safe Energy Coalition 
on plant radiation protection group.Review/ evaluation of allegations similar in nature 
currently in progress. 

HUETER.LJ. Region 3, Office of Director. 86/05/07. WEIL,C.H. Region 3. Office of 
Director. 178pp. 38211:224-38212:041. 

-8610100221 Advises of 860328 anonymous telcon to provide listed info re radiation 
protection at facility.lnvestigation into alleged employment discrimination could not be 
initiated w/o alleger identity.Matter assigned for resolution. 

WEIL,C.H. Region 3. Office of Director. 86/04/03. HIND.J.A, Region 3. Office of Di- 
rector. 10pp. 38212:042-38212:051. 

8610060421 Responds to FOIA request for three categories of documents re plant.App 
A documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. PUNTENNEY.J.E. Safe 
Energy Coalition of Michigan. 3pp. 38112:230-38112:233. 

8610080130 Application for amend to License NPF-43, changing Tech Spec 
4.1.3.5.b.1.b, "Control Rod Scram Accumulators,” to set low pressure alarm at 940 
psig or greater on decreasing pressure. Fee paid. 

AGOSTT.F.E. Detroit Edison Co. 86/09/30. ADENSAM.E.G. BWR Project Directorate 
3. 8pp. 38137:265-38137:273. 

-8610080316 Proposed Tech Spec 4. 1.3.5.b.1.b, changing low pressure alarm setpoint 
on control rod scram accumulators to 940 psig or greater on decreasing pressure. 

* Detroit Edison Co. 86/09/30. Ip. 38137:273-38137:273. 

8610090048 Application to amend License NPF-43.removing License Condition 2.C(10) 
re quarterly insp & spectrographic analysis of emergency diesel generator tube oil 
filter.Fee paid. 

AGOSTI.F.E. Detroit Edison Co. 86/09/30. ADENSAM.E.G. BWR Project Directorate 
3. 13pp. 38180:286-38180:298. 

8610090186 Application for amend to License NPF-43, changing Tech Spec 6.5.1 .6, 
"Onsite Review Oroanization Responsibilities," to strengthen organization 
responsibilities.Fee paid. 

AGOSTI.F.E. Detroit Edison Co. 86/09/30. ADENSAM.E.G. BWR Project Directorate 
3. 8pp. 38181:351-38181:361. 

—8610090191 Proposed changes to Tech Spec 6.5.1.6.strengthening onsite review or- 
ganization responsibilities. 

* Detroit Edison Co. 86/09/30. 2pp. 38181:360-38181:361. 

8610100661 Confirms 860929 telcon re planned 861007 meeting in Newport, Mi to dis- 
cuss status of ongoing licensee programs addressing issues discussed in Dec 1985 
10CFR50.54(f) Itr & reactor operations Improvement plan. 

NORELIUS,C.E Region 3. Office of Director. 86/10/02. SYLVIA,B.R. Detroit Edison 
Co. Ip. 38200:190-38200:190. 

8610150228 Documents methods used to comply w/Tech Spec requirements to per- 
form channel calibre on instrumentation channels involving thermocouples/resistance 
temp detectors.Procedurai enhancements will be incorporated beginning on 870507. 
SYLVIA, B.R. Detroit Edison Co. 86/10/02. KEPPLER.J.G. Region 3, Office of Director. 
6pp. 38241:295-38241:300, 

8610160466 Summary of 860911 meeting w/BWR Owners Group in Bethesda,MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.S6cond technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610220040 Responds to appeal re denial of FOIA request for documents re Fermi 
plantFonvards App A documents.App B documents withheld (ref FOIA Exemption 5). 
STELLO.V. Office of the Executive Director for Operations. 86/10/09. 
PUNTENNEY,J.E. Safe Energy Coalition of Michigan. 4pp. 38331:324-38331:352. 

-8610220044 Rev 1 to Procedure 11.000.52, “Deviation & Corrective Action Reporting.” 

* Detroit Edison Co. 86/10/09. 10pp. 38331:328-38331:337. 

-8610220045 Nuclear Operations Directive NOD-21, “Effective Problem Solving." 
JENS,W.H. Detroit Edison Co. 83/04/11. Ip. 38331:338-38331:339. 

-8610220048 Discusses use of Bechtel BN-TOP-1, “Testing Criteria for Integrated 
Leakage Rate Testing of Primary Containment Structures for Nuclear Plants,” for plant 
preoperational containment leakage testing. 

DUPONT.S.G. Region 3, Office of Director, 84/01/17. LYNCH, M.D. Division of Licens- 
ing (800428-851124). Ip. 38331:340-38331:340. 

-8610220049 Rev 2 to Procedure QQAP 16, “Corrective Action.” 

JENS,W.H. Detroit Edison Co. 84/09/07. 2pp. 38331:341-38331:342. 

—8610220052 Rev 1 to QAPR 16, “CJorrective Action.” 

* Detroit Edison Co. 84/09/10. 6pp. 38331:343-38331:352. 

8610170019 Notifies of assignment of J Stefano as project manager, effective on 
861015.0 Lynch will no longer be associated w/piant. 

ADENSAM,E.G. BWR Project Directorate 3, 86/10/10, SYLVIA,B,R. Detroit Edison 
Co. 2pp. 38289:1 1 8-38289:1 1 9. 


8610200155 Requests scheduling flexibility for implementation of recommendations re- 
sulting from 860716 SER re emergency diesel operators.Concurrence within 30 days 
requested. 

AGOSTI.F.E. Detroit Edison Co. 86/10/14. ADENSAM.E.G. BWR Project Directorate 
3. 3pp. 38298:295-38298:297. 

8610220177 Fonvards “Main Steam Bypass Sys Testing Program Rept," "Preliminary 
Rept on Main Steam Bypass Piping Fatigue Analysis & Life Expectancy" & "Prelimi- 
nary Steam Bypass Line Structural Evaluation.” 

AGOSTI.F.E. Detroit Edison Co. 86/10/16. ADENSAM.E.G. BWR Project Directorate 
3. 2pp. 38324:101-38324:125. 

-8610220180 “Main Steam Bypass Sys Testing Program Rept." 

CONTONLJ., UEMA,S. Detroit Edison Co. 86/10/16. 8pp. 38324:103-38324:110. 

-8610220186 "Preliminary Rept on Main Steam Bypass Piping Fatigue Analysis & Life 
Expectancy.” 

SUN.Y.S., WANG.T. Stone & Webster Engineering Corp. 86/10/03. 8pp. 38324:111- 
38324:118. 

-8610220191 "Preliminary Steam Bypass Line Structural Evaluation." 

* Hopper & Associates, Engineers, HA-10/86-532. 86/10/03. 7pp. 38324:119- 
38324:125. 

8610280583 Application for amend to License NPF-43, eliminating actuation signal from 
radwaste & turbine bldg radiation monitors that are neither necessary nor desirable in 
demonstrating functional performance of control ctr HVAC. 

AGOSTI.F.E. Detroit Edison Co. 86/10/24. ADENSAM.E.G. BWR Project Directorate 
3. 3pp.. 38388:154-38388:166. 

-8610280588 Proposed Tech Specs eliminating actuation signal from radwaste & tur- 
bine bldg radiation monitors for demonstrating functional performance of control ctr 

* Detroit Edison Co. 86/10/24. 20pp. 38388:158-38388.166. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610100138 FOIA request for documents re NRC evaiuations.reviews.insps & conclu- 
sions on faciliW health physics dept from Jan 1 984 to present. 

GARDE, B.P. Government Accountability Project. 86/05/16. Office of Administration. 
2pp. 38209:001-38209:002. 

8610310256 Informs of two changes to facility corbicula monitoring program, per IE Bul- 
letin 81 '03.Frequency of insp of fire protection sys & main condenser inlet & outlet 
water boxes changed. 

SYLVIA,B.R. Detroit Edison Co. 86/08/27. KEPPLER.J.G. Region 3, Office of Director. 
2pp. 38418:183-38418:184. 

8610090206 Responds to violations noted in Insp Rept 50-341/86-13 on 860416-18 & 
071 4-21. End withheld (ref 10CFR2.790). 

AGOSTI.F.E. Detroit Edison Co. 86/09/12. KEPPLER.J.G. Region 3. Office of Direc- 
tor. 2pp. 38182:004-38182:005. 

8610070030 Fonwards Safety Insp Repts 50-016/86-02 & 50-341/86-29 on 860825- 
0914.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 86/09/25. SYLVIA, B.R. Detroit Edison Co. 
2pp. 38118:289-38118:299. 

-8610070038 insp Repts 50-016/86-02 & 50-341/86-29 on 860825-091 4.No violations 
or deviations noted.Major areas inspected: radiation protection & solid radwaste 
activities, including organization & mgt control. 

PAUL,R.A., GREGER.LR. Region 3. Office of Director. 86/09/24. 9pp. 38118:291- 
38118:299. 

8610140377 Forwards response to violations noted in Insp Rept 50-341 /86-27.Correc- 
five actions:personnel assigned to coordinate chemistry quality verification 
program.Schedule for nonradiative quality verification samples prepared. 

AGOSTI.F.E. Detroit Edison Co. 86/09/26. KEPPLER.J.G. Region 3, Office of Direc- 
tor. 4pp. 38226:263-38226:266. 

8610100156 Responds to FOIA request for documents re NRC insps & evaluations of 
facility health physics dept from Jan 1984 to pre$ent.Forwards documents listed in 
app.Portions partially or completely withheld (ref FOIA Exemptions 4-7). 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/29. GARDE.B.P. Government 
Accountability Project. 10pp. 38209:003-38212:051. 

-8610100178 Forwards draft SALP Rept 50-341/84-23 to be used as basis for Board 
meeting scheduled on 641130.C>3mment8 should be solicited from staff having insp 
responsibility during Oct 1983 - Sept 1984 assessment period, 

SCHWEIBINZ,E. Region 3, Office of Director. 84/11/28. KEPPLER,J.G., 
PHILLIPS, M.P., DAVIS, A.B, NRC - No Detailed Affiliation Given. 21pp. 38209:152- 
38209:260. 

-8610100186 Fonvards draft SALP rept to be used as basis for Board meeting sched- 
uled for 850627.Comments should be solicited from staff having insp responsibility 
during Oct 1984 - June 1985 assessment period. 

SCHWEIBINZ,E. Reoion 3. Office of Director. 85/06/20. KEPPLER.J.G., DAVIS.A.B.. 
SPESSARD,R.L. NRC - No Detailed Affiliation Given. 7pp, 38209:251-38209:262. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi I-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 
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8610090048 Application to amend License NPF-43 .removing License Condition 2.C(10) 
re quarterly insp & spectrographic analysis of emergency diesel generator lube oil 
filter.Fee paid. 

AQOSTl.F.E. Detroit Edison Co. 86/09/30. ADENSAM.E.G. BWR Project Directorate 
3. 13pp. 38180:286-38180:298. 

8610220404 Suppis response to violations noted in Insp Rept 50-341/86-11 .Completion 
of technical review checklist for surveillance procedures rescheduled for Nov 1986. 
AGOSTI.F.E. Detroit Edison Co. 86/09/30. KEPPLER.J.G. Region 3. Office of Direc- 
tor. Ip. 38331:029-38331:029. 

8610090221 Forwards results of review of design basis for operation of motor-operated 
valve switch settings, per IE Bulletin 85-003.Written results will be submitted upon con- 
clusion of testing program. 

AGOSTI.F.E. Detroit Edison Co. 86/10/01. KEPPLER.J.G. Region 3. Office of Direc- 
tor. 5pp. 381 81 :327-381 81 :331 . 

8610100428 Forwards Safety Insp Rept 50-341/86-28 on 860807-22 & 0910 & notice of 
violation. 

HARRISON. J.J. Region 3. Office of Director. 86/10/02, SYLVIA,B.R. Detroit Edison 
Co. 2pp. 38195:344-38195:358. 

-8610100434 Notice of violation from insp on 860807-22. 

HARRISON. J.J. Region 3. Office of Director. 86/10/02. 2pp. 38195:346-38195:347. 

-8610100440 Insp Rept 50-341/86-28 on 860807-22 & 0910. Violations noted: failure to 
adequately execute insp program & failure to follow procedures re installation of tem- 
porary jumpers. 

FALEVITS.Z.. MUFFETT.J.W. Region 3. Office of Director. 86/10/02. 11pp. 
38195:348-38195:358. 


8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100687 Forwards Requalification Exam Rept 50-341 /OL-86-02 of exam adminis- 
tered on 860729-31 & 0827-28.Overall program rating of satisfactory assigned.in ac- 
cordance w/NUREG-1021,ES601. 

HEHL,C.W. Region 3. Office of Director. 86/10/03. SYLVIA.B.R. Detroit Edison Co. 
2pp. 38199:008-38199:117. 

-8610100692 Requalification Exam Rept 50-341 /OL-86-02 on 860729-31 & 0827- 
28.Exam results:all reactor operators & senior reactor operators passed 
written.operating & simulator exams.as applicable. 

LANKSBURY.R.D., MENDIOLA.A.J., MILLER,L.R. Region 3. Office of Director. 86/10/ 
02. 108pp. 38199:010-38199:117. 

8610150090 Suppis 860728 response to IE Bulletin 86-002, “Static 0-Ring Differential 
Pressure Switches." Models 102 & 103 switches will be incorporated in restricted 
mails list to control use. 

AGOSTI.F.E. Detroit Edison Co. 86/10/03. KEPPLER,J.G. Region 3, Office of Direc- 
tor. 2pp. 38236:091-38235:092. 


8610060249 IE Compliance Bulletin 86-003. "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67dd 38234'262- 
38234:328. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer," Svc list end. 

^ Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:1 22. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. ^ 

Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York, Inc. 93pp, 38331:192- 
38331:284. 

8610100107 Suppl 1 to IE info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring ^tting Adjustments. Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Enoineerina Resoonse fPost 
Consolidatid Edison Ck). of New Yorrinc 107pp.^^^^^ 

oM3in9i ^ 

8610230037 fjwards Physic^ S^urity Insp Rept 50-341/86-30 on 860922- 25.No vio- 
labons noted.lnsp details withheld (ref 10CFR73,21 (c)(2)) 

’"SP Rept 50-341 /86.30 on 860922-25 
(ref l0CFR^.21).No noncompliance noted.Alarm station open item identified Major 

SA^EDATJ^WRT^^^^^PPrf a st^ns.Mgt meeting also held. ^ 

3, Office of Director. 86/10/15. Ip. 


8610010600 LER 86-031 -00:on 860829:reactor trip occurred due to high reactor pres- 
sure condition.Caused by personnel error.Shift briefings & simulator training 
conducted.Procedure for starting heater feed pumps clarified.W/860925 Itr. ^ 

BREGNI,L.P., LENART.R.S. Detroit Edison Co. 86/09/25. 5pp, 38058:104-38058:108. 

8610030165 PNO-lll-86-106:on 860926, suspicious device found on hatch cover on 
fourth floor of auxiliary bldg.Bomb disposal specialists Investigated device & found 
device empty.Device was piece of pipe placed on hatch by maint personnel. 

CREED, J.R., AXELSON.W.L. Region 3, Office of Director. 86/09/26. Ip 38079’311- 
38079:311. 


8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & 0 documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 1 3pp. 38252:244-38252:256. 

“8610090231 Informs that plant premature criticality event case has not identified need 
for requiring increased formal documentation of potentially significant issues discussed 
each day. Frequent & open communication of info encouraged. 

STELLO.V. Office of the Executive Director for Operations. 86/03/13. EDLESGJ 
Office of Inspector & Auditor. 1 p. 38253:083-38253:083. 


8610090293 LER 86-027-00:on 860831, valve closed & could not be reopened during 
monthly operability check.Caused by equipment failure due to corrosion.Corroded disc 
& shaft replaced w/stalnless steel components. W/861 002 Itr. 

BREGNI.LP., LENART,R.S. Detroit Edison Co. 86/10/02. 6pp. 38145:351-38145:356. 

8610090155 LER 86-025-01 :on 860806,RCIC sys containment isolation valve found 
partly closed after isolation actuation.Caused by personnel & design errors.Valves 
modified to utilize torque switch to determine valve closure termination. W/861 003 Itr. 
BREGNI,LP., LENART.R.S. Detroit Edison Co. 86/10/03. 5pp. 38182:064-38182:068. 


8610150524 PNO-II 1-86-1 11 :on 861 005, reactor manually scrammed from 15% power 
due to partial loss of vacuum in condenser causing temp increase.Also,on 
861 005, during test of water level transmitters.pressure spike inadvertently introduced. 
WRIGHT, G.C., GULDEMOND,W.G. Region 3, Office of Director. 86/10/08 Id 
38252:011-38252:011. 


8610200062 LER 86-032-00:on 860908,entry into fire protection Tech Spec action state- 
ment delayed. Caused by cognitive personnel error.Hourly fire watch posted.personnel 
counseled & surveillance test procedures corrected.W/861008 Itr. 

BREGNI.LP., LENART.R.S. Detroit Edison Co. 86/10/08. 5pp. 38293:160-38293:164. 

8610170167 PNO-lll-86-1 12:on 861 009, problem occurred w/rod sequence control 
sys, hindering normal manual insertion of control rods.Caused by low voltage In normal 
power supply.Evaluation of problem underway. 

WR!QHT,(a.C., GULDEMOND,W.G. Region 3, Office of Director. 86/10/10. Id 
38287:324-38287:324. ^ 

8610210488 LER 86-028-00:on 86091 5,inadvertent ESF actuation of isolation valve oc- 
curred during testing. Probably caused by personnel error resulting from test lead inad- 
vertent short circuiting across relay contacts,W/861015 Itr. 

BREGNI.LP., LENART.R.S. Detroit Edison Co. 86/10/15. 7pp. 38311:131-38311:137. 

8610290298 PNO-lll-86-1 18:on 861 023, licensee demonstrated remote shutdown 
capabllity.Demonstration successful w/all equipment operating as designed.Plant con- 
trol returned to control room after 45 minutes.Plant in cold shutdown for scheduled 
maint. 

WRIGHT.G.C., GULDEMOND.W.G. Region 3, Office of Director. 86/10/24. Ip. 
38401:048-38401:048. 


V. Operator Examinations 


Clarifies response to Generic Ltr 86-04 re engineering degrees, per 
NUREG-0737,ltem I.A.1.1 requirements.Shift technical advisors required to have 
degree in engineering or equivalent & 2 yrs nuclear experience. 

AGOSTI.F.E. Detroit Edison Co. 86/10/01. ADENSAM.E.G. BWR Project Directorate 
3. 2pp. 38194:246-38194:247. 

8610100687 Forwards Requaiification Exam Rept 50-341 /OL-86-02 of exam adminis- 
tered on 860729-31 St 0827-28.Overall program rating of satisfactory assigned, in ac- 
cordance w/NUREG-1 021, ES 601 . a » / » 

HEHLC.W. Region 3, Office of Director. 86/10/03. SYLVIA,B.R. Detroit Edison Co. 
2pp. 381 99:008-38199:1 17. 


“8610100692 Requaiification Exam Rept 50-341 /OL-86-02 on 860729-31 & 0827- 
28.Exam resultsiall reactor operators & senior reactor operators passed 
wntten, operating & simulator exams, as applicable. 

lANKSBURY.R.D., MENDIOLA,A.J., MILLER, LR. Region 3, Office of Director. 86/10/ 
02. 108pp. 38199:010-38199:117. 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 


R. Periodic operating reporU A related correspondence 

1986.W/860808 Itr. 

BBEGnI.LP., LENART,R.S. Detroit Edison Co. 86/07/31. 4pp. 38227:281-38227:284. 


® reporting lost or unattended card keys consistent w/ 

iOLFH73.7l(c) fequirements.per 860814 telcon discussions.Lost or unattended card 
access will be considered moderate loss of safeguards. 
WITHERS, BD. Portland General Electric Co. 86/09/12. MARTIN, J.B. Region 5. Office 
of Director. 2pp. 38051:176-38051 :177. 


S. Reportable occurrences, LERs A related correspondence 

®g>ected submission date of Suppl 1 to lEH S&Oi 
OOBdw^ of submission date from 860930 to 861 lOS needed so ttatS^dM 

(Document Q 


8610100009 Forwards 
WENSLAWSKI.FA. 
General Electric Co. 


Insp Rept 50-344/86-34 on 860825-29.No violations noted. 
Region 5. Office of Director. 86/10/02. WITHERS, B.D. Portland 
2pp. 38193:070-38193:075. 


-■W10100014 Insp Rept 50-344/86-34 on 860825-29.No violations noted. Major areas 
preparedness program. 

38ig3?)72-38?93!c)75^*^'^’'^’’^' Director. 86/09/30. 4pp. 
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8610230020 Requests exemption from 10CFR50,App R requirements re 20-ft separation 
criteria. Extension of automatic sprinkler sys planned to protect exhaust fans for emer- 
gency diesel generator rooms from exposure fire. 

WITHERS.B.D. Portland General Electric Co. 86/10/16. VARGA.S.A. PWR Project Di- 
rectorate 3. 8pp. 38345:206-38345:213. 

8610220350 Forwards complete "Conformance to Reg Guide 1.97, Trojan Nuclear 
Plant," technical evaluation rept.Technical evaluation rept forwarded w/860929 Itr in- 
complete. 

CHAN.T.L PWR Project Directorate 3. 86/10/17. WITHERS.B.D. Portland General 
Electric Co. 2pp. 38333:252-38333:276. 

8610280071 Advises that 860619 Rev 13 to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

MONTGOMERY, J.L. Region 5. Office of Director. 86/10/23. WITHERS.B.D. Portland 
General Electric Co. ip. 38374:359-38374:359. 


H. General correspondence 

8610310293 Notifies of BD Withers resignation from util effective 861112.AII corre- 
spondence should be addressed to WJ Lindblad. 

LINDBLAD,W.J. Portland General Electric Co. 86/10/24. VARGA.S.A. PWR Project 
Directorates, ip. 38418:216-38418:216. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8610100258 Fonwards Amend 5 to updated FSAR consisting of changes re control 
room habitability.Summary of changes end. 

WITHERS.B.D. Portland General Electric Co. 86/09/30. VARGA, S.A. PWR Project Di- 
rectorate 3. 3pp. 38193:096-38193:197. 

-8610100265 Amend 5 to updated FSAR for Trojan Nuclear Plant. 

* Portland General Electric Co. 86/09/30. 99pp. 38193:099-38193:197. 

8610100309 Errata to Amend 5 to updated FSAR for Trojan Nuclear Plant. 

* Portland General Electric Co. 86/09/30. 23pp. 38187:031-38187:053. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610100585 Informs of results of RCS thermal expansion monitoring performed during 
wk of 860902.Measurements acceptable.Data will be taken when RCS temp reaches 
340 F,in lieu of holding temp at 340 F for analysis & evaluation. 

WITHERS, B.D. Portland General Electric Co. 86/09/25. MARTIN, J.B. Region 5, Office 
of Director. 1p, 38198:360-38198:360. 

8610070254 Forwards safety evaluation re util 860513 response to EG&G ldaho,lnc rept 
re conformance to Reg Guide 1.97,Rev 2. Response acceptable except for quench 
tank temp & neutron flux variables.lnstrumentation should be upgraded. 

CHAN.T.L. PWR Project Directorate 3. 86/09/29. WITHERS.B.D. Portland General 
Electric Co. 2pp. 38130:136-38130:155. 

-8610070287 Safety evaluation re util 860513 response to Reg Guide 1.97. Licensee 
provided acceptable justification for deviating from guidance of reg guide for each 
post-accident monitoring variable except for quench tank temp & neutron flux. 

* NRC - No Detailed Affiliation Given. 86/09/29. 4pp. 38130:138-38130:141. 

-8609240175 "Conformance to Reg Guide 1.97.Trojan Nuclear Plant." 

STOFFEUJ.W. EG&G Idaho, Inc. (subs, of EG&G. Inc.). FIN A-6483. EGG-NTA-7076. 
86/07/31. NRC - No Detailed Affiliation Given. 14pp. 38130:142-38130:155. 

8610100165 Forwards revised toxic gas analysis re NUREG-0737,III.D.3.4, "Control 
Room Habitability," justifying deletion of ammonia & sulfur dioxide 
detectors.lmplementation plan for design changes & related info end. 

WITHERS.B.D. Portland General Electric Co. 86/09/30. VARGA.S.A. PWR Project Di- 
rectorate 3. 29pp. 38191:173-38191:201. 

8610100418 Forwards License Change Application 142 to License NPF-1, revising Tech 
Specs re chlorine detection, sulfur dioxide detection & control room emergency ventila- 
tion sys.Fee paid. 

WITHERS.B.D. Portland General Electric Co. 86/09/30. VARGA, S.A. PWR Project Di- 
rectorate 3. 2pp. 38194:150-38194:170. 

-8610100513 Application for amend to License NPF-1 .consisting of License Change 
Application 142, revising Tech Specs for chlorine detection, sulfur dioxide detection & 
control room emergency ventilation sys. 

WITHERS.B.D. Portland General Electric Co. 86/09/30. 12pp. 38194:152-38194:163. 

-8610100520 Proposed Tech Spec re chlorine detection, sulfur dioxide detection & con- 
trol room emergency ventilation sys. 

* Portland General Electric Co. 86/09/30. 7pp. 38194:164-38194:170. 

8610150249 Forwards Amend 120 to License NPF-1 & safety evaluation. Amend 
rewords sunreillance requirements & bases to reflect Columbia River as UHS.w/cool- 
ing water basin serving as backup. 

CHAN.T.L PWR Project Directorate 3, 86/09/30. WITHERS, B.D. Portland General 
Electric Co. 2pp. 38234:341 -38234:350. 

-8610150254 Amend 120 to License NPF-1 .revising Tech Spec Pages TS 3/4 7-17 & B 
3/4 7-4 to reword sun/elllance requirements & bases to reflect Columbia River as 
UHS.w/cooling water basin serving as backup. 

VARGA, S.A. PWR Project Directorate 3. 86/09/30. 6pp. 38234:343-38234:348. 

-8610150258 Safety evaluation supporting Amend 120 to License NPF-1. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/30. 2pp. 
38234:349-38234:350. 

8610220135 Forwards Rev 11 to PGE-8010, "Portland General Electric Co Nudear QA 
Pr^am," per 10CFR50.54(a)(3). 

WITHERS, B.D. Portland General Electric Co. 86/10/06. MARTIN, J.B. Region 5, Office 
of Director. Ip. 38322:115-38322:329. 


-8610220138 Rev 11 to PGE-8010, "Portland General Electric Co Nuclear QA Pro- 
gram.” 

WOODCOCK,J.N., HUDDLESTON,W.A., WITHERS.B.D. Portland General Electric Co. 
PGE-8010 R11. 86/09/25. 214pp. 38322:116-38322:329. 

8610170181 Discusses how radiation status of secondary sys normally assessed by 
SPDS.Main steam line activity monitors added to SPDS to improve secondary sys ac- 
tivity monitoring capability.Color coding on SPDS computer changed as noted. 
WITHERS.B.D. Portland General Electric Co. 86/10/09. VARGA,S.A. PWR Project Di- 
rectorate 3. 2pp. 38280:247-38280:248. 

8610220009 Forwards add! info on actions taken & actions planned re Generic Ltr 83- 
28.ltems 3.1.3 & 3.2.3. 

WITHERS.B.D. Portland General Electric Co. 86/10/13. VARGA, S.A. PWR Project Di- 
rectorate 3. 3pp. 38326:287-38326:289. 

8610220024 Revised application to amend License NPF-1 .consisting of changes to Rev 
2 to License Change Application 11 7, revising Tech Spec Tables 3.3-1 re reactor trip 
sys instrumentation & 4.3-1 re ESF sys instrumentation sun/eillance requirements. 
WITHERS, B.D. Portland General Electric Co. 86/10/17. VARGA.S.A. PWR Project Di- 
rectorate 3. 8pp. 38326:313-38326:327. 

-8610220047 Proposed Tech Specs re reactor trip sys & ESF actuation sys instrumen- 
tation & sunreillance requirements. 

* Portland General Electric Co. 86/10/17. 7pp. 38326:321-38326:327. 

8610220086 Forwards application for amend to License NPF-1, incorporating License 
Change Application 144 to revise Tech Spec to allow stroke-testing of containment 
isolation valves in modes other than cold shutdown or refueling.Fee paid. 
WITHERS.B.D. Portland General Electric Co. 86/10/17. VARGA.S.A. PWR Project Di- 
rectorate 3. Ip. 38322:063-38322:068. 

-8610220090 Application for amend to License NPF-1, incorporating License Change 
Application 144, revising Tech Spec to allow stroke-testing of selected containment 
isolation valves in operating modes other than cold shutdown or refueling. 
WITHERS.B.D. Portland General Electric Co. 86/10/17. Ip. 38322:064-38322:064. 

-8610220094 Proposed Tech Spec 3/4.6.3.1. 2, allowing stroke-testing of selected con- 
tainment isolation valves in operating modes other than cold shutdown or 
refueling.Certiflcate of Svc end. 

* Portland General Electric Co. 86/10/17. 4pp. 38322:065-38322:068. 

8610230017 Advises that license change appllcation.addressing Generic Ltr 85-09, will 
be submitted within 60 days of approval of Rev 2 to License Change Application 
11 7, per 861007 telcon w/T Chan. 

WITHERS.B.D. Portland General Electric Co. 86/10/17. VARGA.S.A. PWR Project Di- 
rectorate 3. Ip. 38346:215-38345:215. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610010373 Forwards clarification of util position re 10CFR50.49 compliance for 11 
ECCS valves discussed in Rev 1 to LER 86-003, per 860905 enforcement conference 
& concerns raised in Insp Rept 50-344/86-32. 

WITHERS, B.D. Portland General Electric Co. 86/09/11. MARTIN, J.B. Region 5. Office 
of Director. 6pp. 38061:178-38051:183. 

8610070065 Forwards Enforcement Conference Rept 50-344/86-36 on 860905. 
KIRSCH.D.F. Region 5, Office of Director. 86/09/25. WITHERS,B.D. Portland General 
Electric Co. Ip. 38117:053-38117:057. 

-6610070073 Enforcement Conference Rept 50-344/86-36 on 860905.Major items 
discussed:apparent violations re RHR sys & associated flow path & equipment quali- 
fiction requirements for safety-related valves. 

PEREIRA.D.B., MENDONCA.M., KIRSCH.D. Region 5, Office of Director. 86/09/25. 
4pp. 38117:054-38117:057. 

8610150205 Fonwards Insp Rept 50-344/86-31 on 860805-0906.No violations noted. 
CHAFFEE.A.E. Region 5. Office of Director. 86/09/25. WITHERS.B.D. Portland Gen- 
eral Electric Co. 2pp. 38241:308-38241:317. 

-8610150212 Insp Rept 50-344/86-31 on 860805-06.No violations or deviations 
noted.Major areas inspected:operational safety verification.corrective 
action.maint,survei1lance & followup on previously identified items. 

RICHARDS, S.A., KELLUND.G.C., MENDONCA,M.M. Region 5, Office of Director. 86/ 
09/25. 8pp, 38241 :31 0-38241 :3 1 7. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J,G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. e7pp. 38058:266-38058:332. 

8610090354 Forwards Insp Rept 50-344/86-30 on 860825-29 & notice of violation. 
WENSLAWSK1.F.A. Region 6, Office of Director. 86/10/01. WITHERS.B.D. Portland 
General Electric Co. 2pp. 38149:338-38149:359. 

-86t0090355 Notice of violation from insp on 860825-29. 

WENSLAWSKI.F.^ Region 5, Office of Director. 86/10/01. 2pp. 38149:340- 
38149:341. 
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-8610090358 insp Rept 50-344/86-30 on 860825-29.Viotation noted:failure to ship 
waste package per certificate of compliance & failure to maintain survey records. 
HOOKER, G A, YUHAS.G.P. Region 5. Office of Director. 86/09/29. 18pp. 38149:342- 
38149:359. 

8610100009 Forwards Insp Rept 50-344/86-34 on 860825-29.No violations noted. 
WENSLAWSKI,F.A. Region 5, Office of Director. 86/10/02. WITHERS.B.D. Portland 
General Electric Co. 2pp. 38193:070-38193:075. 


8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing na 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227.No at 
verse effects noted during testing. 

BROOME, E.C. International Telephone & Telegraph Corp. 86/1 0/K 

ANDERSON.W.F. NRG - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 
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-8610100014 insp Rept 50-344/86-34 on 860825-29.No viotations noted. Major areas 
inspected;emergency preparedness program. 

PRENDERGAST.K., FISH.R.F. Region 5. Office of Director, 86/09/30. 4pp. 
38193:072-38193:076. 


8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Wilifut Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150180 Partial response to FOIA requesLApp G documents end. Documents also 
available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G. A MHB Tech- 
nical Assodates. 2pp. 38259:207-38259:273. 

-8610150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 

KMRTINJ.B. Region 5. Office of Director. 85/08/22. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851 1 25). 2pp. 38259:272-38259:273. 

8610060249 IE CJompliance Bulletin 86-003, “Potential Faulure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610200141 EN-86-076:on 861 01 4, proposed civil penalty of $50,000 will be imposed 
based on failure to maintain operable flow paths for RHR sys cold (eg injection & in- 
adequate QC insp of pressurizer safety valve installation. 

WONG,H., AXELRAD,J. Office of Inspection & Enforcement. Director (Post 820201). 
86/10/09. Ip. 38290:279-38290:279. 


8610060068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 


6610060071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 



F. Security, medical, emergency & fire protection plans 

8610060475 Requests addl info clarifying State of OH position re participation in Perr 
evacuation plan prior to 860905 meeting to consider issuance of full power license 
ASSELSTINE.J.K. Commissioners. #486 0579. 86/09/02. CELESTE, R. Ohio, State ol 
2pp. 38099:254-38099:255. 

8610080465 Requests that emergency plan manual Vol I, emergency plan imptementim 
manual Vol II & emergency plan supporting manual Vol III, be pulled from shelves e 
returned. 

* Toledo Edison Co. 86/09/10. NRC - No Detailed Affiliation Given. Ip. 38165:339 
38165:339. 

8610090183 Responds to NRC 860814 Itr re violations noted in Insp Rept 50-346/86' 
17.Corrective actions:details withheld (ref 10CFR73.21). 

WILLIAMS.J. Toledo Edison Co. 86/09/15. HIND.J.A. Region 3, Office of Director, Ip, 
38146:330-38146:330. 

8610090185 Forwards Rev 24 to AD 1808.00, "industrial Security Plan.” Rev withheld 
(ref 10CFR73.21). 

WILLIAMS, J. Toledo Edison Co. 86/09/18. HIND.J.A. Region 3, Office of Director. Ip. 
38181:305-38181:305. 

8610100199 Responds to NRC 860827 Itr re violations noted in Insp Rept 50-346/86- 
16.Corrective actions:Administrative Procedure AD 1827.06, “Tornado," changed to 
Emergency Procedure AD 1827.06, “Tornado." 

WILLIAMS, J. Toledo Edison Co. 86/09/26. GULDEMOND.W.G. Region 3. Office of 
Director. 4pp. 38191:206-38191:209. 

8610100500 Fonwards Rev 0 to Emergency Plan Implementing Procedure EP-2320, 
“Emergency Technical Assessment," in response to util 851104 commitment to revise 
core damage evaluation procedures & NRC 840719 Itr re NU REG-0737, Item 11.0.3. 
WILLIAMS, J. Toledo Edison Co. 86/10/02. STOL2.J.F. PWR Project Directorate 6. 
2pp. 38202:105-38202:145. 

-8610100507 Rev 0 to Emergency Plan Implementing Procedure EP-2320, “Emergency 
Technical Assessment." 

WASILK,J.S. Toledo Edison Co. 86/08/20. 39pp. 38202:107-38202:145. 

8610160431 Forwards Safety Insp Rept 50-346/86-20 on 860922-24.No violation noted, 
SHAFER, W.D. Region 3. Office of Director. 86/10/09. WILLIAMS.J. Toledo Edison 
Co. 2pp. 38273:265-38273:288. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Sinole 
Failure.’’ Svc list end. ** 

Preparedness & Engineering Response (Post 
^'isolidated Edison Co. of New York, Inc. 93pp. 38331:192- 

38331 :284» 


-8610160435 Insp Rept 50-346/86-20 on 860922-24.No violation noted.Major areas 
inspected:emergency preparedness exercise, involving observations of key functions & 
locations by four inspectors & three consultants. 

PLOSKI.T., SNELL, W. Region 3, Office of Director. 86/10/08, 22pp. 38273:267- 

000*70*400 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments. Svc list end. 

Preparedness & Engineering Response (Post 
^f'solidated Edison Co. of New York, Inc. 107pp. 38331:086- 

3o33in9i* 


R. Periodic operating reports & r^ated correspondence 

Monthly operating rept for Jul 1986.W/860806 Itr 
3im5^’40^” Portland General Electric Co, 86/07/31. 5pp. 38195:336 


a Reportable occurrences, LERs & related correspondence 
8503120576 Fonwards ORNL rept evaluating significance of failures a 

8610020275 Surnmaiy of 860529 meeting w/util in Beth0Sda.MD re inooerable stear 

C«p- 86/10/10. NRC - No D. 


ventilation sys.Cau8ed by Ir 


38306:0{ 


8610220463 Advises that 860919 Rev 24 to industrial security plan (ISP),ISP,App B & 
contingency plan consistent w/provisions of 10CFR50.54(p) & acceptable. 
AXELSON,W.L Region 3, Office of Director. 86/10/16. WILLIAMS.J. Toledo Edison 
Co. 2pp. 38331:062-38331:063. 


8610270351 Forwards status update rept on offsite radiological emergency prepared- 
facility.Rept reflects schedule of activities & accomplishments for 8^703- 
0923.Mar 1987 exercise status rept will be submitted. 

KRIMM R W. Federal Emergency Management Agency. 86/10/21. JORDAN, E.L. Divi- 
38374°22i38^”233*^*^^**^*^^^*^^^^ ^ Engineering Response (Post 830103). 9pp. 


Q. Adjudicatory correspondence 


8610010063 Order advising parties that comments on applicant project plan/conceplual 
radwaste at Davis-Besse site must be submitted by 

86i015.Served on 860930. 

HOn.H.F. Atomic Safety and Licensing Board Panel. #486 916. 86/09/29. Office of 
the General Counsel. Ip. 38059:320-38059:320. 


mality.Offers no further comments on plan. 

SIGLER, S. Ohio, State of. #486 1212. 86/10/20. HOYT.H.F. Atomic Safety and U- 
censing Board Panel. Ip. 38348:172-38348:172. 

8610280181 Resolution calling on R Celeste to take steps to permanently close subj 
plants & ban all future plants in State of OH & advocating operation of monitoring sys 
party other than util.Served on 861027. 

Ashtabula County, OH. #486 1259. 86/10/24. 1p. 38379:101-38379:101. 

suspension of License NPF-3 or Initiation of proper action 
'rt compliance w/ 10CFR50.47.per 2.206. 

9^1?’ 5?^®® *^295. 86/10/24. DENTON, H.R. Office of Nu- 

Regulation, Director (post 851125). DAVIS, J.G. Office of Nuclear Materi- 
TAYL0R,J.M. Office of Inspection 8 Enforcement. Di- 
rector (Post 820201 ). 1 0pp. 38404:335-38404:344. 


ai* Viviiviai i 


■I 


P*a®®rt on mailing lists for publications re Peny,Davi8- 
nuclear plants.PUC of OH directed to conduct (nvest^ationa. 
0ORRnwl”?n ^‘fst study to be conducted. 

86/10/09, DENTON, H.R. Office of Nuclear Reactor 
Regulation. Director (post 851125). Ip. 38279:286-38279:286. 
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P. Operating license stage documents & correspondence 

8609230296 Generic Ur 86-15 to ail licensees & holders of application for OL re info on 
compiiance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060730 Forwards response to 851016 itr re conformance to Reg Guide 1.97, includ- 
ing info concerning Item 3.3.30/4.17 of interim rept on noble gas vent from steam 
generator safety relief valves or atmospheric dump valves. 

WILLIAMS,J. Toledo Edison Co, 86/09/26. STOl.2,J.F. PWR Project Directorate 6. 
7pp. 38108:296-38108:302. 

8610160207 Forwards summary of test on isolation device & results verifying that test 
fault did not affect input drcuit,per requestlsoiation device continued to penorm func- 
tion. 

WILLIAMS, J. Toledo Edison Co. 86/10/06. STOLZ,J.F. PWR Project Directorate 6. 
6pp. 38275:1 1 8-38275:1 23. 

8610210077 Responds to 860731 request for addi info re NUREG-0737, Item 
II.D.1 .concerning valve operability & thermal hydraulic & structural analysis of inlet & 
discharge piping.O)mpiete responses to Questions 2,3,4 & 10 provided. 

WILLIAMS. J. Toledo Edison Co. 86/10/14. STOLZ,J.F. PWR Project Directorate 6. 
8pp. 38305:239-38305:246. 

8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.4, "Improvements in Maint & Test Procedures for B&W Plants.” 

STOLZ,J.F. PWR Project Directorate 6. 86/10/20. CAMPBELL, G. Arkansas Power & 
Ught Co. 2pp. 38407:283-38407:304. 

-8610200058 "Conformance to Generic Ltr 83-28.item 4.4, Arkansas Nuclear One Unit 
1. Crystal River Unit 3,Davis-Besse Unit 1, Oconee Units 1.2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1.” technical evaluation rept. 

FARMER.F.G. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA-7910. 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610290236 Forwards revised application for amend to License NPF-3, changing Tech 
Specs to reflect administrative & organizational changes for consistency w/B&W Rev 
4 to NUREG-0103. "STS.” 

WILLIAMS.J. Toledo Edison Co. 86/10/22. STOLZ,J.F. PWR Project Directorate 6. 
2pp. 38394:006-38394:039. 

-8610290238 Revised application for amend to License NPF-3, changing Tech Specs to 
reflect administrative & organizational changes for consistency w/B&W Rev 4 to 
NUREG-0103. "STS.” 

WILLIAMS.J. Toledo Edison Co. 86/10/22. 10pp. 38394:008-38394:017. 

-8610290241 Proposed Tech Specs, reflecting administrative & organizational changes. 
* Toledo Edison Co. 86/10/22. 22pp. 38394:018-38394:039. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Co, of New York. Inc. 4pp. 38351:079-38351:082. 

8610060205 Responds to violations noted In insp Rept 50-346/86-12. Corrective 
actk>ns:training re Facility Change Request 84-189 completed & shift supervisors in- 
structed concerning return of affected equipment to svc. 

WILLIAMS^. Toledo Edison Co, 86/07/16. NORELIUS.C.E. Region 3. Office of Direc- 
tor. 9pp. 38096:289-38096:297. 

8610100181 Responds to violations noted in Insp Rept 50-346/85-40. Corrective 
actions:$ys engineering group formed to develop detailed sys knowledge, including 
design basis & surveillance test requirements. 

WILLIAMS, J. Toledo Edison Co. 86/08/29, NOREUUS,C.E. Region 3, Office of Direc- 
tor. 1 4pp. 361 91 :210-38191 :223. 

8610240368 FOIA request for listed records Includingdocuments re Ofc of Inspector & 
Auditor investigation rept re abuses of ^S, ACRS proposal to hire 
lawyer, performance of ITT at Davis- Besse & S Comley activities re Seabrook Unit 1. 
AIROZO,D. McGraw-Hill Publications Co. 86/08/29. GRIMSLEY.D. Division of Rules 
and Records. 2pp. 38352:1 1 6-38352:1 17. 

8610090183 Responds to NRC 860814 ltr re violations noted in Insp Rept 50-346/86- 
1 T.Corrective actionsxietaHs withheld (ref 1 0CFB7321). 

WILLIAMS, J. Toledo Edison Co. 86/69/15. H1ND,J.A- Region 3, Office of Director. Ip. 
38146:330-38146:330. 

8610070016 Forwards Saf4^ Insp Rebt 50^6/86«^ on 660B25«29 & 0903-04.No vio- 
Is^ons noted. 

SHAFER,W.a Region 3, Office of CSfep^r. 86/09/26. WILLIAMS, J, Toledo Edison 
Co. 2pp. 381 18:^-381 1&274. * 

-8610070022 Insp Rept 50^346/86«26 on 860625-29 & 0903-04.No violations or devi- 
ations noted.Maipr areas in8pected:chemistry & radiochenrristryjncluding water control 
chemistry & training & qualification of chemi^ & environ staff. 

OESTMANN.M J., JANUSKA,A.G>, SCHUMACHER,M.C. Region 3. Office of Director. 
86/09/26. 1 1 pp. 381 1 8:264-381 18:274. 

8610100190 Responds to NRd 860827 ltr re violations noted in Insp Rept 50-346/86- 
16.CorTective actionsrAdministrafive Procedure AD 1827.06, "Tornado,” changed to 
Emergency Procedure AD 1827.06, "Tomado.” 

WtLLIAMS.J. Toledo Edison Co. 86/09/26. GULOEMOND.W.G. Region 3. Office of 
Director. 4pp. 361 91 :206-38191 *.209. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610160431 Fonwards Safety Insp Rept 50-346/86-20 on 860922-24.No violation noted. 
SHAFER.W.D. Region 3. Office of Director. 86/10/09. WILLIAMS.J. Toledo Edison 
Co. 2pp. 38273:265-38273:288. 

-8610160435 Insp Rept 50-346/86-20 on 860922-24.No violation noted.Major areas 
inspected:emergency preparedness exercise.involving observations of key functions & 
locations by four inspectors & three consultants. 

PLOSKI.T.. SNELL, W. Region 3. Office of Director. 86/10/08. 22pp. 38273:267- 
38273:288. 

8610080066 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610060071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:264. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610230154 Forwards State of OH EPA discharge monitoring & wastewater repts for 
May-Sept 1986. 

GEPHART,A.F. Toledo Edison Co. 86/10/16. STOLZ,J.F. PWR Project Directorate 6. 
Ip. 38343:051-38343:120. 

-8610230166 "State of OH Discharge Monitoring Rept for Sept 1986." W/861010 Itr. 
STOR2,LF. Toledo Edison Co. 86/09/30. FENNER, K. Environmental Protection 
Agency. 7pp. 38343:052-38343:058. 

-8610230175 "Wastewater Rept for Sept 1986." W/861010 Itr. 

STORZ.L.F. Toledo Edison Co. 86/09/30. 7pp. 38343:059-38343:065. 

-8610230179 "State of OH EPA Discharge Monitoring Rept for Aug 1986." W/860912 
Itr. 

STORZ,L.F. Toledo Edison Co. 86/08/31. FENNER.K. Environmental Protection 
Agency. 7pp. 38343:066-38343:072. 

-8610230182 "Wastewater Rept for Aug 1986." W/860912 Itr. 

STORZ,LF. Toledo Edison Co. 86/08/31. 7pp. 38343:073-38343:079. 

-8610230185 "State of OH EPA Discharge Monitoring Rept for Jui 1986." W/860813 
Itr. 

STORZ,L.F. Toledo Edison Co. 86/07/31. FENNER.K. Environmental Protection 
Agency. 7pp. 38343:080-38343:086. 

-8610230167 "Wastewater Rept for Jul 1986." W/860813 Itr. 

STORZ,L.F. Toledo Edison Co. 86/07/31. 7pp. 38343:087-38343:093. 

-8610230192 "State of OH EPA Discharge Monitoring Rept for June 1986.” W/860714 
Itr. 

STOR2,LF. Toledo Edison Co. 86/06/30. FENNER.K. Environmental Protection 
Agency. 7pp. 38343:094-38343:100. 

-8610230194 "Wastewater Rept for June 1986." 

STOR2,L.F. Toledo Edison Co. 86/06/30, 6pp, 38343:101-38343:106. 

-6610230198 "State of OH EPA Discharge Monitoring Rept for May 1986." W/860612 
Itr, 

STORZ,L.F. Toledo Edison Co. 86/05/31. FENNER.K. Environmental Protection 
Agency. 7pp. 38343:1 07-38343:1 1 3. 

-8610230200 "Wastewater Rept for May 1986." W/860612 Itr. 

STORZ.L.F. Toledo Edison Co. 86/05/31. 7pp. 38343:114-38343:120. 


S. Reportable occurrences, LERs & related correspondence 

8610140330 FOIA request for procedure & criteria for removing Commissioners, estimate 
of actual & projected deaths from Chernobyl & max possible deaths & injuries from 
accidents at Perry & Davis-Besse power plants, 

GANNIS.S. Affiliation Not Assigned. 86^7/20. NRC - No Detailed Affiliation Given. 
Ip. 38230:044-38230:044. 
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86100S0186 Further response to FOIA request for doct^ents or prepared by 

V Stello-Apps N & O documents end & in PDRJ^pp 0 docurnente partially withheld & 
Aoo P documents completely wittih<dd {ref FOIA Exemptions 4 & 

GWMSLEY,D.H. Diviaon of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Pri^ect 13pp. 38252:244-38252:256. 

>•6602190004 Forwards summary of 860116 meeting w/senior NRC managers re les- 
sons learned from Davis-Besse & Rancho Seco events. Summary dowfients deci- 
storis re improvements in internal operations & need for reassessment of B&W plant 

S^S.LO,y. Office of the Executive Director for Operations. 86/02/06. PALLADINO 
Commissioners. 10pp. 3825^291-38252:300. 

•>6603130421 SubrtMts description of five actions assigned to IE resulting from investiga- 
tion of 850609 Davis-Besse event described in NUREG-1 154. 

TAYLORJ.M. Office oi inspection & Enforcement, Director (Post 820201). 86/03/07. 
STELLO.V. Office of the Executive Director for Operations. 3pp. 38253:131- 
38253:133. 


881010072$ lER 86-038-00:on 860926, determined that auxiliary feedwater sys turbine 
governor spe^ setting motors inoperable.Caus€ unknown-lnvestigation underway to 
determ^ root cause. W/861001 Itr. . 

STEVENS.H.W., STORZ.LF. Toledo Edison Co. 86/10/01. 4pp. 38201:052- 
38201:065. 


6610100469 LER 86-01 7-01 :on 860325, low-density silicone foam for fire b^r penetra- 
tioo in main steam line room tfiscovered deteriorated.Caused by misapplication of matl 
for ffiservice ccmcfitions expected.In^/verification underway. W/^1 003 Itr. 
HAVERLY.J.. STOR2.LF. Toledo Edison Co. 86/10/03. 4pp. 38194:257-38194:260. 

8610100658 LER 86-039-00:on 860904.calibr techniques used for compensation of 
static pressure span effects performed incorrecUy.Cajsed by callbr error due to defi- 
cient procedure.Level bansmittias calibr.W/861006 Itr. 

LYALL.K.. TOPOR,A., STOR2,LF. Toledo Edison Co. 86/10/06. 4pp. 38200:184- 
38200:187. 


8610140333 Responds to FOIA request for three categories of documents re deaths re- 
sulting from accidents at Chernobyl, Davis-Besse 8 Perry.Forwards app 

doojments. Documents also available In PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. GANN1S,S. Affiliation Not 
Assi^. 2pp. 38230:045-38230:057. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
frequendes less than required values of 33 Hz.initlaity reported on 841227.No ad- 
verse effects noted during testing. 

flANDALL.R.D. International Telephone 8 Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequendes less tiian required values of 33 Hz.init^lly reported on 841227.No ad- 
verse effects noted during testing. 

8ROOM£,E.C. international Telephone 8 Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 
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F. Security, medical, emergency 8 fire protection plans 


8610060829 Temporary Change 6A to Procedure GO-EIP-112, “Emergency Phone 8 
Radio Numbers,” updating listings. 

MCKRACKEN.I<.W. Alabama Power Co. 86/09/23. 4pp. 38106:003-38106:006, 

8610070225 Revised on-call schedule.W/860926 Itr. 

HUDSPETH, J.B. Alabama Power Co. 86/09/26. MCKNIGHT, J. Record Services 
Branch (Document Control Desk). 10pp. 38126:028-38126:037. 

8610090304 Rev 44 to Emergency Plan Implementing Procedure FNP-O-EIP-8, “Emer- 
gency Communications." W/861002 Itr. 

HUDSPETH, J.B. Alabama Power Co. 86/10/02. MCKNIGHT.J. Record Services 
Branch (Document Control Desk). 38pp. 38146:134-38146:171. 

8610200056 Revised Emergency Implementing Procedure FNP-O-EIP-8, consisting of 
Attachments A & B. "On-Call Schedule.” W/861008 Itr. 

WOODWARD,J.P.. HUDSPETH,J.B. Alabama Power Co. 86/10/08. 9pp. 36293:107- 
38293:115. 


8610170136 Revised emergency plan implementing procedures, including Rev 3 to FNP* 
O-EIP-5, “Maint Support to Emergency Plan" & Rev 4 to FNP-O-EIP-0, “Emergency 
Organization & Control Room Access." W/861010 Itr. 

HUDSPETH, J.B. Alabama Power Co. 86/10/10. MCKNIGHT,J. Record Services 
Branch (Document Control Desk), 9pp. 38281:072-38281:080. 


8610240285 Fonvards proprietary response to findings of regulatory effectiveness 
review.Rev to security plan will be drafted & submitted.tncl withheld. 

MCDONALD, R.P. Alabama Power Co. 86/10/13. RUBENSTEIN.LS. PWR Proloct Di- 
rectorate 2. Ip. 38356:252-38356:252. 


8610280228 Ack receipt of scope & objectives of radiologicai emergency preparedness 
exercise scheduled for 861203.Submittal meets min requirements for annual onsite 
emergency exercise. 

VERRELLl.D.M. Region 2, Office of Director. 86/10/21. MCDONALD, R.P. Alabama 
Power Co. Ip. 38366:246-38366:246. 


8610270248 Forwards SALP Repts 50-348/86-14 & 50-364/86-14 tor Jan 1985 - Jul 
1986. 

GRACE, J.N. Region 2. Office of Director. 86/10/22. MCDONALD.R.P. Alabama Power 
Co. 2pp. 38373:092-38373:126. 


M. Antitrust correspondence 

8610210046 Forwards US District Court for Northern District of Georgia 860629 order in 
Greensboro Lumber Co vs Georgia Power Co, contending that decision supports argu- 
ment made in util response to notice of violation. 

BOUKNIGHT,J.A. Newman & Holtzinger. BOUKNIGHTJ.A. Alabama Power Co. 86/ 
10/17. DENTON.H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 
93pp. 38304:304-38305:036. 


8610220162 LER 86-040-00:on 860908,during annual fire protection audit, fire detection 
instruments inside containment & containment annulus declared inoperable & fire 
watches confinTied.Caused by misinterpretation of Tech Spec 4.3.3.8.2.W/861013 Itr. 
HAVERLY,J.. ST0R2,LF. Toledo Edison Co. 86/10/13. 4pp. 38324:093-38324:096. 


8610210274 Forwards reply to Alabama Power Co response to notice of violation of 
antitrust license condition. 

MACGUINEAS,D.B. Voipe, Boskey & Lyons. MACGUINEAS,D.B. Alabama Electric CJo- 
operative, Inc. 86/10/17. DENTON.H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (post 861125). Ip. 38312:228-38312:296. 


8610210039 Confirms plans discussed on 861010 between T Meyers & I Jackiw for 
861016 mgt meeting to discuss status of actions re piping supports & recent event 
involving reactor coolant pump motor bearing damage. 

NORELruS,C.£ Region 3. Office of Director. 86/10/14. WILLL1AMS.J. Toledo Edison 
Co. 1p, 38305:130-38^)5:130. 


-8610210301 Reply opposing Alabama Power Co 860827 response to 880616 notice of 
violation of antitrust license condition.Further enforcement action by NRC required. 
MACGUINEAS,D.B., BOSKEY, B. Alabama Electric Cooperative, inc, 
MACGUINEAS.D.B. Voipe, Boskey & Lyons. 86/10/17. 76pp. 38312:229-3831 2:296. 


8610210^7 LER 86-Cffl7-01:on S60l04,contajnment air cooler fan 1-1 discovered run- 
rtir^ backward during post-mod testing of fan backckaft dampers.Caused by switchinc 
^0 of three motor leads resulting in reversed rotation. W/861 01 5 Itr, 

^PUTA,E^ STOTZ,J., STORZ,LF. Tot^o Edison Co. ^/10/15. 4pp. 38312:187- 
38312!it^. 

8610^0412 LER 86-01 l-01:on 860222, cabinet doors on emergency diesel generatoi 
^sr/vottage rotator & Cyberex Class IE equ^mert for essential iiSrumem 
^ constBolts insSlted.W/861015 Itr. 

gKDWAB.. TRAN.F., STORZ,LF. Toledo Edison Co. 86/10/15. 5pp. 3831 2:011 > 

86l{^9(^^ PNO-lU-86-119:on 861020,nwthwest cfistrict of Ohio Assoc of Public 
Emp^^ signed resolution opposing member participation in plannino oi 
actu^ parti^pation tn evacuation caused by nuclear plant accident- " 

3, Office of Director. 86/10/24. Ip 

PNaili-86-122:on 861027.State of OH Atty General. AJ Celebrezze wil 

lgJ^lTO,a, LiCKUS.R. Region 3. Office of Director. 86?10/27. Ip. 38419:171 


U. Congrei^Mial/Exacirtlve Correspondence 

Itr oppose full power operation 

Comniisaon from voting untR farther order ^ US C 

«ET^2ENBAUH.H.M. Sor 

operation of pla^ 

Senate. 6S/09W. ZB»f.l.W. Commfeeloners. Ip. 38100:i 


P. Operating license stage documents & correspondence 


8610010258 Forwards radial peaking factor limit rept for Cycle 8 & elevation dependent 
peaking factor versus core height graph for Cycle 8.per Tech Spec Paragraph 

6»9p1»11, 

MCDONALD,R.P, Alabama Power Co. 86/09/15. Region 2, Office of Director. 3pp. 
38055:193-38055:195. 


861(^10422 Forwards responses to IE Bulletin 85-003 re motor-operated 
valves, including description of program required to accomplish Items (b)-(d) 6ijustiftca- 
tion of extended completion schedule. 

MCDONALD, R.P. Alabama Power Co. 86/09/18. GRACE,J.N. Region 2, Office of Di- 
rector. 13pp. 38055:087-38055:140. 


-8610010431 “Joseph M Farley Units 1 & 2 Safety-Related Motor-Operated Valve Oil- 
ferentlat Pressures for HPCI Sys." 

* Westinghouse Electric Corp. 86/08/31, 22pp, 38055:100-38055:121. 

-8610011)438 "Joseph M Farley Units 1 & 2 Safety-Related Motor-Operated Valve Dif- 
ferential Pressures for Auxiliary Feedwater Sys." 

Bechtel Corp. 86/09/30. 19pp. 38055:122-38055:140. 


® licensees & holders of application for OL re info on 

SK ^'^vlron Qualification of Electric Equipment Important to 

Safety for Nuclear Power Plants,” Svc list end 

P*®actor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21658058:265. 

evaluation re WCAP-1Q868. “ATWS Mitigation Sys Actu- 
Generic design acceptablo-Schedule for ad- 
requested within 30 d^. 

MOJONAUDAP. Alabama 


fuel^ Ps®p®® A safety evaluation.Amend deletes 

weuod weight limit in Tech Spec 5.3.1 re descriptive design toatores of fuel assem- 
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S. Reportable occurrences, LERs & related correspondence 

8610060601 LHR 86-016-00;on 86081 S.fire protecOon sys lA-IOS disabled to support 
extensive architectural mods.Sys could not be returned to svc within 14 days per Tech 
Specs due to scope of mods.Sys returned to svc on 860916.W/850925 Hr. 

WOODARD, J.D.. MCDONALD.R.P. Alabama Power Co. 86/09/25. 2pp. 38109:296- 
38109:297. 

8610280245 L£R 86-01 8-00:on 860808,09 & O923.hourly firewatch patrol not performed 
per Tech Spec 3.7.1 2.Caused by cognitive personnel errors.Personnel counseled.W/ 
861020 Itr. 

WOODARD. J.D., MCDONALD, R.P. Alabama Power Co. 86/10/20. 4pp. 38379:147- 
38379:150. 


DOCKET 50-352 LIMERICK GENERATING STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610080293 Forwards public version of revised emergency plan imptementing 
procedures, including Rev 5 to EP-208, “Security Team” & Rev 8 to EP-291, “Staffing 
Augmentation.” Related correspondence. 

DaItrOFF.S.L Philadelphia Electric Co. #486 0895. 86/09/22. MURLEY.T.E. 
Region 1, Office of Director. 5pp. 38089:176-38089:242. 

--8610060301 Public version of eme^ncy plan implementing procedures, including Rev 
5 to EP-208. "Security Team" & Ffev 8 to EP-291, “Staffing Augmentation." Related 
correspondence. 

* Philadelphia Electric Co. 86/09/22. 63pp. 38089:181-38089:242. 

8610070285 Advises that 860516 rev to physical security plan consistent w/provlsions 
of 10Q=R50.54{p) & acc^tabte. 

MART1N.T.T. Region 1. Office of Director. 86/09/24. BAUER, E.G. Philadelphia Elec- 
tric Co. 3pp. 381 18:347-381 18:349. 

8610150460 Forwards FEMA 860902 memo responding to request for assistance in 
verifying satisfactory resolution of license condition on traffic control for emergency 
p)anning.Requests coordination of planning efforts w/offsite authorities. 

MARTIN.R.E. BWR Project Directorate 4. 86/10/03. BAUER.E.G. Philadelphia Electric 
Co. 3pp. 38259:344-38259:348. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Waiow Grove, PA,per TE Murtey Aug 1986 Itr. 

MARTIN.T.T. Region 1. Office of Director. 86/10/08. CONVERSE.R.J.. JOSIGER.W. 
New York Power Authority (formerly Power Authority of the State of New York). 
SEIMAN,M. Consolidated Edison Co. of New York. Inc. 9pp. 38350:223-38350:231. 

8610300260 Rev 6 to Emergerwy Plan Implementir^ Procedure EP-208, “Security 
Team.” W/procedure index & 861027 Itr. 

DALTROFF,S.L Philadelphia Electric Co. 86/10/27. MURLEY.T.E. Region 1, Office of 
Director. 19pp. 38404:304-38404:322. 


G. Adjudicate^ correspondence 


8610100679 Order extending time until 861020 for Commission to determine whether to 
review ALAB-840.Served on 861009. 

CHILK,S.J. Office of the Secretary of the Commission. #486 1033. 86/10/09. Com- 
missioners. Ip. 38200:213-38200:213. 

8610100713 Order extending time until 861031 for Commission to act to review ALAB- 
845.Served on 861009. 

CHILK,S.J. Office of the Secretary of the Commission. #486 1032. 86/10/09. Com- 
missioners. 1p. 38200:265-38200:266. 

8610210293 Response opposing Dei-Aware Unlimited,lnc 860923 motion to reopen pro- 
ceedings re impacts of operation of Bradshaw reservoir due to failure to comply w/ 
Commission regulations. Certificate of Svc end. 

HODGDON.A.P. Assistant General Counsel for Hearings. #486 1132. 86/10/14. 
Atomic Safety and Licensing Board Panel. 18pp. 38314:071-38314:088. 

6610220107 Forwards correspondence & documents re emergency planning among 
util, NRC, Commonwealth of PA & other govt agencies. Related correspondence. 
CULLEN, E.J. Philadelphia Electric Co. #486 1153, 86/10/14. MULLIGAN.M. Umerick 
Ecology Action. 2pp. 38322:334-38322:335. 

8610200132 Discusses Commission review of 86091 1 Itr.lnstitution of proceeding to de- 
termine whether facility OL should be suspended unwarranted.Earlier suspension re* 

g uests under review.Served on 861015. 

:HILK,S.J. Office of the Secretary of the Commission. #486 1083. 86/10/15. 
ANTHONY, R.L Anthony. R.L Ip. 38290:283-38290:283. 

6610200097 Advises that, based on end Director’s Decision DD-86-14, 860305 2.206 
petition requesting that NRC take action to suspend OL for util use of cooling wate' 
from Schuykili River denied. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). #486 
1107.86/10/16. ANTHONY.R.L. Anthony. R.L. 2pp. 38298:224-38298:251. 

-8610200100 Director’s Decision DD-86-14 denying RL Anthony 860305 2.206 petition 
requesting that NRC take certain actions to suspend OL based on licensee failure to 
comply w/environ license conditions imposed by NRC. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
16. Anthony, R.L. 15pp. 38298:226-38298:251. 

-8610220255 Notice of issuance of Director’s Decision DD-86-14 under 
10CFR2.206, denying RL Anthony petition for suspension of OL & addi actions re 
water usage. . . 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/ 
16. 2pp. 38333:203-38333:204. 

8610210071 Memorandum & Order CLI-86-1 8, denying RL Anthony/Friends of the Earth 
860625 motion requesting that Conner & Wetternahn be barred from further represen- 
tation & record of offsite emergency planning be reopened.Served on 861017. 
CH1LK,S.J. Office of the Secretary of the Commission. #486 1116. 86/10/16. 
ANTHONY.R.L Anthony, R.L 9pp. 38305:041-38305:049. 

8810220142 Proposed findings of fact & conclusions of law In form of suppi to fourth 
partial initial decision re remanded contention concerning manpower mobilization at 
Graterford. Certificate of Svc end. 

VOGLER.B.H. Assistant General Counsel for Hearings. #486 1166. 86/10/16. IBpfo. 
38326:233-38326:250. 


8610060^ Preliminary statement In opposition to Graterford Inmates 860912 petition 
for review of ALAB-845 re evacuation. Petition fails to r^se important question of fact 
& should be denied.W/C6rtificate of Svc. 

RAC>ER,R.M. Conner & Wetterhahn. #486 
0931. 86/09/24. Office of Nuclear Reactor Regulation. Director (post 851125). lOpp 
38092:181-38092:190. 

8610010139 Response opposing Graterford Inmates 860911 petition re adequacy of 
^wpower mobiBzation of radiological emergency response plan.Certificate of Svc 

VOGLER,B.H Assistant Genera Counsel for Hearings. #486 912 86/ 
09/29. Commissioners. 15pp. 38054:229-38054:243. ^ 

time to 861010 for Commission to determine 
whether to review ALAB-840.Served on C^930. 

Commission. #486 918. 88/09/30. Commis- 

8610^2M Informs that change to State Correctional Institution at Graterford (SCIG) 

adds manpower 

Poto Patg not party to emergency planning 

aspects 5 not in hearings.1herefore,has no standing to pu^ ooncerris 

pursue concerns 

'* Safety and Licensing Board Panel. 2pp. 

v^Ktity of statements marie in util application 
^ new bai^Sifalionaie or info provided to suDoort reouest. 
DEHTON,H.R. Office of hkiciear Reactor Reouiation. Direc^M’ foMt 
1226. 88/10/03. AMWOWAL Ar^ 

^ rettoests for review & Issuance of director’s decisions 

»/10/06. 

S-a SSMxi STM! 


8610240038 Forwards proposed findings of fact & conclusions of law. ^ 

OTTO.TG. Pennsylvania, Commonwealth of. #486 1224. 86/10/16. HOYT,H.F., 
COLE.R.F., HARBOUR, J. Atomic Safety and Licensing Board Panel. Ip. 38346:084- 
38346:090. 

-8610240049 Proposed findings of fact & conclusions of law on contention re manpow- 
er mobilization. W/(^rtificate of Svc. 

OTTO.T.G. Pennsylvania, Commonwealth of. 86/10/16. 6pp. 38346:085-38346:090. 

8610210299 Proposed findings of fact & conclusions of law re Issue of manpower mobi* 
feation & adequacy of communication sys to be used in event of 
emeraency.Certificate of Svc end. 

LOVt,A.R. Graterford Inmates. LOVE,A.R. Montgomery County Legal Aid Service. 
#486 1134. 86/10/17. 22pp. 38313:250-38313:271. 

8610220254 Proposed findings of fact & conclusions of law in form of suppt to fourth 
partial initial decision on offsite emergency planning contentions re 
Graterford.Certiflcate of Svc end. 

CONNER, T.B. Philadelphia Electric Co. CONNER,T.B. Conner & Wetterhahn. #486 
1170. 86/10/17. 28pp. 38323:011-38323:038. 

8610270126 Brief supporting appeal of suppi to third partial initial dedsion served on 
860909.Board timing in serving decision rendered issue mootCertificate of Svc end. 
STONE, D.M„ MULLIGAN, M. Limerick Ecology Action. #486 1250. 86/10/20. Atomic 
Safety and Ucensing Appeal Panel. 20pp. 38360:032-38360:051 . 

8610270065 Order extending time until 861121 for Commission to act to review ALAB- 
845.Served on 861024. 

CHILK,SJ. Office of the Secretary of the Commission. #486 1241. 86/10/24. Com- 
missioners. Ip. 38359:090-38359:090. 

ASLAB reconstitution.CN Kohl.chairmarr 6 GJ Edies 8 HA 
Wilber.membors.Sen/ed on 861028. 

Licensing Appeal Panel. #486 1282. 86/10/24. 

Ip. 38400:346-38400:346. 


* wwvMiliviiui a (^orrmponaence 


8609230296 Gen^ Lfr 86-15 to ail licensees & holders of application for OL re info on 
"Environ Qualification of Electric Equipment Important to 
Plants.” Svc list end. 

Rector Regulation. Director (post 851125). 86/09/ 
22. Atlantic Crty Etectnc Co. 49pp. 38058:216^8058:265. 

Bemosda.»AD to discu» inlegratod 
J2S butler, W.R. am Project K- 
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8610080186 Further response to FOiA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-^602130506 Forwards draft test application of Tech Spec Improvement Project (TSIP) 
Tech Spec selection criteria, in response to 860121 requestPlans for testing TSIP cri- 
teria include trial application to both Wolf Creek & Limerick. W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. PALLADINO 
(Commissioners, ip. 38253:072-38253:072. 

8610150144 Responds to 860821 petition for suspension of License NPF-39 under 
10CFR50.100.SuW matter of petition reviewed & considered to have no basis or 
rationale, per 10CFR2.206,for suspension of license. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
08. ANTHONY,R.L. Anthony, R.L 4pp. 38254:138-38254:147. 

-8610150150 Informs of 860821 2.206 petition filed by RL Anthony seeking suspension 
of License NPF-39.Petltion questions NRC conclusions in 860805 Itr to licensee re 
failure to keep NRC informed of valve testing plans.Draft Itr end. 

LIEBERMAN,J. Assistant General Counsel for Enforcement. 86/09/29. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 38254:142- 
38254:147. 

8610220119 Forwards revised amend to 860401 application for amend to License NPF- 
39,consistent w/change in format & content requested by NRC on 860520.Related 
correspondence. 

BRADLEY, E.J. Philadelphia Electric Co. #486 1156. 86/10/17. DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38329:214-38329:244. 

-8610220144 Revised 860401 application for amend to License NPF-39, changing plant 
staff position titles & plant staff & offsite organizations. Rev adds safety analyses, per 
NRC 860520 requestW/Certlficate of Svc.Related correspondence. 

DALTROFRS.L. Philadelphia Electric Co. 86/10/17. 21pp. 38329:216-38329:236. 

-6610220163 Proposed Tech Specs,incorporating safety analyses to support 860401 
application for amend to License NPF-39 to reflect changes to plant staff position 
titles & plant staff & offsite organizations.Related correspondence. 

* Philadelphia Electric Co. 86/1 0/ 1 6. 8pp. 38329:237-38329:244. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8:BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

6610240148 Fonvards application for amend to License NPF-39.revising Tech Specs to 
reflect plant staff position titles & offsite organizations.Amend revises 860401 applica- 
tion to conform w/ format In NRC 860520 Itr. 

BRADLEY, E,J. Philadelphia Electric Co. 86/10/17. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38347:097-38347:127. 

-8610240150 Revised application for amend to License NPF-39.changing Tech Specs 
to reflect plant staff position titles & offsite organizations. 

BAUER, E.G.. BRADLEY.E,J. Philadelphia Electric Co. 86/10/17. 18pp. 38347:099- 
38347:116. 

-8610240153 Proposed Tech Specs re offsite organization unit staff. plant operations 
review committee & nuclear review board. Certificate of Svc end. 

* Philadelphia Electric Co. 86/10/16. 11pp. 38347:117-38347:127. 

8610270350 Responds to FOIA request re documentation concerning declining perform- 
ance of fadlitles-Fonvards App A documents.Documents also available in PDR.SECY- 
86-595 nonexistent. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/20. TRAPASSO.B. Nuclear In- 
formation 8t Resource Service. 3pp. 38372:134-38372:156. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consoiidated 
Edison Co, of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610140117 Forwards Safety tnsp Rept 50-352/86-20 on 860908-1 2.No violation noted. 
EBNETER,$.D. Region 1, Office of Director. 86/10/02. DALTROFF.S.L. Philadelphia 
Electric Co, 2pp. 38225:315-38225:325. 

-8610140121 Ihsp Rapt 50-352/86-20 on 860908-1 2.No violation or deviation 
noted^Major areaa ihspecteddicensee maint program & associated activities including 
QA/QC involvement 

BISSETT,P., JOHNSON, J, Region 1. Office of Director. 86/10/02. 9pp. 38225:317- 
38225:325. 

8610220096 Responds to IE Bulidiih 85-003, "Motor-Operated Valve Common Mode 
Failure Dudng Plant Transients Due to Improper Switch Settings." Design basis differ- 
ential pressure info & scope of testing discussed.Related correspondence. 
KEMPER,J.S. Philadelphia Electric c5o. #486 1154. 86/10/02. MURLEY.T.E. Region 
1. Office of Director. 14pp. 38330:340-38330:353. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, jhC. 70pp. 38126:237-38126:303. 


8610150340 Provides results of recertification tests performed during May 1986 outage 
& addressed in 860627 Insp Rept 50-352/86-09.Evaluation of test data will be report- 
ed to nuclear plant reliability data sys. 

LEITCH,G.M. Philadelphia Electric Co. 86/10/03. Record Services Branch (Document 
Control Desk). 5pp. 38249:029-38249:033. 

8610080249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210003 Responds to NRC 860911 Itr re violations noted in Insp Rept 50-352/86- 
17.Corrective actions:Prlmary Containment Isolation Valves HV-087-120B & HV-087- 
121 B tested & returned to operable status on 86071 8.Related correspondence. 
COONEY.M.J. Philadelphia Electric Co. #486 1158. 86/10/10. GALLO,R.M. Region 1, 
Office of Director. 7pp. 38305:181-38305:186. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610060364 Fonvards "Semiannual Effluent Release Rept 4,Jan-June 1986,Limerick 
Generating Station Unit 1 ." W/o reptReiated correspondence. 

ALDEN,W,M. Philadelphia Electric Co. #486 0555. 86/08/29. MURLEY,T.E. Region 1, 
Office of Director. 2pp. 38098:199-38098:200. 

8610060159 Monthly operating rept for Aug 1986.W/860915 Itr.Related correspond- 

ALDEN,W.M. Philadelphia Electric Co. #486 0825. 86/08/31. 7pp. 38094:247- 
38094:253. 

8610220087 Monthly operating rept for Sept 1986.W/861015 Itr.Related correspond- 
ence. 

ALDEN,W.M. Philadelphia Electric Co. #486 1155. 86/09/30. 7pp. 38322:352- 
38322:358. 


S. Reportable occurrences, LERs & related correspondence 

8610080106 Special rept:on 860903, north stack wide range accident monitor declared 
inoperable due to failure of sample pump to provide proper sample flow.Caused by 
torn diaphragm.Pump replaced.Related correspondence. 

LEITCH.G.M. Philadelphia Electric Co. #486 0996. 86/09/16. MURLEY.T.E. Region 1, 
Office of Director. 4pp. 38137:313-38137:316. 

8610010349 LER 86-043-00:on 860826, Foxboro MIRAN 981 B toxic gas detector for 
main control room ventilation sys found operating nonconsen/atively on vinyl chloride 
channel.Caused by design deficiency.W/860925 Itr. 

NAGLE,J.C., LEITCH.G.M. Philadelphia Electric Co. 86/09/25. 7pp. 38053:157- 
38053:163. 

8610080118 Special rept:on 860624,performance of surveillance test on triaxial re- 
sponse spectrum anal^er (TRSA) indicated that unit inoperable.Caused by 240-ohm 
resistors overheating. Defective amplifier replaced.Related correspondence. 
LEITCH.G.M. Philadelphia Electric Co. #486 0995. 86/09/29. MURLEY.T.E. Region 1, 
Office of Director. 4pp. 38137:317-38137:320. 

6610100509 LER 86-039-01 :on 860721,22 & 24.chlorine Channel C actuated. Caused 
by iron particle found on chlorine analyzer probe wick. Probe replaced &. chlorine ana- 
lyzer returned to svc.W/ 861001 Itr. 

NAGLE,J.a. LEITCH.G.M. Philadelphia Electric Co. 86/10/01. 5pp. 38193:313- 
38193:317. 

8610160046 LER 86-042-00:on 86081 4,Survelllance Test ST-6-095-450-1 contained two 
errors, indicating availability of power throughout pertod.Caused by personnel 
error.Test revised & administrative controls reviewed.W/861010 Itr. 

NAGLE,J.C., LEITCH,G.M. Philadelphia Electric Co. 86/10/10. 6pp. 38262:330- 
38262:335. 

8610200081 PNS-l-86-018:on 861 010, licensee received notification from police of threat 
against plant security measures implemented.Threat not credible but investigator will 
interview convenience store attendant making rept. 

KEIMiG,R., JOYNER,J. Region 1, Office of Director. 86/10/10. Ip. 38290:040- 
38290:040. 

8610220105 LER 86-042-00:on 86081 4,Surveiilance Test ST-6-095-450-1 re Div l-IV 
safeguard power distribution alignment & voltage check not performed.Discovered on 
860^1. Caused by procedure errors.Test revised.W/861010 Itr.Related correspond- 
ence.. 

NAGLE, J.a, LEITCH,G.M. Philadelphia Electric Co. #486 1157. 86/10/10. 7pp. 
38329:207-3832d:213, 
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8610220197 LER 86-045-00;on 86091 0.nudear steam supply shutoff sys isolated on 
biown fuse due to of loose fitting test lead during surveillance testing.Caused by 
personnei error.ruse replaced, isolations reset & personnel advised-W/861015 Itr. 
NAGLE, J.C., LEiTCH.G,M. Philadelphia Electric Co. 86/10/15. 5pp. 38323:006- 
38323:010. 


8610280364 Notification of 861030 meeting w/util in Bethesda.MD to continue dis 
sions on use of ASME Code Case N-411, “Alternative Damping Values for Sei' 
Analysis of Classes 1,2 & 3 Piping Sys, Section III.Div l“ in ongoing const. 

MARTIN, R.E. BWR Project Directorate 4. 86/10/21. BUTLER.WB. BWR Protect 
rectorate 4. 4pp. 38387: 1 30-38387: 133. ' 


8610240054 l£R ^-0444)0:on 860909, discovered ^at toxic gas alarm setpoint for vinyl 
diloride great®: than Tech Spec limit Caused by mfg error in establishing setpoints 
for vinyl chloride & ammof^.W/861015 Itr.Related correspondence. 

NAGUEJ.C., LEiTCH,G.M. Philadelphia Electric Co. #486 1265. 86/10/15. 5pp. 
38348:181-38348:185. 


8610300410 Notification of rescheduled 861030 meeting to 861107 w/utif 
Bethesda,MD to continue discussions on use of ASME Code Case N-41 1 ’’AHerna 
Damping Values for Seismic Analysis of Class 1,2 & 3 Piping Sys . ” In const 
MARTIN, R.E. BWR Project Directorate 4. 86/10/29. BUTLER.WR. BWR Prolent 
rectorate 4. 4pp. 38409:065-38409:068. ' 


8610280222 LER 86-045-00:on 86091 0.NSSS shutoff sys isolated due to use of loose 
titting lead during performance of surveillance testCaused by personnel 
enor.Personnet counseled.Related ctxresporKience.W/861015 Itr. 

NAGLEJ.C.. LEITCH,G.M. Philadelphia Electric Co. #486 1267. 86/10/15. 5po. 
38386:230-38366:234. 

8610270371 LER 8S-046-O0.between ^923-26, main control room ventilation sys iso- 
lated three times.Caused by false Ngh chlorine indications due to rainwater on chlo- 
rine analyzer probesProbe relocation being evaluated.W/861023 Itr. 

NAGLEJ.C., LaTCH.G.M. Philadelphia Electric Co. 86/10/23. 5pp. 38373:168- 


8610280210 LER 86-046-00;on 8609^ & ^.tnain control room ventilation sys isolated 
due to high chlorine concentration indications. Probably caused by rainwater deposit- 
chtofine analyzer probes.Related corTespondence,W/861023 Itr. 

Electric Co. #486 1268. 86/10/23. 6pp. 

oo3oo:u94-38368:099. 


T. Hearing tramcr^ts on non-antItrust matters 


Propos^ correctons to transcript of 861017 remand hearings in captioned 


V. Operator ExaminaticNns 

O' "wOital histories for opsra- 

DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 
A. AppBcation/construction stage documents 8 correspondence 

Nudear Power PtenUL'^cSS ® *® 

22. 86/09/ 

'0 Olsooss integrated 
BWR Project Di- 

prepared by 

AccountabiBty ftoject. 13pp. 3^a§i4..3KSMS6*^'°^°'' ®‘'B0E,B.P. Government 



Ip. 38253:072^8253^^ ^rations. 86/02/07. PALLADlh 



aWR Pro^ , 

afiPtraay ®»lyses to support 8604 ( 


F. Security, medical, emergency & fire protection plana 


ruiwaiua puuin.. vwfwuli ui rcvisQa omergoncy plan implomenti 
procedures, including Rev 5 to EP-208, “Security Team" & Rev 8 to EP-291 “Staffi 
Augmentation." Related correspondence. ’ 

DALTROFRS.L Philadelphia Electric Co. #486 0895. 86/09/22 MURLEYT 
Region 1, Office of Director. 5pp. 38089:176-38089:242. ’ ' 


c cD^o -.P .f K'wi Kti^nwniwniing procedures, including R« 

romespondence^*^^”^ ^ ^ EP.291. “Staffing Augmentation.'* RelaK 

* Philadelphia Electric Co. 86/09/22. 63pp. 38089:181-38089:242. 


planning efforts w/ offsite authorities. ® 

K PhitedPlPhteSbcW 

&aX.%r3835S3M5o“«'1^'^^^^^^ 

*®n?toelt®vio'lS."'“ ''’®P '’®P' 50-353/86-12 on 860804-0926 £ 

«fc^°2W.'3’85^‘2roiV38™ll:02^^ '^EMPER.J.S. Phlladatphis Etec 

"®rn®,2,'l??5^r'"®‘’.W 50-353/86-12 on 860804-0926. Violations noted- aa-buiit doP 
support conf guration inconsistent w/ engineering drawings & diesel Generator vemKr 

38418:034 Director. 86/10/17. 14pp, 38418:021- 

®'Te1S??w/p"rMelure,ndri 'mplamenling Procedure EP-20e, "Sscutily 

19pp!38%04!364M^^^^ Refllon 1,O«iC90( 


G. Adjudicatory correspondence 


for review nfl AO ft/ ctl *. opposition to Graterford Inmates 860912 petition 
& should be del4d.W/Cert®^^^^^^^ questlon^f fact 

Conner & Wetterhahn m 
38092:^^8092:^0 * Begulation, Director <posl 851125). tOw. 


Inmates 86091 1 petition re adequacy of 
Of radiological emergency response plan.C0ftificate of Sve 


8610010139 Response 
manpower i 

end. — 

8ion^®1p.°^f^JJ®3|^if||3;°' '*'*86 918. 88/09/30. CommS- 

reffl5on«l°r,toS‘1 Correctional Institution at Graterford (SCIS) 



und 6 r^ 1 ^FR|. 206 ^®e review & Issuance of djrector*^ decisions 

decisions. Served on 86100Z ^ denied due to lack of author^ to isaue desired 

A®HOW.R?^XiSrR.LTp®38i37^^^^^ #486 1 005. 88/10/08 

partiafhitefdSon'^n*wooe^no'*cSif«'’!?’’»‘*;'?.' "’“I'®'’ *0 fWPSR raoord re ftst 

review ALti^&.SenlS'^n*'^^' ^ Cortimlaston to detennine wheHier to 

misKirs. ?^!'382^00^213?^^^ ^^® #486 1033. 86/10/09. Com- 
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8610100713 Order extending time until 861031 for Commission to act to review ALAB- 
845.Served on 861009. 

CHILK.S.J. Office of the Secretary of the Commission. #486 1032. 86/10/09. Com- 
missioners. Ip. 38200:265-38200:265. 

8610210293 Response opposing Del-Aware Unlimited,! nc 860923 motion to reopen pro- 
ceedings re impacts of operation of Bradshaw reservoir due to failure to comply w/ 
Commission regulations. Certificate of Svc end. 

HODGDON,A.P. Assistant General Counsel for Hearings. #486 1132. 86/10/14. 
Atomic Safety and Licensing Board Panel. 18pp. 38314:071-38314:088. 

8610220107 Forwards correspondence & documents re emergency planning among 
util.NRC.Commonwealth of PA & other govt agencies. Related correspondence. 
CULLEN, E.J. Philadelphia Electric Co. #486 1153. 86/10/14. MULLIGAN,M. Limerick 
Ecology Action. 2pp. 38322:334-38322:335. 

8610210071 Memorandum & Order CLI-86-1 8, denying RL Anthony/ Friends of the Earth 
860625 motion requesting that Conner & Wetterhahn be barred from further represen- 
tation & record of offsite emergency planning be reopened.Served on 861 01 7. 
CHILK,S.J. Office of the Secretary of the Commission. #486 1116. 86/10/16. 
ANTHONY,R.L. Anthony, R.L 9pp. 38305:041-38305:049. 

8610220142 Proposed findings of fact & conclusions of law in form of suppi to fourth 
partial initial decision re remanded contention concerning manpower mobilization at 
Graterford. Certificate of Svc end. 

VOGLER.B.H. Assistant General Counsel for Hearings. #486 1166. 86/10/16. 18pp. 
38326:233-38326:250. 

8610240038 Forwards proposed findings of fact & conclusions of law. 

OTTO,T.G. Pennsylvania, Commonwealth of. #486 1224. 86/10/16. HOYT,H.F., 
COLE.R.F., HARBOUR,J. Atomic Safety and Licensing Board Panel. Ip. 38346:084- 
38346:090. 

-8610240049 Proposed findings of fact & conclusions of law on contention re manpow- 
er mobiiization.W/Certificate of Svc. 

OTTO,T.G. Pennsylvania, Commonwealth of. 86/10/16. 6pp. 38346:085-38346:090. 

8610210299 Proposed findings of fact & conclusions of law re issue of manpower mobi- 
lization & adequacy of communication sys to be used in event of 
emeraency.Certificate of Svc end. 

LOVE,A.R. Graterford Inmates. LOVE.A.R. Montgomery County Legal Aid Service. 
#486 1134. 86/10/17. 22pp. 38313:250-38313:271. 

8610220254 Proposed findings of fact & conclusions of law in form of suppi to fourth 
partial initial decision on offsite emergency planning contentions re 

Graterford.Certificate of Svc end. 

CONNER,T.B. Philadelphia Electric Co. CONNER.T.B. Conner & Wetterhahn. #486 
1170. 86/10/17. 28pp. 38323:011-38323:038. 

8610270126 Brief supporting appeal of suppi to third partial initial decision served on 
860909. Board timing in serving decision rendered issue moot.Certificate of Svc end. 
STONE,D.M., MULLIGAN,M. Limerick Ecology Action. #486 1250. 86/10/20. Atomic 
Safety and Licensing Appeal Panel. 20pp. 38360:032-38360:051. 

8610270065 Order extending time until 861121 for Commission to act to review ALAB- 
845.Served on 861024. 

CHILK,S.J. Office of the Secretary of the Commission. #486 1241. 86/10/24. Com- 
missioners. Ip. 38359:090-38359:090. 

8610290343 Notice of ASLAB reconstitution.CN Kohl,chairman & GJ Edies & HA 
Wilber,members.Served on 861028. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #486 1282. 86/10/24. 
Ip. 38400:346-38400:346. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610220096 Responds to IE Bulletin 85-003, "Motor-Operated Valve Common Mode 
Failure During Plant Transients Due to Improper Switch Settings.” Design basis differ- 
ential pressure info & scope of testing discussed.Related correspondence. 

KEMPER, J.S. Philadelphia Electric Co. #486 1154. 86/10/02. MURLEY.T.E. Region 
1, Office of Director. 14pp. 38330:340-38330:353. 

6609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE O^mpliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210003 Responds to NRC 860911 Itr re violations noted in Insp Rept 50-362/86- 
17.Corrective actions: Primary Containment Isolation Valves HV-087-120B & HV-087- 
1 21 B tested & returned to operable status on 86071 8. Related correspondence. 
COONEY,M.J. Philadelphia Electric Co. #486 1158. 86/10/10. GALLO, R.M. Region 1, 
Office of Director. 7pp. 38305:181-38305:186. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppi 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610310219 Forwards Resident Safety Insp Rept 50-353/86-12 on 860804-0928 & 
notice of violation. 

GALLO,R.M. Region 1. Office of Director. 86/10/22. KEMPER,J.S. Philadelphia Elec- 
tric Co. 2pp. 38418:018-38418:020. 

—8610310224 Notice of violation from insp on 860804-0928. 

* Region 1, Office of Director. 86/10/22. Ip. 38418:020-38418:020. 

-8610310227 Insp Rept 50-353/86-12 on 860804-0928. Violations noted: as-built pipe 
support configuration inconsistent w/ engineering drawings & diesel generator vendor 
storage requirements for Woodward governors not implemented onsite. 
ESELGROTH.P.W. Region 1, Office of Director. 86/10/17. 14pp. 38418:021- 
38418:034. 


R. Periodic operating reports & related correspondence 

8610220087 Monthly operating rept for Sept 1986.W/861015 Itr.Related correspond- 
ence. 

ALDEN,W.M. Philadelphia Electric Co. #486 1155. 86/09/30. 7pp. 38322:352- 
38322:358. 


S. Reportable occurrences, LERs & related correspondence 

8610070131 Final Significant Deficiency 179 re reactor projection sys power supply cir- 
cuit breaker shunt trip coil failures. Initially reported on 86061 3. Breaker mfg drawings 
revised to change spin-over amount. 

KEMPER,J.S. Pliiladelphia Electric Co. 86/07/08. MURLEY,T.E. Region 1, Office of 
Director. 5pp. 38115:167-38115:170. 

8610080106 Special rept:on 860903.north stack wide range accident monitor declared 
inoperable due to failure of sample pump to provide proper sample flow.Caused by 
torn diaphragm.Pump replaced.Related correspondence. 

LEITCH,G.M. Philadelphia Electric Co. #486 0996. 86/09/16. MURLEY.T.E. Region 1, 
Office of Director 4pp. 38137:313-38137:316. 

8610080118 Special rept:on 860624, performance of surveillance test on triaxial re- 
sponse spectrum analyzer (TRSA) indicated that unit inoperable.Caused by 240-ohm 
resistors overheating. Defective amplifier replaced.Related correspondence. 
LEITCH.G.M. Philadelphia Electric Co. #486 0995. 86/09/29. MURLEY.T.E. Region 1. 
Office of Director. 4pp. 38137:317-38137:320. 


T. Hearing transcripts on non-antitrust matters 

8610220256 Proposed corrections to transcript of 861017 remand hearings in captioned 
proceeding on notification & mobilization of staff at state correctional institution at 
Graterford. Certificate of Svc end. 

RADER. R.M. Philadelphia Electric Co. RADER.R.M. Conner & Wetterhahn. #486 
1169. 86/10/17. 5pp. 38323:001-38323:005. 


V. Operator Examinations 

8610060063 Responds to 860711 Itr re untimely submittal of medical histories for opera- 
tor license renewals.Improved administrative program tor operator license renewal 
discussed. Related correspondence. 

DALTROFF.S.L Philadelphia Electric Co. #486 0515. 86/08/22. KISTER.H.B. Region 
1, Office of Director. 3pp. 38090:365-38090:357. 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8610100359 Informs that util will consolidate protected areas of facilities under provi- 
sions of 10CFR50.54(p).Const schedules & scheduled combining date listed in 
end Enel withheld 

MCNEILL, C.A. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 
MURLEY.T.E. Region 1. Office of Director. 2pp. 38194:126-38194:127. 

8610090476 Confirms understanding of State of NJ & util agreement to reschedule 
861113 emergency preparedness exercise to 861112, per NRC requesLFEMA con- 
curs w/schedule change, per 860924 discussion. 

MARTIN.T.T. Region 1, Office of Director. 86/10/02. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38179:146-38179:147. 
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8610240183 Forwards agenda for 861030-31 earfy eniergency responders workshop in 
Wiiiow GrcvePA,pef TE Mudey Aiic 1986 (tr, 

MARTiNJ.T. Re^on 1, Of^ce of Director. 88/10/08. CONVERSE, R.J. New York 
Power Authority Power Authority of the State of New York). LICHTEN- 

BERGER Combustion Er^ineering, Inc. BICKERTON.G.E, Agriculture, Dept of. 9pp. 
38350*.223-38350:231. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 


8610210249 Rev 5 tc emergency event dassifcation guide. 

* PuWk: Service Electric & Gas Co. of New Jersey. 86/10/20. 130pp. 38314:191- 
38314:320, 

8610240392 Revised emergency planjnduding Rev 14 to table of contents, Rev 8 to 
Secbon 2.0, "Assignment of Responsibility." Rev 9 to Section 3.0, ‘‘Organization’’ & 
Rev 10 to Section 16,0, “Racfiolc^ical Emei^ency Response...." 

* Public Savice Eiecthc & Gas Co. of New Jersey. 86/10/20. 89pp. 38355:033- 
38355:117. 

8610270131 Revised emergency plan procedures, including Rev 1 to EP-1-1, “Actions 
Recpred Durlr^ Emergency,” Rev 3 to EP-l-18. "Operations Support Ctr Activation & 
Operation" & Rev 0 to EP-i-19, “Administrative Support Guidelines....” 

* PuWk: Service Electric & Gas Co. of New Jersey. 86/10/24. 97pp. 38360:056- 
38360:152. 


8610290319 Rev 4 to Vol 2 of emergency plan procedures, including EP IV-101, “Tech- 
racal Support Ctr," EP iV-102, "Control Point Activation & Evacuation” & EP IV-106, 
"Ccsitouterized Effluent Dose Calcuiations." 

* Pubfic Service Electric & Gas Co. of New Jersey. 86/10/24. 237pp. 38401:232- 
38402:108. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
cctfnpitance w/1(XJFR50,49, ‘‘Envkon Qualification of Electric Equipment Important to 
Safety for Nudear Power Plants," Svc list end. 

DEOTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Bectric Co. 49pp. 38058:216-38058:265. 

8610160078 Forwards changes to initia! startup test pfogram.Marked-up FSAR 
pa^, incorporating changes, dso end. 

Service Electric & Gas Co. of New Jersey. 86/09/29. 
MUflJEY.T.E, Region 1, Office of Oirector. 5pp. 38270:181-38270:186. 

8610160^1 Forwarcte changes to ir^ startup test program per requirements of U- 
^se Condition 2.C. 10 Justification, safety evaluation & marked-up FSAR page also 

J®raey. 86/10/02. 

MURLEY.T.E Region 1, Office of Offector. 38265:344-38265:349. 

Generating Station Hot/Cold Loss of 
Poww Obsew^n RMt,‘ in response to 860924 Confirmatory Action Ltr 86-12 re- 
860911-19 loss Of offsite power tests. 

KiSj & Gas Co. Of New Jersey, 86/10/03. 

MURLEY.T.E, Rei^ 1. Office of Director. 13pp. 38263:198-38263:354. ^ 

Generating Station Hot/Cold Loss of Power Obser- 

^P^^Senrica Electric & Gas Co. of New Jersey. 86/10/03. 144pp. 38263:211- 

86102000/7 Forwards fee for 860630 appitoation for amend to License NPF -57 re 
sjgte k^tjeratioj & ^704 a^lication re containment purge operability. 
k^Eja,CA Public Service Electric & Gas Co of ^ 

AOENSAM.E BVffl Prefect Darectorate 3. 2|^, 38293::M3-38293:294. ^ 

8610150010 Modifies 860924 Confkmatory Action Ltr S6-12Der 861006 teitvtn Paefgrf 

iissai5K;iAJs,?ar” 

Summa ry tH 860911 meeling w/BWR Ovmars Group in Bethesda MD r» 
strawman genenc requaements for enWtoina BWR conSmnent ^ 

^ ««« c<»«»n,.Seco,xl " 

SM7W1Mffi75^ ^ svm P«>iect t»aptora,e 2 . 

to Genaric Ltr 

38288:357. AOitetion Gtvea 12pp. 38289:346. 

t»ter» 01 , 

SLSoSSSt.** crodenlials 

5gHjE5Sp*?iS?7’y^®*;?Me8ta<(wrS*30tjays. 

&LUCA Ptirsc Servi 

Program raiang 
C<>nflrn«lo.y Mlant Tea 



8107230047 Rev 1 to IE Info Notice 80-32. “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o sve list. 

* Office of Inspection & Enforcement. Director (Post 820201), 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610070281 Confirmatory Action Ltr 86-12,confirming 860923 telcon re dispatch of insp 
team to assess anomalies concerning recent loss of offsite power tests.Actions to be 
taken listed. 

MURLEY.T.E. Region 1. Dffice of Director. 86/09/24. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 381 1 8:345-3811 8:346. 

8610080042 Forwards Safety Insp Rept 60-354/86-40 on 860812-0908 & notice of vio- 
lation. 

GALLD.R.M. Region 1, Office of Director. 86/09/26. MCNEILL, C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38132:347-36132:359. 

-8610080046 Notice of violation from insp on 860812-0906. 

* Region 1, Office of Director. 86/09/24. Ip. 38132:349-38132:349. 


-8610080049 Insp Rept 50-354/86-40 on 8608 12-0908. Violation noted; operator aids 
identified in 120-volt, IE electrical distribution Panels 1AJ481,1BJA81,1CJ481 & on 
relay cabinets in lower control equipment room not formally approved. 

NORRHOLM,L Region 1. Office of Director. 86/09/25. 10pp. 38132:360-38132:359. 


8810160423 Responds to NRC 860826 ltr re violation noted in Insp Rept 60-354/86- 
35.Correctlve actions:procedure modified to incorporate pump flow value & power as- 
cension manager counseled test engineers re attention to detailed analysis. 
MCNE1LL,C.A. Public Service Electric & Gas Co. of New Jersey. 86/09/29. 
MURLEY.T.E. Region 1. Office of Director. 3pp. 38273:170-38273:173. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Sve list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 85021 2). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8610080332 Forwards Safety Insp Rept 50-354/86-43 on 860902-06.No violations 
noted. 

iBNETERjS.D. Region 1, Office of Director. 86/09/30. MCNEILL.C.A. Public Service 
Electnc & Gas Co. of New Jersey. 2pp. 381 77:092-381 77:103. 


-8610080337 Safety Insp Rept 50-351/86-43 on 860902-05.No violations notedMalor 
areas inspected:overall power ascension test program, including procedure reviews & 
^ independent measurements & verifications. 

•^®9ion 1, Office of Director. 86/09/22. 9pp. 38177:094- 

38177:103. 




M 4 ff B6-085, Enforcement Actions Against Medical 

Misadministrations." Sve list end. 

'nspection Programs (Post 850212). 86/10/03, Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

50-354/86-41 on 860813-0902.NRC concerned 
? reasons that led to operation of plant w/reactor bldg to suppression 
P'^®®®ure relief sys in inoperable condition. 

A, Director. 86/10/06. MCNEILL, C.A, Public Service 

Electric & Gas Co. of New Jersey. 2pp. 38264;322-38264:347. 

50-354/8^1 on 860813-0902.Malor areas inspected: esuses 
svs inooerah£ nf ^'^*9 'p suppression chamber pressure relief 

NORRHn?M ^ SLn/nr. ! 5®,$?“®® ®y® ensures primary containment integrity. 

NURRHOLM.L Region 1, Office of Director. 66/09/24. 24pp. 38264:324-38264:34/. 

8 6101 5 048 4 Foroards Ssfely insp Rept 50-354/86.44 on 860908-1 iNo vioiatlons or 


-001U1W4W insp Rept 50-354/86-44 on 860908-12 No violations noted Maior areas 

aollviUes, previously Identlfisd 

“pMKflimMKtl^^’ '’''SC'AK.WJ. Region 1, Office of Direotor. 86/10/06. 

58-003, “Potentiai Failure of Multipla ECCS Pumps 
Due to angle Failure of Air.Operated Valve in Min Flow ReMffin 

880101^86/10/10. Conso.fflTdls'^'^^'^f’SeJt l3a?r:«6?^‘1^4SS: 


fer." Sve list end. loss of Offsite Poweir Upon Automatic Bus Trans- 

“sS.EI-i2S!;3r“" tss 
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-8610200069 "Hope Creek Generating Station Inservice Exam Program Submittal for 
First 10-Yr Interval." 

LAKE,L.W. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 138pp. 
38292:295-38293:072. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610280069 Modifies 860924 & 1007 Confirmatory Action Ltrs 86-12,per 861011 
tetcon.Startup authorized to conduct tests delineated in 86101 1 Itr. 

MURLEY,T.E. Region 1. Office of Director. 86/10/16. MCNEILL.C.A. Public Service 
Electric & Gas Co. of New Jersey. 2pp. 38366:345-38366:346. 


R. Periodic operating reports & related correspondence 

8610210320 Fonivards monthly operating rept for Sept 1986 & revised shutdown sum- 
mary for Aug 1 986. 

SALVESEN,R.S. Public Service Electric & Gas Co. of New Jersey. 86/10/13. Record 
Services Branch (Document Control Desk). lp. 38314:105-38314:111. 

-8610210323 Monthly operating rept for Sept 1986. 

PH1LLIPS,M. Public Service Electric & Gas Co. of New Jersey. 86/09/30. 5pp. 
38314:106-38314:110. 

-8610210327 Revised monthly operating rept for Aug 1986 re unit shutdowns & power 
reductions. 

PHILLIPS,M. Public Service Electric & Gas Co. of New Jersey. 86/08/31. Ip. 
38314:111-38314:111. 


S. Reportable occurrences, LERs & related correspondence 

8610080031 LER 86-063-00:on 860828,determined that 12 air-operated valves had so- 
lenoid valves installed with operating air supply pressure rating less than max.Caused 
by design inadequacy. Valves replaced.W/860929 Itr. 

BIRLEY.R.G., SALVtSEN,R.S. Public Sen/ice Electric & Gas Co. of New Jersey. 86/ 
09/26. 4pp. 38133:335-38133:338. 

8610100010 Part 21 & deficiency rept re Synchro-Start Type ESSB speed 
switches.lnitially reported on 860822.Speed switches currently in svc or designated for 
svc will be tested for relay contact closure & relay contact condition. 

DRISCOLL, H. Louis-Allis Co. 86/09/26. FORNEY,W.L. Region 3, Office of Director. 
9pp. 381 93:061 -381 93:069. 

8610100508 LER 86-065-00:on 860906.reactor scram occurred due to reactor low water 
Level 3 signal.Caused by unstable control of reactor feedpump C due to incomplete 
tuning of associated controller electronics.Tuning completed.W/860926 Itr. 
BIRELEY,R.G„ SALVESEN,R.S. Public Service Electric & Gas Co. of New Jersey. 86/ 
09/29. 4pp. 38193:309-38193:312. 

8610100403 LER 86-033-01 :on 860703,whlle returning post-accident monitoring level 
transmitter to svc following calibr, Channel B LOCA logic & ECCS & ESF equipment 
initiated.Caused by personnel error.Procedures developed.W/860930 Itr. 

B1RLEY,R.G., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 86/ 
09/30. 5pp. 38202:146-38202:150. 

8610100463 LER 86-064-00:on 860831 , reactor scram occurred on valid Level 3 
signal.Caused by tow reactor water level due to feed pump trip which occurred after 
reactor level swelled to Level 8.Procedure re feed pump reset revised.W/860930 Itr. 
MARY,P., SALVESEN,R.S. Public Service Electric & Gas Co. of New Jersey. 86/09/ 
30. 4pp. 38194:262-38194:265. 

8610100217 LER 86-061 -01 :on 860822,HPCI sys received spurious Level 2 initiation 
signal from Channel A reactor vessel water level instrumentation.Caused by hydraulic 
transient within common ref sensing tine.Sampling procedure revised.W/861006 Itr. 
BiRLEY,R.G., SALVESEN.R.S. Public Service Electric & Gas Go. of New Jersey. 86/ 
10/06. 4pp. 38195:332-38195:335. 

8610140236 LER 86-039-01 :on 86071 4,inadvertent Channel A LOCA logic actuation 
occurred-Possibly caused by hydraulic transient magnified by presence of air in sens- 
ing lines.Critical instruments color coded.W/8610021tr. 

BIRLEY.R.G., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 86/ 
10/06. 6pp. 38225:220-38225:224. 

8610160295 LER 86-066-00:on 860907.discovered that surveillance testing of main tur- 
bine bypass valve not performed prior to increasing reactor power above 25%. Caused 
by procedural inadequacy.Survelllance test procedure revised.W/861007 Itr. 
BIRLEY,R,G.. SALVESEN.R.S. Public Service Electric & Gas Co, of New Jersey. 86/ 
10/07. 4pp. 38264:316-38264:319. 

8610210330 RO:on 86091 S.during planned loss of offsite power test,total loss of cooling 
in drywelt occurred. At time of event, administrative procedure in review cycle after 
being revised to reflect change In license conditions. 

SALVESEN,R.S. Public Service Electric & Gas Co. of New Jersey. 86/10/09, Record 
Services Branch (Document Control Desk). 1p. 38314:127-38314:127. 

8610210362 Special Rept 86-0Q3:on 861 003, seismic instrumentation sys monitoring in- 
strument discovered inoperable since 860715. Caused by personnel error.Repair & re- 
testing of instrument initiated. 

BIRELY,R.G., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 86/ 
10/13. Record Services Branch (Document Control Desk). 4pp. 38312:196-38312:199. 

8610200104 Summary of 861006 Operating Reactor Events Meeting 86-35 re events 
since last meeting on 860929.As|^pees should review identified responsibilities & 
completion dates & advise if datds cannot be met.Attendance list & viewgraphs end. 
HOLAHAN,G.M. Operating Reactpi^ Assessment Staff (post 851125). 86/10/14. 
DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 23pp. 
38299:341-38300:002. 


8610230254 LER 86-067-00:on 86091 /.accident monitoring instrumentation 

inoperable.Caused by loss of power due to design oversight. Design change to con- 
nect acoustic monitors & noted recorders to uninterruptible power supply 
implemented.W/861013 Itr. 

MARY.P., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 86/10/ 
14. 5pp. 38343:349-38343:353. 

8610210244 LER 86-068-00:on 86091 6,discovered Tech Spec action statement allow- 
able time exceeded for inoperable north plant vent (NPV) flow rate monitor 
channel.Caused by personnel error. All effluents to NPV isolated.W/861013 Itr. 
BIRLEY.R.G., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 86/ 
10/15. 4pp. 38313:158-38313:161. 

8610280030 LER 86-062-00:on 860920, discovered monthly functional test of drywell 
floor & equipment sump flow monitor not compieted.Caused by 
mIsunderstandIng.Procedure revised. W/861017 Itr. 

MERRITT,W.J., SALVESEN.R.S. Public Service Electric & Gas Co. of New Jersey. 86/ 
10/17. 4pp. 38368:080-38368:083. 

8610280292 Discusses licensee 860808 discovery of incorrectly installed pressure sens- 
ing line & NRC actions to ensure that similar errors do not exist,in response to 860822 
Itr.lnsp rept detailing NRC followup end. 

STELLO.V. Office of the Executive Director for Operations. 86/10/21. CURRAN, B.A. 
New Jersey, State of. 3pp. 38386:169-38386:203. 

-6610280314 Discusses 860808 unusual event declared after discovery of incorrectly 
installed pressure relief sensing tines.Info re NRC actions to ensure that similar condi- 
tions do not exist requested. 

CURRAN,B.A. New Jersey, State of, 86/08/22. ZECH,L.W. Commissioners. 3pp. 
38386:201-38386:203. 

8610280547 LER 86-069-00:on 860924, full reactor scram originating from nuclear instru- 
mentation sys occurred.Caused by spurious inoperative trip of intermediate range 
monitor G.Testing procedures will be revised. W/861 024 Itr. 

BIRLEY.R.G., SALVESEN.R.S. Public Sen/ice Electric & Gas Co. of New Jersey. 86/ 
10/24. 4pp. 38380:144-38380:147. 


DOCKET 50-356 UNIV. OF ILLINOIS RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 

8610060961 “Annual Rept.Low Power Reactor Assembly Reactor.” W/860924 itr. 
POHLOD.C.S., WILLIAMS.J.G., MICKLICH.B.J. Illinois. Univ. of, Urbana, IL. 86/07/31. 
3pp. 38110:334-38110:336. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Appilcatlon/construction stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safefy for Nuclear Power Plants.” Svc list end. 

DENtON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Forwards App D & E documents. Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload.w/priority 
lndicated.Requests assistance w/scheduling ACRS & hearings. 

JACKSON, R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 66-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Ucensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 
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8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. (Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. (Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppl 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 
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8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R, Office of Nuclear Reactor Regulation, Director (post 851 1 25). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:266. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities-Forwards App D & E documents. Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated. Requests assistance w/ scheduling ACRS & hearings. 

JACKSON, R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851124). 7pp. 381 40; 174-381 40; 180. 

8610080360 Withdraws listed applications to amend Licenses NPF-10 & NPF-1 5, chang- 
ing Tech Specs re pressurizer pressure, diesel generator & fire protection. 
MEDFORD.M.O. Southern California Edison Co. 86/09/30. KNIGHTON.G.W. PWR 
Project Directorate 7. 2pp. 38166:289-38166:290. 


F. Security, medical, emergency & fire protection plans 

8610080360 Withdraws listed applications to amend Licenses NPF-10 & NPF-1 5, chang- 
ing Tech Specs re pressurizer pressure, diesei generator & fire protection. 
MEDFORD.M.O. Southern Callfomia Edison Co. 86/09/30. KNIGHTON.G.W. PWR 
Project Directorate 7. 2pp. 38166:289-38166:290. 

8610140264 Advises that 860K)8 Rev 9 & 860917 Rev 9A to physical security plan con- 
sistent w/provisions of 10CFR50.54(p) & acceptable.Portion indicated in end 
unacceptable.Rev 9 deletion will be restored.EncI withheld (ref 10CFR73.21). 
SCARANO,R.A. Region 5, Office of Director. 86/09/30. MORGAN.H.E. Southern Cali- 
fornia Edison Co. 5pp. 38224:237-38224:241. 


8610080380 Revised proposed Tech Spec Change PCN 192.in response to Generic Ltr 
84-15 concerning cold fast start testing. AddI justification also encl.per 860814 meet- 
ing. 

MEDFORD.M.O. Southern California Edison Co. 86/09/30. KNIGHTON.G.W. PWR 
Project Directorate 7. 12pp. 38165:273-38165:318. 

-8610080384 Revised proposed Tech Specs re cold fast start testing. 

* Soutt^ern California Edison Co. 86/09/30. 25pp. 38165:285-38165:309. 

-8610080389 Rev 2 to Chemistry Procedure S0123-III-6.6, “Diesel Fuel Oil Specs & 
Testing Requirements." 

* Southern California Edison Co. 86/06/30. 9pp. 38165:310-38165:318. 


8610100625 Forwards response to 10CFR2.206 petition filed by city of Laguna 
Beach,CA re expansion of emergency planning zone. 

MEDFORD.M.O. Southern California Edison Co. 86/10/03. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 54pp, 38202:278-38202:331. 

8610090479 Forwards request for add! info re util 840319 updated fire hazards analysis 
rept & requests for approval of deviations from 10CFR50.App R & Branch Technical 
Position APGSB 9.5-1, App A. 

ROOD.H. PWR Project Directorate 7. 86/10/06. BASKIN,K.P. Southern California 
Edison Co. 7pp. 38183:067-38183:073. 

8610150398 Forwards Safeguards Insp Repts 50-206/86-40,50-361/86-29 & 50-362/ 
86-28 on 860922-26 & 1007.No violations noted.Rept withheld (ref 10CFR2.790(d) & 
73.21). 

MONTGOMERY.J.L. Region 5. Office of Director. 86/10/09. BASKIN, K.P. Southern 
California Edison Co. 2pp. 38251:335-38251:336. 

8610240311 Forwards proprietary response to 860930 ltr finding Rev 9 to physical secu- 
rity plan unacceptable.Revised changes do not decrease safeguards effectiveness of 
plan.EncI withheld (ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 86/10/09. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38356:322-38356:322. 

8610240265 Responds to 860806 request for assistance in responding to mayor of 
Laguna Beach, CA petition to expand offsite radiological emergency planning to in- 
clude cities of Laguna Beach and South Laguna,CA.Retated info end. 

KRIMM,R.W. Federal Emergency Management Agency. 86/10/21, JORDAN.E.L. 
Office of Inspection & Enforcement, Director (Post 820201). 9pp. 38356:222- 
38356:230. 

8610270464 Requests approval of 870812 as date for next onsite/offsite emergency 
preparedness exercise,in conformance w/NRC 840823 ltr. 

BASKIN,K.P. Southern Callfomia Edison Co. 86/10/21. MARTIN,J.B. Region 5. Office 
of Director. Ip. 38372:254-38372:254. 

8610280250 Advises Uiat 860716 Rev 8A to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

MONTGOMERY, J.L Region 5. Office of Director. 86/10/23. MORGAN.H.E. Southern 
CJalifornia Edison Co. Ip. 38379:159-38379:159. 

8610310114 Revised emergency plan implementing procedures, including Rev 2 to 
S0123-VIII-60.1, "Shift Commander Duties," Rev 3 to S023-VIII-1, “Recognition & 
Classification of Emergencies" & Rev 3 to S0123-V1II-60.W/861027 ltr. 

21NTL,W.G. Southern California Edison Co. 86/10/27. MARTIN, J.B. Region 5, Office 
of Director, 1 77pp. 38417:1 79-3841 7:355. 


P. Operating license stage documents 8 correspondence 


8610280090 Forwards Change Notice 16 to Amend 9 to SCE-I-A, “QA Program.” 
Changes reflect revs to control of nonconforming matls, parts or components.Change 
will be incorporated into next topical rept amend. 

MEDFORD.M.O. Southern California Edison Co. 86/10/08. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38368:009-38368:014. 

-8610280094 Change Notice 16 to Amend 9 to, “QA Program.” 

BASKIN, K.P. Southern California Edison Co. SCE-I-A A 09 R16. 86/10/08. 5pp. 
38368:010-38368:014. 

8610280140 Forwards Change Notice 17 to Amend 9 to SCE-I-A “QA Program." 
Changes reflect revs to organization structure & responsibility of QA program.CJhange 
will be incorporated into next topical rept amend. 

MEDFORD.M.O. Southern California Edison Co. 86/10/14. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38394:212-38394:223. 

-8610280144 Change Notice 17 to Amend 9 to, “QA Program." 

BASKIN.K.P. Southern California Edison Co. SCE-I-A A 09 R17. 86/10/14. 10pp. 
38394:213-38394:223. 

8610270402 Forwards existing & proposed plant electrical elementary di^rams.ac 
sources Inoperablllty/action table & diesel generator load test results.per NR(J 860814 
request for addi info re proposed Tech Spec change.W/13 oversize drawings. 
MEDFORD.M.O. Southern California Edison Co. 86/10/20. KNIGHTON.G.W. PWR 
Project Directorate 7. 3pp. 38390:127-38390:147. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610300405 Notification of 861030 meeting w/util in Bethesda.MD to discuss effect of 
high energy line break on control sys. 

ROOD.H. PWR Project Directorate 7. 86/10/22. KNIGHTON.G.W. PWR Project Direc- 
torate 7. 3pp. 38409:073-38409:075- 

8610300386 Notification of cancellation of 861030 meeting w/util in Bethesda,MD to 
discuss effect of high energy line break on control sys. 

ROOD.H. PWR Project Directorate 7. 86/10/28. KNIGHTON.G.W. PWR Project Direc- 
torate 7. 3pp. 38411:256-38411:258. 

8610300315 Forwards design rept for refueling water storage tanks (RWST) A docu- 
ments re equipment at grade, tank end structure basemat & RWST reevaluation using 
tank structure basemat response spectra, for NRC confirmation of design adequacy. 
MEDFORD.M.O. Southern California Edison Co. 86/10/29. GRIMES.C.I. Integrated 
Safety Assessment Project Directorate. 226pp. 38410:354-38411:219. 


8610270260 Forwards Teiedyne Isotopes, “Rept of Analysis." Rept includes results of 
radiochemical analyses of nuclides Sr-89,Sr-90,Fe-55,tritium A other gamma emitting 
isotopes on sample sent by NRC ref iab in Idaho Fails. 

CHICK, S.W. Southern California Edison Co. 86/09/08. HAMADA,G.H. Region 5. 
Office of Director. Ip, 38372:315-38372:320. 

-6610270265 "Rept of Analysts." 

* Teiedyne Isotopes Midwest Laboratory. 86/08/20. 5pp. 38372:316-38372:320. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38361 :075-38351 :078. 


8610060005 Forwards Amends 55 & 44 to Ucenses NPF-10 & NPF-1 5, respectively & 
safety evaIualion.Amends revise Tech Specs 3/4.5.2, "ECCS Subsystems - Tavg 
Greater Than or Equal to 350 F." 

RCX>D,H. PWR Prefect Directorate 7. 86/09/09. BASKIN,K.P. Southern California 
Edison Co. HOLCOMBE,J.C, San Diego Gas & Electric Co. 3pp. 38114:038- 
38114:061. 

-8610060012 Amends 55 & 44 to Ucenses NPF-10 A NPF-15.respective(y, revising 
Te^ Spe^ 3/4.5.2, "ECCS Subsystems - Tavg Greater Than or Equal to 350 F." 
ROOD.H. PWR Project Directorate 7. 86/09/09. 16pp. 381 1 4:041 -381 1 4:056. 


evaluation supporting Amends 56 A 44 to Ucenses NPF-10 A 
k?i4?S7^ii2^ Reactor Regulation. Director (post 851125). 86/09/09. 5pp. 


8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection A Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :079-38351 :082. 

8610150219 Forwards Insp Repts 50-206/86-38,50-361/86-28 A 50-362/86-27 on 
860902-05.No violations noted. 

PATE.R.J. Region 5, Office of Director. 86/09/23. BASKIN,K.P. Southern California 
Edison Co. 2pp. 38240:247-38240:252. 

-8610150292 insp Repts 50-206/86-38.50-361/86-28 A 50-362/86-27 on 860902- 
05.No violations or deviations noted.Major areas inspected:previous insp findings, TMI 
Items A TDl emergency diesel generator 10CFR21 followup, 

WILLETr.D.. RICHARDS,S. Region 5, Office of Director, 86/09/18. 4pp. 38240:249- 
38240:252. 
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8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8610090034 LER 86-025-00:on 860829, Train B of toxic gas isoiation sys actuated con- 
trol room emergency air cleanup sys on high butane gas level.Caused by use of 
cleaning agents near butane analyzer.Use of cleansers discontinued.W/860929 Itr. 
MORGAN, H.E. Southern California Edison Co. 86/09/29. 2pp. 38181:104-38181:105. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212), 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610170054 LER 86-027-00:on 86091 3, reactor trip generated by all four core protection 
calculator channels.Caused by failed control element assembly Indication due to loose 
solder jointReed switch position transmitter replaced.W/861010 Itr. 

MORGAN, H.E. Southern California Edison Co. 86/10/10. 3pp. 38279:053-38279:055. 


8610100732 Forwards Insp Repts 50-206/86-35.50-361/86-26 & 50-362/86-24 on 
860728-0917 & notice of violation. 

SCARANO.Rj\. Region 5, Office of Director. 86/10/03. BASKIN, K.P. Southern Califor- 
nia Edison Co. 2pp. 38198:099-38198:116. 

—8610100755 Notice of violation from Insp on 860728-0917. 

SCARANO.RA Region 5, Office of Director. 86/10/03, ip. 38198:101-38198:101. 


-8610100773 Insp Repts 50-206/86-35.50-361/86-26 & 50-362/86-24 on 860728- 
0917.Violation notedrfailure to follow [>rocedures per Tech Spec 6.8. 

NORTH,H.S.. RUSSELL,J.E., YUHA^G.P. Southern California Edison Co. 86/10/01. 
1 5pp. 381 98:1 02-381 98:1 1 6. 

8610150180 Partial response to FOIA requesLApp G documents end. Documents also 
available in POR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES,G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 


-M10150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 


MARTIN.J.B. Region 5, Office of Director. 85/08/22. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director ^ost 851125). DAVIS.J.G. Office of Nuclear Material 
Safety & Safeguards,Director. TAYLOR, J.M, Office of Inspection & Enforcement, Di- 
rector (Post 820201). 2pp, 38259:272-38259:273. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 


8610150398 Forwards Safeguards Insp Repts 50-206/86-40.50-361/86-29 & 50-362/ 
86-28 on 860922-26 & 1007,No violations noted.Rept withheld (ref 10CFR2.790(d) & 
73.21). 

MONTGOMERY J.L Region 5. Office of Director. 86/10/09. BASKIN.K.P. Southern 
California Edison Co. 2pp. 38251:335-38251:336. 


8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning fadlities. Forwards documents listed in App K. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. R1LLO.C.J. Thelen, Marrin, 
Johnson & Bridges. 2pp. 38288:167-38288:183. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:1 2^ 


8610140335 Forwards Revs 12 & 7 to inservlce testing & insp programs for Units 2 & 
3,respectively.re reduction in frequency of disassembly & manual Tull stroke testing of 
several check valves. Approval requested before 861210. 

MEDFORD,M.O. Southern California Edison Co. 86/10/10. KNIGHTON.G.W. PWR 
Project Directorate 7, 2pp. 38226:160-38226:191. 

•-8610140370 Rev 12 to inservice testing & Insp program. 

* Southern Callfomla Edison Co. 86/10/31, 15pp. 38226:162-38226:176. 

-8610140374 Rev 7 to inservice testing & insp program. 

* Southern (iailfomia Edison Co. 86/10/31. 15pp. 38226:177-38226:191, 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments," Svc Kst end. 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. ConsoBdated Edison Co. of New York. inc. 107pp. 38331:086- 
38331:191. 


R. Periocite operating reports & related correspondence 

8610290<Kt1 "San Qnofre NUd^ Generating Station Performance Monitoring 
RepLSecond etoarter 1986." W/8ei*023 kr. 

BASKINAP. Southern Caiiomia SBson Co. 86/06/30. KNIGHTON.G.W. PWR Project 
Directorate 7 . 39pp. 383^:32748394:005. 

8610190^ Monthly operating repts for Jut 1986.W/860815 Itr. 

SIACQR^ER., MORGrANJiE Souteem California Edison Co. 86/07/31. 18pp. 
38190:aKI^81j$(fe2-^, 


S. Reportable occurrences, LERs 8 rdatsd corraspondence 


8610300235 PNO-V-86-073:GL McChain,in custody by FBI on parole violation.issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weld records.lnvestigation in progress. 

MARSH.R. Region 5. Office of Director. 86/10/23. Ip. 38405:049-38405:049. 
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F. Security, medical, emergency & fire protection plans 

8610080360 Withdraws listed applications to amend Licenses NPF-10 & NPF-15,chang- 
ing Tech Specs re pressurizer pressure.diesel generator & fire protection. 
MEDFORD.M.O. Southern California Edison Co. 86/09/30. KNIGHTON.G.W. PWR 
Project Directorate 7. 2pp. 38166:289-38166:290. 

8610140264 Advises that 860508 Rev 9 & 860917 Rev 9A to physical security plan con- 
sistent w/provisions of 10CFR50.54(p) & acceptable.Portion indicated in end 
unacceptable.Rev 9 deletion will be restored.EncI withheld (ref 10CFR73.21). 
SCARANO,R.A. Region 5, Office of Director. 86/09/30. MORGAN.H.E. Southern Cali- 
fornia Edison Co. 5pp. 38224:237-38224:241. 

8610100625 Forwards response to 10CFR2.206 petition filed by city of Laguna 
Beach,CA re expansion of emergency planning zone. 

MEDFORD.M.O. Southern California Edison Co. 86/10/03. DENTON.H.R. Office of 
Nuclear Reactor Regulation. Director (post 851125). 54pp. 38202:278-38202:331. 

8610090479 Forwards request for addi info re util 840319 updated fire hazards analysis 
rept & requests for approval of deviations from 10CFR50,App R & Branch Technical 
Position APCSB 9.5-1, App A. 

ROOD.H. PWR Project Directorate 7. 86/10/06. BASKIN, K,P. Southern California 
Edison Co. 7pp. 38183:067-38183:073. 

8610150398 Forwards Safeguards Insp Repts 50-206/86-40,50-361/86-29 & 50-362/ 
86-28 on 860922-26 & 1007.No violations noted.Rept withheld (ref 10CFR2.790(d) & 
73.21). 

MONTGOMERY, J.L Region 5. Office of Director. 86/10/09. BASKIN.K.P. Southern 
California Edison Co. 2pp. 38251:335-38251:336. 

8610240311 Forwards proprietary response to 860930 Itr finding Rev 9 to physical secu- 
rity plan unacceptable.Revised changes do not decrease safeguards effectiveness of 
plan.EncI withheld (ref 10CFR73.21). 

MORGAN.H.E. Southern California Edison Co. 86/10/09. MARTIN,J.B. Region 5, 
Office of Director. Ip. 38356:322-38356:322. 

8610240265 Responds to 860806 request for assistance in responding to mayor of 
Laguna Beach.CA petition to expand offsite radiologicai emergency planning to in- 
clude cities of Laguna Beach and South Laguna, CA.Related info end. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDAN.E.L. 
Office of Inspection & Enforcement, Director (Post 820201). 9pp. 38356:222- 
38356:230. 

8610270464 Requests approval of 870812 as date for next onsite/offsite emergency 
preparedness exercise, in conformance w/NRC 840823 ttr. 

BASKIN, K.P. Southern California Edison Co. 86/10/21. MARTIN.J.B. Region 5, Office 
of Director. Ip. 38372:264-38372:254. 

8610280250 Advises that 860716 Rev 8A to physical security plan consistent w/provi- 
sions of 10CFR50.54(p) & acceptable. 

MONTGOMERY, J.L. Region 5, Office of Director. 86/10/23. MORGAN.H.E. Southern 
California Edison Co. 1p. 38379:159-38379:159. 

8610310114 Revised emergency plan implementing procedures, including Rev 2 to 
S0123-VIII-60.1, "Shift Commander Duties," Rev 3 to S023-VIII-1, "Recognition & 
Classification of Emergencies" & Rev 3 to SO 123-Vl 11-60. W/861 027 itr. 

ZINTL.W.G. Southern California Edison Co. 86/10/27. MARTIN, J.B. Region 5, Office 
of Director. 177pp. 38417:179-38417:355. 


P. Operating license stage documents & correspondence 

8610270260 Fonwards Teledyne Isotopes, "Rept of Analysis." Rept Includes results of 
radiochemical analyses of nuclides Sr-89,Sr“90,Fe-55, tritium & other gamma emitting 
isotopes on sample sent by NRC ref lab in Idaho Fails. 

CHICK,S.W. Southern California Edison Co. 86/09/08. HAMADA.G.H. Region 5, 
Office of Director. 1 p. 38372:31 5-38372:320. 

-8610270265 "Rept of Analysis," 

* Teledyne isotopes Midwest Laboratory. 86/08/20. 5pp. 38372:316-38372:320. 

8610060005 Forwards Amends 55 & 44 to Licenses NPF-10 & NPF-15, respectively & 
safety evaiuation.Amends revise Tech Specs 3/4.5.2, "ECCS Subsystems - Tavg 
Greater Than or Equal to 350 F." 

ROOD.H. PWR Project Directorate 7. 86/09/09. BASKIN, K.P. Southern California 
Edison Co. HOLCOMBE,J.C. San Diego Gas & Electric Co. 3pp. 38114:038- 
38114:061. 

-8610060012 Amends 55 & 44 to Licenses NPF-10 & NPF-15, respectively, revising 
Tech Specs 3/4.5.2, “ECCS Subsystems - Tavg Greater Than or Equal to 350 F.” 
ROOD.H. PWR Project Directorate 7. 86/09/09. 16pp. 38114:041-38114:056. 


86100201^ LEB’ 66626-0^00 660^6iCondenser evacuation sys effluent monitor 2RE- 
7670 toiind inoperable dtie to open isolation valves.Caused by personnel error result- 
ing to misalignmentJ^rsonneit tFained.W/660924 Itr. 

MORGAN, H£. Sduthem Cal'ifomia Edison Co. 86/09/24. 2pp. 38068:015-38068:016. 


-8610060021 Safety evaluation supporting Amends 55 & 44 to Licenses NPF-10 & 
NPF-1 5,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/09. 5pp. 
38114:057-38114:061, 
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8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38068:216-38058:265. 


8610080128 Further response to FOIA request for 16 categories of records re 
facilities-Forwards App D & E documents.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 


-6012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated.Requests assistance w/scheduling ACRS & hearings. 

JACKSON,R.E, Geosciences Branch. 80/10/06. ROE,J. Division of Ucensing 
(800428-851124). 7pp. 38140:174-38140:180. 


8610080360 Withdraws listed applications to amend Licenses NPF-10 & NPF-15,chang- 
ing Tech Specs re pressurizer pressure.diesel generator & fire protection. 
MEDFORD.M.O. Southern California Edison Co. 86/09/30. KNIGHTON.G.W. PWR 
Project Directorate 7. 2pp. 38166:289-38166:290. 


8610080380 Revised proposed Tech Spec Change PCN 192,in response to Generic Ltr 
^-15 concerning cold fast start testing.Addl justification also encl.per 860814 meet- 

mIdFORD.M.O. Southern California Edison Co. 86/09/30. KNIGHTON.G.W. PWR 
Project Directorate 7. 12pp. 38165:273-38165:318. 


-8610080384 Revised proposed Tech Specs re cold fast start testing. 

* Southern California Edison Co. 86/09/30. 25pp. 38165:285-38165:309. 


-8610080389 Rev 2 to Chemistry Procedure SOI 23-111-6.6, “Diesel Fuel Oil Specs & 
Testing Requirements.” 

* Souiliem California Edison Co. 86/06/30. 9pp. 38165:310-38165:318. 


8610280090 Forwards Change Notice 16 to Amend 9 to SCE-1-A, “QA Program." 
Changes reflect revs to control of nonconforming matis, parts or components.Change 
will be incorporated into next topical rept amend. 

MEDFORD, M.O. Southern California Edison Co. 86/10/08. MARTIN. J.B. Region 5. 
Office of Director. Ip. 38368:009-38368:014. 


-8610280094 Change Notice 16 to Amend 9 to, “QA Program." 

BASK1N.K.P. Southern California Edison Co. SCE-1-A A 09 R16. 86/10/08. 5pp. 
38368:010-38368:014. 


8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed in App K. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. RtLLO.C.J. Thelen, Marrin, 
Johnson & Bridges. 2pp. 38288:167-38288:183. 


-8610150292 Insp Repts 50-206/86-38.50-361/86-28 & 50-362/86-27 on 860902- 
05.No violations or deviations noted.Major areas inspected:previous insp findings.TMI 
Items & TDI emergency diesel generator 10CFR21 followup. 

WILLETT.D.. RICHARDS.S. Region 5, Office of Director. 86/09/18. 4pp. 38240:249- 
38240:252. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610100732 Forwards Insp Repts 50-206/86-35,50-361/86-26 & 50-362/86-24 on 
860728-0917 & notice of violation. 

SCARANO.R.A. Region 5, Office of Director. 86/10/03. BASKIN.K.P. Southern Califor- 
nia Edison Co. 2pp. 38198:099-38198:116. 

-8610100755 Notice of violation from Insp on 860728-0917. 

SCARANO,R.A. Region 5, Office of Director. 86/10/03. Ip. 38198:101-38198:101. 

-8610100773 Insp Repts 50-206/86-35,50-361/86-26 & 50-362/86-24 on 860726- 
0917.Violation noted:failure to follow procedures per Tech Spec 6.8. 

NORTH.H.S., RUSSELL,J.E., YUHAS,G.P. Southern California Edison Co. 86/10/01. 
15pp. 38198:102-38198:116. 

8610150180 Partial response to FOIA request.App G documents end. Documents also 
available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 
V. 

MARTIN,J.B. Region 5, Office of Director. 85/08/22, DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38259:272-38259:273. 

8610060249 iE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


-8610170275 Confirms request for technical assistance on allegations by EE Kent re 
items 2,5,6 & 8.Region V intends to satisfactorily resolve dl allegations prior to issu- 
ance of license to facility scheduled for 821 1 1 5. 

CREWS, J.L Division of Resident.Reactor Project & Engineering Programs. 82/10/29. 
EISENHUT.D.G. Division of Ucensing (800428-851124). 2pp. 38288:171-38288:173, 

8610280140 Forwards Change Notice 17 to Amend 9 to SCE-1-A “QA Program." 
Changes reflect revs to organization structure & responsibility of QA program.Change 
will be incorporated into next topical rept amend. 

MEDFORD, M.O. Southern California Edison Co. 86/10/14. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38394-21 2-38394:223. 


8610150398 Forwards Safeguards Insp Repts 50-206/86-40,50-361/86-29 & 50-362/ 
86-28 on 860922-26 & 1007.No violations noted.Rept withheld (ref 10CFR2.790(d) & 
73.21). 

MONTGOMERY, J.L. Region 5, Office of Director. 86/10/09. BASKIN, K.P. Southern 
California Edison Co. 2pp. 38251:335-38251:336. 

8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed In App K. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. RILLO,C.J. Thelen, Marrin, 
Johnson & Bridges. 2pp. 38288:167-38288:183. 


-8610280144 Change Notice 17 to Amend 9 to, “QA Program." 

BASKIN.K-P. Southern California Edison Co. SCE-1-A A 09 R17. 86/10/14, 10pp. 
38394:213-38394223. 

8610270402 Forwards existing & proposed plant electrical elementary diagrams,ac 
sources inoperabiiity/action table & diesel generator load test results, per NRC 860814 
request for addi Info re proposed Tech Spec change.W/13 oversize drawings. 
MEDFORD,M.O. Southern California Edison Co. 86/10/20. KNIGHTON.G.W. PWR 
Project Directorate 7. 3pp. 38390:127-38390:147. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation modefs.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director toost 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610300405 Notification of 861030 meeting w/util in Bethesda.MD to discuss effect of 
high energy line break on control sys. 

ROOO.H. PWR Project Directorate 7. 86/10/22. KNIGHTON.G.W. PWR Project Direc- 
torate 7. 3pp. 38409:073-38409:075. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610140335 Forwards Revs 12 & 7 to inservice testing & insp programs for Units 2 & 
3,respectivety.re reduction in frequency of disassembly & manual full stroke testing of 
several check valves.Approval requested before 861210. 

MEDFORD.M.O. Southern California Edison Co. 86/10/10. KNIGHTON.G.W. PWR 
Project Directorate 7. 2pp. 38226:160-38226:191. 


8610300386 Notification of cancellation of 861030 meeting w/util in Bethesda,MD to 
discuss effect of high energy line break on control sys. 

ROOD,H. PWR Proiect Directorate 7. 86/10/28. KNIGHTON.G.W. PWR Project Direc- 
torate 7. 3pp. 3841 1 :256-3841 1 :258. ' 


8610300315 Forwards design rept for refuefing water storage tanks (RWST) & docu- 
ments re equipment at grade.tank end structure basemat & RWST reevaluation using 
tank structure basemat response spectra,for NRC confirmation of design adequacy 
MEDFORD, M.O. Southern California Edison Co. 86/10/29. GRIMES.C?!. IntSrat^ 
Safety Assessment Project Directorate. 226pp. 3841 0:354-3841 1 *21 9 


Q. inspection reports, fE Bulletins & correspondence 

8103300409 tE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc fist 

* Offk» of In^tiOT & Enfofcernem, Director (Post 820201). 81/10/23. Consolidated 
Edison Ca New York, Inc. 4pp. 38351:075-38351:078, 

8107M0047 Rev 1 to JE Info N(^ 80-32. "Clarification of Certain Requirements for 
Exdosive-Use Shipments of Ratfioactive Matte.” W/o svc list 

5^206/86.38^M61/86-28 & 5(W62/86.27 on 
Southern CaWorrta 


-8610140374 Rev 7 to inservice testing & insp program. 

* Southern California Edison Co. 86/10/31. 15pp. 38226:177-38226:191. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610290021 "San Onofre Nuclear Generating Station Performance Monitoring 
Rept, Second Quarter 1 986." W/861 023 ltr. 

BASKIN,K.P. Southern California Edison Co. 86/06/30. KNIGHTON.G.W. PWR Project 
Directorate 7. 39pp. 38393:327-38394:005. 

8610100020 Monthly operating repts for Jul 1986.W/a6081 5 itr. 

S!ACOR,E.R., MORGAN, H.E. Southern Califomia Edison Co. 86/07/31. 18pp. 
38190:228-38190:245. 
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S. Reportable occurrences, LERs & related correspondence 

8610060502 LER 85-036*01 :on 851 223, determined that shutdown cooling sys HX isola- 
tion valves 3H\/-8150 & 3HV-8151 not fully closed per Tech Spec8.Caused by prema- 
ture actuation of valve motor operator position indication limit switches.W/860605 Itr. 
MORGAN, H.E. Southern California Edison Co. 86/06/05. 5pp. 38098:167-38098:171. 

8610090438 PNO-V-86-066:on 860929, shutdown commenced due to excessive leakage 
from reactor coolant pump seal.Seals to be replaced & addi maint performed. 
CALDWELL, C., HUEY,R. Region 5, Office of Director. 86/09/30. Ip. 38178:255- 
38178:255. 

8610210201 Clarifies corrective actions taken by util to prevent recuirence of reactor 
trips during startup as ref In LER 50-362/86-06 on 86041 3.Procedure S0123-V-4.22 
revised to require changes approved by supervising engineer. 

MORGAN,H.E. Southern California Edison Co. 86/09/30. CHAFFEE,A.E. Region 5, 
Office of Director. 2pp. 38305:247-38305:248. 

8610100485 LER 86-01 2-00:on 860901,02,18 & 19,fuel handling isolation sys Train B 
spuriously actuated by noble gas airborne radiation monitor 3RE7823B2.Caused by 
monitor sensitivity to random electrical noise.W/861001 Itr. 

MORGAN,H.E. Southern California Edison Co. 86/10/01. 2pp. 38193:264-38193:265. 

8610210233 NPDES noncompliance notification:on 860802 & 03,length of heat treat- 
ment & combined discharge delta T not within permit limits,respectively.Cause identi- 
fied & procedures changed to prevent recurrence. 

MORGAN,H.E. Southern California Edison Co. 86/10/02. MARTIN, J.B. Region 5, 
Office of Director. 2pp. 38315:158-38315:159. 

8610150042 LER 86-01 3-00:on 860904,reactor tripped on loss of load when power 
supply to turbine protection panel momentarily interrupted.Caused by operator 
error.Event discussed during shift briefings w/involved personnel.W/861006 Itr. 
MORGAN,H.E. Southern California Edison Co. 86/10/06. 4pp. 38239:011-38239:014. 

8610300235 PNO-\/-86-073:GL McChain,in custody by FBI on parole violation,issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weld records. Investigation in progress. 

MARSH,R. Region 5, Office of Director. 86/10/23. 1p. 38405:049-38405:049. 
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F. Security, medical, emergency & fire protection plans 

8610060829 Temporary Change 6A to Procedure GO-EIP-112, “Emergency Phone & 
Radio Numbers," updating listings. 

MCKRACKEN,K.W. Alabama Power Co. 86/09/23. 4pp. 38106:003-38106:006. 

8610070225 Revised on-call schedule. W/860926 Itr. 

HUDSPETH,J.B. Alabama Power Co. 86/09/26. MCKNIGHT,J. Record Services 
Branch (Document Control Desk). 10pp. 38126:028-38126:037. 

8610090304 Rev 44 to Emergency Plan Implementing Procedure FNP-O-EIP-8, “Emer- 
gency Communications." W/861002 Itr. 

HUDSPETH,J.B. Alabama Power Co. 86/10/02. MCKN1GHT,J. Record Services 
Branch (Document Control Desk). 38pp. 38146:134-38146:171. 

8610200056 Revised Emergency Implementing Procedure FNP-O-EIP-8, consisting of 
Attachments A & B, "On-Call Schedule." W/861008 Itr. 

WOODWARD,J.P., HUDSPETH,J.B. Alabama Power Co. 86/10/08. 9pp. 38293:107- 
38293:115. 

8610170136 Revised emergency plan implementing procedures, including Rev 3 to FNP- 
O-ElP-5, “Maint Support to Emergency Plan" & Rev 4 to FNP-O-EIP-0, “Emergency 
Organization & Control Room Access." W/861010 Itr. 

HUDSPETH, J.B. Alabama Power Co. 86/10/10. MCKNIGHT,J. Record Senrices 
Branch (Document Control Desk). 9pp. 38281:072-38281:080. 

8610240285 Forwards proprietary response to findings of regulatory effectiveness 
review.Rev to security plan will be drafted & submitted.EncI withheld. 

MCDONALD, R.P. Alabama Power Co. 86/10/13. RUBENSTEIN,L.S. PWR Project Di- 
rectorate 2. Ip. 38356:252-38356:252. 

8610280228 Ack receipt of scope & objectives of radiological emergency preparedness 
exercise scheduled for 861203.Submittal meets min requirements for annual onsite 
emergency exercise. 

VERRELLl.D.M. Region 2, Office of Director. 86/10/21. MCDONALD, R.P. Alabama 
Power Co. Ip. 38366:246-38366:246. 

8610270248 Forwards SALP Repts 50-348/86-14 & 50-364/86-14 for Jan 1985 - Jul 
1986. 

GRACE, J.N. Region 2, Office of Director. 86/10/22. MCDONALD, R.P. Alabama Power 
Co. 2pp. 38373:092-38373:126. 


M. Antitrust correspondence 

8610210046 Forwards US District Court for Northern District of Georgia 860829 order in 
Greensboro Lumber Co vs Georgia Power Co. contending that decision supports argu- 
ment made in util response to notice of violation. 

BOUKNIGHT.J.A. Newman & Holtzinger. BOUKNIGHT,J.A. Alabama Power Co. 86/ 
10/17. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
93pp. 38304:304-38305:036. 

8610210274 Forwards reply to Alabama Power Co response to notice of violation of 
antitrust license condition. 

MACGUINEAS.D.B. Volpe, Boskey & Lyons. MACGUiNEAS,D.B. Alabama Electric Co- 
operative, Inc. 86/10/17. DENTON, H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851 1 25). 1 p. 3831 2:228-3831 2:296. 

-8610210301 Reply opposing Alabama Power Co 860827 response to 860616 notice of 
violation of antitrust license condition.Further enforcement action by NRC required. 
MACGUlNEAS,D.B., BOSKEY.B. Alabama Electric Cooperative, Inc. 
MACGUINEAS,D.B. Volpe, Boskey & Lyons. 86/10/17. 76pp. 38312:229-38312:296. 


P. Operating license stage documents & correspondence 


8610010422 Forwards responses to IE Bulletin 85-003 re motor-operated 
valves, including description of program required to accomplish Items (b)-(d) & justifica- 
tion of extended completion schedule. 

MCDONALD, R.P. Alabama Power Co. 86/09/18. GRACE, J.N. Region 2. Office of Di- 
rector. 13pp. 38055:087-38055:140. 

-8610010431 “Joseph M Farley Units 1 & 2 Safety-Related Motor-Operated Valve Dif- 
ferential Pressures for HPCI Sys." 

* Westinghouse Electric Corp. 86/08/31. 22pp. 38055:100-38055:121. 

-8610010436 “Joseph M Farley Units 1 & 2 Safety-Related Motor-Operated Valve Dif- 
ferential Pressures for Auxiliary Feedwater Sys." 

* Bechtel Corp. 86/09/30. 19pp. 38055:122-38055:140. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060417 Forwards safety evaluation re WCAP-10858, “ATWS Mitigation Sys Actu- 
ation Circuitry Generic Design Package." Generic design acceptable.Schedule for ad- 
dressing plant-^ecific design features requested within 30 days. 

REEVES.E.A. PWR Project Directorate 2. 86/09/23. MCDONALD.R.P. Alabama 
Power Co. 2pp. 38113:094-38113:113. 

8610090437 Discusses ATWS mitigating scram actuation circuitry rule implementation 
schedule.Sufficient info to develop submittal available in Fourth Quarter 1987.Re- 
sponse to App A scheduled for submittal by 870227. 

MCDONALD.R.P. Alabama Power Co. 86/10/03. RUBENSTEIN.LS. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 3pp. 38178:256-38178:258. 

8610090449 Forwards regulatory info tracking sys facility implementation, updating status 
of generic items,per 860902 Itr.Plant-specific list annotated w/stated codes. 
MC5bONALD,R.P. Alabama Power Co. 86/10/03. RUBENSTEIN,L.S. Office of Nuclear 
Reactor Regulation, Director (post 851125). 13pp. 38179:102-38179:114. 

8610140384 Ack receipt of 860919 request for further clarification of issues raised In 
860611 Itr re inappropriateness of fees for 850419 submittal.NRC will respond by 
861107. 

NORRY.P.G. Office of Administration. 86/10/08. MCDONALD.R.P. Alabama Power 
Co. Ip. 38233:288-38233:290. 

-8610140387 Requests clarification of issues raised in 860611 Itr re charges invoiced 
for NRC review of 85041 9 submittal on containment vent & purging.Specific concerns 
listed.Matter still under protest although payment made. 

MCDONALD.R.P. Alabama Power Co. 86/09/19. NORRY.P.G. Office of Administra- 
tion. 2pp. 38233:289-38233:290. 

8610150323 Ack receipt of 860919 Itr re license fees.lssues raised in 86061 1 Itr re posi- 
tion on inappropriateness of fees for 850419 submittal will be addressed by 861107. 
NORRY.P.G. Office of Administration. 86/10/08. MCDONALD.R.P. Alabama Power 
Co. Ip. 38257:305-38257:307. 

-8610150333 Requests clarification of issues raised re review of lOCFRSO.applications 
& 86061 1 appeal of charges re containment vent & purging. 

MCDONALD.R.P. Alabama Power Co. 86/09/19. NORRY.P.G. Office of Administra- 
tion. 2pp. 38257:306-38257:307. 

8610200330 Forwards proposed replacement Tech Spec Pages 3/4 4-29,3/4 4-30 6 B 
3/4 4-10, containing figures re heatup & cooldown curves Issued as part of Amend 55 
to License NPF-6.Pages contain same info.but provide higher quality. 

MCDONALD.R.P. Alabama Power Co. 86/10/08. REEVES.E.A. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 4pp. 38303:306-38303:309. 

8610200373 Forwards proposed schedules for completion of licensing items.including li- 
cense amend requests & other NRC-related 8ubmittals.Schedules update & resched- 
ule items in util 860207 Itr. 

MCDONALD.R.P. Alabama Power Co. 86/10/10. RUBENSTEIN.LS. Office of Nuclear 
Reactor Regulation. Director (post 851125). 9pp. 38300:300-38300:308. 

8610220011 Forwards responses to questions re util 860825 Tech Spec change request 
concerning steam generator tube plugging. 

MCDONALD.R.P. Alabama Power Co. 86/10/13. RUBENSTEIN.LS. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38326:290-38326:292. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/ 
22. (Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. CJonsolldated 
Edison Co, of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

Office of inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610270145 Forwards justification for continued operation re evaluation of potential defi- 
ciencies in environ qualification of Limitorque motor valve operator wiring,in response 
to IE Info Notice 86-003,Concern unresolved w/o visual insp. 

MCDONALD.R.P. Alabama Power Co. 86/08/26. GRACE, J.N. Region 2, Office of Di* 
rector. 24pp. 38360:157-38360:180. 
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8610010422 Forwards responses to IE Bulletin 85-003 re motor-operated 
valves, Including description of program required to accomplish Items (b)-(d) & justifica- 
tion of extended completion schedule. 

MCDONALD, R.P. Alabama Power Co. 86/09/18. GRACE.J.N. Region 2. Office of Di- 
rector. 13pp. 38055:087-38055:140. 

8610020072 Forwards Insp Repts 50-348/86-17 & 50-364/86-17 on 860811-0910.No 
violations or deviations noted. 

VERRELLt,D.M. Region 2. Office of Director. 86/09/19, MCDONALD.R.P. Alabama 
Power Co. 2pp. 38064:351-38064:358. 

-8610020077 Insp Repts 50-348/86-17 & 50-364/86-17 on 860811 -091 0.No violations 
or deviations noted.Major areas inspected: monthly surveillance & maint observation & 
operational safety verification. 

BRADFORD.W.H., BONSER.B.R., DANCE,H.C. Region 2, Office of Director. 86/09/ 
19. 6pp. 38064:353-38064:358. 

8610020020 Ack receipt of 860915 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-348/86-15 & 50-364/86-16. 

WALKER, R.D. Region 2, Office of Director. 86/09/23. MCDONALD.R.P. Alabama 
Power Co. ip. 38068:253-38068:253. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mC> 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:268-38058:332. 

8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Ucensees for 
Willful Failure to Rept MisadminIstrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Ck>nsolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECX5S Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 


S. Reportable occurrences, LERs & related correspondence 

6610220066 LER 86-008-00:on 86091 5, failure to post fire watch per Tech Spec 3.7.11.2 
discovered-Caused by personnel propping open fire door w/o control room 
approval-Personnel counseled re fire door opening procedures.W/861013 Itr. 
WOODARD, J.D., MCDONALD,R.P. Alabama Power Co. 86/10/13. 4pp. 38326’209- 
38326:212. 
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F. Security, medical, emergency & fire protection plans 

8610280278 Advises that offsite emergency news ctr moved from Appling County High 
School,Baxley,GA to Vidalla Operating Headquarters, Vidalla,GA util permanent facility 
erected in 1987. 

GUCWA.L.T. Georgia Power Co. 86/09/02. GRACE,J.N. Region 2, Office of Director. 
2pp. 38379:351-38379:352. 

8610010477 Forwards Insp Repts 50-321 /86-26 & 50-366/86-26 on 860825- 29.No vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2. Office of Director. 86/09/23. MILLER.J.H. Georgia Power 
Co. 2pp. 38060:312-38060:314. 

-8610010483 Partially withheld Insp Repts 50-321/86-26 & 50-366/86-26 on 860825-29 
(ref 10CFR2.790 & 73.21 ).No violations noted. Major areas inspected:security program 
audit,records & repts,testing & maint & physical barriers. 

GIBSON, G.F. Region 2, Office of Director. 86/09/18. 1p. 38060:314-38060:314. 

8610020038 Ack receipt of scope/objectives & scenario for emergency preparedness 
exercise scheduled for 86l023.Submlttals appear to fulfill requirements. Detailed 
f 0 vi@w will bo conductod 

BROWNLEE, V.L Region 2. Office of Director. 86/09/24. MILLER,J.H. Georgia Power 
Co. Ip. 38070:086-38070:086. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication A 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 


8610060071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 



861010010S iE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergerxiy Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co, of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610270248 Forwards SALP Repts 50-348/86-14 & 50-364/86-14 for Jan 1985 - Jul 
1986. 

GRA(^E,J.N. Region 2. Office of Director. 86/10/22. MCDONALD,R.P. Alabama Power 
Co. 2pp. 38373:092-38373:126. 


-8610270255 SALP Repts 50-348/86-14 & 50-364/86-14 for Jan 1985 - Jul 1986 
* Region 2, Office of Director. 86/07/31. 33pp, 38373:094-38373:126. 

8610270415 Forwards Insp Repts 50-348/86-19 & 50-364/86-19 on 860911-1010 No 
violations or deviations noted. 

^^D0NALD.R.P. Alabama 


-861W70419 insp Repts 50-348/86-19 & 50-364/86-19 on 86091 1-1 01 0.No violatioi 
or deviation rrated.Major areas inspectedimonthly surveillance observation.monthl 
maint observation, operational safety verification, LERs A IE bulletin. 

2. Office of Director. 86/10, 


R. Periodic operating reports A related correspondence 


“Semiannual Radioactive Effluent Release Rept - Jul-Dec 1985.” W/ 

.cdU 224 Itr. 

SRACE.J.N. Region 2, Office of Director. 230pp. 


2- Office of Di 


* Alabama Power Co. 82/12/31. 2pp. 38375:057-38375:058. 

* Alabama Power Co. 83/12/31. ip. 318375:059-38375:058. 

Reptsolid waste & Ir- 

* Bahama Power Co. 84/12/31. Ip. 38376:060-38375:060. 

* Alabama Power Co. 85/06/30. Ip, 38375:061-38375:061. 


8610230265 Responds to NRC 860828 Itr re violations noted in Insp Repts 50-321/86- 
19 A 50-366/86-1 9.Encl withheld (ref 10CFR2.790 A 73.21). 

GUCWA,L.T. Georgia Power Co. 86/09/26. GRACE.J.N. Region 2, Office of Director. 
Ip. 38343:354-38343:354. 

8610160177 Confirms 860929 request for meeting on 861 1 1 3 to discuss App R Insp on 
86121 5—1 9. 

WALKER, R.D. Region 2. Office of Director. 86/10/03. MILLER.J.H. Georgia Power 
Co. 1p. 38270:275-38270:275. 

8610220100 Responds to 860909 request for info re 10CFR50.48 fire protection imple- 
mentation deadlin 0 S.Addl mods re safe A alternate shutdown capabilities will be com- 
pleted by 861 130. 

GUCWA,LT. Georgia Power Co. 86/10/10. MULLER, D. BWR Project Directorate 2. 
3pp. 38324:291-38324:293. 

8610210342 Forwards Insp Repts 50-321/86-27 A 50-366/86-27 on 860915- 19.No vio- 
lations or deviations identified. 

BROWNLEE, V.L. Region 2, Office of Director. 86/10/16. MILLER.J.H. Georgia Power 
Co. 2pp. 38312:057-38312:069. 

-8610210343 Insp Repts 50-321/86-27 A 50-366/86-27 on 86091 5-1 9.No violations or 
deviations Identifled-Major areas inspected: fire protection/prevention A followup on 
previous insp items. 

MADDEN, P.M. Region 2, Office of Director. 86/10/09. 11pp. 38312:059-38312:069. 


J. Insurance & Indemnity information 

8610200290 Informs that 861006 submittal re financial info for 1986 satisfies require- 
ments of 10CFR1 40,21 for approved guarantee of payment for deferred premiums. 
NASH,D.A. Assistant Director for State A Licensee Relations. 86/10/15. 
HEADRICK, T.S. Dalton,GA. Ip. 38299:063-38299:063. 


P. Operating license stage documents A correspondence 


8609230296 Generic Ltr 86-15 to all licensees A holders of application for OL re info on 
compliance w/iOCFR50,49. “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090184 Responds to NRC 860612 request for addl info re scram discharge vol 
vent A drain valve closure times, 

GUCWA.L.T. Georgia Power Co. 86/09/23, MULLER, D. BWR Project Directorate 2. 
4pp. 38181:312-38181:315. 


8610010044 Requests fee for 780803 A 1003.811118,820302 A 11 A 830812 applica- 
tions re Insenrice insp A testing program requests for relief from ASME Code require- 
rn^ts A related Tech Spec changes within 15 days of Itr receipt 
DIGGSJR.M. License Fee Management Branch. 86/09/24. BECKHAM,J.T. Georgia 
Power Co. Ip. 38066:231-38056:231. 


^^uesL^^^ Romiits fee for application re inservice Insp/lnservice testing, per 860715 re- 

SucWA,LT. Georgia Power Co. 86/09/24. HOLLOWAY,C.J. License Fee Manage- 
ment Branch. 2pp. 38191:290-38191:291. 


8610090174 Responds to request for addl Info re surveillance, maint A testing proce- 
dures ensuring operability of safety-related equipment during proposed license 
e^^Mons. Programs assure detection of degraded equipment A early correction. 
GUCWA,LT. Georgia Power Co. 86/09/25, MULLER, D. BWR Project Directorate 2. 
2pp. 38147:354-38147:355. 

8810090189 Provides addl Info in support of 860718 request for Tech Spec changes to 
analog transmitters w/transmitters of different type, 
GUCWA,LT. Georgia Power Co. 86/09/26. MULLER, D, BWR Project Directorate 2. 
2pp. 38181:119-38181:120. 
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8610100046 Remits filing fee for 860909 submittal re min river level Tech Specs. 
GUCWA,LT. Georgia Power Co. 86/09/26. MULLER, D. BWR Project Directorate 2. 
Ip. 38190:294-38190:294. 

8610060537 Forwards request for addi info clarifying 860516 request to revise Tech 
Specs re administration of safety review & plant review boards. Info should be provid- 
ed as rev or suppi to proposed Tech Spec change, within 60 days. 

RIVENBARK.G. BWR Project Directorate 2. 86/09/29. BECKHAM.J.T. Georgia Power 
Co. 3pp. 38113:321-38113:323. 

8610080090 Forwards notice of consideration of issuance of amends to Licenses DPR- 
57 & NPF-5 & opportunity for prior hearing re 860909 proposed Tech Spec changes 
on min river water level for continued operation. 

RIVENBARK.G.W. BWR Project Directorate 2. 86/09/30. BECKHAM.J.T. Georgia 
Power Co. 2pp. 38142:170-38142:175. 

-8610080093 Notice of consideration of issuance of amends to Licenses DPR-57 & 
NPF-5 & opportunity for prior hearing re 860909 proposed Tech Spec changes on min 
river water level for continued operation. 

MULLER, D.R. BWR Project Directorate 2. 86/09/30. 4pp. 38142:172-38142:175. 

8610080175 Requests addI info re resolution of seismic analyses discrepancies for 
planLResponse requested within 30 days of Itr receipt. 

RIVENBARK,G. BWR Project Directorate 2. 86/10/01. BECKHAM,J.T. Georgia Power 
Co. 3pp. 38144:332-38144:334. 

8610160466 Summary of 86091 1 meeting w/BWR Owners Group in Bethesda.MD re 
strawman generic requirements for enhancing BWR containment performance in 
severe accident conditions.Second technical exchange meeting in mid-Nov 1986 pro- 
posed. 

THADANI.M.C. BWR Project Directorate 2. 86/10/07. BWR Project Directorate 2. 
48pp. 38275:315-38275:362. 

8610220074 Forwards updated list of correspondence w/NRC requiring written 
response.Util prepared to discuss mods to status rept & ack recent efforts to com- 
plete licensing action re updated primary coolant isolation valve tables. 

GUCWA,LT. Georgia Power Co. 86/10/10. MULLER,D. BWR Project Directorate 2. 
5pp. 38324:334-38324:338. 

8610280202 Summarizes facility organizational changes discussed on 860922 & further 
elaborated on 861007.Changes listed reflect util ongoing efforts to strengthen oper- 
ational safety & effectiveness of plants. 

GUCWA,L.T. Georgia Power Co. 86/10/13. GRACE.J.N. Region 2, Office of Director. 
2pp. 38366:111-38366:112. 

8610170171 Notification of 861021 meeting w/util in Bethesda.MD to discuss util re- 
quest to delete bldg settlement monitoring requirement from Tech Specs. 
RIVENBARK,G.R. BWR Project Directorate 2. 86/10/15. MULLER.D.R. BWR Project 
Directorate 2. 2pp. 38289:188-38289:189. 

8610220112 Forwards response to GR Rivenbark 860930 request for addi info re 
analog transmitter trip sys instruments.Rosemount transmitters exhibit greater differ- 
ences between analytical limit & calculated allowable value. 

GUCWA,LT. Georgia Power Co. 86/10/15. MULLER,D. BWR Project Directorate 2. 
5pp. 38322:058-38322:062. 

8610230062 Generic Ltr 86-17 to ail BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610290098 Forwards Amends 130 & 65 to Licenses DPR-57 & NPF-5, respectively & 
safety evaluation. Amends revise Tech Specs to require addi sampling of gaseous ef- 
fluents following shutdown.startup or power level changes greater than 1 5%. 
RIVENBARK.g!w. BWR Project Directorate 2. 86/10/23. BECKHAM.J.T. Georgia 
Power Co. 2pp. 38394:340-38394:352. 

-8610290105 Amends 130 & 65 tO- Licenses DPR-57 & NPF-5, respectively, revising 
Tech Specs to require addi sampling of gaseous effluents following shutdown.startup 
or power level changes greater than 1 5%. 

MULLER,D.R. BWR Project Directorate 2. 86/10/23. 9pp. 38394:342-38394:350. 

-8610290110 Safety evaluation supporting Amends 130 & 65 to Licenses DPR-57 & 
NPF-5, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/23. 2pp. 
38394:361-38394:352. 

8610300417 Notification of 861104 meeting w/util in Bethesda.MD to discuss plans & 
status of licensing activities. 

RIVENBARK,G.W. BWR Project Directorate 2. 86/10/29. MULLER.D.R. BWR Project 
Directorate 2. 2pp. 38411:232-38411:233. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610030073 Responds to violations noted in Insp Repts 50-321/86-20 & 50-366/86- 
20.Corrective actions:engineering evaluation of as-found configuration initiated & 
design drawing modified to show acceptable installation w/o plain punched washers. 
GUCWA,L.T. Georgia Power Co. 86/09/19. GRACE.J.N. Region 2, Office of Director. 
3pp. 38088:139-38088:141. 

8610010477 Forwards Insp Repts 50-321/86-26 & 50-366/86-26 on 860825- 29.No vio- 
lations or deviations noted. 

BROWNLEE,V.L Region 2, Office of Director. 86/09/23. MILLER, J.H. Georgia Power 
Co. 2pp. 38060:312-38060:314. 


-8610010483 Partially withheld Insp Repts 50-321/86-26 & 50-366/86-26 on 860825-29 
(ref 10CFR2.790 & 73.21).No violations noted. Major areas inspected:security program 
audit,records & repts,testing & maint & physical barriers. 

GIBSON, G.F., THOMPSON.D.H., MCGUIRE, D.R. Region 2, Office of Director. 86/09/ 
18. Ip. 38060:314-38060:314. 

8610060356 Fonwards Insp Repts 50-321/86-25 & 50-366/86-25 on 860801 -29.No vio- 
lations or deviations noted.Unresolv 0 d item noted in rept will be pursued during future 
insp. 

BROWNLEE, V.L Region 2, Office of Director. 86/09/23. MILLER,J.H. Georgia Power 
Co. 2pp. 38089:139-38089:145. 

-8610060369 Insp Rept 50-321/86-25 & 50-366/86-25 on 860801 -29.No violation or 
deviation noted.Major areas inspected:licensee actions on previous enforcement 
matters, operational safety verification,maint observation & general employee training. 
HOLMES-RAY,P., NEJFELT,G.M., IGNATONlS,A.J. Region 2, Office of Director. 86/ 
09/19. 5pp. 38089:141-38089:145. 

8610010044 Requests fee for 780803 & 1003.811118.820302 & 11 & 830812 applica- 
tions re inservice insp & testing program requests for relief from ASME Code require- 
ments & related Tech Spec changes within 15 days of Itr receipt. 

DIGGS, R.M. License Fee Management Branch. 86/09/24. BECKHAM.J.T. Georgia 
Power Co. Ip. 38056:231-38056:231. 

8610100072 Remits fee for application re inservice insp/inservice testing, per 860715 re- 
quest. 

GUCWA,L.T. Georgia Power Co. 86/09/24. HOLLOWAY.C.J. License Fee Manage- 
ment Branch. 2pp. 38191:290-38191:291. 

8610230265 Responds to NRC 860828 Itr re violations noted in Insp Repts 50-321/86- 
19 & 50-366/86-1 9.Encl withheld (ref 10CFR2.790 & 73.21). 

GUCWA,L.T. Georgia Power Co. 86/09/26. GRACE.J.N. Region 2, Office of Director. 
1p. 38343:354-38343:354. 

8610080067 Fonwards safety evaluation & SAIC-86/1628, “Second Interval Insenrice 
Insp Program...,” accepting inservice insp portion of inservice insp/inservice testing 
program.Review of inservice testing portion incomplete. 

MULLER.D.R. BWR Project Directorate 2. 86/09/29. BECKHAM.J.T. Georgia Power 
Co. 2pp. 38142:176-38142:246. 

-8610080069 Safety evaluation re inservice insp program & requests for relief. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/29. 13pp. 
38142:178-38142:190. 

-8604290277 "Second Interval Inservice Insp Program, El Hatch Nuclear Plant,Units 1 & 
2," technical evaluation rept. 

* Science Applications international Corp. (formerly Science Applications, Inc.). NRQ- 
03-82-096. 86/04/30. NRC - No Detailed Affiliation Given. 56pp. 38142:191- 
38142:246. 

8609250062 IE info Notice 86-084. “Rupture of Nominal 40-mCt 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co, of New York. Inc. 67pp. 38058:266-38058:332. 

8610090442 Forwards info in response to IE Bulletin 85-003, "Motor- Operated Valve 
Common Mode Failure During Plant Transients Due to Improper Switch Settings.” Info 
satisfies requirements to provide written rept. 

BECKHAM.J.T. Georgia Power Co. 86/10/02. GRACE.J.N. Region 2, Office of Direc- 
tor. 248pp. 38178:001-38178:248. 

8610160430 Ack receipt of 860828 addi Itr informing NRC of steps taken to correct vio- 
lations noted in Insp Repts 50-321/86-11 & 50-366/86-11. 

BROWNLEE,V.L Region 2, Office of Director. 86/10/02. MILLER, J.H. Georgia Power 
Co. Ip. 38273:242-38273:242. 

8609300125 IE info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610160177 Confirms 860929 request for meeting on 861113 to discuss App R insp on 
861215-19, 

WALKER, R.D. Region 2. Office of Director. 86/10/03. MILLER,J.H. Georgia Power 
Co. Ip. 38270:275-38270:275. 

8610100345 Further response to FOIA request for all records concerning allegations 
that Pullman Power Products employees intimidated QC inspectors-Forwards App F 
documents-App Q & H documents withheid (ref FOIA Exemptions 7 & 5). 
GR1MSLEY,D.H. Division of Rules and Records. 86/10/06. FOWLER,L Fowler, L 
8pp. 38212:256-38212:329. 

-8610100378 Notification of 850905 SALP Board meeting w/utii in Atlanta, GA to dis- 
cuss SALP findings for Nov 1983 - Jun 1985.Related info end. 

* Region 2, Office of Director. 85/08/09. Region 2, Office of Director. 2pp. 
38212:290-38212:291. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8810080071 IE Info Notice 66 - 087 . "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 
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8610220415 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-321/86-19 & 50-366/86-19. 

WALKER, R.D. Region 2. Office of Director. 86/10/15. MILLER.J.H. Georgia Power 
Co. Ip. 38331:020-38331:020. 

8610100105 IE Info Notice 86-089. "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Vaive Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610210342 Forwards Insp Repts 50-321/86-27 & 50-366/86-27 on 860915- 19.No vio- 
lations or deviations identified. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/16. MILLER.J.H. Georgia Power 
Co. 2pp. 38312:057-38312:069. 

-8610210343 Insp Repts 50-321/86-27 & 50-366/86-27 on 86091 5-1 9.No violations or 
deviations identified.Major areas inspected: fire protection/prevention & followup on 
previous insp items. 

MADDEN.P.M., CONLON.T.E. Region 2, Office of Director. 86/10/09. 11pp. 
38312:059-38312:069. 

8610280196 Forwards Insp Repts 50-321/86-22 & 50-366/86-22 on 860728- 0801 & 
notice of violation. 

WALKER.R.D. Region 2, Office of Director. 86/10/17. MILLER.J.H. Georgia Power 
Co. 2pp. 38380:040-38380:076, 

-8610280207 Notice of violation from Insp on 860728-0801. 

WALKER,R.D. Region 2, Office of Director. 86/10/17. 3pp. 38380:042-38380:044. 

-8610280220 Insp Repts 50-321/86-22 & 50-366/86-22 on 860728-0801. Violations 
noted:faiiure to perform matl verification & to adequately document & verify mati used 
during valve replacement. 

STADLER.S.D., WILSON.B. Region 2, Office of Director. 86/09/26. 32pp. 38380:045- 
38380:076. 


V. Operator Examinations 


8610140284 Requests withdrawal of K Cook Jul 1986 application to take reactor opera- 
tor exam offered on 860903 at plant. 

GUCWA,LT. Georgia Power Co. 86/09/26. GRACE,J.N. Region 2, Office of Director, 
ip. 38226:213-38226:213. 
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F. Security, medical, emergency & fire protection plans 

8610140300 Responds to NRC 860418 Itr re violations noted in Emergency Prepared- 
ness Insp Repts 50-313/86-04 & 50-368/86-04. Corrective actions:emergency plan- 
ning program in compliance w/regulations.Agrees w/improvement in guidance. 
ENOS,J.T. Arkansas Power & Light Co. 86/05/19. MARTIN.R.D. Region 4, Office of 
Director. 4pp. 38223:076-38223:079. 

8610220303 Public version of Rev 10 to Emergency Plan Implementing Procedure 
1903.42. "Duties of Emergency Medical Team." W/ 861020 release memo. 

LEVINE, J.M. Arkansas Power & Light Co. 86/09/26. 10pp. 38333:165-38333:174. 

8610220396 Responds to violations & deviations noted in Insp Rept 50-368/ 86-1 7.Cor- 
rective actions:health physics supervisors & technicians advised of responsibility to 
ensure work performed to correct radiation work permit. 

ENOS,J.T. Arkansas Power & Light Co. 86/09/30. GAGLIARDO.J.E. Region 4, Office 
of Director. 4pp. 38331:032-38331:035. 

6610100144 Rev 3 to Emergency Plan Implementing Procedure 1903.13, "Notification 
of Little Rock Corporate Official." 

LEVINE.J.M. Arkansas Power & Light Co. 86/10/03. 11pp. 38191:155-38191:165. 

8610280466 Forwards add! info re util App R exemption request, per NRC 860903 Itr. 
ENOS,J.T. Arkansas Power & Light Co. 86/10/20. STOL2,J.F. PWR Project Director- 
ate 6. KNIGHTON.G.W. PWR Project Directorate 7. 45pp. 38391:232-38391:276. 


P. Operating license stage documents & correspondence 


8610280456 Forwards Insp Repts 50-321/86-28 & 50-366/86-28 on 860830-0920 & 
notice of violation.Corrective actions taken or planned to improve effectiveness of fa- 
cility procedure upgrade program & completion dates requested. 

WALKER,R.D. Region 2. Office of Director. 86/10/20. MILLER.J.H. Georgia Power 
Co. 2pp. 38381:244-38381:257. 

-8610280459 Notice of violation from insp on 860830-0920, 

WALKER.R.D. Region 2. Office of Director. 86/10/20. 2pp. 38381:247-38381:248. 

-8610280462 Insp Repts 50-321/86-28 & 50-366/86-28 on 860830-0920, Violation 
noted:failure to comply w/Tech Spec surveillance requirement & failure to perform 
.surveillance within required Tech Spec frequency. 

HOLMES-RAY.P., NEJELT.G.M.. IGNATONIS.A.J. Region 2. Office of Director. 86/10/ 
1 7. 9pp, 38381 :249-38381 :257. 

8610290248 Confirms telcon between T Powers & RC Wilson establishing 861 103-07 as 
date range for onsite equipment qualification insp.insp will include review of equip- 
ment qualification documentation files & physical insp of selected equipment. 
HEISHMAN.R.F. Vendor Program Branch. 86/10/22, BECKHAM, J.T. Georgia Power 
Co. 2pp. 38394:224-38394:225. 


S. Reportable occurrences, LERs & related correspondence 

8610090356 LER 86-022-00:on 860829, reactor protection sys scram occurred when 
technician performing surveillance testing attempted to open stuck valve on Yarway 
instruments.Caused by personnel error.Procedure revised.W/860929 Itr. 

BAKER, R.D., GUCWA,L.T. Georgia Power Co. 86/09/29. 6pp. 38182:246-38182:251. 


8610170093 Responds to 810619 Itr re clarification of 10CFR20.203(f)(1) & (2) 
requirements-PossIbilities for reducing burden of labeling containers of dry radwaste 
listed. 

THORNBURG.H.D. Division of Safeguards & Radiological Safety Inspection. 81/09/ 
14. TRIMBLE, D.C. Arkansas Power & Light Co. 3pp. 38289:160-38289:162. 

6609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610210360 Fonwards SER accepting util responses to Generic Ltr 83-28, Item 2.1 (Part 
1) re documentation of safety-related components required for reactor trip.ltem 2.1 
(Part 2) re vendor interface unresolved. 

LEERS. PWR Project Directorate 7. 86/10/14. CAMPBELL, T.G. Arkansas Power & 
Ught Co. 2pp. 38319:127-38319:140. 

-8610210382 SER accepting util responses to Generic Ltr 83-28, Item 2.1 (Part 1) re 
documentation of safety-related components required for reactor trip.ltem 2.1 (Part 2) 
re vendor interface unresolved. 

* NRC - No Detailed Affiliation Given. 86/10/14, 3pp. 38319:129-38319:140. 

6610300037 Approves util 860328 request for use of ASME Code Case N-41 1 for appli- 
cation in facility piping analyses subj to meeting applicability requirements listed in 
Enel 1 & fulfillment of requirements described in 860328 Itr. 

KNIGHTON, G.W, PWR Project Directorate 7. 86/10/15. CAMPBELL.T.G. Arkansas 
Power a Ught Co. 4pp. 38408:080-38408:083. 


6610100002 LER 86-021 -00:on 860828, reactor protection sys motor generator set C 
cabinet output breaker tripped.causing loss of power to bus A.Caused by failed limit 
switch assembly. Limit switch assembly & torque switch replaced.W/860929 ltr 
BAKER, R.D., GUCWA,LT. Georgia Power Co. 86/09/29. 6pp. 38193:035-38193:040. 

8610150114 LER 86-018-01:on 860810, RWCU isolated on high differential flow 
signal-Caused by failure to fill & vent RWCU resin trap a/or resin trap isolation valves 
being partially open. Demineralization procedure a valves modifled.W/861003 Itr. 
BAKER, R.D., GUCWA,LT. Georgia Power Co. 86/10/03. 6pp. 38249:095-38249-100 


8610150163 LER 86-024-00:on 860904, reactor scrammed.Caused by dirty relay 
contMts, preventing offgas condenser drain valve from opening a creatine vacuum 
loss.Contacts cleaned, Valve function vertfied.W/861 003 Itr. 

BAKER,R.D., GUCWA,LT. Georgia Power Co. 86/10/03, 5pp. 38249:074-38249:078. 


8610160236 LER 86-023-00:on 860903.reactor protection sys scram occurred.Caused 
by leaking oil filter gasket initiating main turbine trip.Electro-hydraulic control leak re- 
paired, procedures revised a personnel counseled.W/861003 ltr. 

8AKER,R.D., GUCWA,tT. Georgia Power Co. 86/10/03. 6pp. 38273:331-38273*336 


6610240255 LER 86-017-00:on 86091 5, RCiC inboard primary containment isolation sys 
valve clos^ for no apparent reason.Caused by spurious electrical noise.Valve 
reopened.W/861015 Itr. 

BAKER,R.D., GUCWA,LT, Georgia Power Co. 86/10/15. 5pp. 38350:271-38350:275. 


6610280416 l£R 86-026-00:on 86091 9, reactor protection sys actuation occurred initiat- 
■ ing on^h^f primary containment isolation sys valve Group 2 a RHR shutdown cooling 
sys isolation. Caused by false ^gnals.W/861020 Itr. ® 

BAKER, R.D., GUCWA,LT. Georgia Power Co. 86/10/20. 5pp. 38381:085-38381:089. 


8610^0455 LER 86;027-00:on 860921 .operation personnel noted that RHR-shutdown 
coolmg inbo^ pnmary containment isolation valve 2E11-F009 feolated.Caused by 
^®''*sed.W/86102Utr. ^ 

BAKER,R.D., GUCWA,LT. Georgia Power Co. 86/10/21. 6pp. 38380:355-38380*360 


8610220207 Approves util 840830 request to withhold proprietary R-84-011-P, “Final 
Rept for Phase 1 of Arkansas Power a Ught Co Inadequate Core Cooling...," from 
public disclosure (ref 10CFR2.790). 

LEE,R.S. PWR Project Directorate 7. 86/10/16. ROBINSON, J.C. Technology for 
Energy Corp. 3pp. 38332:182-38332:184. 

6610220369 Generic Ltr 86-16 to all PWR applicants a licensees re Westinghouse 
EOCS evaluation models.Svc list encl. 

DENTON, H.R. Office of Nudear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610290160 Forwards SAIC-86/3070, “Technical Evaluation of DCRDR, Arkansas Nu- 
clear One, Unit 1,’* a SAIC-8e/3067, "Technical Evaluation of DCRDR, Arkansas Nu- 
clei One, Unit 2.” technical evaluation repts.Open items a need for addi info noted. 
LEE,R.S. PWR ProM Directorate 7. VISSING,G.S. PWR Project Directorate 6. 86/ 
10/24. CAMPBELUT.G. Arkansas Power a Ught Co. 3pp. 38398:118-38398:165, 

-8609100491 "Evaluation of DCRDR for Arkansas Power a Light Co Arkansas Nuclear 
One,Unlt 2,"’ technical evaluation rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAK>86/3067. 86/08/25. NRC - No Detailed Affiliation Given. 26pp. 
38398:138-38308:163. 

-8610030160 Requeste transmittal of encl Technical Evaluation Repts (TER) SAIC-86/ 
3067 a SA1C-86/6Q70 re DQRDR.Ucensee requested to provide addI info for Inad- 
equate Items in TER Response requested within 30 days. 

CRUTCHFIELD D Asdstant Dtrector for Technical Support (PWR-B). 86/09/29. 
ViSSINQG PWR Project Directorate 6. 2pp. 38398:164-38398:165. 

8610310042 Forwanls proprietary safety evaluation supporting inadequate core cooling 
instnichentation sys,^ooi#)gent verification of environ qualification of in-contain- 
mer^ cstiJilna for cote exlttherroocouples.Encl withheld. 

LEEJ^.S. PVW Project Directorate 7. 86/10/24. CAMPBELUT.G. Arkansas Power a 
Light Co. 2pp. 38412:022-38412:023. 



DOCKETED ITEMS 159 


Q. inspection reports, iE Bulietins & correspondence 

8103300409 IE info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610140300 Responds to NRC 860418 itr re violations noted in Emergency Prepared- 
ness Insp Repts 50-313/86-04 & 50-368/86-04. Corrective actions:emergency plan- 
ning program in compliance w/regulations.Agrees w/improvement In guidance. 
ENOS,J.T. Arkansas Power & Light Co. 86/05/19. MARTIN.R.D. Region 4. Office of 
Director. 4pp. 38223:076-38223:079. 

8610070345 Ack receipt of 860519 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-313/86-04 & 50-368/86-04.Response to violations 
unacceptable.Revised response requested within 20 days of itr date. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/09/29. CAMPBELL.G. Arkansas 
Power & Light Co. 3pp. 381 19:325-381 19:327. 

8600250062 IE Info Notice 86-084. "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610220396 Responds to violations & deviations noted in Insp Rept 50-366/86-1 7.Cor- 
rective actions:heaith physics supervisors & technicians advised of responsibility to 
ensure work performed to correct radiation work permit. 

ENOS,J.T. Arkansas Power & Light Co. 86/09/30. GAGLIARDO.J.E. Region 4, Office 
of Director. 4pp. 38331:032-38331:035. 

8610270010 Responds to violations noted in Insp Repts 50-313/86-14 & 50-368/86- 
14.Corrective actions:QA review performed to evaluate present drawing control proc- 
ess & recommendations included in audit rept will be evaluated. 

ENOS.J.T. Arkansas Power & Light Co. 86^9/30. GAGLIARDO.J.E. Region 4. Office 
of Director. 5pp. 38358:296-38358:300. 

8610210149 Forwards addi info in response to IE Bulletin 85-003 re motor-operated 
valve common mode failures.Method to determine differential pressure across valves 
& to estimate switch settings addressed. 

ENOS,J.T. Arkansas Power & Light Co. 86/10/01. GAGLIARDO.J.E. Region 4, Office 
of Director. 4pp. 38306:020-38306:023. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, inc. 70pp. 38126:237-38126:303. 

8610160308 Discusses util efforts re IE info Notice 86-003, "Limitorque Internal Wiring." 
Util decision not to perform immediate insp based on fact that wiring issue never con- 
stituted serious safety concern. 

CAMPBELL, T.G. Arkansas Power & Light Co. 86/10/03. MARTIN.R.D. Region 4. 
Office of Director. 3pp. 38265:324-38265:326. 

8610160010 Forwards Insp Repts 50-313/86-26 & 50-368/86-27 on 860801-31 & notice 
of violation. 

GAGLIARDO.J.E. Region 4. Office of Director. 86/10/06. CAMPBELL, T.G. Arkansas 
Power & Light Co. 2pp. 38262:308-38262:326. 

-8610160011 Notice of violation from Insp on 860801-31. 

* Region 4, Office of Director. 86/10/06. 2pp. 38262:310-38262:311. 

-8610160019 insp Repts 50-313/86-26 & 50-368/86-27 on 860801-31. Violations 
noted:failure to properly respond to annnunciator alarm, failure to adequately control 
scaffold erection & failure to maintain design configuration of pipe supports. 
JOHNSON, W.D., HARBUCK,C.C.. HUNTER,D.R. Region 4, Office of Director. 86/09/ 
19. 15pp. 38262:312-38262:326. 

8610160023 Forwards Insp Repts 50-313/86-25 & 50-368/86-26 on 860728-0801 & 
notice of violation. 

GAGLiARDO.J.E. Region 4. Office of Director. 86/10/06. CAMPBELUG. Arkansas 
Power & Ught Co. 2pp. 38262:287-38262:307. 

-8610160026 Notice of violation from Insp on 860728-0801. 

Region 4, Office of Director. 86/10/06. 3pp. 38262:289-38262:291. 

-8610160037 Insp Repts 50-313/86-25 & 50-368/86-26 on 860728-0801. Violations 
noted:faiiure to have QC coverage of contractors & failure to properly perform Natl 
Ready Mixed Concrete Assoc checklist requirements. 

STEWART, R.C., TAPIA,J.I., PICK,GJL Region 4, Office of Director. 86/09/05. 16pp. 
38262:292-38262:307. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Row Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8810080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. lOSpp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Suppi 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610310049 Forwards Insp Repts 50-313/86-27 & 50-368/86-28 on 860908-1 2.No vio- 
lation or deviation notea.Actions taken re previously identified insp items described in 
Paragraph 2 of rept 

GAGLIARDO,J.E. Region 4. Office of Director. 86/10/24. CAMPBELUG. Arkansas 
Power & Light Co. 2pp. 38420:130-38420:136. 

-8610310051 Insp Repts 50-313/86-27 & 50-368/86-28 on 860908-1 2.No violation or 
deviation noted.Major areas inspected:document control program & LERs. 
MURPHY.M.E., HUNTER.D.R. Region 4, Office of Director. 86/10/21. 5pp. 
38420:132-38420:136. 


R. Periodic operating reports & reiated correspondence 

8610070395 “Annual 10CFR50,59 Rept for 1985." W/860918 Itr. 

ENOS,J.T. Arkansas Power & Light Co. 85/12/31. MARTIN.R.D. Region 4, Office of 
Director. 32pp. 38124:296-38124:327. 

8610100116 Monthly operating rept for Jul 1986.W/860815 Itr. 

HARRISON.D.F., ENOS,J.T. Arkansas Power & Light Co. 86/07/31. BASSETT.H.S. 
Division of Automated Information Services. 6pp. 38191:102-38191:107. 


S. Reportable occurrences, LERs & related correspondence 

8610020085 PNO-IV-86-030:on 860924.following reactor trip on high RCS 

pressure.quench tank parameters & tail pipe temp indicated that one or both pressur- 
izer safety valves lifted.Caused by improper setup during lift test. Retest in progress. 
GAGLIARDO,J.E. Region 4, Office of Director. 86/09/25. Ip. 38061:274-38061:274. 
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F. Security, medical, emergency & fire protection plans 

8610030546 Responds to Deviation B noted in Insp Repts 50-369/83-12 & 50-370/83- 
1 6.Corrective actions:Procedure PT/O/A/4600/16 re EFA detectors amended, PT/O/ 
A/4600/16 for Unit 2 completed & work requested to test Unit 1 detectors initiated. 
TUCKER.H.B. Duke Power Co. 86/09/17. GRACE.J.N. Region 2, Office of Director. 
23pp. 38086:316-38086:338. 

8610070009 Notifies that 860725 proposed Rev 20 to radiological emergency plan con- 
sistent w/10CFR50.47(b) planning stds & 10CFR50,App E requirements. 
BROWNLEE,V. Region 2, Office of Director. 86/09/19. TUCI^R,H.B. Duke Power Co. 
Ip. 38118:224-38118:224. 

8610060188 Informs of withdrawal of notices of violation & deviation for Violation iV of 
Insp Repts 50-369/84-28 & 50-370/84-25 re electray supporting structural steel fire 
effects analysis. 

GRACE, J.N. Region 2, Office of Director. 86/09/22. TUCKER,H.B. Duke Power Co. 
3pp. 38088:345-38088:347. 

8610020132 Ack receipt of scope/objectives & scenario for emergency preparedness 
exercise scheduled for 861014-15.Submittals fulfill requirements for annual onsite ex- 
ercise. 

BROWNLEE,V.L Region 2, Office of Director. 86/09/24. TUCKER,H.B. Duke Power 
Co. Ip. 38066:274-38066:274. 

8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02,50- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 in area of plant operations war- 
ranted. 

GRACE,J.N. Region 2, Office of Director. 86/10/10. TUCKER.H.B. Duke Power Co. 
15pp. 38344:229-38344:253. 


H. General correspondence 

8610170222 Requests changes to distribution list as indicated on end marked-up lists. 
TUCKER,H,B. Duke Power Co. 86/10/08. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, 6. J. PWR Project Directorate 4. 
3pp. 38280:306-38280:308. 


P. Operating licenee stage documents & correspondence 

8610010393 Provides followup to 860104 & 05 telcon requests for temporary emergen- 
cy relief from compliance w/Tech Specs to avoid unnecessary shutdown due to 
860102 inopeiable Chemical & Vol (Control Sys Pump B. 

TUCKER.H.B. Duke Power Co. 86/01/06, GRACE, J.N. Region 2, Office of Director. 
2pp. 38051:225-38051:226. 

8610280227 Forwards "Semiannual Effluent Release RepUan-June 1986," including 
summary of liquid & gaseous effluent releases & solid wastes shipped offsite.Rev 5 to 
“McGuire Nuclear Station Process Control Program" also end. 

TUCKER,H.B. Duke Power Co. 86/08/29. GFfACE,J.N. Region 2, Office of Director. 
2pp. 38379:105-38379:142, 

-*8610280306 Rev 5 to "McGuire Nuclear Station Process Control Program." 

* Duke Power Co. 86/03/1 9. 5pp. 38379:137-38379:142. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nudear Power Plants." Svc Hat end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic aty Electric Co. 49pp. 38058:216-38058:265. 
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861 0080 16'9 Submits add! info re radiochemistry program for primary to secondary leak- 
age detection & quantification, per 860812 telcon request 

TUCKER, H.B. Duke Power Co. 86/09/22. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B. PWR Project Directorate 4. 
2pp. 38136:260-38136:261. 


8610090429 Forwards Amends 63 & 44 to Ucenses NPF-9 & NPF-17, respectively & 
safety evaluation. Amends change Tech Spec Table 3.6-2 re containment Isolation 
valves. 

HOOD.D. PWR Project Directorate 4. 86/09/29. TUCKER.H.B. Duke Power Co. 3pp. 
38193:001-38193:016. 


8610310181 Advises that Amend 10 to topical QA program rept acceptable & continues 
to meet requirements of 10CFR50,App B. 

WALKER.R.D. Region 2. Office of Director. 86/10/17. TUCKER.H.B. Duke Power Co. 
Ip. 38417:151-38417:151. 

8610280400 Forwards evaluations supporting 860115,0402,05 & 0710 responses to 
10CFR50.61 fracture toughness requirements for protection against pressurized ther- 
mal shock events, based on 32 EFPYs. 

HOOD.D. PWR Project Directorate 4. 86/10/21. TUCKER.H.B. Duke Power Co. 6pp. 
38385:276-38385:281. 


-8610090440 Amends 63 & 44 to Licenses NPF-9 & NPF-17, respectively, changing 
Tech Spec Table 3.6-2 re containment Isolation valves. 

HOOD.D. PWR Project Directorate 4. 86/09/29. 10pp. 38193:004-38193:013. 

-8610090446 Safety evaluation supporting Amends 63 & 44 to Licenses NPF-9 & NPF- 
17,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/29. 2pp. 
38193:014-38193:015. 

8610090456 Forwards Amends 64 & 45 to Licenses NPF-9 & NPF-17, respectively & 
safety evaiuation.Amends revise limiting condition for operation statements to in- 
crease time allowance for restoration of boron concentration. 

HOOD.D. PWR Project Directorate 4. 86/09/30. TUCKER.H.B. Duke Power Co. 3pp. 
38193:016-38193:034. 


8610290018 Responds to NRC 860922 Itr re SER on ATWS mitigating sys actuation 
circuitry generic design package.Finat design description will be submitted by 870123. 
TUCKER.H.B. Duke Power Co. 86/10/21. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD.B.J. PWR Project Directorate 4. 
2pp. 38394:119-38394:120. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 
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-8610090461 Amends 64 & 45 to Licenses NPF-9 & NPF-1 7, respectively, revising limit- 
ing condition for operation action statements to increase time allowance for restora- 
tion of boron concentration in accumulator out of spec. 

HOOD,a PWR Project Directorate 4. 86/09/30. 12pp. 38193:019-38193:030. 

-8610090466 Safety evaluation supporting Amends 64 & 45 to Licenses NPF-9 & NPF- 
17, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/30. 4pp. 
38193:031-38193:034. 

8610140010 Forwards interim rept consisting of graphs of release rates of mass & 
energy into containment from selected accident sequences to form basis of subse- 
quent containment analysis, for approval by 861 201, per 860425 commitment. 
TUCKER.H.B. Duke Power Co. 86/09/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
27pp. 38227:144-38227:170. 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.’* W/o 
SVC list. 

• Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive N/latls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610010093 Responds to violations noted in Insp Repts 50-369/86-18 & 50-370/86- 
18.Corrective actions:procedures revised to require removal of hole plugs following re- 
moval of upper internals & reinstallation prior to internals replacement. 

TUCKER.H.B. Duke Power Co. 86/09/12. GRACE, J.N. Region 2, Office of Director, 
3pp. 38054:149-38054:151. 


8610100259 Forwards 850828 ltr forwarding rept re rod swap methodology, which was 
never docketed.lnfo not revised in any way, submitted for docketing purposes only. 
TUCKER, H.B. Duke Power Co. 86/10/01. DENTCN.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD.B.J. PWR Project Directorate 4, 
Ip. 38189:136-38189:157. 


8610010247 Forwards rept of steam generator tube insp conducted during first refueling 
outage on 850610, per Tech Specs 4.4.5.5.b & 6.9.2.Rept not submitted within 12 
months due to administrative oversight. 

TUCKER.H.B. Duke Power Co. 86/09/16. GRACE, J.N. Region 2, Office of Director. 
6pp. 38055:353-38055:358. 


-8610100267 Forwards DPC-NE-1003, “Rod Swap Methodology Rept for Startup Phys- 
ics Testing." 

TUCKER.H.B. Duke Power Co. 85/08/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-85112S). ADENSAM,E.G. Licensing Branch 4. 3pp. 
38189:137-38189:157. 

-8610100274 “Rod Swap Methodology Rept for Startup Physics Testing," 

RANDLES, J.H.. TOMONTO.R.J. Duke Power Co. DPC-NE-1003. 85/08/31. 18pp. 
38189:140-38189:157. 

8610100654 Advises that \M established category of "Lifetime" for record retention re- 
quirement for post-trip review data, per Item 1,2 of Generic Ltr 83-28 & in response to 
TM Novak 850621 Itr. 

TUCKER, H.B. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38204:331-38204:331. 

8610150294 Forwards request for addl info re 860319 application for license 
amends.revislng Tech Specs to add alternate path for radioactive liquids released to 
unrestricted areas.Response requested within 45 days of ltr receipt 
HOOD.D. PWR Project Directorate 4. 86/10/08. TUCKER.H.B. Duke Power Co. 5pp. 
38255:292-38255:296. ^ 

8610200037 Responds to BJ Youngblood 861220 request for addl info re 850916 pro- 
posed amend to Ucenses NPF-9 & NPF-17 concerning extension of allowed outage 
time for vital area sys. 

TUCKER.H.B. Duke Power Co. 86/10/09. DENTON, H,R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
3pp. 38290:344-38290:357. 


8610030S46 Responds to Deviation B noted in Insp Repts 50-369/83-12 & 50-370/83- 
16.Corrective actions:ProcedurG PT/O/A/4600/16 re EFA detectors amended.PT/O/ 
A/46O0/16 for Unit 2 completed & work requested to test Unit 1 detectors initiated. 
TUCKER.H.B. Duke Power Co. 86/09/17. GRACE, J.N. Region 2, Office of Director. 
23pp. 38086:316-38086:338. 

8610020345 Forwards Insp Repts 50-369/86-21 & 50-370/86-21 on 860621- 0820 & 
notice of violation.Number & characterization of violations described may change fur- 
roviow 

WALKER.R.D. Region 2, Office of Director. 86/09/18. TUCKER.H.B. Duke Power Co. 
2pp. 38070:346-38070:355. 

-8610020349 Notice of violation from insp on 860621-0820. 

WALKER.R.D. Region 2. Office of Director. 86/09/18. Ip. 38070:348-38070:348. 

-8610020357 Insp Repts 50-369/86-21 & 50-370/86-21 on 860621-0820. Violations 
noted.reactor coolant cold leg injection from charging pumps failed to meet design cri- 
teria & auxiliary feedwater pump automatic start interlock inoperable. 

ORDERS.W.T., PEEBLES, T.A. Region 2, Office of Director. 86/09/18. 7pp. 
38070:349-38070:355. 

8610060188 Informs of withdrawal of notices of violation 6 deviation for Violation IV of 
Insp Repts 50-369/84-28 & 50-370/84-25 re electray supporting structural steel fire 
effects analysis. 

GRACE, J.N. Region 2, Office of Director. 86/09/22. TUCKER.H.B. Duke Power Co. 
3pp. 38088:345-38088:347. 


-8610200041 "ECCS Pump Room Pressure Verification." 

* Duke Power Co. 86/10/09. 11pp. 38290:347-38290:357. 

8610240338 Application for amends to Licenses NPF-9 & NPF-1 7,revising Tech Specs 
to allow use of higher enrichment (up to 4.0 w/o U-235) fuel for future core 
reloads.Fee paid. 

TUCKER.H.B. Duke Power Co. 86/10/13. YOUNGBLOOD, B.J, PWR Project Director- 
ate 4. 4pp. 38355:129-38355:138. 


Specs, allowing use of higher enrichment (up to 4,0 w/o 
U-235) fuel for future core reloads. 

• Duke Power Co. 86/10/13. 6pp. 38355:133-38355:138. 


8610270183 Requests state expeditiously approve 860625 proposal for disposal of 
sewage sludge.contamlnated w/very low levels of radioactivity, from facility sanitary 
wa^e treatment sys as noncontaminated maif, 

BR0WN,D.H. North Carolina, State of. 

8610170151 Agrees to wIthhcM proprietaiy version of “McGuire Units 1 & Z Tubesheet 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

6609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610160049 Suppis response to violations noted in insp Repts 50-369/86-18 & 50-370/ 
86-16.0orrective actions:problem investigation rept sys to be instituted at fadlity to 
ensure ail potential problems documented & corrected. 

TUCKER.H.B. Duke Power Co. 86/10/03. GRACE, J.N. Region 2, Office of Director, 
2pp. 38271:092-38271:093. 

8610100600 Confirms 860923 telcon re 861010 enforcement conference in Atlanta, GA 
to discuss findings documented in Insp Repts 50-369/86-21 & 50-370/86-21 .Pro- 
posed agenda end. 

GRACE, J.N. Region 2, Office of Director. 86/10/06. TUCKER.H.B. Duke Power Co. 
2pp. 38202:155-38202:156. 


attendance at 861030 ceremonies, recognizing plant branches c 
In 1985 to ^inate 4^ 
electrtc utils operating nuclear plants in US. 

M37aSMM73lsi’!' QHACEJ.N. Region 2, Office of DIreclor. 3p( 


8610060249 IE Compliance Bulletin 86-003. “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 
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8610080068 IE Info Notice 86-086. ''Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Ck)nsoildated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02,50- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 in area of plant operations war- 
rsintod 

GRACE, J.N. Region 2, Office of Director. 86/10/10. TUCKER.H.B. Duke Power Co. 
15pp. 38344:229-38344:253. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270057 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/86-19 & 50-370/86-1 9.Response satisfies 

10CFR2.201 .Corrective actions will be examined during future insp. 

WALKER, R.D. Region 2, Office of Director, 86/10/21. TUCKER.H.B. Duke Power Co. 
Ip. 38360:249-38360:249. 

8610270441 Ack receipt of 860912 & 1003 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-369/86-18 & 50-370/86-18. 

WALKER,R.D. Region 2. Office of Director. 86/10/21. TUCKER,H.B. Duke Power Co. 
Ip. 38373:152-38373:152. 


R. Periodic operating reports & related correspondence 

8610280066 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1985.” W/860310 
Itr. 

TUCKER,H.B. Duke Power Co, 85/12/31. GRACE.J.N. Region 2, Office of Director. 
41pp. 38368:088-38368:130. 


8610270051 PNO-ll-86-076:on 861015,29 of 53 sirens failed to activate during annual 
emergency exercise.Siren sys encoder replaced & radio transmitters checked.Further 
testing will be performed to ascertain & correct cause. 

KREH,J.L„ DECKER.T.R. Region 2, Office of Director. 86/10/16. Ip. 38360:248- 
38360:248. 


V. Operator Examinations 

8610100623 Forwards request for addi info re operator replacement & requalification 
training programs. Info requested within 45 days of Itr date, 

YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power 
Co. 6pp. 38220:220-38220:225. 
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F. Security, medical, emergency & fire protection plans 

8610030546 Responds to Deviation B noted in Insp Repts 50-369/83-12 & 50-370/83- 
IS.Corrective actlons;Procedure PT/O/A/4600/16 re EFA detectors amended, PT/O/ 
A/4600/16 for Unit 2 completed & work requested to test Unit 1 detectors initiated. 
TUCKER,H.B. Duke Power Co. 86/09/17. GRACE.J.N. Region 2, Office of Director. 
23pp. 38086:316-38086:338. 

8610070009 Notifies that 860725 proposed Rev 20 to radiological emergency plan con- 
sistent w/10CFR50.47(b) planning stds & 10CFR50,App E requirements. 

BROWNLEE, V. Region 2, Office of Director. 86/09/19. TUCKER,H.B. Duke Power Co. 
Ip. 38118:224-38118:224. 

8610060188 Informs of withdrawal of notices of violation & deviation for Violation IV of 
Insp Repts 50-369/84-28 & 50-370/84-25 re electray supporting structural steel fire 
effects analysis. 

GRACE,J.N. Region 2. Office of Director. 86/09/22. TUCKER.H.B. Duke Power Co. 
3pp. 38088:345-38088:347. 

8610020132 Ack receipt of scope/objectives & scenario for emergency preparedness 
exercise scheduled for 861014-15.Submittals fulfill requirements for annual onsite ex- 
Grciso. 

BROWNLEE,V.L Region 2, Office of Director. 86/09/24. TUCKER.H.B. Duke Power 
Co. Ip. 38066:274-38066:274. 

8610230093 Responds to comments re SALP Repts 50-269/86-02. 50-270/86-02,50- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 In area of plant operations war- 
ranted. 

GRACE, J.N. Region 2, Office of Director. 86/10/10. TUCKER.H.B. Duke Power Co. 
15pp. 38344:229-38344:253. 


8610280227 FoHArards "Semiannual Effluent Release Rept,Jan-June 1986," Including 
summary of liquid & gaseous effluent releases & solid wastes shipped offsite.Rev 5 to 
"McGuire Nuclear Station Process Control Program" also end. 

TUCKER.H.B. Duke Power Co. 86/08/29. GFIaCE.J.N. Region 2, Office of Director. 
2pp. 38379:1 05-38379:1 42. 

-8610280302 "Semiannual Effluent Release Rept,Jan-June 1986.” 

* Duke Power Co. 86/06/30. 30pp. 38379:107-38379:136. 

—8610280306 Rev 5 to "McGuire Nuclear Station Process Control Program." 

* Duke Power Co. 86/03/19. 5pp. 38379:137-38379:142. 

8610060011 Forwards corrected table summarizing solid wastes shipped 
offsite,described in semiannual effluent release rept for Jan-June 1986. 

TUCKER.H.B. Duke Power Co. 86/09/16. GRACE.J.N. Region 2, Office of Director. 
2pp. 38094:228-38094:230. 

-8610060014 Corrected table summarizing solid waste shipped to disposal facility as 
part of semiannual effluent release rept for Jan-June 1986. 

* Duke Power Co. 86/06/30. Ip. 38094:230-38094:230. 

8610220263 Forwards monthly operating rept for Sept 1986.Revised operating rept & 
rept of unit shutdowns & reductions for Unit 1 for Aug 1986 also end. 

TUCKER.H.B. Duke Power Co. 86/10/15. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 1 p. 38325:1 86-38325:201 . 

—8610220298 Monthly operating repts for Sept 1986. 

REAVIS, J.A. Duke Power Co. 86/09/30. 13pp. 38325:187-38325:199. 


H. General correspondence 

8610170222 Requests changes to distribution list as indicated on end marked-up lists. 
TUCKER.H.B. Duke Power Co. 86/10/08. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
3pp. 38280:306-38280:308. 


P. Operating license stage documents & correspondence 

8610080072 "Reactor Containment Bldg Integrated Leak Rate Test." W/860926 Itr. 
ROBERSON, P.W., JOHANSEN, R.A., MAtolS.D.S. Duke Power Co. 86/05/26. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
YOUNGBLOOD,B.J. PWR Project Directorate 4. 104pp. 38133:007-38133:110. 

8610280227 Forwards "Semiannual Effluent Release Rept, Jan-June 1986," including 
summary of liquid & gaseous effluent releases & solid wastes shipped offsite.Rev 5 to 
"McGuire Nuclear Station Process Control Program" also end. 

TUCKER.H.B. Duke Power Co. 86/08/29. GRACE.J.N, Region 2, Office of Director. 
2pp. 38379:105-38379:142. 

—8610280306 Rev 5 to "McGuire Nuclear Station Process Control Program." 

* Duke Power Co. 86/03/19. 5pp. 38379:137-38379:142. 

8610150018 "McGuire Unit 2 Cycle 3 Startup Rept." W/860925 Itr. 

TUCKER.H.B. Duke Power Co. 86/09/19. GRACE, J.N. Region 2, Office of Director. 
38pp. 38240:161-38240:198. 


-8610220268 Rev 1 to monthly operating rept for Aug 1986. 
REAViS,J.A. Duke Power Co. 86/08/31. 2pp. 38325:200-38325:201. 


S. ftepoitabte occurrences, LERs & related correspondence 


8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H,R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


8610010393 Provides fdlowup to 860104 & 05 telcon requests for temporary emergen- 
cy relief from compliance w/Tech Specs to avoid unnecessary shutdown due to 
860102 inoperable Chemical & Vol Control Sys Pump B. 

TUCKER,H.B. Duke Power Co. 86/01/06. GRACE.J.N. Region 2. Office of Director. 
2pp. 38051:225-38051:226. 

861Q100693 LER 86-01 6-00:on 8609Q2,RCS pressurizer code safety relief valve INC-1 
lifted w/sys pressure below required relief setpointCaused by incorrect setup of 
valve.Valve lNC-1 replaced & vdve INC-2 adjusted. W/861 002 Itr. 

DAY.J.a, TUCKER.H.B. Duke l^ef Co. 86/10/02. 8pp. 38200:219-38200:226. 

8610200029 LER 86-009-02:08 860sfe^i#Stric motor operators for Unit 1 valve INI-10 
& Unit 2 valves 2NI3: & 2NM0> detorntined insufficiently sized to guarantee opening 
under worst case design CQndltion8.W/861010 Itr. 

DAY.J.B., TUCKER.H.B. Duke Power Co. 86/10/10. 10pp. 38293:073-38293:082. 

8610200184 LER 86-017-00:on 860911j3Oth trains of hydrogen mitigation sys deter- 
mined inoperable during surveillance te8ting.Caused by failure of several hydrogen 
ignitors.Accessibie ignitors replacedTest box buitt.W/861 01 3 Itr. 

DAYJ.B., TUCKER, H.B. Duke Power Co. 86/10/13. 6pp. 38294:177-38294:182. 


8610080169 Submits addI Info re radiochemistry program for primary to secondary leak- 
age detection & quantification.per 860812 telcon request. 

TUCKER,H.B. Duke Power Co. 86/09/22. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD.B. PWR Project Directorate 4. 
2pp. 38 1 36:260-381 36:261 . 

8610140283 Submits written followup on 860923 & 24 request & granting of temporary 
waiver of Tech Spec requirements re limiting conditions for operation.Background info 
re request discussed.Related info end. 

TUCKER.H.B. Duke Power Co. 86/09/25, GRACE, J.N. Region 2, Office of Director. 
16pp. 38226:221-38226:236. 

8610090429 Forwards Amends 63 & 44 to Licenses NPF-9 & NPF-i: respectively & 
safety evaluation.Amends change Tech Spec Table 3.6-2 re contalnr.dnt isolation 
valves. 

HOOD.D. PWR Project Directorate 4. 86/09/29. TUCKER.H.B. Duke Power Co. 3pp. 
38193:001-38193:015. 

—8610090440 Amends 63 & 44 to Licenses NPF-9 & NPF-1 7, respectively, changing 
Tech Spec Table 3.6-2 re containment isolation valves. 

HOOD.D. PWR Project Directorate 4. 86/09/29. lOp . 38193:004-38193:013. 
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-8610090446 Safety evaluation supporting Amends 63 & 44 to Licenses NPF-9 & NPF- 
17 r6S06CtivGiv* 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/29. 2pp. 
3S193;014-38193:015. 


8610090058 Fonwards “Addendum to Reactor Containment Bldg Integrated Leak Rate 
Test Conducted 860520-26.lnvestigation of Containment Deviations From As-Found 


TUQCER H B. Duke Power Co. 86/09/30. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
ip. 38180:330-38180:350. 


-8610090075 “Addendum to Reactor Containment Bldg Integrated Leak Rate Test 
Conducted 860520-26.1nvestigation of Containment Deviations From As-Found Con- 

MORALES.S.K.. JOHANSEN. R. A., MARGUIS.D.S. Duke Power Co. 86/09/30. 20pp. 
38180:331-38180:350. 


8610090456 Forwards Amends 64 & 45 to Licenses NPF-9 & NPF-17, respectively & 
safety evaluatlon,Amends revise limiting condition for operation statements to in- 
crease time allowance for restoration of boron concentration. 

HOOO.D. PWR Project Directorate 4. 86/09/30. TUCKER, H.B. Duke Power Co. 3pp. 
38193:016-38193:034. 


-8610090461 Amends 64 & 45 to Licenses NPF-9 & NPF-1 7,respectively, revising limit- 
ing condition for operation action statements to increase time allowance for restora- 
tion of boron concenti’atlon in accumulator out of spec. 

HOOO.D. PWR Project Directorate 4. 86/09/30. 12pp. 38193:019-38193:030. 


-8610090466 Safety evaluation supporting Amends 64 & 45 to Ucenses NPF-9 & NPF- 
1 7 r0spGctiv@iy 

* Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/30. 4pp. 
38193:031-38193:034. 


8610140010 Forwards Interim rept consisting of graphs of release rates of mass & 
energy into containment from selected accident sequences to form basis of subse- 
quent containment analysis, for approval by 861 201 .per 860425 commitment. 
TUCKER.H.B. Duke Power Co. 86/09/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
27pp. 38227:144-38227:170. 

8610100259 Forwards 850828 Itr forwarding rept re rod swap methcdology, which was 
never docketed.lnfo not revised in any way, submitted for docketing purposes only. 
TUCKER, H.8. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD.B.J. PWR Project Directorate 4. 
1p. 38189:136-38189:157. 


-8610100267 Forwards DPC-NE-1003, "Rod Swap Methodology Rept for Startup Phys- 


ics Testing." 

TUCKER.H.B. Duke Power Co. 85/08/28. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM,E.G. Licensing Branch 4. 3pp. 
38189:137-38189:157. 


-8610100274 “Rod Swap Methodology Rept for Startup Physics Testing.” 

RANDLES, J.H.. TOMONTO.RJ. Duke Power Co. DPC-NE-1003. 85/08/31. 18pp. 
38189:140-38189:157. 


8610100654 Advises that Util established category of "Lifetime" for record retention re- 
quirement for post-tnp review data, per Item 1.2 of Generic Ltr 83-28 & in response to 
TM Novak 850621 Itr. 

TUCKER,H.B. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38204:331-38204:331. 

8610150294 Forwards request for addi info re 860319 application for license 
amends, revising Tech Specs to add alternate path for radioactive liquids released to 
unrestricted areas.Response requested within 45 days of Itr receipt. 

HOOD.D. PWR Project Directorate 4. 86/10/08. TUCKER.H.B. Duke Power Co. 5pp. 
38255:292-38255:296. 


8610200037 Responds to BJ Youngblood 861220 request for addi info re 850916 pro- 
posed amend to Ucenses NPF-9 & NPF-17 concerning extension of allowed outage 
time for vital area sys. 

TUCKER.H.B. Duke Power Co. 86/10/09. DENTON.H.R. Office of Nuclear Reactor 
Regulation. Director (post 851125). YOUNGBLOOD, B.J, PWR Project Directorate 4. 
3pp. 38290:344-38290:357. 

-8610200041 "ECCS Pump Room Pressure Verification." 

Duke Power Co. 86/10/09. 11pp. 38290:347-38290:357. 

8610240338 Application for amends to Ucenses NPF-9 & NPF-1 7, revising Tech Specs 
to allow use of higher enrichment (up to 4.0 w/o U-235) fuel for future core 
reloads.Fee paid. 

TUCKER.H.B. Duke Power Co. 86/10/13. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 4pp. 38355:129-38355:138. 

—8610240351 Proposed Tech Specs, allovring use of higher enrichment (up to 4.0 w/o 
U-235) fuel for future core reloads. 

* Duke Power Co. 86/10/13. 6pp. 38356:133-38355:138. 

8610270183 Requests state expeditiously approve 860625 proposal for disposal of 
sewage sludge, contaminated w/very low levels of radioactlvlty.from facility sanitary 
waste treatment sys as noncontaminated matl. 

TUCKER, H.B, Duke Power Co. 86/10/14. BROWN, D.H. North Carolina. State of. 
31pp. 38361:105-38361:135. 

8610170151 Agrees to withhold proprietary version of “McGuire Units 1 & 2 Tubesheet 
Region Riwging Criterion," (ref 10CFR2.790) per 860801 request 
HOOD, a PWR Project Directorate 4. 86/10/15. WIESEMANN.R.A. Westinghouse 
Electnc Corp. 2pp. 38269:186-38289:187. 

8810271)355 Requests attendance at 861030 ceremonies, recognizing plant branches of 
Natl Academy for Nuclear Training.Academy established in 1985 to coordinate & unify 
training efforts of electric utils operating nuclear plants in US. 

86/10/17. GRACE, J.N. Region 2. Office of Director. 3pp. 

38373:349-38373:351 . 

8610310181 A^ses tfiat Amend 10 to topical QA program rept acceptable & continues 
to meet requirements of 10CFR50,App B. 

2. Office of Director. 86/10/17. TUCKER,H.B. Duke Power Co. 
Ip. 38417:151-38417:151. 


8610280400 Forwards evaluations supporting 860115,0402,05 & 0710 responses to 
10CFR 50.61 fracture toughness requirements for protection against pressurized ther- 
mal shock events.based on 32 EFPYs. 

HOOD.D. PWR Project Directorate 4. 86/10/21. TUCKER.H.B. Duke Power Co. 6pp. 
38385:276-38385:281. 

8610290018 Responds to NRC 860922 Itr re SER on ATWS mitigating sys actuation 
circuitry generic design package.Final design description will be submitted by 870123. 
TUCKER.H.B. Duke Power Co. 86/10/21. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD.B.J. PWR Project Directorate 4. 
2pp. 38394:119-38394:120. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:061. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 


8610010093 Responds to violations noted in Insp Repts 50-369/86-18 & 50-370/86- 
18.Corrective actionsrprocedures revised to require removal of hole plugs following re- 
moval of upper internals & reinstaiiation prior to internals replacement. 

TUCKER.H.B. Duke Power Co. 86/09/12. GRACE, J.N. Region 2, Office of Director. 
3pp. 38054:149-38054:151. 

8610010236 Forwards rept of steam generator tube insp during first refueling outage on 
85041 2, per Tech Specs 4.4.5.5.b & 6.9.2.Rept not submitted within 12 months due to 
administrative oversight. 

TUCKER.H.B. Duke Power Co. 86/09/15. GRACE.J.N. Region 2. Office of Director. 
2pp. 38055:359-38055:360. 

8610030546 Responds to Deviation B noted in Insp Repts 50-369/83-12 & 50-370/83- 
16.C!)orrective actlons:Procedure PT/O/A/4600/16 re EFA detectors amended.PT/0/ 
A/4600/ 16 for Unit 2 completed & work requested to test Unit 1 detectors initiated. 
TUCKER.H.B. Duke Power Co. 86/09/17. GRACE.J.N. Region 2, Office of Director. 
23pp. 38086:316-38086:338. 

8610020345 Forwards Insp Repts 50-369/86-21 & 50-370/86-21 on 860621- 0820 & 
notice of violatlon.Number & characterization of violations described may change fur- 
tlii0r rovisvy 

WALKER.R.D. Region 2, Office of Director. 86/09/18. TUCKER.H.B. Duke Power Co. 
2pp. 38070:346-38070:355. 

-8610020349 Notice of violation from insp on 860621-0820. 

WALKER.R.D. Regton 2, Office of Director. 86/09/18. 1p. 38070:348-38070:348. 

-8610020357 Insp Repts 50-369/86-21 & 50-370/86-21 on 860621-0820. Violations 
noted:reactor coolant cold leg injection from charging pumps failed to meet design cri- 
teria & auxiliary feedwater pump automatic start interlock inoperable. 

ORDERS.W.T., PEEBLES,T.A. Region 2, Office of Director. 86/09/18. 7pp. 
38070:349-38070:355. 


8610060186 Informs of withdrawal of notices of violation & deviation for Violation IV of 
Insp Repts 50-369/84-28 & 50-370/84-25 re electray supporting structural steel fire 
effects analysis. 

GRACE.J.N. Region 2, Office of Director. 86/09/22. TUCKER.H.B. Duke Power Co. 
3pp. 38088:345-38088:347. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38068:266-38058:332. 


8609300125 IE info Notice 86-085, “Enforcement Actions Against 
Willful Failure to Rept Misadminlstrations." Svc list end. 
PARTLOWJ.G. Division of Inspection Programs (Post 850212). 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


Medical Licensees for 
86/10/03. Consolidat- 


8610160049 SuppIs response to violations noted in Insp Repts 50-369/86-18 A 5OJ70/ 
86-18.Correctlve actions:problem investigation rept sys to be instituted at facility to 
ensure all potential problems documented & corrected. ^ ^ * 

TUCKER.H.B. Duke Power Co. 86/10/03. GRACE, J.N. Region 2, Office of Director. 
2pp. 38271:092-38271:093. 


8610100600 Confirms 860923 telcon re 861010 enforcement conference in Atlanta.GA 
to discuss findings documented In Insp Repts 50-369/86-21 & 50-370/86-21 .Pro- 
posed agenda end. 

GRACE, J.N. Region 2. Office of Director. 86/10/06. TUCKER.H.B. Duke Power Co. 
2pp. 38202:1 55-38202:1 56. 


8610060249 IE Compliance Bulletin 86-003. "Potential Failure of 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Une. Svc ust 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabncation & 
Export of Certain Previously Approved Type B Packages.” Svc list encL . 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Poet 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp, 38234.ZBZ- 
38234:328. 
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8610080071 IE info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.'* Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Ck). of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610230093 Responds to comments re SALP Repts 50-269/86-02, 50-270/86-02.50- 
287/86-02,50-369/86-07 & 50-370/86-07. Category 3 in area of plant operations war- 
ranted. 

GRACE, J.N. Region 2, Office of Director. 86/10/10. TUCKER.H.B. Duke Power Co. 
15pp. 38344:229-38344:253. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.’’ Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consoiidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005. “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270057 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-369/86-19 & 50-370/86-1 9.Response satisfies 

10CFR2.201 .Corrective actions will be examined during future insp. 

WALKER.R.D. Region 2, Office of Director. 86/10/21. TUCKER.H.B. Duke Power CJo. 
Ip. 38360:249-38360:249. 

8610270441 Ack receipt of 860912 & 1003 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-369/86-18 & 50-370/86-18. 

WALKER.R.D. Region 2. Office of Director. 86/10/21. TUCKER.H.B. Duke Power Co. 
1p. 38373:152-38373:152. 


R. Periodic operating reports & related correspondence 

861028(K)66 “Semiannual Radioactive Effluent Release Rept.Jul-Dec 1985.” W/860310 
Itr. 

TUCKER.H.B. Duke Power Co. 85/12/31. GRACE.J.N. Region 2. Office of Director. 
41pp. 38368:088-38368:130. 

8610280227 Forwards “Semiannual Effluent Release Rept.Jan-June 1986,’’ including 
summary of liquid & gaseous effluent releases & solid wastes shipped offsite. Rev 5 to 
"McGuire Nuclear Station Process (Control Program” also end. 

TUCKER.H.B. Duke Power Co. 86/08/29. GRACE.J.N. Region 2. Office of Director. 
2pp. 38379:105-38379:142. 

-8610280302 “Semiannual Effluent Release Rept,Jan-June 1 986.” 

* Duke Power Co. 86/06/30. 30pp. 38379:107-38379:136. 

8610060011 Forwards corrected table summarizing solid wastes shipped 
offsite.described in semiannual effluent release rept for Jan-June 1 986. 

TUCKER.H.B. Duke Power Co. 86/09/16. GRACE.J.N. Region 2. Office of Director. 
2pp. 38094:228-38094:230. 

-8610060014 Corrected table summarizing solid waste shipped to disposal facility as 
part of semiannual effluent release rept for Jan-June 1 986. 

* Duke Power Co. 86/06/30. 1p. 38094:230-38094:230. 

8610220263 Forwards monthly operating rept for Sept 1986.Revised operating rept & 
rept of unit shutdowns & reductions for Unit 1 for Aug 1986 also end. 

TUCKER,H.B. Duke Power Co. 86/10/15. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). Ip. 38325:186-38325:201. 


V. Operator Examinations 


8610100623 Forwards request for addi info re operator replacement & requaiification 
training programs. Info requested within 45 days of Itr date. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power 
Co. 6pp. 38220:220-38220:225. 


DOCKET 50-373 LASALLE COUNTY STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 


8610060260 Revs to station procedures.inciuding Rev 4 to Procedure LZP-1 330-25, 
“Sampling of Reactor Coolant at High Radiation Sampling Sys" & Rev 16 to Proce- 
dure L2P-1 700-1, “Generating Station Emergency Plan Group Directory." 

** Commonwealth Edison Co. 86/09/30. 115pp. 38095:001-38095:115. 

8610270179 Rev 3 to LZP-1 200-2, “Classification of Noble Gas Release.” W/procedure 
index. 

* Commonwealth Edison Co. 86/10/01. 14pp. 38361:291-38361:304. 

8610270190 Rev 21 to LZP-1320-1, "Guidance for Augmentation of Onsite Emergency 
Organization Within 60 Minutes.” W/procedure index. 

* (Jommonwealth Edison Co. 86/10/01. 16pp. 38361:138-38361:153. 

8610200433 Fowvards Rev 24 to security plan.incorporating response to corrective 
action taken re security 6vent.change in corporate security & errata revs.Rev withheld 
(ref 1(X)FR73.21). 

TURBAK.M.S. Commonwealth Edison Co. 86/10/09. KEPPLER,J.G. Region 3, Office 
of Director. Ip. 38301:014-38301:014. 

8610220114 Forwards UL 860925 & 1008 Itrs on review of const for applied stops on 
door frames of openings & results of chemical test on gasketing matl.Info should 
close out License Condition 2.C.(25).(d). 

ALLEN, C.M. Commonwealth Edison Co. 86/10/14. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 6pp. 38326:223-38326:228. 

8610280104 Forwards "Exercise Rept,Lasalle Nuclear Power Station, Joint Exercise." 
conducted on 860408.No deficiencies noted. Four areas requiring corrective actions 
ob8en/ed.State of IL schedule for corrective actions also end. 

KRIMM,R.W. Federal Emergency Management Agency. 86/10/15. JORDAN.E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 6pp. 
38367:242-38367:275. 

-8610280154 “Exercise Rept,Lasalie Nuclear Power Station, Joint Exercise." conducted 
on 860408. 

* Federal Emergency Management Agency. 86/07/17. 28pp, 38367:248-38367:275. 

8610240290 Responds to 860911 request for evaluation of issues raised in 860725 
petition, filed under 10CFR2.206 on behalf of village of Seneca, I L,prohibiting 
restart.Evaluation of six emergency planning issues identified on 860806 end. 
KRIMM,R.W. Federal Emergency Management Agency. 86/10/16. JORDAN.E.L. 
Office of Inspection & Enforcement, director (Post 820201). 20pp. 38356:262- 
38356:282. 

8610280076 Advises that 861009 Rev 24 to physical security plan consistent w/provi- 
sions of 10CFR50.54(e) & acceptable. 

AXELSON.W.L. Region 3. Office of Director. 86/10/23. TURBAK.M.S. Commonwealth 
Edison Co. 2pp. 38368:359-36368:360. 


P. Operating license stage documents & correspondence 


-8610220298 Monthly operating repts for Sept 1 986. 

REAViS,J.A. Duke Power Co. 86/09/30. 13pp. 38325:187-38325:199. 


8. Reportabie occurrences, LERs 6 related correspondence 

8610270199 Special repton 860725, during operability test on diesel generator 2B, diesel 
generator made loud noise & load dropped from 4,000 to 1,000 kW.Caused by badly 
damaged turbocharger compressor.Turbocharger replaced. 

TUCKER, H.B. Duke Power Co. 86/09/09. GRACE.J.N. Region 2, Office of Director. 
1 4pp. 38361 :250-38361 :264. 

6610090114 LER 86-005-01 :on 860326, fire watch patrols not performed as required by 
Tech Spec 3.7.11. Caused by personnel error. Hourly patrols instituted & continued 
until penetration sealed.W/860922 Itr. 

TORRE, J.G.. TUCKER,H.B. Duke Power Co. 86/09/22. 6pp, 38181:245-38181:250. 

8610060709 LER 86-010-01 :on 860623, containment spray pump 2B declared inoperable 
due to refueling water storage tank temp exceeding 100 F.Pump 2A declared inoper- 
able on 86061 0.Caused by inadequate procedures for temp monitoring .W/860924 Itr. 
TORRE, J.G.. TUCKER,H.B. Duke Power Co. 86/09/24. 7pp. 38092:200-38092:206. 


8610010506 Notification of cancellation of 860924 meting w/util in Bethesda,MD to dis- 
cuss internal scheduling practices as open issues in forthcoming yr. 

BOURNIA,A. BWR Project Directorate 3. 86/09/10. ADENSAM,E.G, BWR Project Di- 
rectorate 3. 2pp. 38056:021-38056:022. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for CL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090188 Forwards fee for 860829 submittal re Static 0-Ring differential pressure 
switches. 

ALLEN, C.M. Commonwealth Edison Co. 86/09/29. DIGGS, R. License Fee Manage- 
ment Branch. Ip. 38181:319-38181:319. 

8610100595 Advises of current status of NPDES permit for facility. Correction to 860508 
rev request end. 

ALLEN,C.M. Commonwealth Edison Co. 86/09/30. BERNERO.R.M. Division of Boiling 
Water Reactor (BWR) Licensing. 2pp. 38194:346-36194:350. 


6610030182 LER 86-01 7-00:on 660827, reactor tripped due to malfunctioning operator in 
valve 2CF26.C^used by malfunction of electric coil in solenoid valve.Coil replaced. W/ 
860926 Itr. 

DAY,J.B.. TUCKER, H.B. Duke Power Co. 86/09/26. 5pp. 38088:230-38088:234. 


8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-O737,lt0m l.A.1.1, “Shift Technical Advisor..." for plants excluding 
Braidwood Units 1 & 2.Program meets Commission policy statements criteria. 
2W0LINSKI,J.A. BWR Project Directorate 1. 86/10/01. FARRAR, D.L Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 


6610270051 PNO-ll-86-076:on 861015,29 Of 53 sirens failed to activate during annual 
emergency exercise.Siren sys encoder replaced & radio transmitters checked.Further 
testing will be performed to ascertain & correct cause. 

KREH.J.L., DECKER, T.R. Region 2. Office of Director. 86/10/16. Ip. 38360:248- 
38380:248. 


-6610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem l.A.1.1, “Shift Technical Advisor...," meets criteria contained in 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 


6610270128 PNO-ll-8e-079;on 861 022, reactor bldg temporarily evacuated after detec- 
tion of live steam near post-accident sampling sys drain linaSys isolation valve re- 
ceived stray signal & energized open.Cause under investigation. 

WEDDINGTON,R.. HOSEY.C. Region 2, Office of Director, 86/10/22. 2pp. 38360J)54- 
38360:055. 


8610160082 Confirms plans to conduct 861016 meeting w/util at facility to discuss 
status of corrective actions in response to 10CFR50.354(f) Itr, 

NORELIUS,aE. Region 3, Office of Director. 86/10/08. O’CONNOR, J.J. Common- 
wealth Edison Co. Ip. 38271:143-38271:143. 
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8610270449 Forwards summary of results from 860924 Oparating Pressure Reactor 
Vessel Level Drop Te^st LST«S6-208.Setpoint stability for Level 3 SCRAM & automatic 
depressurization sys permissive functions consistent w/ characterization program. 
ALLEN, C.M. Commonwealth Edison Co. 86/10/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director {post 851125). 4pp. 38374:270-38374:273. 

8610280008 Forwards proposed “Topical Rept on Operability Assessment of ASME 
Section III Piping & Supports After Unanticipated Loadings” & "Low Cycle Fatigue As- 
sessment of ASME Section ill Class 2/3 Piping for Unanticipated Loads." Fee paid. 
ALLEN, C.M. Commonwealth Edison Co. 86/10/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38367:191-38367:214. 

-8610280011 Proposed "Topical Rept on Operability Assessment of ASME Section III 
Piping & Supports After Unanticipated Loadings." 

* Commonwealth Edison Co. 86/09/30. 6pp. 38367:193-38367:198. 


6610160471 Forwards viewgraphs used at 860813 enforcement conference re status of 
corrective actions concerning personnel errors involving mispositioned control rod oer 
Insp Repts 50-373/86-21 & 50-374/86-20. 

ALLEN, C.M. Commonwealth Edison Co. 86/08/22. KEPPLER.J.G. Region 3. Office of 
Director. 16pp. 38273:226-38273:241. ^ ” 

8610280082 FOIA request for six categories of documents re 1 982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTONj.M. Chicago Tribune, Chicago, IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8610090200 Responds to NRC 860828 Itr re violations noted in Insp Repts 50-373/86- 
32 & 50-374/86-23.Encl withheld. k h ^ 

FARRAR.D.L Commonwealth Edison Co. 86/09/23. KEPPLER.J.G. Region 3. Office 
of Director. Ip. 38146:329-38146:329. 


-8610260015 Rev 1 to “Low Cycle Fatigue Assessment of ASME Section ill Class 2/3 
Piping for Unanticipated Loads." 

MAHENDRANATHAN, WIPASURAMONTON, GIBRAIEL,S.A. Sargent & Lundy, Inc. 
EMD-061058 R01. 86/09/12. 16pp. 38367:199-38367:214. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8610220110 Forwards SOR.Inc long-term test data & graph developed from inpuLOnce 
initial 24 h of static pressure "soaked in," large drop in rate of setpoint shift occurs. 
ALLEN, C.M. Commonwealth Edison Co. 86/10/14. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38324:308-38324:311. 

86 10270469 Application for amend to License NPF-18,revising Tech Specs to permit 
continued operation during installation of mod to lube oil sys of Diesel Generator 
2A.Fee paid. 

ALLEN.C.M. Commonwealth Edison Co. 86/10/14. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 6pp. 38372:255-38372:269- 


8610150210 Responds to NRC 860804 Itr re violations noted In Insp Repts 50-373/86- 
21 & 50-374/86-20.Corrective actlons:control rod movement procedures revised & 
personnel retrained. 

FARRAR.D.L. Commonwealth Edison Co. 86/10/01. KEPPLER,J.G. Region 3, Office 
of Director. 3pp. 38249:049-38249:051. 


8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MIsadmInistrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


-8610270471 Proposed Tech Specs, permitting continued operation during installation of 
mod to lube oil sys of Diesel Generator 2A. 

* Commonwealth Edison Co. 86/10/14. 9pp. 38372:261-38372:269. 

8610280396 Forwards safety evaluation accepting process control program 
(PCP),updated through 85071 8, on interim basis. Revised PCP guidelines, incorporating 
10CFR61 requirements, scheduled for development in FY87. 

ADENSAM.E.G. BWR Project Directorate 3, 86/10/16. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 38387:104-38387:107. 

-8610280401 Safety evaluation granting interim acceptance of process control program 
updated through 850718. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 2pp. 
38387:106-38387:107. 


8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Rndings re Generic Issue C8:BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610280334 Forwards SER accepting offsite dose calculation manual, updated through 
Rev 12.Manual acceptable ref for use W/Tech Spec 6.8.Changes incorporated in 
Revs 11 & 12 comply w/ spec. 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/21. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 38387:155-38387:196. 

-8610280344 Safety evaluation accepting offsite dose calculation manual updated 
through Rev 12.Changes incorporated in Revs 11 & 12 comply w/Tech Spec 6.8.2. 
* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/21. 40pd. 
38387:157-38387:196. 


8610280580 Discusses commitments made in CM Allen 860912 Itr to HR Denton re dis- 
assernbly & Insp of Static O-Ring (SOR) differential pressure switches found unac- 
ceptable for use at plantSOR rept on switches in question end, 

ALLEN,C.M. Commonwealth Edison Co. 86/10/21. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 5pp. 38380:183-38380:187. 

8610290326 Forwards Amends 46 & 28 to Ucenses NPF-11 & NPF-18, respectively & 
safety evaluation.Amends change reporting requirements for iodine spiking from short- 
term rept to item included In annual rept. 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/23. FARRAR.D.L. Commonwealth 
Edison Co. 2pp. 38400:275-38400:293. 


—8610290378 Amends 46 & 28 to Licenses NPF-11 8 NPF-18, respectively, changing 
reporting requirements for iodine spiking from short-term rept to Item Included In 
dnnuHi ropx* 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/23. 14pp. 38400:277-38400:290, 


evaluation supporting Amends 46 8 28 to Licenses NPF-1 1 8 

NPF-1 8, respectively. 

384od?291-3840o!293 ReQi^Jation, Director (post 851125). 86/10/23. 3pp. 


8610170047 Forwards response to Rev 1 to IE Bulletin 79-26, “Boron Loss From BWR 
CJontrol Blades." Control rod blade exposure history being tracked on monthly basis in 
accordance w/LTP-1 600-29, “Control Blade End-of-Life Projection." 

ALLEN.C.M. Commonwealth Edison Co. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38278:030-38278:031. 


8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR. J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086. “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness 8 Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018* 
38259:122, 

8610210042 Forwards Safety Insp Repts 50-373/86-29 8 50-374/86-30 on 860707- 
11,22-24 & 0922-23 8 notice of vIolation.Measures taken to correct deficiencies re im- 
plementation of inservice testing program should be included in response. 
PAPERlELLO,C.J. Region 3, Office of Director. 86/10/14. REED.C. Commonwealth 
Edison Co. 2pp. 38305:136-38305:150. 

-8610210045 Notice of violation from insp on 860707-1 1 ,22-24 8 0922-23. 
PAPERIELLO.aj. Region 3, Office of Director. 86/10/14. 2pp. 38305:138-38305:139. 

-8610210051 Insp Repts 50-373/86-29 8 50-374/86-30 on 860707-11,22-24 8 0922- 
23.Viotation noted:failure to perform increased frequency testing, adhere to procedures 
& implement inservice testing program, per ASME Code. 

ENG,P.L, PHILLIPS, M.P. Region 3. Office of Director. 86/10/09. 11pp. 38305:140- 
38305:150. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 06/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New YorK Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operitino reports tk related correspondence 


861020 teicon between R Ramirez, A Boumla. J Knox 8 Cl 
cussed in auff 86^^ completed on 860924.Re8ults of test di 


Q. Inspection reports, tE Bulletins & correspondence 

*^aSt**” "Transfer 8/or Disposal of Spent Generators.” 

IE Info Notice 80-32. "Clarification of Certain Requirements f 
Ex^sive-Use Shipments of Radioactive Matis.” W/o svc list 
cSSV? ? Enforcement, Director (Post 820201). 82/02/12. Consolidat* 

Edison Co. of New York, Inc. 4pp. 38351 :079-38351 :082. 


8810200088 MonthM operating repts for Sept 1986.W/861010 itr. 

ROHRER,R.J., DIEDERICH,GJ. Commonwealth Edison Co. 86/09/30. 38pp. 
38293:121-38293:159. 


S. Reportable oceurreneas, LERe 8 related coirespondence 


8610010526 LER 86-025-01:011 86062S, spurious trip of control room ventilation hi-radi- 
ation monitor occurred due to incomplste sted»iHzation fOtlowing caibr.Cause not deter- 
mined. Detector recalibr.W/860919 ltr. 

WALFORD.P.S., DIEDERICH,G.J. Commonwealth Edison Co. 86/09/19. 4pp. 
38060:172-38000:175. 


8610060453 LER ^22-0t,m 8^2,shiddOVm coollng^ Caused by 

■-i.jn H.Opefator counseled on 

gig |i(f 

. ' '86/09/19.' 4pp. 38090:121- 

38098:124. 
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8610200278 LER 86-037-00:on 860908.primary containment isolation sys isolation of 
Groups II & IV occurred.Caused by inadequate out of svc taken on reactor level 
switch-Procedure LAP-900-4 revised.Personnel training lnitiated.W/861006 Itr. 
KALMON.KJ., DIEDERICH.G.J. Commonwealth Edison Co. 86/10/06. 4pp. 
38296:257-38296:260. 

8610230221 LER 86-030-01 :on 860704, ESF damper actuated.Caused by spurious trip of 
high radiation monitor 2D18-K7510 due to bad connector between indicator relay & 
detector unit. Detector observed.No further problems noted. W/861 007 Itr. 

WATFORD, P.S., DIEDERICH,G.J. Commonwealth Edison Co. 86/10/07. 4pp. 

38343:155-38343:158. 

8610230241 LER 86-021-01:on 860608, ESF damper actuated.Caused by spurious trip 
on high radiation mon'itor/detector 2D18-K751D due to apparent bad connector from 
indicator relay.Detector observed.No further problems noted. W/d61 007 Itr. 
WATFORD,P.S., DIEDERICH,G.J. Commonwealth Edison Co. 86/10/07. 4pp. 

38343:336-38343:339. 

8610230053 LER 86-022-02:00 86061 2.shutdown cooling isolation occurred during per- 
formance of LES-PC-107 re Group 7 isolation logic sys functional testCaused by op- 
eration of wrong keylock switch.lsolation signal reset.W/861006 Itr. 

REIF,O.R., DIE0ER1CH,G.J. Commonwealth Edison Co. 86/10/08. 4pp. 38345:170- 
38345:173. 

8610270283 LER 86-038-00:on 860921 .reactor mode switch over-rotated to run 
position.resulting in scram signal & main steam line isolation.Caused by personnel 
error.Switch returned to startup position.Personnel briefed. W/861 020 Itr. 

ROHRER,R.J.. DIEDERICH.G,J. Commonwealth Edison Co. 86/10/20. 3pp. 
38362:090-38362:092. 

8610290336 Special repton 860926,thermocouple measuring metal housing temp indi- 
cated temp above setpointOn 860929, sensor near relief valves showed temp exceed- 
ing limitThermocouple temp caused by problems w/startup testing. 

DIEDERICH.G.J. Commonwealth Edison Co. 86/10/22. KEPPLERJ.G. Region 3. 
Office of Director. Ip. 38402:113-38402:113. 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8610060260 Revs to station procedures, including Rev 4 to Procedure LZP-1330-25. 
“Sampling of Reactor Coolant at High Radiation Sampling Sys*’ & Rev 16 to Proce- 
dure LZP-1 700-1, “Generating Station Emergency Plan Group Directory.” 

* Osmmonwealth Edison Co, 86/09/30. 115pp. 38095:001-38095:115. 

8610270179 Rev 3 to L2P-1200-2, “Classification of Noble Gas Release.” W/procedure 
index. 

* Commonwealth Edison Co. 86/10/01. 14pp. 38361:291-38361:304. 

8610270190 Rev 21 to LZP-1 320-1, "Guidance for Augmentation of Onsite Emergency 
Organization Within 60 Minutes." W/procedure index. 

* Commonwealth Edison Co. 86/10/01. 16pp. 38361:138-38361:153. 

8610200433 Fonvards Rev 24 to security plan,incorporating response to corrective 
action taken re security event, change in corporate security & errata revs.Rev withheld 
(ref 10CFR73.21). 

TURBAK.M.S. Commonwealth Edison Co. 86/10/09. KEPPLER.J.G. Region 3, Office 
of Director. 1 p. 38301 :01 4-38301 :01 4. 

8610220114 Forwards UL 860925 & 1008 Itrs on review of const for applied stops on 
door frames of openings & results of chemical test on gasketing mati.lnfo should 
close out License Condition 2.C.(25).(d). 

ALLEN, C.M. Commonwealth Edison Co. 86/10/14. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 6pp. 38326:223-38326:228. 

8610280104 Fonwards “Exercise RepLLasaile Nuclear Power Station, Joint Exercise,” 
conducted on 860408.No deficiencies noted. Four areas requiring corrective actions 
observed.State of IL schedule for corrective actions also end. 

KRIMM.R.W. Federal Emergency Management Agenw. 86/10/15. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & engineering Response (Post 830103). 6pp. 
38367:242-38367:275. 

-8610280154 ‘‘Exercise RepLLasalte Nuclear Power Station,Joint Exercise,” conducted 
on 860408. 

* Federal Emergency Management Agency. 86/07/17. 28pp. 38367:248-36367:275. 

8610240290 Responds to 860911 request for evaluation of Issues raised in 860725 
petition,filed under 10CFR2.206 on behalf of village of Seneca,iL,prohibiting 
restart.Evaluation of six emergency planning issues identified on 860806 end, 
KRIMM.R.W. Federal Emergency Management Agency. 86/10/16. JORDAN, EL 
Office of inspection 8 Enforcement, Director (Post 820201). 20pp. 38356:262- 
38356:282. 

8610280076 Advises that 861009 Rev 24 to physical security plan consistent w/provi- 
sions of 10CFR50.54(e) & acceptable. 

AXELSON.W.L Region 3. Office of Director. 86/10/23. TURBAK.M.S. Commonwealth 
Edison Co. 2pp. 3836a:359-38368;36a 


P. Operating Ifeenae stage documents 8 correspondence 

8610010508 Notification of cancellation of 860924 meting w/util In 6ethescla,MD to dis- 
cuss internal schedufing pradices as open issues in forthcoming yr. 

BOURNIAA. BWR Project Directorate 3. 88/09/10. ADENSAM.E.G. BWR Pr<^ Di- 
rectorate 3. 2pp. 38056:021-38056:622. 

8610020009 Application for anrvend to yeense iNPR-tai^^ Tech Specs to allow 
installation of high density spent fuel racks . Installation will extend full core discharge 
capability beyond 1990 & allow savings in radiation exposure^Fee paid. 

ALLEN.dM. Commonwealth Edison Co. 86/09/1 9rDENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 5pp. 38065:131-38065:228. 

-8610020014 ProposedTech Specs,allbwing installation of high density spent fuel racks 
to extend full core discharge capability payohd 1990 & allow savings in radiation 
exposure, disposal of radioactive jtiatl & finandal cost. 

* a)mmonwealth Edison Co. 86/09/19. 4pp. 38065:136-38065:139. 


-8810020026 Rev 8 to “LaSalle Station Unit 2.Spent Fuel Storage Capacity Mod SAR.*’ 

* Commonwealth Edison Co. 8601-00-0084 R08. 86/08/31. 89pp. 38065:140- 
38065:228. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENtON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610100595 Advises of current status of NPDES permit for facility. Correction to 860508 
rev request end. 

ALLEN, C.M. Commonwealth Edison Co. 86/09/30. BERNERO,R.M. Division of Boiling 
Water Reactor (BWR) Licensing. 2pp. 38194:349-38194:350. 

8610150404 Forwards safety evaluation accepting utii 860425 revised program for com- 
plying w/NUREG-0737.ltem I.A.1.1, “Shift Technical Advisor..." for plants excluding 
Braidwood Units 1 & 2.Program meets Commission policy statements criteria. 
ZWOLINSKI,J.A. BWR Project Directorate 1. 86/10/01. FARRAR.D.L Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem LA. 1.1, “Shift Technical Advisor...," meets criteria contained In 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 

8610160082 Confirms plans to conduct 861016 meeting w/util at facility to discuss 
status of corrective actions in response to 10CFR50.354(f) Itr. 

NORELIUS,C.E. Region 3, Office of Director. 86/10/08. O’CONNOR, J.J. Common- 
wealth Edison Co. Ip. 38271:143-38271:143. 

8610280008 Forwards proposed “Topical Rept on Operability Assessment of ASME 
Section III Pipiito & Supports After Unanticipated Loadings" & “Low Cycle Fatigue As- 
sessment of A^E Section III Class 2/3 Piping for Unanticipated Loads.” Fee paid. 
ALLEN,C.M. Commonwealth Edison Co. 86/10/08. DENTON,H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38367:191-38367:214. 

-8610280011 Proposed “Topical Rept on Operability Assessment of ASME Section III 
Piping & Supports After Unanticipated Loadings.” 

* Commonwealth Edison Co. 86/09/30. 6pp. 38367:193-38367:198. 

8610220110 Forwards SOR.Inc long-term test data & graph developed from inpuLOnce 
initial 24 h of static pressure “soaked in," large drop in rate of setpoint shift occurs. 
ALUEN.C.M. Commonwealth Edison Co. 86/10/14. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38324:308-38324:311. 

8610280396 Forwards safety evaluation accepting process control program 
(POP), updated through 85071 8, on interim basis. Revised PCP guidelines, incorporating 
10CFR61 requirements, scheduled for development in FY87. 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/16. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 38387:104-38387:107. 

-8610280401 Safety evaluation granting interim acceptance of process control program 
updated through 850718. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 2pp. 
38387:106-38387:107. 

8610290065 Application for amend to License NPF-1 8, incorporating three addi special 
test exceptions necessary to allow testing of fine motion control dnve. 

ALLEN.C.M. Commonwealth Edison Co. 86/10/16. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38393:162-38393:202. 

-8610290071 Proposed Tech Spec changes, incorporating three addI special test excep- 
tions necessary to allow testing of fine motion control drive. 

* Commonwealth Edison Co, 86/10/16, 17pp. 38393:186-38393:202. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods,’* Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610270424 Commits to snubber sampling plan discussed in Tech Spec 4.7.9.e.(3) for 
first refueling outage-Snubbers within sunreillance sample will be functionally bench 
tested. 

ALLEN,C.M, Commonwealth Edison Co. 86/10/17. KEPPLER.J.G. Region 3, Office of 
Director, 2pp. 38374:113-38374:114. 

8610280334 Forwards SER accepting offsite dose calculation manual, updated through 
Rev 12.Manual acceptable ref for use W/Tech Spec e.8.Changes incorporated in 
Revs 11 & 12 oompty w/ spec. 

ADENSAM,E.G. ^R Project Directorate 3. 86/10/21. FARRAR.D.L Commonwealth 
Edison Co. 2pp, 38387:155-38387:196. 

-8610280344 Safety evaluation accepting offsite dose calculation manual updated 
through Rev 12.Change8 incorporated In Revs 11 & 12 comply w/Tech Spec 6.8.2. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/21. 40pp. 
38387:157-38387:196. 

8610280580 Discusses commitments made in CM Allen 860912 Itr to HR Denton re dis- 
assembly & insp of Static O-Ring (SOR) differential pressure switches found unac- 
ceptable for use at plantSOR rept on switches in question end. 

ALLEN, C.M. Commonwealth Edison Co. 66/10/21. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 1 25). 5pp. 38380:1 83-38380:1 87. 

•610290328 Forwards Amends 46 & 28 to Licenses NPF-1 1 & NPF-18, respectively & 
safety evaiuation.Amends change reporting requirements for iodine spiking from short- 
term rept to item induded in annual rept. 

ADENSAM,E.G. BWR Project Directorate 3, 86/10/23. FARRAR.D.L Commonwealth 
Edison Co. 2pp. 38400-.275-38400:293. 

-8810290378 Amends 46 & 28 to Licenses NPF-11 & NPF-1 8, respectively, changing 
reporting requirements for iodine Spiking from short-term re^ to item included In 

ADe1^a£lE.G. BWR Project Directorate 3. 86/10/23, 14pp. 36400:277-38400:290. 
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-8610290385 Safety evaluation supporting Amends 46 & 28 to Licenses NPF-11 & 
NPF-1 8,respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/23. 3pp. 
38400:291-38400:293. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610160471 Forwards viewgraphs used at 860813 enforcement conference re status of 
corrective actions concerning personnel errors involving mispositioned control rod, per 
Insp Repts 50-373/86-21 & 50-374/86-20. 

ALLEN.C.M. Commonwealth Edison Co. 86/08/22. KEPPLER.J.G. Region 3, Office of 
Director. 16pp. 38273:226-38273:241. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTONXM. Chicago Tribune, Chicago. IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8610010611 Forwards stainless steel piping insp plan.consistent w/ Generic Ltr 84- 
11. per 860107 commitmenLTable detailing number of welds by sys & pipe size to be 
examined also end. Submittal supersedes 860819 transmittal. 

ALLEN, C.M. Commonwealth Edison Co. 86/09/12. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38058:072-38058:076. 

8610090200 Responds to NRC 860828 ltr re violations noted in Insp Repts 50-373/86- 
32 & 50-374/86-23.Encl withheld. 

FARRAR,D.L. Commonwealth Edison Co. 86/09/23. KEPPLER,J.G. Region 3, Office 
of Director. Ip. 38146:329-38146:329. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610150210 Responds to NRC 860804 ltr re violations noted in Insp Repts 50-373/86- 
21 & 50-374/86-20.Corrective actions:control rod movement procedures revised 6 
personnel retrained. 

FARRAR.D.L. Commonwealth Edison Co. 86/10/01. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 38249:049-38249:051. 

8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Claritication of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Ckmsolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 !E Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. I05pp. 38259:018- 
38259:122. 


8610210042 Forwards Safety Insp Repts 50-373/86-29 & 50-374/86-30 on 860707- 
11,22-24 & 0922-23 & notice of violation.Measures taken to correct deficiencies re im- 
plementation of inservice testing program should be included in response. 
PAPERtELLO,C.J. Region 3. Office of Director. 86/10/14, REED,C, Commonwealth 
Edison Co. 2pp. 38305:136-38305:150. 

-8610210045 Notice of violation from insp on 860707-11,22-24 & 0922-23. 
PAPERIELLO,C.J. Region 3, Office of Director. 86/10/14. 2pp. 38305:138-38306:139. 

-8610210051 Insp Repts 50-373/86-29 & 50-374/86-30 on 860707-11,22-24 & 0922- 
23.Violation notedrfailure to perform increased frequency testing, adhere to procedures 
8 implement inservice testing program, per ASME uxle. 

ENG.P.L., PHILLIPS.M.P. Region 3, Office of Director. 86/10/09. 11pp. 38305:140- 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co, of New York, inc. 93pp. 38331 ’192- 
38331:284. 

8810100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN.EL. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports 8 related correspondence 

8610200068 Monthly operating repts for Sept 1986,W/861010 ltr. 

ROHRER,R.J., D1EDERICH,G.J. Commonwealth Edison Co. 86/09/30 38dd 
38293:121-38293:159. 


S. Reportable occurrences, LERs & related correspondence 


8610090222 LER 86-012-01:on 860620,MSIV limit switches & feedwater check valve 
limit switches & solenoids determined not installed in environmentally qualified test 
configuration. Caused by inadequate installation procedures.W/860930 ltr. 
SPENCER, D., DIEDERICH,G.J. Commonwealth Edison Co. 86/09/30. 4dd 
38147:356-38147:359. 


8610230036 LER 86-01 7-00:on 86091 7.remote shutdown panel instrumentation for RHR 
HX svc water discovered inoperable. Caused by insufficient review of work request 
Instrumentation replaced on 86091 8.W/861 007 ltr. 

LYON.D.M., DIEDERICH,G.J. Commonwealth Edison Co. 86/10/07. 5pp. 38345:182. 
38345:186. 


8610230039 LER 86-01 6-0O:on 860914,caiibr of HPCS auto transfer suppression pool 
high level switch alarm function discovered not cuiTent.Caused by failure to recognize 
Tech Spec requirements.Suppression pool alarms added. W/861 007 ltr. 
SMYTHE,D.R., DIEDERICH,G.J, Commonwealth Edison Co. 86/10/07. 4po. 
38345:187-38345:190. 


8610280288 RO;due to containment vent & purge design mod const activities, fire detec- 
tion zones removed from svc to prevent spurious fire alarms due to welding & cutting 
in area.Rre watch patrol established. 

DIEDERICH,G.J. Commonwealth Edison Co. 86/10/20. KEPPLER,J.G. Region 3. 
Office of Director. 1p. 38379:259-38379:259. 

8610280106 RO:on 860926.chiller 2B started & chiller 2A shut down.Temp sensor 2T£- 
VP215 stabilized at approx 153 F & sensor 2TE-VP205 reached 150 F.Temps will 
continue to be monitored weekly. 

DIEDERICH.G.J. Commonwealth Edison Co. 86/10/21. KEPPLER,J.G. Region 3, 
Office of Director. Ip. 38367:276-38367:276. 


DOCKET 50-377 MEDICAL COLLEGE OF HANOVER RES. REACTOR 


R. Periodic operating reports & related correspondence 


8610220425 “Drinking Water Operational Rept - Sept 1986.” W/861 01 7 ltr. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/09/30. SAGER.R. Pennsylvania, 
Commonwealth of. 2pp. 38330:360-38330:361. 


DOCKET 50-378 CAORSO NUCLEAR STATION 


R. Periodic operating reports 8c related correspondence 


8610220425 “Drinking Water Operational Rept - Sept 1986.” W/861 01 7 ltr. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/09/30. SAGER.R. Pennsylvania, 
Commonwealth of. 2pp. 38330:360-38330:361. 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


8610080181 Revised application for amend to License NPF-26,consisting of Tech Spec 
Change Request NPF-38-39 re fire detection instrumentation.Rev removes conflict be- 
tween surveillance & fire watch requirements for annulus,per 860929 telcon. 
COOK,K.W. Louisiana Power & Light Co. 86/09/29. KNIQHTON.G.W. PWR Project 
Directorate 7. 2pp. 38137:137-38137:140. 

-8610080184 Revised proposed Tech Specs re limiting condition for operation for fire 
detection instrumentation, removing conflict between surveillance 8 fire watch 
requirements, per Tech Spec Change Request NPF-38-39. 

* Louisiana Power & Light Co. 86/09/29. 2pp. 38137:139-38137:140, 

B61 01 60406 Notifies of vacancy In plant radiation protection group due to transfer of 
radiation protection superintendentSteps taken to minimize impact upon health phys- 
ics activities, pending selection of permanent replacement by 861115. 

COOK,K.W. Louisiana Power 8 Light Co. 86/10/08. MARTIN, R.D. Region 4, Office ol 
Director. Ip. 38274:071-38274:071. 


8610200367 Forwards Insp Rept 50-382/86-16 on 860801-31 & notice of violation. 
GAGL!ARDO,J.E. Region 4, Office of Director. 86/10/16. DEWEASE,J.G. Louisiana 
Power 8 Ught Co. 2pp. 38300:281-38300:297. 

-8610200374 Notice of violation from insp on 860801 -31 . 

* Region 4, Office of Director. 86/10/16. 2pp. 38300:283-38300:284. 


-8610200381 Insp Rept 50-382/86-16 on 860801-31 .Violations noted:failure to property 
implement fire protection program 8 security procedures 8 inadequate execution of 

LuifiiSX^G., STAKER.T.R., BUNDY,H.F, Region 4, Office of Director. 86/10/10. 
13pp. 38300:285-38300:297. 


8810310231 Advises that util coordinating Region IV security personnel meetings sdwd- 
uled for 861027 8 28 requests NRC attendance at meeting on 861028 to discuss 
changes to 10CFR73.55 8 security insp procedures 8 policies. 

BARKHURST.R.P. Louisiana Power 8 Light Co. 86/10/17. BANGABT,R.L Region 1, 
Office of Director. Ip. 38418:071-38418:071. 


8610270420 Lists areas requiring clarification In next emergency response plan 
chang 0 ,per review of 860826 submittaLSections 3.1 .2.1 8 6.6,1.i.2 re onsite emergen- 
cy coordination 8 accountability, respectively, addressed. * . , . 

GAGLIARDO.J.E. Region 4, Office of Director. 86/10/21. DEWEASE.J.G, Louisiana 
Power 8 Light Co. 2pp. 38373:305-38373:306. 
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P. Operating license stage documents & correspondence 

8610100244 FOIA request for all completed Ofc of Investigations repts. re facility. 

GARDE, B.P. Government Accountability Project. 86/03/21. Office of Administration. 
2pp. 38205:244-38205:245. 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060189 Application for amend to License NPF-38,consisting of Tech Spec Change 
Requests NPF-38-40,NPF-38-41 & NPF-38-42. revising shutdown margin whenever ail 
full length control element assemblies fully inserted in core.Fee paid. 

DEWEASE,J.G. Louisiana Power & Ught Co. 86/09/25. KNIGHTON.G.W. PWR 
Project Directorate 7. 12pp. 38097:029-38097:077. 

-8610060198 Proposed Tech Specs,revlslng shutdown margin whenever all full length 
control element assemblies (CEA) fully inserted in core & special test exceptions on 
shutdown margin to allow credit for previous reactor trip. 

* Louisiana Power & Ught Co. 86/09/25. 36pp. 38097:041-38097:077. 

8610060880 Requests remittance of fee for review of 860902 shoulder gap evaluation 
rept to determine if existing fuel element assemblies have sufficient available shoulder 
gap clearance for next cycle. 

DIGGS.R.M. License Fee Management Branch. 86/09/29. LEDDiCK.R.S. Louisiana 
Power & Light Co. Ip. 38112:311-38112:311. 

8610080181 Revised ^plication for amend to License NPF-26, consisting of Tech Spec 
Change Request NPF-38-39 re fire detection lnstrumentation.Rev removes conflict be- 
tween surveillance & fire watch requirements for annulus.per 860929 telcon. 
COOK.K.W. Louisiana Power & Light Co. 86/09/29. KNIGHTON.G.W. PWR Project 
Directorate 7. 2pp. 38137:137-38137:140. 

-8610080184 Revised proposed Tech Specs re limiting condition for operation for fire 
detection instrumentation.removing conflict between surveillance & fire watch 
requirements, per Tech Spec Change Request NPF-38-39. 

* Louisiana Power & Light Co. 86/09/29. 2pp. 38137:139-38137:140. 

8610070234 Forwards Tech Spec matrix.reload analysis rept,Suppl 1 to MSS-NA1-P, 
“Qualification of Reactor Physics Methods ..." & CEN-341 (C), "Boric Acid Concentra- 
tion Reduction Effort...," in support of Cycle 2 reload. 

COOK,K.W. Louisiana Power & Light Co. 86/10/01. KNIGHTON.G.W. PWR Project 
Directorate 7. 301pp. 38117:077-38118:017. 

—8610070244 “Boric Acid Concentration Reduction Effort.Technical Bases & Operation- 
al Analysis.Waterford Nuclear Power Plant Unit 3." 

* Combustion Engineering, Inc. CEN-341(C). 86/10/31. 114pp. 38117:210-38117:323. 

—8610070274 SuppI 1 to “Qualification of Reactor Physics Methods for Application to 
PWRs of Middle South Utils Sys, Waterford Steam Electric Station Unit S.Method Vali- 
dation." 

THOMPSON, S. Middle South Services. Inc. MSS-NA1-P SOI. 86/09/15. 55pp. 
38117:324-38118:017. 

8610070459 Responds to request for addi info re util 860523 proposed Tech Spec 
change to eliminate surveillance requirement for trisodium phosphate dodecahydrate 
(TSP) aggregation. Structural integrity of TSP basket inherent in design. 

COOK,K,W. Louisiana Power & Ught Co. 86/10/01. KNIGHTON.G.W. PWR Project 
Directorate 7. 2pp. 38124:188-38124:189. 

8610070465 Forwards response to request for addI info re util 860829 proposed Tech 
Spec change to introduce power reduction curve used following full or partial length 
misalignment of control element assembly. 

COOK.K.W. Louisiana Power & Light Co. 86/10/01. KNIGHTON.G.W. PWR Project 
Directorate 7. 2pp. 38125:025-38125:026. 

8610090444 Application for amend to License NPF-38.revising Tech Specs re DNBR 
setpolnts.boron dilution requirements, peak linear heat generation curve, reactor protec- 
tive instrumentation & liquid & gaseous monitoring instrumentation.Fee paid. 
DEWEASE,J.G. Louisiana Power & Light Co. 86/10/01. KNIGHTON.G.W. PWR 
Project Directorate 7. 3pp. 38180:088-38180:222. 

—8610090463 Proposed Tech Specs, revising DNBR setpolnts.boron dilution 
requirements.peak linear heat generation rate cun/e.reactor protective 
instrumentation, CEA insertion limits & liquid & gaseous effluent monitoring instrumen- 
tation. 

* Louisiana Power & Light Co. 86/10/01. 132pp. 38180:091-38180:222. 

8610100254 Partial response to FOIA request for all completed Ofc of Investigations 
repts re facility.Forwards App A & B documents.App B documents partially wiOmeld & 
App C documents completely withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project 5pp. 38205:246-38206:278. 

—8610100271 Forwards rept of Investigation re alleged falsified Gulf Engineering Co, Inc 
QA records.Torque wrench out of tolerance during mods & torque values for rework 
listed. Partially deleted related info end. 

HAYES,B.B. Office of Investigations. 85/02/13. MARTIN.R.D. Region 4, Office of Di- 
rector. 189pp. 38205:251-38206:079. 

-8610100289 Discusses alleged forgery of JA Jones Const Co Cadweld Insp Rept 4-84- 
020.No evidence developed that indicated forgery intentional.lnvestigation 
closed.Related info end. 

HAYES,B.B. Office of Investigations. 85/06/17. MARTIN.R.D. Region 4, Office of Di- 
rector. 134pp. 38206:124-38206:257. 

8610090430 Forwards response to request for addi info re util 860829 proposed Tech 
Spec change revising location of two seismic monitors.No safety-related equipment 
lies below seismic monitor location. 

COOK.K.W. Louisiana Power & Light Co. 86/10/03. KNIGHTON.G.W. PWR Project 
Directorate 7. 8pp. 38178:259-38178:266. 

8610100101 Supplemental application for amend to License NPF-38, clarifying senior re- 
actor operator supervisory requirements during core alterations. 

COOK,K.W. Louisiana Power & Ught Co. 86/10/06, KNIGHTON.G.W. PWR Project 
Directorate 7. 4pp. 38191:111-38191:115. 


-8610100103 Proposed Tech Spec.clarifying senior reactor operator supervisory re- 
quirements during core alterations. 

* Louisiana Power & Light Co. 86/10/06. Ip. 38191:115-38191:115. 

8610100248 Supplemental application for amend to License NPF-38, modifying 860820 
amend request to remove refueling water storage pool as creditable boration flow 
path in Tech Spec 3.1.2.2.0riginal safety analysis remains valid. 

COOK,K.W. Louisiana Power & Light Co. 86/10/06. KNIGHTON.G.W. PWR Project 
Directorate 7. 2pp. 38189:158-38189:166. 

-8610100256 Rev to proposed Tech Spec 3.1 .2.2,removing refueling water storage pool 
as creditable boration flow path.W/revised index. 

* Louisiana Power & Light Co. 86/10/06. 7pp. 38189:160-38189:166. 

8610100642 Submits addi info re effect of lower boric acid makeup tank boron concen- 
trations on conclusions in FSAR,particularly Section 9.3.4 covering chemical & vol 
control sys. 

COOK.K.W. Louisiana Power & Light Co. 86/10/06, KNIGHTON.G.W. PWR Project 
Directorate 7. 3pp. 38204:216-38204:218. 

8610140090 Approves 860716 request for application of ASME Code Case N-411-1 
damping values in piping analyses instead of values specified in FSAR.EncI Reg 
Guide 1.84, Rev 24 requirements & commitments described in 860716 request must 
be met. 

KNIGHTON.G.W. PWR Project Directorate 7. 86/10/06. DEWEASE,J.G. Louisiana 
Power & Light Co. 4pp. 38221:001-38221:004. 

8610140017 Forwards proposed Tech Specs Bases Section 3/4.7.2, “Steam Generator 
Pressure/Temp Limits." updating 850801 Tech Spec change request. 

COOK,K.W. Louisiana Power & Light Co. 86/10/08. KNIGHTON.G.W. PWR Project 
Directorate 7. 3pp. 38227:255-38227:257. 

8610210250 Forwards justification for SPDS selected in 860214 proposal & cost benefit 
analysis for several alternatives,in response to 860513 meeting request Expenditure of 
addi funds in Option 2 cost prohibitive. 

COOK.K.W. Louisiana Power & Light Co. 86/10/09. KNIGHTON.G.W. PWR Project 
Directorate 7. 14pp. 38315:113-38315:126. 

8610240079 Forwards proprietary & nonproprietary C-E Ends 1-P & 1-NP to L-CE-R- 
042 & CEN-343 re responses to request for add! info on Cycle 2 reload concerning 
clad collapse analyses & shutdown margin.Proprietary ends withheld (ref 
10CFR2.790). 

COOK.K.W. Louisiana Power & Ught Co. 86/10/13. KNIGHTON.G.W. PWR Project 
Directorate 7. 10pp. 38346:312-38346:340. 

-8610240089 Nonproprietary End 1-NP, “Responses to Requests for Addi Info on Wa- 
terford 3 Cycle 2 Reload." 

* Combustion Engineering, Inc. L-CE-R-042. 86/09/30. 11pp. 38346:322-38346:332. 

-8610240093 Nonproprietary “Statistical Combination of Uncertainties for Waterford 3." 

* CJombustion Engineering, Inc, CEN-343(C)-NP. 86/10/31. 7pp. 38346:333- 
38346:340. 

8610210132 Forwards GL Constable summary of 860919 meeting at Region IV ofc re 
activities authorized by License NPF-38,attendance list & viewgraphs.Meeting provid- 
ed better understanding of plant status & planned activities. 

JOHNSON,E.H. Region 4, Office of Director. 86/10/14. DEWEASE,J.G. Louisiana 
Power & Light Co. 20pp. 38306:338-38306:357. 

8610210236 Fonvards suppI to initial DCRDR final summary rept re invalid human engi- 
neering deficiencies & corrective actions in response to Supp1 1 to NUREG-0737. 
COOK,K.W. Louisiana Power & Light Co. 86/10/14. KNIGHTON.G.W. PWR Project 
Directorate 7. 34pp. 38314:321-38314:354, 

8610210484 Application for amend to License NPF-38,revislng Tech Specs to provide 
functional descriptions of title positions. 

DEWEASE,J.G. Louisiana Power & Light Co. 86/10/15. KNIGHTON,G.W, PWR 
Project Directorate 7. 2pp. 38311:087-38311:119. 

-8610210490 Proposed Tech Specs re administrative controls. 

* Louisiana Power & Light Co. 86/10/15. 31pp. 38311:089-38311:119. 

8610220072 Forwards Amend 6 to License NPF-38 & safety evaluation. Amend revises 
Tech Specs so that use of spent fuel handling machine not required for movement of 
new fuel outside pool. 

WILSON, J.H. PWR Project Directorate 7. 86/10/16. DEWEASE,J.G. Louisiana Power 
& Ught Co. 4pp. 38331:293-38331:317. 

-8610220078 Amend 6 to License NPF-38,revising Tech Specs so that use of spent 
fuel handling machine not required for movement of new fuel outside pool. 
WILSON,J,H. PWR Project Directorate 7. 86/10/16. 15pp. 38331:297-38331:311. 

-8610220083 Safety evaluation supporting Amend 6 to License NPF-38. 

* Office of Nuclear Reactor R^ulation, Director (post 851125). 86/10/16. 6pp. 
38331:312-38331:317. 

8610220388 Forwards Amend 7 to License NPF-38 &. safety evaluation. Amend revises 
Tech Specs by increasing authorized fuel enrichment limit & uncertainties allowance 
for spent fuel storage racks. 

WILSON, J.H. PWR Project Directorate 7. 86/10/16. DEWEASE,J.G. Louisiana Power 
& Light Co. 59pp. 38330:078-38330:101. 

-8610220393 Amend 7 to License NPF-38,revising Tech Specs by increasing author- 
ized fuel enrichment limit & revising uncertainties allowance for spent fuel storage 
racks. 

WILSON, J.H. PWR Project Directorate 7. 86/10/16. 10pp. 38330:082-38330:091. 

-8610220399 Safety evaluation supporting Amend 7 to License NPF-38. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 10pp. 
38330:092-38330:101. 

8610240095 Requests extension of time for implementation of deluge capability for 
charcoal filter units due to difficulties w/procurement & delivery of integral compo- 
nents. 

COOK,K.W. Louisiana Power & Ught Co. 86/10/21. KNIGHTON,G.W. PWR Project 
Directorate 7. 3pp. 38348:154-38348:156. 
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8610220369 Generic Ltr 86>16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modets.Svc list end. . 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051, 

6610290059 Forwards response to request for addi info re Tech Spec change requests 
to implement bypass for nonsafety-related high speed generator level trip & to support 
Cvcie 2 operation. 

COOK.K.W. Louisiana Power & Light Co. 86/10/23. KNIGHTON.G.W. PWR Project 
Directorate 7. 11pp. 38393:207-38393:217. 

8610310221 Forwards description of mods to CEN-323-P re reload data block constant 
installation guidelines to reflect actual software impiementation.per NRC 860910 re- 

COOK.K.W. Louisiana Power & Ught Co. 86/10/24. KNIGHTON.G.W. PWR Project 
Directorate 7. 2pp. 38418:040-38418:041. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* O^ice of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc, 4pp. 38351:079-38351:082. 

8610070351 Responds to Violations 8615-01 & 8615-02 noted in Insp Rept 50-382/86- 
15.Corrective actions;ltr to all maint personnel issued to provide consultation on com- 
pliance w/ measuring & test equipment usage procedures. 

COOK,K.W. Louisiana Power & Ught Co. 86/09/24, MARTIN, R.D. Region 4. Office of 
Director. 5pp. 38119:351-38119:355. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100254 Partial response to FOIA request for alt completed Ofc of Investigations 
repts re facility.Forwards App A & B documents.App B documents partially withheld & 
App C documents completely withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 5pp. 38205:246-38206:278. 

-8610100281 Investigation Rept 4-83-030 on 831215.Maior areas 
investigated:aliegatlons re improper torquing of bolts associated w/emergency diesel 
generator by licensee.Torque values not listed for specific bolts. 

GALANTI.D.M., HERR.R.K., HAYES.B.B. Office of Investigations. 85/02/13. 18pp. 
38206:080-38206:123. 

-8610100295 Partially deleted Investigation Rept 4-84-020 on 850606, Areas 
investigated:alleged forgery of JA Jones Const Co Cadweld insp repts.No evidence 
developed to indicate forgery. 

DRISKILUD.D., HERR.R.K., HAYES.B.B. Office of Investigations. 85/06/06. 21pp. 
38206:258-38206:278. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212), 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610160085 Forwards Exam Rept 50-382/OL-86-03 of exams administered on 860819- 
21 . 

GAGL1ARDO.J.E. Region 4, Office of Director. 86/10/06. DEWEASE.J,G. Louisiana 
Power & Ught Co. 2pp. 38262:177-38262:286, 

-8610160087 Exam Rept 50-382/OL-86-03 on 8608 19-21. Exam results:one senior re- 
actor operator candidate failed operating exam.AII other candidates passed all parts of 
exam. 

MCCRORY,S.L., COOLEY.R.A. NRC - No Detailed Affiliation Given. 86/10/01. 108pp. 
38262:179-38262:286. 

8610160258 Ack receipt of 860214 & 0314 Itrs Informing NRC of steps taken to correct 
violations noted in Insp Rept 50-382/85-27. 

GAGLIARDO.J.E. Region 4, Office of Director. 86/10/06. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 38265:004-38265:024. 

-8610160268 Responds to NRC 860115 ltr re violations noted in Insp Repts 50-382/85- 
04 & 50-382/85-27.Corrective actions:nuciear purchasing procedure revised to include 
issuance of ack copy of purchase order changes for safety-related orders. 

COOK,K.W. Louisiana Power & Light Co. 86/02/14. MARTIN, R.D, Region 4, Office of 
Director. 17pp. 38265:006-38265:022. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer," Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210019 Ack receipt of 860924 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-382/86-15. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/10. DEWEASE,J.G. Louisiana 
Power & Light Co. 2pp. 38305:169-38305:175. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610200367 Forwards Insp Rept 50-382/86-16 on 860801-31 & notice of violation. 
GAGLIARDO,J.E. Region 4, Office of Director. 86/10/16. DEWEASE.J.Q. Louisiana 
Power & Light Co. 2pp. 38300:281-38300:297. 

-8610200374 Notice of violation from insp on 860801-31. 

* Region 4, Office of Director. 86/10/16. 2pp. 38300:283-38300:284. 

-8610200381 Insp Rept 50-382/86-16 on 86080 1-31. Violations noted:failure to properly 
implement fire protection program & security procedures & inadequate execution of 
insp program. 

LUEHMAN,J.G., STAKER,T.R., BUNDY, H.F. Region 4, Office of Director. 86/10/10. 
13pp. 38300:285-38300:297. 

8610310151 Forwards Insp Rept 50-382/86-17 on 860901 -SO.No violation or deviation 
noted.Status of previously identified insp findings discussed in Paragraph 9 of rept. 
GAGLIARDO,J.E. Region 4, Office of Director. 86/10/24. DEWEASE,J.G. Louisiana 
Power & Light Co. 2pp. 38419:132-38419:144. 

-8610310157 Insp Rept 50-382/86-17 on 860901 -SO.No violation or deviation 
noted.Major areas inspected:LER followup, monthly surveillance.routine operational 
safety, IE bulletins & offsite review committee. 

LUEHMAN,J.G., STAKER,T.R., BUNDY, H.F. Region 4, Office of Director. 86/10/23. 
11pp. 38419:134-38419:144. 


R. Periodic operating reports & related correspondence 


8610200366 Monthly operating rept for Sept 1986.W/861013 ltr. 

MILLER.G., COOK,K.W. Louisiana Power & Light Co. 86/09/30. SCROGGINS,R.M. 
Office of Resource Management, Director. 7pp. 38300:274-38300:280. 


S. Reportable occurrences, LERs & related correspondence 

6610020224 Special Rept SR-86-005-00:on 860909 & 17, secondary & primary towers 
removed from svc,respectively,but not returned to svc within 7 days.Caused by need 
to replace hoist cables. Secondary tower returned to svc on 860916. 
BARKHURST,R.P. Louisiana Power & Light Co. 86/09/26. MARTIN, R.D. Region 4, 
Office of Director. 4pp. 38067:309-38067:312. 

8610090397 LER 86-01 8-00:on 860903, seismically unqualified power supply panel for 
hydrogen recomblner discovered.Caused by absence of structural weld.Outside foun- 
dation weld installed.W/ 861003 ltr. 

ALLEMAN,S.A., BARKHURST,R.P. Louisiana Power & Light Co. 86/10/03. 4pp. 
38178:270-38178:273. 

8610200191 LER 86-01 9-00:on 860909, during full power,reactor tripped due to turbine 
trip.Caused by alternate drain valve failure resulting in hi-hi level in moisture separator 
reheater shell drain tank 2. Valve reworked.W/861010 ltr. 

MYERS, LW., BARKHURST.R.P. Louisiana Power & Ught Co. 86/10/10. 4pp. 
38294:196-38294:199. 


-8610160272 Clarifies discrepancy found in util 860214 response to violations noted in 
Insp Repts 50-382/85-04 & 50-382/85-27. Replacement of O-rings on Rosemount 
1153 transmitter completed on 860221 instead of 851231. 

COOK,K.W. Louisiana Power & Light Co. 86/03/14. MARTIN, R.D. Region 4, Office of 
Director. 2pp. 38265:023-38265:024. 


8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnltially reported on 841227.No ad- 
verse effects noted during testing. ' , 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves reveding nat- 
ural frequencies less than required values of 33 Hz. Initially reported on 841227,No ad- 
verse effects noted during testing. . a 

BROOME, E.a International Telephone & Telegraph Corp. ^86/10/10. 

ANDERSON, W.F. NRC - No Detailed Affiliation Given. 8pp. 38308 : 1 77 - 38308 : 1 84. 


8610150014 Ack receipt of 860321 ltr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-382/85-31. Ltr fororarded to DIv of CA, Vendor & Technical Otr 
Programs for review of 10CFR21 applicability. 

GAQLIARDO,J.E. Region 4. Office of Director. 86/10/08. DEWEASE.J.G. Louisiana 
Power 8 Light Co. 2pp. 38251:076-38251:083. 

—8610150026 Responds to NRC 860220 ltr re violations noted in Insp Rept 50-382/85- 
31. Corrective actions:further evaluations on safety implications of GE CIWA-021716 
circuit breakers performed & no substantial hazard reportable, per 1 0CFR21 . 
COOK.K.W. Louisiana Power & Light Co. 86/03/21. MARTIN,R.D. Region 4, Office of 
Director. 6pp. 38251:078-38251:083. 


8610220018 LER 86-020-00:on 860915,18 & 1002,ESF portion of control room ventila- 
tion sys actuated Inadvertently.Caused by electrical spikes In control room outside air 
intake radiation monitors.Evatuation continuing.W/861015 ltr. 

SMITH, T., BARKHURST.R.P. Louisiana Power 8 Light Co. 86/10/15. 4pp. 38326:260- 
38326:263. 

8610300235 PNO-V-86-073:GL McChain.in custody by FBI on parole violation, issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weld records-lnvestlgation In progress. 

MARSH.R. Region 5, Office of Director. 86/10/23. Ip. 38405:049-38405:049. 



DOCKETED ITEMS 169 


8610310217 LER 86-021 -00:on 860924, hourly firewatch tour not performed In shutdown 
cooling HX Room B.Caused by personnel errorPost order for firewatch patrol 
revised. W/861 024 Itr. 

ENGLEBRACHT.F., CARNS.M.S. Louisiana Power & Light Co. 86/10/24. 4pp. 
38420:318-38420:321. 


V. Operator Examinations 

8610200390 Partial response to FOIA request. Fonvards App C documents. Documents 
also placed in POR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610220208 Forwards survey of experienced operators & shift technical ad\4sers at 
Diablo Canyon, Seabrook & Waterford 3, per request 

KNIGHTON.G.W. Licensing Branch 3. 83/10/13. NOVAK,T.M. Assistant Director for 
Ucensing. 7pp. 38336:172-38336:178. 

8610100512 Responds to 860820 Generic Ltr 86-14 re operator licensing & requaiifica- 
tion exams schedule for FY87-90.Schedules end. 

COOK,K.W. Louisiana Power & Light Co. 86/10/01. BOGER,B.A. Operator Licensing 
Branch. 3pp. 38193:329-38193:331. 

8610160085 Forwards Exam Rept 50-382/OL-86-03 of exams administered on 860819- 
21 . 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/06. DEWEASE.J.G. Louisiana 
Power & Light Co. 2pp. 38262:177-38262:286. 

-8610160087 Exam Rept 50-382/OL-86-03 on 86081 9-21. Exam results:one senior re- 
actor operator candidate failed operating exam.Ail other candidates passed all parts of 
exam. 

MCCRORY,S.L., COOLEY, R.A. NRC - No Detailed Affiliation Given. 86/10/01. 108pp. 
38262:179-38262:286. 
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F. Security, medical, emergency & fire protection plans 

8610210456 Revised emergency plan implementing procedures, including Rev 1 to EP- 
iP-029 re activation of technical support ctr & Rev 2 to EP-IP-049 re estimation of 
core damage during emergency.W/four oversize drawings. 

* Pennsylvania Power & Light Co. 84/05/25. 261pp. 38310:132-38311:032. 

8610060834 Change 1-86-1102 to Rev 1 to Procedure EP-IP-016. *‘ln-plant...Team 
Mgt," closing NRC Open Item 50-388/86-07-04 identified during 1986 full-scale exer- 
cise. 

* Pennsylvania Power & Light Co. 86/09/23. 3pp. 38109:324-38109:326. 

8610070175 Rev 2 to Emergency Plan Implementing Procedure EP-IP-031, “Public Info 
Emergency Procedures." Revised table of contents also encl.W/860923 Itr. 
WOODESHICK,H.L, STONES,M.D., KEISER.H.W. Pennsylvania Power & Light Co, 
86/09/23. 14pp. 38114:096-38114:109. 

8610090025 Rev 3 to Emergency Plan Implementation Procedure EP-IP-042, “In-Plant & 
Emergency Operations Facility Chemistiy Lab Emergency Preparation." Table of con- 
tents encl,W/860925 Itr. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/09/25. 19pp, 38181:015-38181:033. 

8610090237 Responds to NRC 860814 Itr re violations noted In Insp Repts 50-387/86- 
10 & 50-388/86-1 0.CorrectIve actions:Emergency Procedure EP-IP-007 re personnel 
assembly & accountability will be revised to ensure assembly area habitability. 
KEISER.H.W. Pennsylvania Power & Ught Co. 86/09/26. MARTiNJ.T. Region 1, 
Office of Director. 5pp. 38146:341-38146:345. 

8610100328 Rev 7 to Emergency Plan Implementing Procedure EP-IP-009, “Emergency 
Offsite Dose Calculations.” Revised table of contents encl.W/860929 Itr. 

SHANK.K.E.. KEISER.H.W. Pennsylvania Power & Ught Co. 86/09/29. 64pp, 
38198:035-38198:098. 

8610100587 Forwards Safeguards Insp Repts 50-387/86-15 & 50-388/86-15 on 
86081 2-1 4.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/02, KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 38199:001-38199:006. 

-8610100596 Physical Security Insp Repts 50-387/86-15 & 50-388/86-15 on 860812- 
14.No violation noted.Major areas inspected:security procedures & instructions.mgt 
effectiveness,security program audits & testing & maint. 

BAILEY,R,J., KEIMIG.R.R. Region 1, Office of Director. 86/09/30, 4pp. 38199:003- 
38199:006. 

8610150266 Rev 7 to Emergency Plan Implementing Procedure EP-IP-002, “Emergency 
Mgt Notifications." Revised table of contents encLW/861002 itr. 

KEISER.H.W. Pennsylvania Power & Ught Co. 86/10/02. 58pp. 38241:172-38241:230. 

8610240183 Fonvards agenda for 861030-31 early emergency responders workshop in 
Willow Grove, PA, per TE Murley Aug 1986 Itr. 

MARTIN, T.T. Region 1. Office ^ Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). RICE.B.R. Com- 
merce, Dept. of. National Oceanic & Atmospheric Administration. GIORDANO, P.P. 
Federal Emergency Management Agency. 9pp. 38350:223-38350:231. 

8610210127 Rev 108 to table of contents to “Emergency Plan Implementation Proce- 
dure Manual." 

* Pennsylvania Power & Light Co. 86/10/13. 4pp. 38306:032-38306:035. 

8610210291 Forwards application for proposed Amends 87 & 43 to Ucenses NPF-14 & 
NPF-22,respectively,revising physical security plan & security training & qualification 
plan.Encl Change X withheW (ref 10CFR73.21).Fee paid, 

KEISER.H.W. Pennsylvania Power & tighi Co. 86/10/17, ADENSAM,E. BWR Project 
Directorate 3. 4pp. 3831 2:222-38312jJ^. 

-8610210309 Application for Amends 87 & 43 to Licenses NPF-14 & NPF-22. 
respectively,revising physical security pism & security training & quaMficafion plan re 
security clearance ui^ates & vited equipment list 

KEISER.H.W. Pennsylvania Power & Ught Co. 86/10/17. 2pp. 38312:226^312:227. 


P. Operating license stage documents & correspondence 

8610060398 Discusses threat to operability of seven inboard containment valves from 
postulated high energy line break jet impingement, per NRC request.Probability of acci- 
dent not increased, based on safety of existing plant design. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/17. ADENSAM.E. BWR Project 
Directorate 3. 2pp. 38089:006-38089:007. 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070193 Responds to NRC question re seismic/LOCA analysis of U2C2 reload.No 
significant differences exist in mass & stiffness properties between GE 8x8 & ENC 
8x8 fuels.Dynamic characteristics & responses essentially same. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/25. ADENSAM.E. BWR Project 
Directorate 3. 3pp. 38119:348-38119:350. 

8610080216 Advises that Allegation ni-86-A-28 re auxiliary operators leaving site prior 
to relief.causing shortage of reactor qualified operators closed due to lack of safety 
significance. 

STROSNIDER,J. Region 1, Office of Director. 86/09/25. KISTER.H.B. Region 1, 
Office of Director. Ip. 38135:001-38135:001. 

8610140309 Forwards application for proposed Amends 86 & 42 to Licenses NPF-14 & 
NPF-22, respectively, providing action statement applicable to configurations of two in- 
operable channels of 4.1 6 kV ESS bus undervoltage.Fee paid. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/09/29. ADENSAM.E, BWR Project 
Directorate 3. 4pp. 38223:043-38223:054. 

-8610140312 Application for proposed Amends 86 & 42 to Licenses NPF-14 & NPF- 
22.respectiv6ly,providing action statement applicable to configurations of two inoper- 
able channels of 4.16 kV ESS bus undervoltage & 2 h time for monthly surveillance 
testing. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/29. 2pp. 38223:047-38223:048. 

—8610140314 Proposed Tech Specs, providing action statement applicable to configura- 
tions of two inoperable channels of 4.16 kV ESS bus undervoltage & 2 h time window 
for monthly surveillance testing of degraded voltage protection channels. 

* Pennsylvania Power & Light Co. 86/09/29. 6pp. 38223:049-38223:054. 

8610080476 Forwards application for amends to Licenses NPF-14 & NPF-22. revising 
Tech Specs re diesel generator operability. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/10/01. ADENSAM.E, BWR Project 
Directorate 3. 3pp. 38165:349-38165:359. 

-8610080480 Application for amends to Licenses NPF-14 & NPF-22, revising Tech 
Specs re diesel generator operability. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/10/01. 2pp. 38165:352-38165:353. 

-8610080481 Proposed Tech Specs re diesel generator operability. 

* Pennsylvania Power & Light Co. 86/10/01. 6pp. 38165:354-38165:359. 

8610170152 Advises Of project manager assignments.M Thadani will be BWR licensing 
manager, effective 861015. 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/10. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 38288:360-38288:361. 

8610210058 Responds to remaining open issues re OCRDR, including upgraded task 
analysis & color convention in control room. Safe shutdown analysis demonstrates 
that safe shutdown can be accomplished w/o using HPCl sys. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/10/14. ADENSAM.E. BWR Project 
Directorate 3, 11pp. 38306:064-38306:074. 

8610210291 Forwards application for proposed Amends 87 & 43 to Licenses NPF-14 8 
NPF-22, respectively, revising physical security plan & security training & qualification 
plan.Encl Change X withheld (ref 10CFR73.2l).Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/10/17. ADENSAM.E. BWR Project 
Directorates, 4pp. 38312:222-38312:227. 

—8610210309 Application for Amends 87 & 43 to Licenses NPF-14 & NPF-22, 
respectively.revising physical security plan & security training & qualification plan re 
security clearance updates & vital equipment list. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/10/17. 2pp. 38312:226-38312:227. 

8610210344 Requests exemption from GDC 4 at postulated pipe rupture locations in 
reactor recirculation sys.Argument supporting request presented.Related info including 
MPR Assoc,lnc rept on ieak-before-break analyses end. 

KEISER.H.W. Penr^sylvania Power & Light Co. 86/10/17. ADENSAM.E. BWR Project 
Directorate 3. 20pp. 38313:013-38313:140. 

-8610210402 Rev 1 to “Leak Before Break Evaluation of Postulated Recirculation Sys 
Pipe Cracks." 

* MPR Associates, Inc. MPR-949 R01. 86/10/31. 108pp. 38313:033-38313:140. 

B610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8187230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list. 

* Office of Inspection 8 Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 
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8610090237 Responds to NRC 860814 Itr re violations noted in Insp Repts 50-387/86- 
10 & 50-388/86-1 0.Corrective actions:Emergency Procedure EP-IP-007 re personnel 
assembly & accountability will be revised to ensure assembly area habitability, 
KEISER.H.W. Pennsylvania Power & Ught Co. 86/09/26. MARTIN, T.T. Region 1. 
Office of Director. 5pp. 38146:341-38146:345. 

8610080040 Forwards Safety Insp Repts 50-387/86-16 & 50-388/86-16 on 860825- 

28.No violations noted. „ 

MARTIN.T.T. Region 1, Office of Director. 86/09/29. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 38131:340-38131:347, 

-8610080052 Safety Insp Repts 50-387/86-16 & 50-388/86-16 on 860825-28. No viola- 
tions noted-Major areas inspected:transportation activlties.including mgt 
controls,training,procedures, shipments of radioactive matl,10CFR61 items,QC & 
audits. 

CLEMONS, P.. PASCIAK.W. Region 1, Office of Director, 86/09/29. 6pp. 38131:342- 
38131:347. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp, 38058:266-38058:332. 

8610100272 Notification of Ucense Meeting 86-115 on 861010 at Region I ofc to dis- 
cuss SALP Board. 

STROSNIDER.J.R. Region 1. Office of Director. 86/09/30. Region 1, Office of Direc- 
tor. 2pp. 38189:022-38189:023. 

8610100587 Forwards Safeguards Insp Repts 50-387/86-15 & 50-388/86-15 on 
86081 2-1 4.No violations noted. 

MARTIN.T.T. Region 1. Office of Director. 86/10/02. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 38199:001-38199:006. 

-8610100596 Physical Security Insp Repts 50-387/86-15 & 50-388/86-15 on 860812- 
14.No violation noted.Major areas inspected:securi^ procedures & instructions, mgt 
effectiveness, security program audits & testing & maint. 

BAILEY.R.J., KEIMIC,R.R. Region 1. Office of Director. 86/09/30. 4pp. 38199:003- 
38199:006. 

8609300125 IE Info Notice 88-085, "Enforcement Actions Against Medical Ucensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610230177 Forwards response to IE Bulletin 85-003 re motor-operated valves,per 
860829 requestMotor-operated valves In HPCI & RCIC sys requiring testing for Oji^r- 
ational readiness listed. 

KEISER,H.W. Pennsylvania Power & Ught Co. 86/10/09. KANE,W.F. Region 1, Office 
of Director, 12pp. 38344:109-38344:120. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp, 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co, of New York, Inc. 105pp, 38259:018- 
38259:122. 

8810220028 Forwards Insp Repts 50-387/86-14 & 50-388/86-14 on 860716- 0901 & 
notice of violation. Response to violation should include corrective actions to ensure 
that traversing in-core probes (TIPs) withdrawn into shield chambers after use. 
KISTER.H.B. Region 1, Office of Director. 86/10/10. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 38325:001-38325:020. 

"8610220036 Notice of violation from insp on 860716-0901. 

* Region 1, Office of Director. 86/10/10. Ip. 38325:003-38325:003. 

"8610220055 Insp Repts 50-387/86-14 & 50-388/86-14 on 860716-0901. Violation 
noted’Tech Spec limiting condition for operation re traversing in-core probes not met. 
STROSNIDER,J. Region 1, Office of Director. 86/09/24. 17pp. 38325:004-38325:020. 

6610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure," Svc list end. 

JORDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 


"8610210489 Safety Insp Repts 50-387/86-20 & 50-388/86-21 on 860916-19. No viola- 
tions noted.Major areas inspectedrradioactive liquid & gaseous effluent 
program, including release records,offsite dose calculation manual, instrument calibr & 
training. 

CLEMONS.P., PASCIAK,W. Region 1, Office of Director. 86/10/15. 5pp. 38310:112- 
38310:116. 

8610280020 Ack receipt of 860912 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-387/86-10 & 50.388-%6-10. 

MARTIN,T.T. Region 1. Office of Director. 86/10/16. KEISER,H.W. Pennsylvania 
Power & Light Co. 2pp. 38367:23 1 -38367:235. 

8610270450 Forwards Safety Insp Repts 50-367/86-22 & 50-388/86-23 on 860922- 
26.No violation or deviation noted. 

MARTIN,T.T. Region 1, Office of Director. 86/10/21. KEISER,H.W. Pennsylvania 
Power & Light Co. 2pp. 38378:1 88-38378:200. 

"8610270453 Insp Repts 50-387/86-22 & 50-388/86-23 on 860g22-26.No violation Of 
deviation noted.Major areas inspected:chemlcal control program, including 
organization, self-identification/ correction of deficiencies & plant water chemistry svs. 
BICEHOUSE,H.J., PASCIAK.W.J. Region 1, Office of Director. 86/10/20. 11pp. 
38378:190-38378:200. 


R. Periodic operating reports & related correspondence 

8610100346 Monthly operating rept for Jul 1986.W/860811 Itr. 

KUCZYNSKI,L.A., KEISER.H.W. Pennsylvania Power & Ught Co. 86/07/31. 
BEEBE,M.R. Information Systems Branch. 9pp. 38195:294-38195:302. 

8610030314 "NPDES Discharge Monitoring Rept for Aug 1986." W/860919 Itr. 
FIELDS. J.S. Pennsylvania Power & Light Co. 86/08/31. KOVAL, P. Pennsylvania, 
Commonwealth of. 16pp. 38080:186-38080:201. 

6610090097 Submits Status Rept 6 re reactivator/ clarifier blowdown treatmentNo 
permit violations noted for 860821-0919. Permanent treatment methods under 
review.Table 1, "Total Suspended Solids Data," for 860821-0919 end. 

FIELDS,J.S. Pennsylvania Power & Light Co. 86/09/19. LEHMAN, S. Pennsylvania, 
Commonwealth of. 2pp. 38180:274-38180:275. 

8610060146 Forwards drinking water operational rept for Aug 1988.Rept fulfills require- 
ment of operating permit issued in Apr 1986. Daily average filtration rates calculaled 
by dividing total gallons per day by 1 ,440 minutes. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/09/24. JENKINS, D. Pennsylvania, 
Commonwealth of. Ip. 38088:329-38088:330. 

"8610060156 Drinking water operational rept for Aug 1986. 

* Pennsylvania Power & Light C5o. 86/08/31. Ip. 38088:330-38088:330. 

8610150325 “Drinking Water Monitoring Rept, Sept 1986." W/861003 Itr. 

FIELDS.J.S. Pennsylvania Power & Ught Co. 86/09/30. HULL,P. CRCP-Sterling Sys- 
terns, Inc. 2pp. 38240:215-38240:216. 

8610280548 “Quarterly Hazardous Waste Rept,Third Quarter 1986." W/861024 Itr. 
CRIMMINS.T.M., HANSELL,J.B. Pennsylvania Power & Light Co. 86/09/30. 3pp. 
38380:148-38380:150. 

0610220224 Forwards waste generation info from 1983-86, per request during 861009 
visit. 

HANSELL,J.B. Pennsylvania Power & Light Co. 86/10/15. FRITZ,C. Penns^vania, 
Commonwealth of. 5pp. 38326:162-38326:166. 

8610270218 NPDES noncompiiance notification:svc & administration bldg sump dis- 
charge of suspended solids concentration of 33.3 mg/ liter exceeded monthly average 
of 30 mg/liter.Discharge monitoring rept for Sept 1986 end. 

FIELDS,J.S. Pennsylvania Power & Ught Co. 86/10/21. KOVAL,P. Pennsylvania, 
Commonwealth of. Ip. 38360:330-38360:345. 

"8610270227 "NPDES Discharge Monitoring Rept for Sept 1986." 

* Pennsylvania Power & Light Co. 86/09/30. 15pp. 38360:331-38360:345. 

8610270222 Forwards Status Rept 7 listing total suspended solids concentrations dis- 
charged from facility sewage treatment plant during 860923-1 01 7.Hlgh total suspend- 
ed solids due to sludge dewatering activities when sample collected. 

FIELDS,J.S. Pennsylvania Power & Ught Co. 86/10/21. LEHMAN, S. Pennsylvania, 
Commonwealth of. Ip. 38372:334-38372:335. 

"8810270298 "Total Suspended Solids Data for 860923-1017." 

* Pennsylvania Power & Ught Co. 86/10/17. Ip. 38372:335-38372:335. 


S. Reportable occurrences, LERs & related correspondence 


6610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

9610210426 Forwards Safety insp Repts 50-387/86-17 50-388/86-18 on 860908- 

12.No violation notedResufts of Independent measurements will be reported in subse- 
quent insp rept 

MARTIN,T.T. Region 1, Office of Director. 86/10/16. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 3831 0:1 1 7-3831 0:1 31 . 

-8610210446 Safety; Insp Repts 50-387/86-17 & 60-388/86-18 on 860908-12, No viola- 
tion or deviation identifiecLMajor area inspected: radiochemical measurements pro- 

O' D^or. 66/ 


Forwards Safety Ir|sp Repts 50-387/86-20 & 50-388/86-21 on 860916- 
followup items noted in NRC 850402 & 

0518 itrs verified. 


MARTIN, T,T, Region 1, Office of Director. 86/10/18- 
Power & Light Co. 2pp. 38310:110-38310:1 18. 


KEISER,H.W. Pennsylvania 


8610010419 LER 86-030-00:on 860825, Limiting Condition for Operation 3.0.3 entered & 
cleared four times to perform surveillances on 4.16 kV engineered safely sys 
buses.Caused by Tech Spec discrepancy.Tech Spec being changed. W/860924 Itr. 
SADVARY,D.D,. CRIMMINS.T.M. Pennsylvania Power & Ught Co. 86/09/24. 3pp. 
38055:141-38055:143. 

8610060831 NPDES noncompliance notlfication;on 860905, sludge leaked from reti^ 
oil tank being transported to recovery facility.Caused by damage to tank valve during 
loadings. Spill mat! placed in drums for authorized disposals. , . 

HANSELL.J.B. Pennsylvania Power & Light Co. 86/09/25. LEHMAN.JJ, Pennsylvania. 
Commonwealth of. 1 p. 38 1 08:1 49-381 08:1 49. 

8610060605 LER 86-031 -00:on 860829, reactor protection sys distribution panel drctjl 
breaker opened for planned maint resulting in unplanned ESF actuatlons.<jau8ea oy 
failure to make proper correlation.Circuit breaker r6closed.W/860926 Itr. 
RYDER.T.S., CRIMMINS.T.M. Pennsylvania Power ^ Ught Co. 86/09/26. 3pp. 
38105:358-38105:360. 


8610160296 Forwards evaluation of LERs during May 1985 - Jul 1986 based on exam 
of 22 randomly selected LERs, per NUREG/CR-41 78. ^ . . 

KISTER.H.B. Region 1, Office of Director. 86/10/06. KEISER.H.W. Pennsylvan® 
Power & Light Co. 66pp. 38264:250-38264:315. 
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8610270218 NPDES noncompiiance notification:svc & administration bldg sump dis- 
charge of suspended solids concentration of 33.3 mg/ liter exceeded monthly average 
of 30 mg/liter.Discharge monitoring rept for Sept 1986 end. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/10/21. KOVAL, P. Pennsylvania, 
Commonwealth of. 1 p. 38360:330-38360:345. 

8610270382 PNO-l-86-087:on 861022,approx 3,000 gallons of liquid radwaste spilled on 
floor of radwaste bldg.Caused by isolation valve leak.Splll cleaned up. Decontamination 
of affected areas underway. 

STROSNIDER,J. Region 1. Office of Director. 86/10/22. Ip. 38373:228-38373:228. 

8610280524 LER 86-032-00:on 860923, Limiting Condition for Operation 3.0.3 entered & 
cleared four times to perform surveillances on engineered safeguard sys 
buses.Caused by loss of both channels of degraded voltage prot6ction.W/861023 Itr. 
SADVARY.D., CRIMMINS.T.M. Pennsylvania Power & Light Co. 86/10/23. 4pp. 
38380:101-38380:104. 

8610290044 LER 86-033-00:on 860925.door latch stuck due to being dirty. Door latch 
removed, cleaned & reinstalled.Limiting Condition for Operation Statement 3.0.3 
cleared when door returned to svc.W/861024 Itr. 

RYDER, T.S., CRIMMINS.T.M. Pennsylvania Power & Light Co. 86/10/24. 2pp. 
38394:131-38394:132. 

8610300318 LER 86-034-00:on 860925,discovered that drywell hydrogen analyzer 
Channel A inoperable since 860626.Caused by replacement amplifier board having 
soldered wire connector installed in circuitry.Connector replaced.W/861027 Itr. 
RYDER,T.S.. CRIMMINS.T.M. Pennsylvania Power & Light Co. 86/10/27. 4pp. 
38409:340-38409:343. 
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F. Security, medical, emergency & fire protection plans 

8610210456 Revised emergency plan implementing procedures, including Rev 1 to EP- 
IP-029 re activation of technical support ctr & Rev 2 to EP-IP-049 re estimation of 
core damage during emergency.W/four oversize drawings. 

* Pennsylvania Power & Light Co. 84/05/25. 261pp. 38310:132-38311:032. 

8610060834 Change 1-86-1102 to Rev 1 to Procedure EP-IP-016, ‘*ln-plant...Team 
Mgt," closing NRC Open Item 50-388/86-07-04 identified during 1986 full-scale exer- 

* Pennsylvania Power & Light Co. 86/09/23. 3pp. 38109:324-38109:326. 

8610070175 Rev 2 to Emergency Plan Implementing Procedure EP-IP-031, “Public Info 
Emergency Procedures.” Revised table of contents also encl.W/860923 Itr. 
WOODESHICK.H.L., STONES.M.D.. KEISER.H.W. Pennsylvania Power & Light Co. 
86/09/23. 14pp. 38114:096-38114:109. 

8610090025 Rev 3 to Emergency Plan Implementation Procedure EP-IP-042, “In-Plant & 
Emergency Operations Facility Chemistry Lab Emergency Preparation.” Table of con- 
tents encl.W/860925 Itr. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/09/25. 19pp. 38181:015-38181:033. 

8610090237 Responds to NRC 860814 Itr re violations noted in Insp Repts 50-387/86- 
10 & 50-388/86-1 0.Corrective actions:Emergency Procedure EP-iP-007 re personnel 
assembly & accountability will be revised to ensure assembly area habitability. 
KEISER.H.W. Pennsylvania Power & Light Co. 86/09/26. MARTIN.T.T. Region 1, 
Office of Director. 5pp. 38146:341-38146:345. 

8610100328 Rev 7 to Emergency Plan Implementing Procedure EP-iP-009, "Emergency 
Offsite Dose Calculations.” Revised table of contents encl.W/860929 Itr. 

SHANK, K.E.. KEISER.H.W. Pennsylvania Power & Ught Co. 86/09/29. 64pp. 
38198:035-38198:098. 

8610100587 Forwards Safeguards Insp Repts 50-387/86-15 & 50-388/86-15 on 
86081 2-1 4.No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/02. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 38199:001-38199:006. 

-8610100596 Physical Security Insp Repts 50-387/86-15 & 50-388/86-15 on 860812- 
14.No violation noted.Major areas inspected:security procedures & instructions, mgt 
effectiveness, security program audits & testing & maint. 

BAILEY.R.J. Region 1, C5ffice of Director. 86/09/30. 4pp. 38199:003-38199:006. 

8610150266 Rev 7 to Emergency Plan Implementing Procedure EP-lP-002, "Emergency 
Mgt Notifications.” Revised table of contents encl.W/861002 Itr. 

KEISER,H.W. Pennsylvania Power & Ught Co, 86/10/02. 58pp. 38241:172-38241:230. 

8610240183 Fonvards agenda for 861030-31 early emergency responders workshop In 
Willow Grove,PA,per TE Muriey Aug 1986 Hr. 

MARTIN,T.T. Region 1. Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). RICE,B.R. Com- 
merce, Dept, of. National Oceanip & Atmospheric Administration. GIORDANO, P.P. 
Federal Emergency Management Agency. 9pp. 38350:223-38350:231. 

8610210127 Rev 108 to table of contents to "Emergency Ran Implementation Proce- 
dure Manual.” 

* Pennsylvania Power & Ught Co. 86/10/13. 4pp. 38306:032-38306:035. 

8610210291 Forwards application for proposed Amends 87 & 43 to Licenses NPF-14 & 
NPF-22,respectively,revrsmg physical ddcurity plan & security training & qualification 
plan.Encl Change X withheld (ref 10CFR73.21).Fee paid. 

KEISER,H.W. Pennsylvania Power & Ught Co. 86/10/17. ADENSAM.E BWR Project 
Directorate 3. 4pp. 38312:222-38312:227. 

-8610210309 Application for Amends 87 & 43 to Licenses NPF-14 & NPF-22, 
respectiveiy,revising physical security plan & security training & qualification plan re 
security clearance updates & vital equipment list 

KEISER.H.W. Pennsylvania Power A Light Co. 86/10/17. 2pp. 38312:226-38312:227, 


P. Operating license stage documents & correspondence 

8610010384 Suppis info in 860912 application for amend to License NPF-22, changing 
Tech Specs to reflect alternate method for removal of decay heat when unit being 
defueled.Milestone status & safety evaluation end. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/12. ADENSAM.E. BWR Project 
Directorate 3. 5pp. 38058:157-38058:176. 

-8610010401 Rev 0 to safety evaluation addressing significance of proposed plant con- 
figuration if Loop B RHR shutdown cooling removed from svc & outage begun. 

* Pennsylvania Power & Light Co. NL 86-005 ROO. 86/08/07. 15pp. 38058:162- 
38058:176. 

8610060398 Discusses threat to operability of seven inboard containment valves from 
postulated high energy tine break jet impingement, per NRC request.Probability of acci- 
dent not increased, based on safety of existing plant design. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/17. ADENSAM.E. BWR Project 
Directorate 3. 2pp. 38089:006-38089:007. 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070193 Responds to NRC question re seismic/LOCA analysis of U2C2 reload.No 
significant differences exist in mass & stiffness properties between GE 8x8 & ENC 
8x8 fuels.Dynamic characteristics & responses essentially same. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/25. ADENSAM.E. BWR Project 
Directorate 3. 3pp. 38119:348-38119:350. 

8610080216 Advises that Allegation RI-86-A-28 re auxiliary operators leaving site prior 
to relief.causing shortage of reactor qualified operators closed due to tack of safety 
significance. 

SfROSNIDER,J. Region 1, Office of Director. 86/09/25. KISTER.H.B. Region 1. 
Office of Director. Ip. 38135:001-38135:001. 

8610140309 Forwards application for proposed Amends 86 & 42 to Licenses NPF-14 & 
NPF-22, respectively, providing action statement applicable to configurations of two in- 
operable channels of 4.16 kV ESS bus undervoltage.Fee paid. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/09/29. ADENSAM.E. BWR Project 
Directorate 3. 4pp. 38223:043-38223:054. 

-6610140312 Application for proposed Amends 86 & 42 to Licenses NPF-14 & NPF- 
22.respectively, providing action statement applicable to configurations of two inoper- 
able channels of 4.16 kV ESS bus undervoitage & 2 h time Tor monthly surveillance 
testing. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/09/29. 2pp. 38223:047-38223:048. 

-8610140314 Proposed Tech Specs, providing action statement applicable to configura- 
tions of two inoperable channels of 4.16 kv ESS bus undervoitage & 2 h time window 
for monthly surveillance testing of degraded voltage protection channels. 

* Pennsylvania Power & Light Co. 86/09/29. 6pp. 38223:049-38223:054. 

8610080476 Forwards application for amends to Licenses NPF-14 & NPF-22, revising 
Tech Specs re diesel generator operability. 

KEISER.H.W. Pennsylvania Power & Light Co. 86/10/01. ADENSAM.E. BWR Project 
Directorate 3. 3pp. 38165:349-38165:359. 

—8610080480 Application for amends to Licenses NPF-14 & NPF-22,revislng Tech 
Specs re diesel generator operability. 

KE1SER.H.W. Pennsylvania Power A Light Co. 86/10/01. 2pp. 38165:352-38165:353. 

-8610080481 Proposed Tech Specs re diesel generator operability. 

* Pennsylvania Power A Light Co. 86/10/01. 6pp. 38165:354-38165:359. 

8610150016 Forwards Amend 31 to License NPF-22 A safety evaluation. Amend revises 
Tech Specs to include operational control for Cycle 2 operation. 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/03. KEISER.H.W. Pennsylvania 
Power A Light Co. 3pp. 38254:304-38255:018. 

-8610150017 Amend 31 to License NPF-22,revislng Tech Specs to include operational 
control for Cycle 2 operation. 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/03. 61pp. 38254:307-38255:006. 

-8610150019 Safety evaluation supporting Amend 31 to License NPF-22. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/03, 12pp, 
38255:007-38255:018. 

8610150091 Forwards Amend 29 to License NPF-22 A safety evaluation. Amend de- 
letes applicability of Tech Spec 3.0.4 for purposes of entering Operational Condition 5 
from defueled condition during first refueling outage. 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/06. KEISER.H.W. Pennsylvania 
Power A Light Co. 3pp. 38254:216-38254:227. 

-8610150095 Amend 29 to License NPF-22, deleting applicability of Tech Spec 3.0.4 for 
purposes of entering Operational Condition 5 from defueled condition during first refu- 
eling outage. 

ADENSAM.E.G. BWR Project Directorate 3, 86/10/06. 5pp. 38254:219-38254:223. 

-8610150098 Safety evaluation supporting Amend 29 to License NPF-22. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 4pp. 
38254:224-38254:227. 

8610170152 Advises of project manager assignments.M Thadani will be BWR licensing 
manager.effective 861015. 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/10. KEISER,H.W. Pennsylvania 
Power A Light Co. 2pp. 38288:360-38288:361. 

8610210058 Responds to remaining open issues re DCRDR, including upgraded task 
analysis A color convention in control room. Safe shutdown analysis demonstrates 
that safe shutdown can be accomplished w/o using HPCI sys, 

KEISER,H.W. Pennsylvania Power A Light Co. 86/10/14. ADENSAM.E. BWR Project 
Directorate 3. lipp, 38306:064-38306:074. 
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8610210291 Forwards appHcation for proposed Amends 87 & 43 to Licenses NPF-14 & 
NPF-22 respectively .revising physical security plan & security training & qualification 
plaaEncl Change X withheld (ref 10CFR73.2^t).Fee pad. ^ . 

KEISER.H.W. Pennsylvania Power & Light Co, 86/10/17. ADENSAM.E. BWR Proiect 
Directorate 3. 4pp. 38312:222-38312:227. 

-8610210309 Application for Amends 87 & 43 to Licenses NPF-14 & NPF-22. 
respectively, revising physical security plan & security training & qualification plan re 
security clearance updates & vital equipment list 

KEISER,H.W. Pennsylvania Power & Light Co. 86/10/17. 2pp. 38312:226-38312:227. 

8610210344 Requests exemption from GDC 4 at postulated pipe rupture locations in 
reactor recirculation sys.Argument supporting request presented. Related info including 
MPR Assoc.lnc rept on leak-before-break analyses end. ^ „ . * 

KE1SER.H.W. Pennsylvania Power & Light Co. 86/10/17. ADENSAM.E. BWR Project 
Directorate 3. 20pp. 38313:013-38313:140. 

-8610210402 Rev 1 to “Leak Before Break Evaluation of Postulated Recirculation Sys 
Pipe Cracks," 

* MPR Associates. Inc. MPR-949 R01. 86/10/31. 108pp. 38313:033-38313:140. 


8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296, 


Q. inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32. “Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

• Office of InsjTection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Mails." W/o svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610090237 Responds to NRC 860814 ltr re violations noted in Insp Repts 50-387/86- 
10 & 50-388/86-1 0.Corrective actlons:Emergency Procedure EP-IP-007 re personnel 
assembly & accountability will be revised to ensure assembly area habitability. 
KEISER,H.W. Pennsylvania Power & Light Co. 86/09/26. MARTIN,T.T. Region 1. 
Office of Director. 5pp. 38146:341-38146:345. 

8610080040 Forwards Safety Insp Repts 50-387/86-16 & 50-388/86-16 on 860825- 
28. No violations noted. 

MARTIN.T.T. Region 1, Office of Director. 88/09/29. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 38131:340-38131:347. 

-8610080052 Safety Insp Repts 50-387/86-16 & 50-388/86-16 on 860825-28. No viola- 
tions noted.Major areas inspected:transportatlon activities, including mgt 

controls,training.procedures, shipments of radioactive matl,10CFR61 items,QC & 
audits. 

CLEMONS,?., PASCIAK,W. Region 1. Office of Director, 86/09/29. 6pp. 38131:342- 
38131:347. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100272 Notification of Ucense Meeting 86-115 on 861010 at Region I ofc to dis- 
cuss SALP Board. 

STROSNIDER,J.R. Region 1, Office of Director. 86/09/30. Region 1, Office of Direc- 
tor. 2pp, 38189:022-38189:023. 

8610100587 Forwards Safeguards Insp Repts 50-387/86-15 & 50-388/86-15 on 
86081 2-1 4,No violations noted. 

MARTIN, T.T. Region 1, Office of Director, 86/10/02. KEISER.H.W. Pennsylvania 
Power & Ught Co. 2pp. 38199:001-38199:006. 

-8610100596 Physical Security Insp Repts 50-387/86-15 & 50-388/86-15 on 860812- 
14.No violation noted.Major areas lnspected:securlty procedures & instructions, mgt 
effectiveness,security program audits & testing & maint. 

BAILEY, R.J., KEIMIG,R.R. Region 1, Office of Director. 86/09/30, 4pp. 38199:003- 
38199:006. 


8610300156 Requests response to end list of concerns re adequacy of local leak rate 
tests performed during current Unit 2 refueling outage.Concems reviewed as part of 
insp program & adequate corrective actions taken,per 860926 discussion. 
STROSNIDER,J,R. Region 1, Office of Director. 86/10/02. CRIMMINS.T.M. Pennsyl- 
vania Power & Ught Co. 3pp. 38405:050-38405:052. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

P^TLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

^10230177 Forwards response to IE Bulletin 85-003 re motor-operated valves.per 
860829 requesLMotor-operated valves in HPCI & RCIC sys requiring testing for oper- 
ational readiness listed. 

KEISER,H.W. Pennsylvania Power & Light Co. 86/10/09. KANE,W.F. Region 1, Office 
of Director. 12pp. 38344:109-38344:120. 


8610060068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Ckinsolidated Edison Co. of New York, Inc. 67pp. 38234:262- 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 106pp. 38259:018- 
38259:122. 

8610220028 Forwards Insp Repts 50-387/86-14 & 50-388/86-14 on 860716- 0901 & 
notice of violation.Response to violation should include corrective actions to ensure 
that traversing in-core probes (TIPs) withdrawn into shield chambers after use. 
KISTER,H.B. Region 1, Office of Director. 86/10/10. KEISER,H.W. Pennsylvania 
Power & Light Co. 2pp. 38325:001-38325:020. 

-8610220036 Notice of violation from insp on 860716-0901. 

• Region 1. Office of Director. 86/10/10. Ip, 38325:003-38325:003. 

-8610220055 Insp Repts 50-387/86-14 & 50-388/86-14 on 860716-0901. Violation 
noted:Tech Spec limiting condition for operation re traversing In-core probes not met. 
STROSNIDER.J. Region 1, Office of Director. 86/09/24. 17pp. 38325:004-38325:020. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc, 93pp. 38331:192- 
38331:284. 

8610100107 Suppl 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610210428 Forwards Safety Insp Repts 50-387/86-17 & 50-388/86-18 on 860908- 
12.No violation noted.Results of independent measurements will be reported in subse- 
quent insp rept. 

MARTIN.T.T. Region 1. Office of Director. 86/10/16. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 38310:117-38310:131. 

-8610210446 Safety Insp Repts 50-387/86-17 & 50-388/86-18 on 860908-12. No viola- 
tion or deviation identified. Major area inspected: radiochemical measurements pro- 
gram. 

DAVIDSON.B.S., STRUCKMEYER.R., PASCIAK.W.J. Region 1. Office of Director. 86/ 
10/15. 13pp. 38310:119-38310:131. 

8610210469 Forwards Safety Insp Repts 50-387/86-20 & 50-388/86-21 on 860916- 
19.No violation noted.Steps taken to correct followup items noted in NRC 850402 & 
0518 Itrs verified. 

MARTIN.T.T. Region 1, Office of Director. 86/10/16. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 3831 0:1 1 0-3831 0:1 1 6. , 

-8610210489 Safety Insp Repts 50-387/86-20 & 50-388/86-21 on 860916-19. No viola- 
tions noted.Major areas inspected:radioactive liquid & gaseous effluent 
program, including release records, offsite dose calculation manual, instrument calibr & 
training. 

CLEMONS, P.. PASCIAK.W. Region 1, Office of Director. 86/10/15. 5pp. 38310:112- 
38310:116. 

8610280020 Ack receipt of 860912 ltr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50-387/86-10 & 50-388/86-10. 

MARTIN.T.T. Region 1, Office of Director. 86/10/16. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 38367:231-38367:235. 

8610270450 Forwards Safety Insp Repts 50-387/86-22 & 50-388/86-23 on 860922- 
26.No violation or deviation noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/21. KEISER.H.W. Pennsylvania 
Power & Light Co. 2pp. 38378:188-38378:200. 

-8610270453 Insp Repts 50-387/86-22 & 50-388/86-23 on 860922-26.No violation or 
deviation noted.Major areas inspected:chemical control program, including 

organization, self-identification/ correction of deficiencies & plant water chemistry sys. 
BICEHOUSE.H.J., PASCIAK,W.J. Region 1, Office of Director. 86/10/20. 11pp. 
38378:190-38378:200. 


R. Periodic operating reports & related correspondence 


8610100346 Monthly operating rept for Jul 1 986.W/86081 1 ltr. 

KUC2YNSKI.LA., KEISER.H.W. Pennsylvania Power & Light Co. 86/07/31. 
BEEBE.M.R. Information Systems Branch. 9pp. 38195:294-38195:302. 


8610030314 "NPDES Discharge Monitoring Rept for Aug 1986.” W/860919 ltr. ^ 
FIELDS, J.S. Pennsylvania Power & Light Co. 86/08/31. KOVAL, P. Pennsylvania, 
Commonwealth of. 16pp. 38080:186-38080:201. 

8610090097 Submits Status Rept 6 re reactivator/clarifier blowdown treatmenLNo 
permit violations noted for 860821-0919. Permanent treatment methods under 
review.Table 1, "Total Suspended Solids Data," for 860821-0919 end. 

FIELDS.J.S. Pennsylvania Power & Light Co. 86/09/19. LEHMAN.S. Pennsylvania. 
Commonwealth of. 2pp. 38180:274-38180:275. 


8610060146 Forwards drinking water operational rept for Aug 1986.Rept fulfills recjuit®: 
ment of operating permit Issued in Apr 1986. Daily average filtration rates calculated 
by dividing total gallons per day by 1,440 minutes. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/09/24. JENKINS.D. Pennsylvania, 
Commonwealth of. 1p. 38088:329-38088:330. 


-8610060156 Drinking water operational rept for Aug 1986. 

* Pennsylvania Power & Light Co. 86/08/31. 1p. 38088:330-38088:330. 

6610150325 "Drinking Water Monitoring ReptSept 1986." W/861003 ltr. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/09/30, HULL.P. CRCP-Sterling Sys- 
tems, Inc. 2pp. 38240:215-38240:216. 

6610280548 "Quarterly Hazardous Waste Rept, Third Quarter 1986." W/861024 ltr. 
CRIMMINS,T.M., HANSELL,J.B. Pennsylvania Power & Light Co. 86/09/30. 3pp. 
38380:148-38380:150. 
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8610220224 Forwards waste generation info from 1983’86.per request during 861009 
visit. 

HANSELUJ.B. Pennsylvania Power & Light Co. 86/10/15. FRITZ, C. Pennsylvania, 
Commonwealth of. 5pp. 38326:162-38326:166. 

8610270218 NPDES noncompliance notification:svc & administration bldg sump dis- 
charge of suspended solids concentration of 33.3 mg/ liter exceeded monthly average 
of 30 mg/liter.Oischarge monitonng rept for Sept 1986 enci. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/10/21. KO\/AL,P. Pennsylvania, 
Commonwealth of. Ip. 38360:330-38360:345. 

—8610270227 “NPDES Discharge Monitoring Rept for Sept 1986.” 

* Pennsylvania Power & Light Co. 86/09/30. 15pp. 38360:331-38360:345. 

8610270222 Forwards Status Rept 7 listing total suspended solids concentrations dis- 
charged from facility sewage treatment plant during 860923-1 01 7.High total suspend- 
ed solids due to sludge dewatering activities when sample collected. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/10/21. LEHMAN,S. Pennsylvania, 
Commonwealth of. 1p. 38372:334-38372:335. 

-8610270298 "Total Suspended Solids Data for 860923-1017.” 

* Pennsylvania Power & Light Co. 86/10/17. Ip. 38372:335-38372:335. 


S. Reportable occurrences, LERs & related correspondence 

8610060831 NPDES noncompliance notification:on 860905.sludge leaked from retired 
oil tank being transported to recovery faciiity.Caused by damage to tank valve during 
loadings. Spill matl placed in drums for authorized disposals. 

HANSELL,J.B. Pennsylvania Power & Light Co. 86/09/25. LEHMAN,J.J. Pennsylvania, 
Commonwealth of. Ip. 38108:149-38108:149. 

8610090425 LER 85-01 8-01 :on 850529,circuit breaker 8B in reactor protection sys distri- 
bution panel 2Y201B tripped.Caused by loose load side connection leading to over- 
heating of terminal lug.Breaker replaced.W/861006 Itr. 

RYDER.T.S., CRIMMINS,T.M. Pennsylvania Power & Light Co. 86/10/06. 3pp. 
38178:267-38178:269. 

8610160296 Forwards evaluation of LERs during May 1985 - Jul 1986 based on exam 
of 22 randomly selected LERs.per NUREG/CR-4178. 

K1STER,H.B. Region 1, Office of Director. 86/10/06. KEISER,H.W. Pennsylvania 
Power & Ught Co. 66pp. 38264:250-38264:315. 

8610230043 LER 86-01 3-00:on 86091 9,full reactor protection sys scram occurred when 
intermediate range monitors C & G spiked upscaie.Caused by noise due to faulty pri- 
mary containment penetration connectors.Cables rebuilt.W/861017 Itr. 

CREASY,T.N., CRIMMINS,T.M. Pennsylvania Power & Light Co. 86/10/17. 4pp. 
38345:176-38345:179. 

8610270218 NPDES noncompliance rtotificationrsvc & administration bldg sump dis- 
charge of suspended solids concentration of 33.3 mg/ liter exceeded monthly average 
of 30 mg/liter.Discharge monitoring rept for Sept 1986 end. 

FIELDS, J.S. Pennsylvania Power & Light Co. 86/10/21. KOVAL,P. Pennsylvania, 
Commonwealth of. 1p. 38360:330-38360:345. 

8610270382 PNO-l-86-087:on 861022,approx 3,000 gallons of liquid radwaste spilled on 
floor of radwaste bldg.Caused by isolation valve ieak.Spill cleaned up.Decontamination 
of affected areas underway. 

STROSNIDER,J. Region 1, Office of Director. 86/10/22. Ip. 38373:228-38373:228. 

8610300084 PNO-l-86-088:on 861022,during testing of HPCI sys,steam accidentally re- 
leased into RHR pump room.Caused by two mispositioned drain valves in piping asso- 
ciated w/steam condensing mode of RHR sys.State of PA notified. 

STROSNIDER,J. Region 1, Office of Director. 86/10/23. 1p. 38404:028-38404:028. 

8610300007 LER 86-034-00:on 860927-30,sampiing of RHR svc water not 
completed.Caused by communication problems during period when RHR svc water 
monitors out of svc.Administrative controls will be implemented.W/861027 Itr. 
HIRT,JA, CRIMMINS,T.M. Pennsylvania Power & Ught Co. 86/10/27. 4pp. 
38402:181-38402:184. 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8610210193 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/86-19 & 50-389/86-18. 

VERRELLI.D.M, Region 2, Office of Director, 86/10/14. VSfOODY,C.O. Florida Powers 
Ught Co. ip, 38307:186-38307:187. 

—8610210197 Responds to violations noted in Insp Repts 50-335/86-19 & 50-389/86- 
18.Corrective actions withheld. 

WOODY,C.O. Florida Power & Light Go. 86/09/26. QRACE.J.N. Region 2. Office of 
Director. Ip. 38307:187-38307:187. 

8610210403 Urges assistance in resolving weaknesses identified in end FEMA rept for 
plant emergency exercise conducted on 860424. Completion of resolutions expected 
prior to next full-scale emergency preparedness exercise. 

VERRELLI.D.M. Region 2, Of^e of Director. 86/10/14. WOODY, C.O. Florida Power & 
Light Co. 2pp. 3831 1 *.254-3831 1 :295. 

P. Operating license stage docMmenls A correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49. “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nudear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070033 Fonvards request for add! info re antNeverse rotetion devices in reactor 
coolant pumps recently found to be degraded.Requests response within 60 days of itr 
receipt 

TOURlGNY,E.G. PWR Project DirectorStB 8. 86/09/30. WOODY, C.O. Florida Power & 
Ught Co. 3pp. 38127:233-38127:235. 


8610070406 Forwards Amend 15 to License NPF-16 & safety evaluation. Amend de- 
letes refs to max enrichment of reload fuel in Tech Spec 5.3.1. 

TOURIGNY,E.G. PWR Project Directorate 8. 86/09/30. WOODY, C.O. Florida Power & 
Light Co. 2pp. 38126:304-38126:312. 

-8610070408 Amend 15 to License NPF-16, deleting refs to max enrichment of reload 
fuel in Tech Spec 5.3.1. 

THADAN1.A.C. PWR Project Directorate 8. 86/09/30. 5pp. 38126:306-38126:310. 

-8610070409 Safety evaluation supporting Amend 15 to License NPF-16. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/30. 2pp. 
38126:311-38126:312. 

8610160171 Informs that Amend 9 to topical QA rept re QA program satisfies 
10CFR50,App B requirements & acceptable. 

WALKER, R.D. Region 2, Office of Director. 86/09/30. WOODY,C.O. Florida Power & 
Light Co. 2pp. 38270:279-38270:280. 

8610100567 Forwards response to 851004 request for addi info re Generic Ltr 83- 
28,ltems 2.2 & 4.5.3. 

WOODY,C.O. Florida Power & Light Co. 86/10/02. THADANI,A.C. PWR Project Direc- 
torate 8. 14pp. 38198:344-38198:357. 

8610150436 Advises that due to scheduler delays,util unable to support testing by Univ 
of Texas of Austin, Applied Research Lab on sonar sys as originally scheduled.New 
start date for 10 consecutive days of testing will be 870217. 

WOODY,C.O. Florida Power & Light Co. 86/10/06. THADANl,A.C. PWR Project Direc- 
torate 8. ip. 38246:151-38246:151. 

8610100426 Forwards response to NRC 860903 request for addI Info re util 860421 pro- 
posal to delete License Condition 2.C.19 from License NPF-16.Condition requires 
NRC approval of new analysis addressing potential gas-gap burnup fuel release. 
WOODY, C.O. Florida Power & Light Co. 86/10/07. THADANI,A.C. PWR Project Direc- 
torate 8. 3pp. 38196:250-38196:252. 

8610200399 Forwards proposed Tech Specs, incorporating revised pressure-temp over- 
pressure protection limits for RCS sys & addressing NRC concerns re 860715 
submittaI.Related info end. 

WOODY,C.O. Florida Power & Light Co. 86/10/10. THADANI.A.C. PWR Project Direc- 
torate 8. 21pp. 38301:180-38301:200. 

8610240008 Fonvards revised relief requests re frequency of flow measurement testing 
for listed pumps,includlng Boric Add Makeup Pumps 2A & 2B,Auxiliary Feedwater 
Pumps 2A,2B & 2C & LPSI Pumps 2A & 2B. 

WOODY.C.O. Florida Power & Ught Co. 86/10/13. THADANI,A.C. PWR Project Direc- 
torate 8. 10pp. 38346:009-38346:018. 

8610280317 Documents 860820 telcon re environ requalification of Limitorque motor 
operators emphasizing internal jumper wires & terminal boards.Jumper wires replaced 
if wiring lacked legible identification, 

WOODY.C.O. Florida Power & Light Co. 86/10/15. GRACE, J.N. Region 2, Office of 
Director. Ip. 38380:015-38380:015. 

8610280428 Forwards notice of consideration of issuance of amend to License NPF-16 
& proposed NSHC determination & opportunity for hearing re 860702 application to 
permit transfer of Unit 1 spent fuel to Unit 2 spent fuel pool. 

THADANI,A.C. PWR Project Directorate 8. 86/10/16. WOODY.C.O. Florida Power & 
Light Co. 4pp. 38386:060-38386:076. 

-8810280448 Notice of consideration of issuance of amend to License NPF-16 & pro- 
posed NSHC determination & opportunity for hearing re 860702 request to permit 
transfer of Unit 1 spent fuel to Unit 2 spent fuel pool. 

THADANI.A.C. PWR Project Directorate 8. 86/10/10. 13pp. 38386:064-38386:076. 

8610290143 Forwards Amend 16 to License NPF-16 & safety evaluation. Amend 
changes RCS pressure/temp limit figures to be effective up to four EFPYs of oper- 
ation & Tech Specs dealing w/overpressure protection sys. 

TOURIGNY.E.G. PWR Project Directorate 8. 86/10/16. WOODY.C.O. Florida Power & 
Light Co. 2pp. 38398:166-38398:208. 

-8610290145 Amend 16 to License NPF-16, changing RCS pressure/temp limit figures 
to be effective up to four EFPYs of operation & Tech Specs dealing w/overpressure 
protection sys. 

THADAN1,A.C. PWR Project Directorate 8. 86/10/16. 29pp. 38398:168-38398:196. 

-8610290147 Safety evaluation supporting Amend 16 to License NPF-16. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 12pp. 
38398:197-38398:208. 

8810220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list enci. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610270334 Advises that summary rept, describing results of insen/ice insps conducted 
during last refueling outage,will not be submitted until 861010 due to amount & detail 
of documentation required to close out first Insp period. 

WOODY.C.O, Florida Power & Light Co. 86/08/27. GRACE, J.N. Region 2, Office of 
Director. Ip. 38374:274-38374:274. 
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8610020226 Confirms 860909 telcon re response to IE Bulletin 85-003. AddI Info 
requested, including how differential pressure valve switch settings will be determined. 
GRACE.J.N. Region 2. Office of Director. 86/09/19. WOODY.C.O. Florida Power & 
Light Co. 1p. 38068:014-38068:014. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MIsadmInistrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of CJertain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fsr Svc list 0nci 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610170245 Responds to util 831006,25.841119 & 850705 requests for relief from 
ASME Code Class 1,2 & 3 component exam requirements that were impractical to 
perform.Requests granted.Effort on first 10-yr insp Interval concluded. 

THADANI.A.C. PWR Project Directorate 8. 86/10/10. WOODY.C.O. Florida Power & 
Light Co. 3pp. 38289:238-38289:307. 

-8610170253 Safety evaluation re inservlce insp program.supporting requests for relief 
from ASME Code Class 1.2 & 3 component exam requirements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/10. 10pp. 
38289:241-38289:250. 


-8604290225 "Rrst Interval Inservice Insp Program, St Lucie Unit 2," technical evalua- 
tion rept. 

* Science Applications International Corp. (formerly Science Applications, Inc.). NRC- 
03-82-096. SAIC-86/1627. 86/04/30. NRC - No Detailed Affiliation Given. 58pp. 
38289:251-38289:307. 


8610220076 Advises of completion of review of 860821 SALP rept & Insp Repts 50- 
250/86-27,50-251/86-27,50-335/86-13 & 50-389/86-12. Concurs that performance at 
St Lucie plant continues to be excellent & Turkey Point plant improved during period. 
WOODY.C.O. Florida Power & Ught Co. 86/10/13. GRACE, J.N. Region 2. Office of 
Director. 2pp. 38324:359-38324:360. 

8610280186 Notifies that util has not received valve stem thrust calculation from all af- 
fected valve vendors to complete actions on IE Bulletin 85-003. Action Item B expect- 
ed to be completed by 870130. 

WOODY,C.O. Florida Power & Light Co. 86/10/13. GRACE.J.N. Region 2. Office of 
Director. 1p. 38366:093-38366:093. 

8610210193 Ack receipt of 860926 Itr informing NRC of steps taken to correct violations 
noted In Insp Repts 50-335/86-19 & 50-389/86-18. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/14. WOODY.C.O. Florida Power & 
Light Co. Ip. 38307:186-38307:187. 

-8610210197 Responds to violations noted in Insp Repts 50-335/86-19 & 50-389/86- 
18.Corrective actions withheld. 

WOODY.C.O. Florida Power & Ught Co. 86/09/26. GRACE.J.N. Region 2. Office of 
Director. 1p. 38307:187-38307:187. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Suppi 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610280476 Forwards insp Repts 50-335/86-20 & 50-389/86-19 on 860805-0908 & 
notice of violation. 

WALKER,R,D. Region 2, Office of Director. 86/10/17. WOODY.C.O. Florida Power & 
Ught Co. 2pp. 38381:338-38381:348. 

-66102804182 Notice of violation from insp on 860805-0908. 

WALKER, R.D. Region 2. Office of Director. 86/10/17. 1p, 38381:340-38381:340. 

-6610260491 Insp Repts 50-335/86-20 & 50-389/86-19 on 860805-0908. Violation 
noted:Rev 17 to Operating Procedure 2-0030121 re reactor plant heatup cold to hot 
standby not implemented. 

CRLENJAK,R.V., BIBB.H.E., ELROD, S.A. Region 2, Office of Director. 86/10/09. 8pp. 
38381:341-38381:348. 

6810270234 Ack receipt of 861003 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-335/86-18 & 50-389/86-17. 

WALKEaR.D. Region 2, Office of Director. 86/10/20. WOODY, C.O. Florida Power & 
Light Co. I p. 38361:013-38361:013. 


R Periodic operating reports & related correspondence 

6610270143 “Marine Turtle Removals, Apr 1986." W/860722 Itr. 

WOODY.C.O. Florida Power & Light Co. 86/04/30. GRACE.J.N. Region 2, Office of 
Director, 7pp. 38359:347-38359:353. 


8610270369 "Combined Semiannual Radioactive Effluent Release Rept for Jan - June 
1986." W/860827 Itr. 

*, WOODY.C.O. Florida Power & Light Co. 86/06/30. GRACE.J.N. Region 2. Office of 
Director. 28pp. 38373:176-38373:203. 

8610100242 Fonvards monthly operating repts for Jul 1986 & corrected monthly operat- 
ing rept for June 1986 for St Lucie Unit 1. 

WOODY,C.O. Florida Power & Light Co. 86/08/15. Office of Resource Management, 
Director. 1p. 38195:305-38195:322. 

-8610100280 Monthly operating repts for Jul 1986. 

GRANT.N.W. Florida Power & Light Co. 86/07/31. 16pp. 38196:306-38195:321. 

8610010220 Forwards Page 1 of "Semiannual Radiological Effluent Release Rept for 
Jan-June 1986," Inadvertently ommitted from 860827 submittal. 

WOODY,C.O. Florida Power & Ught Co. 86/09/16. GRACE.J.N. Region 2, Office of 
Director. 1p. 38052:359-38052:360. 

-8610010225 Page 1 to "Semiannual Radioactive Effluent Release Rept for Jan-June 
1986." 

WETHY,C.M. Florida Power & Light Co. 86/06/30. 1p. 38052:360-38052:360. 

8610280403 "Marine Turtle Removals for Jul-Sept 1986." W/861010 Itr. 

WOODY, C.O. Florida Power & Light Co. 86/09/30. GRACE,J.N. Region 2, Office of 
Director. 10pp. 38381:355-38382:003. 


S. Reportable occurrences, LERs & related correspondence 


8610020031 PNO-ll-86-066:on 860920,leaking relief valve on storage tube on hydrogen 
trailer discovered.Other tubes isolated from leak, area roped off & smoking 
prohibited. Event terminated on 860921. 

ELROD, S. A.. VERRELLLD.M. Region 2, Office of Director. 86/09/22. 1p. 38070:088- 
38070:088. 


8610090384 Forwards request for addl info re LER-86-007 concerning pressuriaer code 
safety valves inoperability. Response requested within 30 days of Itr receipt. 
THADANI,A.C. PWR Project Directorate 8. 86/10/01. WOODY.C.O. Florida Power & 
Ught Co. 4pp. 38185:264-38185:267. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz. Initially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL.R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 


8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

BR<X)ME,E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. 1p. 38308:177-38308:184, 


8610200234 LER 86-01 3-00:on 86091 5, while at full power.turbine trip actuated reactor 
trip on loss of load.Caused by failure to place containment sump recirculation channel 
back in svc before mode change.Operator counseled.W/861015 Itr. 

DRyDEN,M.S., WOODY.C.O. Florida Power & Light Co. 86/10/15. 7pp. 38304:146- 
38304:152. 


V. Operator Examinations 


8610080116 Requests that util furnish selected ref matl from end list by 861001 to meet 
schedule for written & plant oral exams scheduled for wk of 861117.Encl 2 discusses 
administration of operator licensing written exams. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/18. WOODY.C.O. Florida Power & 
Ught Co. 6pp. 38133:341-38133:346. 


8610090023 Responds to Generic Ltr 86-14 re plans for operator licensing & requalrfica- 
tlon exams during FY87-90.Schedules end. 

WOODY, C.O. Florida Power & Light Co. 86/09/26. BOGER.B. Operator Licenstng 
Branch. 3pp. 38181:011-38181:013. 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 


A. Applicatlon/conatruction stage documents & correspondence 


8610270169 Forwards Investigation Rept RII-85-A-205 re Concern ECP-86-<>l-0^*01» 
“(Svner-Operator Philosophy." Status of investigation of allegations submitted in JA 
Olshinski 860501 & 13 Itrs discussed. « . « 

GRIDLEY.R.L Tennessee Valley Authority. 86/07/22. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38362:009-38362:014. 

-8610270175 Investigation Rept RII-85-A-205.Concern ECP-86-CH-043-01, "Owner-Op- 
erator Philosophy." . ^ 

SIMONDS.W.R., BAKER.D.K., SLIGER.E.K. Tennessee Valley Authority. 86/07/14. 
4pp. 38362:011-38362:014. 


8600230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. , 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


8610080239 Partial response to FOIA requestApp D documents available in 
PDR.Search continuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/23. HOLMES.GA MHB Tech- 
nical Assodates. 1 7pp. 38231 :261 -38231 :278. 


-8S06100806 Submits status of full power licenses, per H Denton 8503^ ^ 
memos.Ojv reviews for both facilities complete. Procedures & Sys Review Branch 
awaiting confirmatory Info re Watts Bar 1 initial test prograrn. ftc/nR/na 

RUSSaUW.T, Division of Human Factors Safety (800428-851124). 85/06/04. 
THOMPSON.H.L Division of Licensing (800428-851124). Ip. 38231:348-38231:348. 
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8610070001 Informs that util will respond to 860730 request for addi testing of SPDS 
isoiators & appropriate analyses to demonstrate that SPDS isoiators qualified for inter- 
facing w/safety-reiated sys by 870131. 

GRIDLEY^R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD.B. PWR Project 
Directorate 4. 1 p. 381 1 8:1 88-381 1 8:1 88. 

8610070005 Forwards electrical equipment environ quaiification rept update 

subinittal.per util 860730 schedule & NRG 860908 response.W/o end. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD.B. PWR Project 
Directorate 4. 2pp. 38118:189-38118:190. 

8610070005 Forwards electrical equipment environ qualification rept update 

submittaLper util 860730 schedule & NRG 860908 response. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30, YOUNGBLOOD.B. PWR Project 
Directorate 4. 2pp. 38167:001-38177:083. 

-8610090051 Vols 1-5 of “Summary Status Update Rept of TVA Gompllance to 
10CFR50.49 - Environ Qualification of Electric Equipment Important to Safety for Nu- 
clear Power Plants.” 

* Tennessee Valley Authority. 86/09/30. 3,680pp. 38167:004-38177:083. 

8610090177 Suppis response to 860627 Itr to SA White re outside evaluations & repts 
concerning TVA safety-related activities & mgtlNPO documentation re util will be 
available at plant sites indefinitely, per NRC request. 

GRIDLEY,R.L Tennessee Valley Authority. 86/09/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 3pp. 38181:306-38181:308. 

8610150314 Notification of 861004 meeting w/util in Bethesda.MD to discuss TVA pro- 
posal to remove resistance temp detector & replace sys w/Eagle 21 detector. 
KENYON, T.J. PWR Project Directorate 4. 86/10/07. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp. 38257:308-38257:310. 

8610170053 Forwards info re employee concern program.Including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 & list & summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY,R.L Tennessee Valley Authority. 86/10/07. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281:081-38281:206. 

6610170086 Forwards agenda for 861014 meeting w/NRG in Bethesda,MD to discuss 
elimination of resistance temp detector bypass & utilization of Eagle 21 electronics for 
Unitl. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/09. YOUNGBLOOD.B. PWR Project 
Directorate 4. 2pp. 38279:068-38279:069. 

8610200336 Forwards request for addI Info re draft employee concerns special program 
element rept. “Heat Code as Related to Matl Control." Congress has requested NRG 
reN4ew.evaluation & assessment of reptResponse requested within 30 days. 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 86/10/14. WHITE.S.A. Tennessee 
Valley Authority. 32pp. 38304:011-38304:042. 

8610230232 Informs that WCAP-11145 transmitted in LD Butterfield 860611 Itr to J 
Lyons being ref in order to satisfy requirements of TMl Action Item II.K.3.31,per Ge- 
neric Ltr 83-35.Upper-head injection will be deleted. 

GRIDLEY,R. Tennessee Valley Authority. 86/10/17. YOUNGBLOOD.B. PWR Project 
Directorate 4. 2pp. 38343:149-38343:150. 

8610220286 Forwards request for addi info re Generic Ltr 83-28,ltem 2.1 (Part 2).lnciud- 
ing description of NSSS vendor interface program.Response requested within 60 days 
of itr receipt 

YOUNGBLOOD, B.J. PWR Project Directorate 4, 86/10/20. WHITE.S.A. Tennessee 
Valley Authority. 3pp. 38333:183-38333:185. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
EGGS evaluation models.Svc list end. 

DENTON, H.R. Office of Nudear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280240 Summary of 861014 meeting w/Westinghouse & util re removal of resist- 
ance temp device bypass sys & replacement w/Eagle 21 digital protection sys.Ust of 
attendees & util presentation end. 

KENYON,T.J, PWR Project Directorate 4. 86/10/23. PWR Project Directorate 4. 73pp. 
38387:211-38387:282. 


F. Security, medical, emergency & fire protection plans 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N 8 O documents end & in PDR.^p O documents partially withheld & 
App P documents completely withheld (ref FOIA ^emptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

—8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON,H.L TVA Overnight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director {pc»t 851125). 4pp. 38253:079-38253:082. 

6610150465 Forwards revised radiological emergency plans & central emergency con- 
trol ctr implementing procedures for facilities. 

GRIOUEY,R.L Tennessee VaH^ Au^oi%. 86/10/08. GRAGE,J.N. Region 2, Office of 
Director. 2pp. ^246:15636248:360. 

—8610150490 Rev 19 to radiotogical emergency plan. 

* Tennessee Vafliey Authority. 86/07/18. 185pp. 38246:1 59-38246:343. 

—8610150497 Revised central emergency control ctr implementing procedures docu- 
ment 

* Tennessee VaH^ Auiioi^. ^69/18. 250pp. 36247:304-38248:360. 

H. General eorre^ondenca 

8610170088 Foniv^ds f^^sed listsuperseding 860815 distribution 

HstPtSK^merit of aiHibr namd requested. 

GRIDLEYJt.L Tennessee Valtey Authority. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulafion, Director (post 851125). 7pp. 38278:01 3-36278:01 9. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8610030168 Forwards affidavit certifying that Amend 69 to FSAR served on listed indi- 
viduals on 860917. 

GRIDLEY.R.L Tennessee Valley Authority. 86/09/24. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 2pp. 38081:333-38081:334. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Gonsolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38361:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610010474 Responds to NRC 860801 Itr re violations noted In Insp Repts 50-390/86- 
14 & 50-391 /86-14.Corrective actions:scaffold installations not meeting design loading 
requirements will be corrected.Response to listed violation forthcoming. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/09/04. GRACE,J.N. Region 2, Office of 
Director. 3pp. 38059:116-38059:118. 

8610240411 Ack receipt of 860731 Itr re confirmation of action Itr concerning TVA weld- 
ing activities.TVA examining five NRC positions delineated in Itr & confirming position 
re items. Formal meeting will be scheduled when position finalized. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/09/11. ZECH.G.G. Region 2, Office of 
Director. Ip. 38355:145-38355:145. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list enci. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610140103 Revises response to NRC 860802 Itr re violations noted in insp Repts 50- 
390/85-45 & 50-391 /85-36.Corrective actions: formal training In WBN QCI-1.07 re 
work release administered to craft employees on quarterly basis. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. GRACE.J.N. Region 2. Office of 
Director. 4pp. 38225:343-38225:346. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON.H.L TVA Oversight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 4pp. 38253:079-38253:082. 

-8610080398 Forwards House Interior Committee responses to staff memos & Insp 
Rept 50-390/85-57. 

KAMMERER.C. Office of Congressional Affairs. 86/01/29. PALUDINO, ROBERTS. 
ASSELSTINE Commissioners. 6pp. 38252:320-38252:355. 

8609300125 IE Info Notice 86-085. "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150045 Forwards response to 860804 concerns re 15 cable pulling questions at 
Watts Bar Nudear PlantSimilar questions at Sequoyah Nuclear Plant will be ad- 
dressed in response to 860829 concerns.Related info end. 

GRiDLEY.R.L. Tennessee Valley Authority. 86/10/07. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 1.343pp. 38235:097-38238:359. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple EGOS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
^ort of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Corisolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 Suppi 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 
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R. Periodic operating reports & related correspondence 

8610100760 Forwards weekly schedule of TVA activities involving staff for wks of 
861006 & 13.NRR directors requested to provide similar input for NRR activities. 
THOMPSON, H.L TVA Oversight Group. 86/10/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement. Director (Post 820201). ZECH.G. Region 2, Office of Director. 4pp. 
38205:170-38205:173. 


S. Reportable occurrences, LERs & related correspondence 

8610280148 Interim Deficiency Rept NRC W-416-P re qualification of ASCO solenoid- 
operated valve conduit connection configurations. Initially reported on 880711. Cause 
undetennined.nnal rept expected by 870108. 

GRIDLEY.R.L Tennessee Valley Authority. 86/08/11. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38368:183-38368:184. 

8610020171 interim deficiency rept re inadequate concrete pullout capacity for embed- 
ded plates.lnitially reported on 860818. Deficient pipe rupture restraints will be 
redesignedRnai rept will be submitted by 870213. 

QRIDLEY.R.I. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2. Office of 
Director. 2pp. 38061:313-38061:314. 


861027C323 Final deficiency rept re redundant overcurrent protection for Electrical Pen- 
etration 36.lnitially reported on 860415. Mods to complete installation of fuses 8 
wiring completed. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/17. GRACE.J.N. Region 2. Office ol 
Director. 3pp. 38372:324-38372:326. 

8610280085 Final deficiency rept re HVAC duct seismic design criteria. Initially reported 
on 860521 .Design Criteria WB-DC-40-31.8 revised to adequately address all aspects 
identified as deficient. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/17. GRACE.J.N. Region 2, Office of 
Director. 6pp. 38367:086-38367:091. 

8610270299 Part 21 & Final Deficiency Rept NCR W-377-P re leakage in lower seals of 
essential raw cooling water clutch assembly. Initially reported on 86041 &.Oil baffles & 
new clutch assemblies will be installed prior to Unit 1 fuel loading. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/20. GRACE, J.N. Region’ 2, Office of 
Director. 3pp. 38372:321-38372:323. 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8610020188 Rnal deficiency rept re failure to consider lateral loading in typical support 
design.lnitially reported on 851 127. All pipe supports meet requirements in WB-DC-40- 
31.9,Sectlon 7.1.3.4.1tem not reportable under 10CFR50.55(e). 

GRIDLEY,R. Tennessee Valley Authority. 86/09/17. GRACE, J.N. Region 2, Office of 
Director. 3pp. 38061:142-38061:144. 

8810020241 Revised Final Deficiency Rept NCR W-269-P R1 re Q-list conformance to 
nuclear QA manual (NQAM),lnitially reported on 851024.lmplementation of entire Q- 
list for all organizations will prevent recurrence of deficiencies. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE.J.N. Region 2. Office of 
Director. 7pp. 38071:052-38071:059. 

8610100388 Interim deficiency rept re shield bldg exhaust vent radiation monitor.lnitiatly 
reported on 860421. Responsibility for disposition of deficiency reassigned. Rnal rept 
will be submitted on or about 870228. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/24. GRACE.J.N, Region 2, Office of 
Director. 1p. 38194:135-38194:135. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & In PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project 13pp. 38252:244-38252:256. 

-8604210027 Submits review of INPO documents to determine whether or not NRC re- 
quirement intentionally or unintentionally breached, per 860318 request Insp of TVA 
procpam necessary to make final determination. 

STELLO.V. Office of the Executive Director for Operations. 86/04/11, HAYES, B.B. 
Office of Investigations. 2pp. 38253:134-38253:135. 


8610270169 Forwards Investigation Rept RII-85-A-205 re Concern ECP-86-CH-043-01, 
“Owner-Operator Philosophy.” Status of investigation of allegations submitted in JA 
Oishinski 860501 & 13 Itrs discussed. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/07/22. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38362:009-38362:014. 

-6610270175 Investigation Rept RII-85-A-205, Concern ECP-86-CH-043-01. “Owner-Op- 
erator Philosophy.” 

SIMONDS.W.R., BAKER.D.K.. SLIGER,E.K. Tennessee Valley Authority. 86/07/14. 
4pp. 38362:011-38362:014. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R, Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060784 Forwards views on selected items 1,2,3, 5 & 7.in response to 860827 re- 
quest identified in ACRS 860812 ItrAgrees w/ACRS view that high morale of nuclear 
operating plant personnel key ingredient for plant safety. 

WHITE.S.A. Tennessee Valley Authority. 86/09/26. YOUNGBLOOD, B.J. PWR Project 
Directorate 4. 8pp. 38109:165-38109:172. 

8610070001 Informs that util will respond to 860730 request for addi testing of SPDS 
isolators & appropriate analyses to demonstrate that SPDS isolators qualified for inter- 
facing w/safety-related sys by 870131. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD, B. PWR Project 
Directorate 4. 1 p. 361 1 8:1 88-381 1 8:1 88. 


8610150481 Rnal deficiency rept re inadvertent omission of drawings from Engineering 
Change Notices ECN 3250,4370 & 5803. In'itially reported on 860320.No adverse 
trend exists re omitted drawings.ltem not reportable under l0CFR50.55(e). 

GRIDLEY.R. Tennessee Valley Authority, 86/10/06. GRACE,J.N. Region 2, Office of 
Director. 3pp. 38272:139-38272:141. 

8610160187 interim deficiency rept re shielded power cable bend radius. Revised final 
rept expected by 861222. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/06. ZECH.G.G. Region 2, Office of 
Director. ZECH,G.G. TVA Oversight Group. Ip. 38265:332-38265:332. 

8610160191 Rnal defidency rept re effeds of tornado depressurization on Class 1E 
equipmentinifiaily reported on 85i2l8.1tem not reportable per 10CFR50,55(e). 
GRIDLEY.R. Tennessee Valley Authority. 86/10/06. GRACE. J.N. Region 2, Office of 
Director. 2pp. 38265:327-38265:328. 

8610160347 interim defidency rept re as-constructed inadequades. Initially reported on 
851009.Resotution responsIblHty transferred to TVA div of nuclear engineering.Rnal 
rept expected by 861 215. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/06. GRACE, J.N. Region 2. Office of 
Director. Ip. 38274:360-38274:360. 

8610160478 Rnai deficiency rept re Category I/I(L) piping penetrates nonseismic walls 
located in control btdgJmtialiy reported on 860507.Memo issued to ensure awareness 
by alt designers that provisions of plant design criteria met 

GR1DLEY,R, Tennessee Valley Authority. 86/10/06. GRACE, J.N. Region 2. Office of 
Director. 3pp. 38274;066-38274,*068. 

8610230140 Rnal deficiency rept re incorrect pressure switch setpoints for ERCW 
screen wash pumps-lnltially reported on 66Q6t7.Utit will issue Technical Instruction 74, 
“ERCW Screen Wash Pump Test,” to require periocfic test of pumps, 

MCDONALD,J.A. Tennessee Valley Authority. 86/10/07. GRACE.J.N. Region 2, Office 
of Director, 3pp. 38344:223-38344:225. 

861(^280117 interim defidenr^ rept re rK>n-QA data for cable weights & outside diame- 
ters used in calcuiationsjnitialty reported on 860101 .Final rept delayed until 870120. 
GRIDLEY,R, Tennessee VaW^ Authority. 86/10/15. GRACE, J.N. Region 2, Office pf 
Director. Ip. 38367:329-38367:329. 

Wt(KS70t96 Second irrterfm deffidency rept re failure of auxiliary feedwater steam gen- 
erator feyel oontroHersJnlfially reported on 860430.Defective controlleis repaired by 
ata. Add! controllers returned to Beckman Go.Next rept by 870227. 

GRIOLEY,R. Tennessee Valley Authority. 86/10/17. GRACE, J.N. Region 2, Office of 
Director. 1p. 38361:240-38361:240, » ^ 


8610070005 Forwards electrical equipment environ qualification rept update 

submittal, per util 860730 schedule & NRC 860908 response.W/o end. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD, B. PWR Project 
Drectorate 4. 2pp. 38118:189-38118:190. 

8810070005 Forwards electrical equipment environ qualification rept update 

8ubmittal,per util 860730 schedule & NRC 860908 response. 

GRIDLEY,R. Tennessee Valley Authority. 86/09/30. YOUNGBLOOD.B, PWR Project 
Directorate 4. 2pp. 38167:001-38177:0W. 


-8610090051 Vote 1-5 of “Summary Status Update Rept of TVA Compliance to 
10CFR50.49 - Environ Qualificafion of Electric Equipment Important to Safety for Nu- 
clear Power Plants.” 

* Tennessee Valley Authority. 86/09/30. 3,680pp. 38167:004-38177:083. 


8610090177 Suppls response to 860627 ltr to SA White re outside evaluations & repts 
concerning TVA safety-related activities & mgtlNPO documentation re util will be 
available at plant sites tndefinitely,per NRC request 

GRIDLEY.R.L Tennessee Valley Authority. 86/09/30. DENTON, H.R. Office of Nuclear 
Reactor f^ulation, Director (post 851125). 3pp. 38181:306-38181:308, 

8610150045 Forwards response to 860804 concerns re 15 cable pulling questions at 
Watts Bar Nuclear PlantSimilar questior^ at Sequoyah Nuclear Plant will be ad- 
dressed in response to 860829 concerns.Related Info end. . 

GR1DLEY,R.L Tennessee Valley Authority. 86/10/07. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 1,500pp. 38235:097-38238:369. 


8610150314 NotificatiQn of 861004 meeting w/ufit in Bethesda,MO to discuss TVA pro- 
posal to remove restetence temp detector & reptace sys w/Eagle 21 detector. 
KENYONJ.J. PWR Project Directorate 4. 86/10/07. YdUNGBLOOD,B.J. PWR 
Project Directorate 4. 3pp. 38257:308-38257:310. 

8610170053 FOnvards Into re employee oohcern program, Including list of dosed con- 
cerns & updated summary sheets by site from 860i07-0912 & & summary sheet 

for ail new concerns generated from 86080er0912. , , 

GRIDLEY,R.L Tennessee Vafiey Authority. 88/10/07. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281 .-081 -38281:206. 


8610170086 Forwards agenda for 861014 meeting w/NRC in Bethesda,Mp to discuss 
elimination of resistance temp detector bypass 8 ufilization of Eagle 21 electronics for 
Unit 1. 

GRIDLEY,R teimessee Valley V^orityi 88/10/09. YOWG8iCX)D,B. PWR Project 
Directorate 4. 2pp. 38279:068-38279:069. 


8610270203 FourOt irtterim deficiency rept re QA conduit supports. Initially reported on 
851209.Util decided to pertorm 100% insp of condufi 8uppiorts.Rnal rept expected by 
870t23- 

Gpr£H,Ey,R. Tennessee Valley Authority. 86/10/17. GRACE.J,N. Region 2, Office of 
Director. 2pp; 38381:285-38361:268. 


8810200336 Forwards request for add! into re draft employef concerns special prpgr^ 
element rept, “Hdat (}ode as Related to Mati ControL" Congress has requested NRC 
review^evahiiafion & assessment of repLResponse requested within 30 days. 
YOUNGBLOOD, BJ. ;PWR Prsoject Directorate 4. 86/10/14. WHrrE.S.A. Tennessee 
Valley Authority. 32pp. 38304:01 1-38304:042. 
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8610230232 Informs that WCAP-11145 transmitted in LD Butterfield 860611 Itr to J 
Lyons being ref in order to satisfy requirements of TMI Action Item II.K.3-31,per Ge- 
neric Ltr 83-35.Upper-head injection will be deleted. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/17. YOUNGBLOOD, B- PWR Project 
Directorate 4. 2pp. 38343:149-38343:150. 

8610220286 Forwards request for addi info re Generic Ltr 83-28, Item 2.1 (Part 2),includ- 
ing description of NSSS vendor interface program. Response requested within 60 days 
of ltr receipt. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 86/10/20. WHITE, S.A. Tennessee 
Valley Authority. 3pp. 38333:183-38333:185. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280240 Summary of 861014 meeting w/ Westinghouse & util re removal of resist- 
ance temp device bypass sys & replacement w/Eagle 21 digital protection sys.List of 
attendees & util presentation end. 

KENYON,T.J. PWR Project Directorate 4. 86/10/23. PWR Project Directorate 4. 73pp. 
38387:211-38387:282. 


F. Security, medical, emergency & fire protection plans 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App 0 documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

—8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON.H.L TVA Oversight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082, 

8610150485 Fon^rards revised radiological emergency plans & central emergency con- 
trol ctr implementing procedures for facilities. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/08. GRACE,J.N. Region 2, Office of 
Director. 2pp. 38246:156-38248:360. 

-8610150490 Rev 19 to radiological emergency plan, 

* Tennessee Valley Authority. 86/07/18. 185pp. 38246:159-38246:343. 

-8610150497 Revised central emergency control ctr implementing procedures docu- 
ment. 

* Tennessee Valley Authority. 86/09/18. 250pp. 38247:304-38248:360. 


H. General corrMpondence 

8610170088 Forwards revised distribution list,superseding 860815 distribution 
listPlacement of author name on list requested. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 7pp. 38278:013-38278:019. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8610030168 Forwards affidavit certifying that Amend 59 to FSAR served on listed indi- 
viduals on 860917. 

GRIDLEY.R.L Tennessee Valley Authority. 86/09/24. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 2pp. 38081:333-38081:334. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, 'Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:076-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610010474 Responds to NRG 860801 ltr re violations noted in Insp Repts 50-390/86- 
14 & 50-391 /86-14.Corrective actlon8:scaffold installations not meeting design loading 
requirements will be corrected.Response to listed violation forthcoming. 

GRIDLEY.R.L Tennessee Valley Auttiority. 86/09/04. GRACE.J,N. Region 2, Office of 
Director. 3pp. 38059:116-38059:118, 

8610240411 Ack receipt of 860731 ltr re oonfirma8on of action ltr conoeming TVA weld- 
ing actlvlties,TVA examining five NRC positions delineated in Itr & confirming position 
re items. Formal meeting wtll be scheduled when position finalized. 

GRIDLEY,R.L Tennessee Valley Authority. 86/09/11. ZECH,G.G. Region 2, Office of 
Director. 1p, 38355:145-38355:145. 

8610010129 Responds to NRC 860801 Itr re violation noted In Insp Rept 50-391/86- 
14.Violation denied.Contends that general const specs not mandatory requirement 
GRIDLEY.R, Tennessee Valley l^aithorlty. 88/09/15. GRACE, J.N. Region 2, Office of 
Director. 3pp. 3^54:226^54:2^. 

8609250062 IE Inlo Notice 86-084, ^'Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Sfanilicarrt Spread ©f Radioactive Coritamination." Svc list end. 
PARTLOW,J.Q. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610140103 Revises response to NRC 8^802 itf re tridations noted in Insp Repts 50- 
390/65-45 & 50-391 /86-36.Correc0ve actions: formal training in WBN QCi-1.07 re 
work release administered to craft employees on quarterly basis. 

GRtDLEY.R Tennessee Valley Authority. 86/09/30. GRACE, J.N. Region 2. Office of 
Director. 4pp. 38225:343-38225:346. 


8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON.H.L. TVA Oversight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 4pp. 38253:079-38253:082. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

6610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017, 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270380 Ack receipt of 860930 supplemental response informing NRC of steps 
taken to correct violations noted In Insp Rept 50-391/85-36. 

ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/10/21. 
WHITE,S.A. Tennessee Valley Authority. Ip. 38373:210-38373:210. 


R. Periodic operating reports & related correspondence 

8610100760 Forwards weekly schedule of TVA activities involving staff for wks of 
861006 & 13.NRR directors requested to provide similar Input for NRR activities. 
THOMPSON.H.L. TVA Oversight Group. 86/10/03. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement, Director (Post 820201). ZECH.G. Region 2, Office of Director. 4pp. 
38205:170-38205:173. 


S. Reportable occurrences, LERs & related correspondence 

8610020199 Final Deficiency Rept NCR WBN 6518 re invalid cold forming procedures 
used to bend process pipe.lnitially reported on 860106.Pipe bends fabricated using 
qualified procedures. Item not reportable per 10CFR50.55(©). 

GRIDLEY.R.L. Tennessee Valley Authority. 86/09/05. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38068:172-38068:173. 

8610020171 Interim deficiency rept re inadequate concrete pullout capacity for embed- 
ded plates.lnitially reported on 860818. Deficient pipe rupture restraints will be 
redesigned.Final rept will be submitted by 870213. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/09/17. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38061:313-38061:314. 

8610020188 Final deficiency rept re failure to consider lateral loading in typical support 
design.lnitially reported on 851127,AII pipe supports meet requirements in WB-DC-40- 
31. 9, Section 7.1.3.4.ltem not reportable under 10CFR50.55(e). 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE, J.N, Region 2, Office of 
Director. 3pp. 38061:142-38061:144. 

8610020241 Revised Final Deficiency Rept NCR W-269-P R1 re Q-list conformance to 
nuclear QA manual (NQAM).lnltlally reported on 851024.lmplementation of entire Q- 
list for all organizations will prevent recurrence of deficiencies. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/17. GRACE,J.N. Region 2. Office of 
Director. 7pp. 38071:052-38071:059. 

8610100388 Interim deficiency rept re shield bldg exhaust vent radiation monitor.lnitialiy 
reported on 860421. Responsibility for disposition of deficiency reassigned. Final rept 
will be submitted on or about 870228. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/24. GRACE, J.N. Region 2, Office of 
Director. 1p. 38194:135-38194:135. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App 0 documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H, Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project, 13pp. 38252:244-38252:256. 

-8604210027 Submits review of INPO documents to determine whether or not NRC re- 
quirement intentionally or unintentionally breached, per 860318 request Insp of TVA 
program necessary to make final determination, 

STELLO.V. Office of the Executive Director for Operations. 86/04/11. HAYES, B.B. 
Office of Investigations. 2pp. 38253:134-38253:135. 
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8610150481 Final deficiency rept re inadvertent omission of drawings from Engineering 
Change Notices ECN 3250,4370 & 5803. Initially reported on 860320.No adverse 
trend exists re omitted drawings.ltem not reportable under 10CFR50.55(e). 

GRIDLEY.R. Tennessee Valley Authority. 86/10/06. GRACE. J.N. Region 2, Office of 
Director. 3pp. 38272:139*38272:141. 

8610160187 Interim deficiency rept re shielded power cable bend radius. Revised final 
rept expected by 861222. 

GRIDLEY.R, Tennessee Valley Authority. 86/10/06. ZECH.G.G. Region 2, Office of 
Director. ZECH.G.G. TVA Oversight Group. Ip. 38265:332-38265:332. 

8610160191 Rnal deficiency rept re effects of tornado depressunzation on Class IE 
equipmentinitially reported on 85121 S.ltem not reportable per 10CFR50.55(e). 
GRIDLEY.R. Tennessee Valley Authority. 86/10/06. GRACE, J.N. Region 2, Office of 
Director. 2pp. 38265:327*38265:328. 

8610160347 Interim deficiency rept re as-constructed inadequacies. Initially reported on 
851009.Resolution responsibility transferred to TVA div of nuclear engineering.Final 
rept expected by 861215. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/06. GRACE, J.N. Region 2, Office of 
Director. Ip. 38274:360-38274:360. 

8610160476 Final deficiency rept re Category l/l{L) piping penetrates nonseismic walls 
located in control bidg.lnitialiy reported on 860507.Memo issued to ensure awareness 
by all designers that provisions of plant design criteria met. 

GRiDLEY.R. Tennessee Valley Authority. 86/10/06. GRACE. J.N. Region 2, Office of 
Director. 3pp. 38274:066-38274:068. 

8610220210 Interim deficiency rept re inadequate separation of redundant cables near 
floor openings-lnitially reported on 840720.App R analysis incomplete.Final rept re- 
scheduled for 8801 2 I 

GRIDLEY.R. Tennessee Valley Authority. 86/10/07. GRACE. J.N. Region 2. Office of 
Director. 1 p. 38324: 1 90-38324: 1 90. 

8610230140 Final deficiency rept re Incorrect pressure switch setpoints for ERCW 
screen wash pumps.lnitially reported on 86061 7,Util will issue Technical Instruction 74, 
“ERCW Screen Wash Pump Test,” to require periodic test of pumps. 

MCDONALD. J.A. Tennessee Valley Authority. 86/10/07. GRACE, J.N. Region 2. Office 
of Director. 3pp. 38344:223-38344:225. 

8610280117 Interim deficiency rept re non-QA data for cable weights & outside diame- 
ters used in calculations.lnitially reported on 8601 01. Rnal rept delayed until 870120. 
GRIDLEY.R, Tennessee Valley Authority. 86/10/15. GRACE.J.N. Region 2. Office of 
Director, Ip. 38367:329-38367:329. 

8610270323 Rnal deficiency rept re redundant overcurrent protection for Electrical Pen- 
etration 36.lnltially reported on 860415, Mods to complete installation of fuses & 
wiring completed. 

GRIDLEY.R. Tennessee Valley Authority. 86/10/17, GRACE, J.N. Region 2, Office of 
Director. 3pp. 38372:324-38372:326. 

8610280085 Rnal deficiency rept re HVAC duct seismic design criteria. Initially reported 
on 860521 .Design Criteria WB-DC-40-31.8 revised to adequately address all aspects 
identified as deficient 

GRIDLEY,R. Tennessee Valley Authority. 86/10/17. GRACE.J.N. Region 2. Office of 
Director, 6 pp. 38367:086-38367:091. ^ 

8610270299 Part 21 & Rnal Deficiency Rept NCR W-377-P re leakage in lower seals of 
essential raw cooling water clutch assembly. Initially reported on 86041 8.ai baffles & 
new clutch assemblies will be installed prior to Unit 1 fuel loading. 

GRIDLEY,R. Tennessee Valley Authority. 86 / 10 / 20 . GRACE,J.N. Region 2, Office of 
Director. 3pp. 38372:321-38372:323. 


DOCKET 50-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8610240280 Advises that 860925 rev to title pages for safeguards contingency & guard 
training & qualification plans consistent w/provisions of 10CFR50.54(p) & acceptable. 
WALKER, R.D. Region 2 , Office of Director. 86/10/15. NAUMAN.D.A. South Carolina 
Electric & Gas Co, 2pp. 38356:205-38356:206. 

8610280430 Requests that all individuals in receipt of 860813 Itr re radiological emer- 
gency plan review take action to label & treat end as proprietary. 

WALKER,R.D. Region 2 , Office of Director. 86/10/16. NAUMAN.D.A, South Carolina 
Electric & Gas Co. Ip. 38381:108-38381:108. 

8610280201 Fonwards Insp Rept 50-395/86-17 on 86091 5-1 9.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/17. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2 pp. 38380:077-38380:079. 

-8610280219 Partially withheld Insp Rept 50-395/86-17 on 860915-19 (ref 10CFR2.790 
& 73.21 ).No violations noted.Major areas inspected:responses to IE Info Notices 86 - 
027 & 86-055 & followup on Open Items 83-109 & 85-39-01. 

MASNYK,O.M.. MCGUIRE.D.R. Region 2. Office of Director. 86/10/17. Ip. 
38380:079-38380:079. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22 . Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610030028 Fonwards safety evaluation re WCAP-10858, “ATWS Mitfaation Sys Actu- 
ation Circuitry Generic Design Package." Generic design acceptable.Schedules for ad- 
dressing plant-specific design features requested within 30 days. 

HOPKINS, J.B. PWR Project Directorate 2 . 86/09/23. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 37670:090-37670:109. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Fonvards App D & E documents.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated.Requests assistance w/scheduiing ACRS & hearings. 

JACKSON,R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851 1 24). 7pp. 38140:1 74-38140:180. 

8610200421 Forwards new NSHC re util 860825 application to amend License NPF-12 
to reflect organizational structure changes, per 860909 request. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 86/10/15. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director (post 851125). 3pp. 38301:274-38301:276. 

8610310153 Ack receipt of 860926 Itr requesting info in end to NRC 860813 be treated 
as proprietary.info will be treated as proprietary. 

GRACE, J.N. Region 2, Office of Director. 86/10/17. MLYNCZAK,M.M. Phoenix Power 
Services. Inc. 1 p. 38416:285-38416:285. 

8610210388 Forwards proprietary Rev 1 to WCAP-11228, “Tubesheet Region Plugging 
Criterion for South Carolina Electric & Gas Co VC Summer Nuclear Station Steam 
Generators," for 860915 Tech Spec rev request.Rept withheld. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 86/10/20. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 861125). Ip. 38311:167-38311:167. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


8610060168 Forwards summary of 860904 meeting w/Region II re facility radiatioi 
emergency plan, 

2. Office of Director. 86/09/22. NAUMAN,D.A. South Cardins 

ElectncA Gas Co. 4 pp. 38108:093-38108:096. . oargnns 

8610020106 Disagree w/NRC 860813 position that fission product barrier approach t( 

Carolina Electric & Gas Co. 86/09/25. TAYLOR.J.M. Office 0 
Inspection & Enforcement. Director (Post 820201). 2pp. 38066:290-38066:291. 

Responds to NRC 860813 Itr & 860904 meeting re tadlologicat emergenc 
Implementing procedures will be mod^ed & perronrS 
Sahmaw n re^ulatrw requirements issue requested. 

oontinaency ^ 
Region 2 

Eval^n Supporting Implementation of Rssion Prod 
^ Classlfioa 8 on-." & NRC 860813 ends pro 

Services, Inc. 86/09/25. GRACEJ.N. Reoion 2 
Offioe of Ouactor. 2 pp. 38279:073^79:074. nsgion 4 


81610170036 Forwards comments on secui 
10 b^^ 7 .in response to NRC 

NAUMAN,D.A. South Carolina Electric & (Sas Co. 86/10/08. DENTON H R Office 
Nudear Reactor Regulation, Drector (post 851125). 2 pp. 38279:050-38279:651 


effectiveness review conduct* 
requesLComments withheld 


Q. inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38361:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list 

* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610280153 Forwards justification for continued operation of facility until all insps & cor- 
rective actions completed, per response to IE Into Notice 86-003 re environ qualifica- 
tions of Limitorque motor operators. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 86/08/25. GRACEJ.N. Region 2 , 
Office of Director. 16pp. 38366:059-38366:074. 

8610020005 Forwards Insp Rept 50-395/86-12 on 860601-0703 & notice of violation & 
proposed imposition of civil penalty In amount of $50,00O.Enforcement conference 
held on 860703. 

GRACE, J.N. Region 2. Office of Director. 86/09/22. NAUMAN.DA South Carolina 
Electric & Gas Co. 4pp. 38070:127-38070:143. 

-8610020008 Notice of violation & proposed imposition of civil penalty in amount of 
$50,000 from insp on 860601-0703. 

GRACE, J.N. Region 2, Office of Director. 86/09/22. 3pp. 38070:131-38070:133. 

-8610020013 Insp Rept 50-395/86-12 on 860601 -0703. Violations noted: Train B charg- 
ing pumps inoperable,sys not verified when diesel generator inoperable & inadequate 
procedure for chemical & vol control sys. 

PREVATTE.R.. HOPKINS.P.C., MODENOS.LP. Region 2, Office of Director. 86/08/ 
22. 10pp. 38070:134-38070:143. 

8610020023 Ack receipt of 860905 itr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-395/86-13. 

WALKER, R.D. Region 2, Office of Director. 86/09/23, NAUMAN,D,A, South Carolina 
Electric & Gas Co. 1 p. 38070:1 26-38070:1 26. 
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8610020120 Forwards Insp Rept 50-395/86-15 on 860801-31 & notice of violation. 
WALKER, R.D. Region 2, Office of Director. 86/09/23. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 2pp. 38066:249-38066:260. 

-8610020124 Notice of violation from insp on 860801-31. 

WALKER, R.D. Region 2, Office of Director. 86/09/23. Ip. 38066:251-38066:251. 

-8610020127 Insp Rept 50-395/86-15 on 860801 -31. Violation noted:failure to perform 
10CFR50.59 safety evaluation review prior to implementing changes to plant oper- 
ation. 

PREVATTE,R.L, HOPKINS.P.C., DANCE, H.C. Region 2. Office of Director. 86/09/18. 
9pp. 38066:252-38066:260. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150393 Forwards supplemental response to IE Bulletin 85-003, "Motor-Operated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Set- 
tings," per L Modenos 860904 telcon request. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 86/10/03. GRACE.J.N. Region 2. 
Office of Director. 5pp. 38251:338-38251:342. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR.J,M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
630103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


S. Reportable occurrences, LERs & related correspondence 

8610060676 Forwards 860815 LER 86-01 3, responding to notice of violation from Insp 
Rept 50-395/86-1 3.Util in full compliance re corrective action stated in LER. 

NAUM AN, D. A. South Carolina Electric & Gas Co. 86/09/05. GRACE,J.N. Region 2, 
Office of Director. Ip. 38109:293-38109:295. 

8610100666 Special Rept SPR 86-01 3:on 860907, during surveillance testing emergency 
diesel generator B declared inoperable due to loss of voltage control.Caused by loose 
screw in coupling of motor-operated potentiometer. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 86/09/25. GRACE.J.N. Region 2, 
Office of Director. 2pp. 38200:192-38200:193. 

8610090506 Part 21 rept re swing chiller control circuiLlnitlally reported on 861003.Cir- 
cuit found to have deficiency which would prevent chiller from starting. Util Informed of 
condition & Implemented appropriate administrative controls. 

SAILER,W.F. Gilbert/Commonwealth, Inc. (formerly Gilbert Associates, Inc.). 86/10/ 
03. TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
38179:003-38179:004. 

8610160231 LER 86-01 5-00:on 860908 & 25,hourly fire watch patrols not performed in 
various areas in time required by Tech Specs. Caused by personnel error.Personnel 
counseled.W/861008 Itr. 

HIGGINS. W.R.. NAUMAN.D.A. South Carolina Electric & Gas Co. 86/10/08. 3pp. 
38269:266-38269:268. 


V. Operator Examinations 

8610080009 Requests that util furnish selected ref matl from end list by 861001 to meet 
schedule for written, simulator & plant oral exams scheduled for wk of 861117.Encl 2 
discusses administration of operator licensing written exams. 

VERRELLI,D.M. Region 2. Office of Director. 86/09/25. NAUMAN.D.A. South Carolina 
Electric & Gas Co. 6pp. 38133:001-38133:006. 

8610090339 Forwards util estimate of need for operator licensing exams & dates for 
requalification exams.in response to Generic Ltr 86-14, “Operator Licensing Exams." 
NAUMAN.D.A. South Carolina Electric & Gas Co. 86/09/30. BOGER,B. Operator Li- 
censing Branch. 3pp. 38182:307-38182:309. 
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F. Security, medical, emergency & fire protection plans 

8610100576 Forwards page change to Rev 5 of guard training & qualification plan.Plan 
withheld (ref 10CFR73.21). 

SORENSEN,G.C. Washington Public Power Supply System. 86/09/26. 
MCQUEEN.A.D. Region 5, Office of Director. 2pp. 38198:358-38198:359. 


8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610270127 Forwards payment of civil penalty in amount of $50,000 in response to 
860415 notice of violation re inoperable component cooling/svc water loops. 
NAUMAN,D.A. South Carolina Electric & Gas Co. 86/10/17. TAYLOR, J.M. Office of 
Inspection & Enforcement, Director (Post 820201). 2pp. 38360:052-38360:053. 


8610270251 Responds to notice of violation & forwards $50,000 in payment of civil pen- 
alty noted in Insp Rept 50-395/86-12. Corrective actions:qualified contractor assist- 
ance will be provided to aid in review of training matl for accuracy. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 86/10/17. TAYLOR.J.M. Office of 
Inspection & Enforcement. Director (Post 820201). 7pp. 38362:107-38362:113. 


8610280201 Forwards Insp Rept 50-395/86-17 on 86091 5-1 9.No violations or devi- 
ations noted. ^ 

VERRELLI.D.M. Region 2. Office of Director. 86/10/17. NAUMAN,D.A. South Carolina 
Electric & Gas Co. 2pp. 38380:077-38380:079. 


--8610280219 Partially withheld Insp Rept 50-395/86-17 on 860915-19 (ref 10CFR2.790 
& 73.21 ).No violations noted.Major areas inspected:responses to IE Info Notices 86- 
027 & 86-055 & followup on Open Items 83-1 09 & 85-39-01 . , ^ . 

MASNYK,O.M., MCGUIRE, D.R. Region 2, Office of Director. 86/10/17. Ip. 
38380:079-38380:079. 


8610280182 Forwards Insp Rept 50-395/86-16 on 860901 -30.No violations or devi- 
ations noted. 

VERRELLI,D.M. Region 2, Office of Director. 86/10/20. NAUMAN,D.A. South Carolina 
Electric & Gas Co. 2pp. 38380:028-38380:039. 


-8810280192 Insp Rept 50-395/86-16 on 860901 -30.No violations or deviations 
noted.M^or areas inspected;licerraee action on previous enforcement matters,onsite 
followup on events & subsequent repts & monthly surveillance observations. 
PREVATTE,R.U, HOPKINS.P.C., DANCE.H.C. Region 2. Office of Director. 86/10/20. 
10pp. 38380;030-38380K)39. 


R. Periodic operating reports & related correspondence 

8610100036 Monthly opera^pg rept for Jul 1986.W/860813 ltr. 

LOIGNON,G.A., WMAfi.PA South CarpK^^ Electric & Co. 86/07/31. 
BARRY, LW. Office of Resource Management, Director. 5pp. 38190:223-38190:227. 

8610010574 Forwards Technical Rept 86-2, "Seismic Activity Near VC Summer Nuclear 

NAUMAN!DA**South Cardina Electric & Gas Co. 86/09/26. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). Ip. 38060:089-38060:107. 

-8610010595 "Seismic Activity Near VC Summer Nuclear Station," fof Apr-june 1986. 
TALWANLP. ^uth Carolina, Univ. of. Columbia, $C. 86-2. 86/06/30. 18pp. 
38060:090-38060:107. 


8610160139 Forwards action timetable re coordinated approach to resolution of fire pro- 
tection issues at facility. 

KIRSCH.D.F. Region 5, Office of Director. 86/10/06. BERNERO.R.M. Division of Boil- 
ing Water Reactor (BWR) Licensing. 2pp. 38271:141-38271:142. 


8610220080 Forwards Amend 29 to License NPF-21 & safety evaluation. Amend modi- 
fies Paragraph 2.E re physical security plan, guard training & qualification & safeguard 

ADEnIam!e?G.'^BWR Project Directorate 3. 86/10/16. SORENSEN.G.C. Washington 
Public Power Supply System. 3pp. 38331:353-38331:359. 


-8610220084 Amend 29 to License NPF-21, revising Section 2.E re physical security 
plan, guard training & qualification & safeguards contingency plan. 


-8610220088 Safety evaluation supporting Amend 21 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 2pp. 
38331:358-38331:359. 


8610220337 Approves Rev 11 to physical security plan, Rev 5 to training & qualification 
plan & Rev 5 to security contingency plan. Chronology of evolution of various staff- 
approved plant security plans end. 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/16. SORENSEN.G.C. Washington 
Public Power Supply System. 3pp. 38333:296-38333:298. 

8610280298 Forwards request for addi info re current condition of Unit 2 compared to 
regulations, license & commitments to fire protection program.Requests response 
within 30 days of Itr receipt. ... . 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/20. SORENSEN.G.C. Washington 
Public Power Supply System. 9pp. 38386:153-38386:161. 


8610280257 Discusses 861002 meeting w/Ofc of General Counsel & Plant Sys Branch 
re plant approved fire protection program. Meeting concluded that program includes 
written communications docketed prior to issuing OL r- « • ^ 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/21. KIRSCH.D.F. Region 5, Office 
of Director. 2pp. 38387:207-38387:208. 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8610030204 Amend 37 to FSAR for WPPSS Unit 2.W/860922 Itr. 

SORENSEN, G.C. Washington Public Power Supply System. 86/08/31. 

ADENSAM.EG. BWR Project Directorate 3. 1.523pp. 38075:113-38079:195, 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OU re Info on 
compliance w/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 
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8610080128 Further response to FOIA request for 16 categories of records re 
facilities,Forwards App D & E documents-Documants also available in PDR. 
QRIMSLEY.D.H. Division of Rules and Records. 86/09/26, RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards ovenriew of Geosciences Branch workload, w/priority 
indicated-Requests assistance w/scheduling ACRS & hearings. 

JACKSON, R.E. Geosciences Branch. 80/10/06. ROE,J. Division of Licensing 
(800428-851 124). 7pp. 38140:174-38140:180. 

8610220206 Forwards Rev 10 to “Operational QA Program Description (WPPSS-QA- 
004).” Rev reflects organizational changes. 

SORENS£N,G.C. Washington Public Power Supply System. 86/09/30. MARTIN, J.B. 
Region 5, Office of Director. 2pp. 38323:228-38323:260. 

—8610220215 Rev 10 to "Operational QA Program Description (WPPSS-QA-004)." 

* Washington Public Power Supply System. 86/10/27. 31pp. 38323:230-38323:260. 

8610140147 Responds to 860728 request for info re status of review of event rept ex- 
emption requests.Review halted due to more urgent jssues.AEOD vwll establish posi- 
tion sometime In 1987. 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/03. SORENSEN,G.C. Washington 
Public Power Supply System. 2pp. 38220:322-38220:323. 

8610160070 Application for amend to License NPF-21 changing Tech Spec Section 
3.8.4.2 to remove requirement to list fuse sizes & test fuses on rotating IS-month 
basis for primary containment penetration conductor protective devices. 
SORENSEN,G.C. Washington Public Power Supply System. 86/10/07. 

ADENSAM.E.G. BWR Project Directorate 3. 3pp. 38270:007-38270:014. 

—8610160074 Proposed Tech Spec Section 3.8.4.2 re removal of requirement to list 
fuse sizes & test fuses on rotating 18-month b^is for primary containment penetration 
conductor overcurrent protective devices. 

* Washington Public Power Supply System. 86/10/07. 5pp. 38270:010-38270:014. 

8610180091 Informs that remaining oversize drawings for Amend 37 to FSAR.dtd 
860922.will be forwarded by middle of Oct.Deiay due to publishing difficulties. 
SORENSEN, G.C. Washington Public Power Supply System. 86/10/07. 

ADENSAM,E.G. BWR Project Directorate 3. Ip. 38271:067-38271:067. 

8610220165 Informs that steps being taken by util to Improve scheduling of Tech Spec 
revs.Discuss6S plans for Nov 1986 meeting to resolve 17 util amend requests current- 
ly pending. 

SORENStN.G.C. Washington Public Power Supply System. 86/10/14. 

ADENSAM,E.G. BWR Project Directorate 3. 2pp. 38324:097-38324:098. 

8610220080 Forwards Amend 29 to License NPF-21 & safety evaluation. Amend modi- 
fies Paragraph 2.E re physical security plan, guard training & qualification & safeguard 
contingency plan. 

ADENSAM.E.G. BWR Project Directorate 3. 86/10/16. SORENSEN, G.C. Washington 
Public Power Supply System. 3pp. 38331:353-38331:359. 

-8610220084 Amend 29 to license NPF-21 .revising Section 2.E re physical security 
pism, guard training & qualification & safeguards contingency plan. 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/16. 2pp. 38331:356-38331:357. 

-8610220088 Safety evaluation supporting Amend 21 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 2pp. 
38331:358-38331:359. 

8610230062 Generic Ltr 86-17 to ait BWR licensees & applicante re availability of 
NUREG-1169. ‘Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 3841 1 :266-3841 1 :296. 


Q. inspection reports, IE Bulletins & correspondence 


-8610070346 Enforcement Conference Rept 50-397/86-31 .Topics discussed: violations 
Identified in Insp Rept 50-397/86-12 re equipment qualification program, violations in 
Insp Rept 50-397/86-1 1 & repeat violations in control of combustible matls. 
QUALLS,P.M., JOHNSON,P. Region 5, Office of Director. 86/09/17. 16pp. 38123:052- 
38123:067. 

8610080240 Forwards Exam Rept 50-397/OL-86-02 of exams administered on 860811- 

iA Pvfinnc A juncu/or lfo\/c onol 

PATE,R.J. Region 5, Office of Director. 86/09/19. MARTIN.J.D. Washington Public 
Power Supply System. Ip. 38166:180-38166:288. 

-6610080250 Exam Rept 50-397/OL-86-02 on 860811 -14.Exam results:one senior re- 
actor operator candidate failed simulator portion & one senior reactor operator candi- 
date failed oral & simulator portions of exam. Eight candidates passed. 

MEADOWS,T.R., ELIN.J.O. Region 5. Office of Director. 86/09/17. 108pp. 38166:181- 
38166:288. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610090505 Forwards response to IE Bulletin 85-003, "Motor-Operated Valve Common 
Mode Failures During Plant Transients Due to Improper Switch Settings.” Info end 
satisfies items a-e of bulletin. 

SORENSEN.G.C. Washington Public Power Supply System. 86/10/01. MARTlN,J.B. 
Region 5, Office of Director. 8pp. 38180:080-38180:087. 

8610210296 Forwards Info In response to IE Bulletin 85-003, “Motor- Operated Valve 
Common Mode Failures During' Plant Transients Due to Improper Switch Settings," 
Items a-e, per util 860528 & BWR Owners Group 860902 Itrs. 

SORENSEN.G.C. Washington Public Power Supply System. 86/10/01. MARTIN, J.B. 
Region 5, Office of Director. 8pp. 38313:242-38313:249. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept MisadminIstrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150180 Partial response to FOIA requestApp G documents end. Documents also 
available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38259:207-38259:273. 

-8610150301 Submits revised schedule for 1985-86 SALP Board meetings for Region 

MARTIN, J.B. Region 5, Office of Director. 85/08/22. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38259:272-38259:273. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edtson Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matts.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8810070196 Ack receipt of 860820 ltr informing NRC of steps taken to correct violations 
noted in insp Rept 50-397/86-23. 

SCARANO,R.A Region 5, Office of Director. 86/09/02. SORENSEN.G.C. Washington 
Public Power Supply System, 1p, 38125:123-38125:126. ^ 

-W10070208 Resj^nds to NRC 860721 ltr re violations noted in Insp Rept 50-397/86- 
23.^rrective actionKall controlled vacuum cleaners removed from svc & placed In 
860701 & will not be used until actions completed. 
SORENSEh^.C. V^hlng^on Public Power Supply System. 86/08/20. MARTIN.J.B. 
Region 5, Office of Director. 3pp. 38125:124-38125:126. 

50-397/86-27 on 86071 3-0831. No violations noted. 
CHAFFEE.A.E. Region 5, Office of Director. 86/09/17, SORENSEN.G.C. Washington 
Public Power Supply System. 2pp. 38094:272-38094:279. ^ 

50-397/86-27 on 86071 3-0831. No violations or deviations 
noted-MaJor areas jnsp^ed:contrd room operations,ESF status.surveillance 
program, maint program, LEBs & special insp topics. 

5. Office of Director. 86/09/16. 7pp. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN.E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

6610280474 Ack receipt of 860917 ltr re Equipment Qualification Team insp findings 
noted in Insp Rept 50-397/86-12 & discussed In NRC 860730 ltr. 

KIRSCH,D.F. Region 5. Office of Director. 86/10/22. SORENSEN.G.C. Washington 
Public Power Supply System. 1 p. 38388:1 02-38388:1 53. 

-8610280513 Forwards addl info re unresolved items mentioned in Insp Rept 50-397/ 
86-12 & discussed at 860828 enforcement conference. Unqualified Rosemount 1151 
pressure transmitter & LImitorque operator documentation discussed. 

SORENSEN, G.C. Washington Public Power Supply System. 86/09/17. MARTIN.J.B. 
Region 5, Office of Director. 51pp. 38388:103-38388:153. 


R. Periodic operating reports & related correspondence 

8810100173 Monthly operating rept for Jul 1986.W/860808 ltr. 

HUTCHISON.L.B., POWERS, C.M. Washington Public Power Supply System. 86/07/ 
31. 4pp. 38191:202-38191:205. 


8610070M4 Po^'ards Enforwment inference Rept 50-397/86-31 on 860828 & notice 
of violation from 860616-27 insp.Equipment qualification violations will be discussed 
should address disca-epant conditions per App A. 

KIR^H,D.F. Region 5, Office of Director. 86/09/18. SORENSEN.G.C. Washington 

Public Power Supply System. 2pp. 38123:040-36123:067. ® 


8610100169 Forwards revised pages to monthly operating repts for Mar 8 Apr 1986, per 
860808 telcon. 

HUTCHISON, L.B. Washington Public Power Supply System. 86/08/12. ROSS,P. NRC 
- No Detailed Affiliation Given. Ip. 38196:344-38196:348. 


-0610070339 Notice of violation from insp on 860616-27. 

JOHNSON, P.H. Region 5, Office of Director. 86/09/18. 10pp. 38123:042-38123:051. 


-8610100468 Revised pages to monthly operating rept for Mar 1986. 

HUTCHISON, LB. Wawington Public Power Supply System. 86/03/31. 2pp. 
38198:346.38196:346. 
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—8610100488 Revised pages to monthly operating rept for Apr 1986. 

HUTCHISON, L.B. Wasnington Public Power Supply System. 86/04/30. 2pp. 
38196:347-38196:348. 


S. Reportable occurrences, LERs & related correspondence 

8610100010 Part 21 & deficiency rept re Synchro-Start Type ESSB speed 
switches-lnitially reported on 860822.Speed switches currently In svc or designated for 
SVC will be tested for relay contact closure & relay contact condition. 

DRISCOLL.H. Louis-Allis Co. 86/09/26. FORNEY, W.L Region 3, Office of Director. 
9pp. 38193:061-38193:069. 

8610100669 LER 86-028-01 :on 860801 , control room flooded & other plant areas not 
analyzed.Caused by error in AE design control process.Sprinkler line in control room 
isolated.Also reportable per 10CFR21. W/861003 Itr. 

WASHINGTON.S., POWERS.C.M. Washington Public Power Supply System. 86/10/ 
03. 4pp. 38200:200-38200:203. 

8610140220 LER 86-030-00:on 860903,reactor scram occurred due to low reactor water 
level.Caused by reactor feedwater pump trip & failure of recirculation flow control 
valve to run back. Preventive maint procedure will be wrltten.W/861003 Itr. 
WASHINGTON.S., POWERS.C.M. Washington Public Power Supply System. 86/10/ 
03. 4pp. 38225:200-38225:203. 

8610160267 LER 86-031 -00:on 86091 0.RCIC inboard steam line isolation valves closed 
on erroneous RCIC equipment area high temp signal.Caused by technicians inadvert- 
ently connecting test equipment to wrong circuitPersonnel counseled. W/861 009 Itr. 
WASHINGTON.S.L, POWERS.C.M. Washington Public Power Supply System. 86/10/ 
09. 4pp. 38269:331-38269:334. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitlally reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitlally reported on 841 227. No ad- 
verse effects noted during testing. 

BROOME.E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON.W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610220104 LER 86-033-00:on 861 008, safety evaluation found incorrect sizing of un- 
derground cables in duct banks between main plant & svc water pumphouses.Caused 
by 8&R error in cable calculations.Also reported per 10CFR21.W/861013 Itr. 
WASHINGTON.S.L. POWERS.C.M. Washington Public Power Supply System. 86/10/ 
13. 4pp. 38324:302-38324:305. 

8610200104 Summary of 861006 Operating Reactor Events Meeting 86-35 re events 
since last meeting on 860929.Assignees should review identified responsibilities & 
completion dates & advise if dates cannot be metAttendance list & viewgraphs end. 
HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 86/10/14. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 23pp. 
38299:341-38300:002. 

8610290323 LER 86-033-01 :on 861 008, safety evaluation concluded that cable derating 
calculations for standby svc water pump feeders did not consider cable routed to duct 
banks.Further review on 861017 revealed addi problems. W/861 022 Itr. 
WASHINGTON.S.L. POWERS.C.M. Washington Public Power Supply System. 86/10/ 
22. 6pp. 38400:315-38400:320. 

8610290072 Partial response to FOIA requesLApp A documents re NUREG-1022 avail- 
able in PDR.App B document re exemption to 10CFR50 reporting requirements for 
LERs end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/23. REPKA.D.A. Bishop, Liber- 
man, Cook, Purcell & Reynolds. 3pp. 38399:274-38399:278. 

-<•8610290088 Denies util 841213 request for exemption from requirements of 
10CFR50.73, "LER Sys." Postponement of reporting suppi to LER permitted only 
when similar reportable items discovered during review. 

DIRCKS,W.J. Office of the Executive Director for Operations. 86/01 /22. MARTIN.J.D. 
Washington Public Power Supply System. 2pp. 38399:277-38399:278. 


V. Operator Examinations 

8610080240 Forwards Exam Rept 50-397/OL-86-02 of exams administered on 860811- 
14.Exams & answer keys also end. 

PATE,R.J. Realon 5, Office of Director. 86/09/19. MARTIN.J.D. Washington Public 
Power Supply System. Ip. 38166:180-38166:288. 

-8610080250 Exam Rept 50-397/OL-86-02 on 86081 1-1 4.Exam results:one senior re- 
actor operator candidate failed simulator portion & one senior reactor operator candi- 
date failed oral & simulator portions of exam.Eight candidates passed. 

MEADOWS,T.R.. ELIN.J.O. Region 5, Office of Director. 86/09/17. 108pp. 38166:181- 
38166:288. 
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A. Application/construction stage documents & correspondence 

8610170277 FOIA request for documents on allegations made by F Peguese re const 
defects.improper procedures & poor QA at facility. 

MURPHY.S. Nuclear Information & Resource Service. 86/03/11. Division of Rules 
and Records. Ip. 38288:157-38288:157. 

8610170280 Appeals denial of FOIA request for documents on allegations made by F 
Peguese re const defects at facility. 

MURPHY, S.A. Nuclear Information & Resource Service. 86/03/25. Office of the Exec- 
utive Director for Operations. 2pp. 38288:158-38288:159. 

8610020069 Confirms 860918 telcon re mgt meeting on 860925 in Region il to discuss 
operational readiness program, status of preoperatlonal testing program & resolution 
status of specific issues re const. 

WALKER,R.D. Region 2, Office of Director. 86/09/19. UTLEY,E.E. Carolina Power & 
Light Co. Ip. 38066:118-38066:118. 


8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060053 Forwards addI Info to suppi util 860919 Itr re high energy line breaks out- 
side containment. 

ZIMMERMAN,S.R. Carolina Power & Light Co. 86/09/23. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38094:312-38094:313. 

8610010167 Forwards addi info re classification of containment isolation valves,per 
request.Future rev to FSAR & marked-up Tech Specs indicating changes prior to OL 
issudncG 0noi 

ZIMMERMAn‘,S.R. Carolina Power & Light Co. 86/09/25. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 39pp. 38059:201-38059:239. 

8610030438 Notifies of qualification status on safety-related equipment & pump & valve 
operability review.Seismic qualification of safety-related equipment 
complete.Component seismically qualified w/criteria in FSAR sections. 
ZIMMERMAN,S.R. Carolina Power & Light Co. 86/09/25. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip, 38085:359-38085:359. 

8610080170 Fonwards final Licensing Board decision issued on 860428 for plant.FES 
prepared by NRR sent on 831110. 

RUBENSTEIN,L.S. PWR Project Directorate 2. 86/09/25. H1RSCH,A. Environmental 
Protection Agency. 7pp. 38144:089-38144:289. 

8610070006 Advises that Rev 0 to American Switch Co (ASCO) Test Rept AQR-67368 
presents Info on ASCO solenoid valves which substantiates that ASCO coil assem- 
blies subjected to environ temps in excess of 400 F remained functional. 
ZIMMERMAN,S.R. Carolina Power & Light Co. 86/09/26. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38118:191-38118:191. 

8610070453 Forwards results of preliminary control room surveys,per CRDR final sum- 
mary rept, Section 6.1.3.2.Surveys not conducted during CRDR assessment/reassess- 
ment phase due to const activities in control room. 

Z1MMERMAN,S.R. Carolina Power & Light Co. 86/09/29. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 10pp. 38122:346-38122:355. 

8610080393 Discusses criteria for choice of 5-inch conduit containing three 750- 
kcmil.lS kV power cables as worst case.Cables have greatest heat capacitance & 
greatest potential to heat cables in tray adjacent to conduit. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 86/09/29. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38165:319-38165:321. 

8610080407 Forwards addi comments on Tech Spec Sections 6.4 & 4.6.2.1.b re training 
& surveillance requirements for depressurization & cooling sys,respectively & Figure 6- 
2.1 re corporate organization.Final draft Tech Specs end. 

ZIMMERMAN,S.R. Carolina Power & Light Co. 86/09/29. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 9pp. 38165:326-38165:334. 

8610090018 Updates status for fuel load per 860801 Itr & fonvards lists of const activi- 
ties & preoperatlonal tests which will not be complete at time of fuel load.Const & 
testing will be essentially complete by mid-Oct & OL can be issued. 

WATSON,R.A. Carolina Power & Light Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). GRACE, J.N. Region 2, Office of Director. 
5pp. 38180:351-38180:355. 

8610140257 Requests approval to provide NRC w/NPDES permit & any authorized 
changes to enable adequate notification of significant environ events. 
ZIMMERMAN.S.R. Carolina Power & Light Co. 86/09/29. RUBENSTEIN.LS. PWR 
Project Directorate 2. Ip. 38293:231-38293:231. 

8610070120 Fonvards final draft Tech Specs incorporating NRC & util comments on 
86071 1 Tech Specs.Receipt of Tech Spec certification ltr requested. 

RUBENSTEIN.LS. PWR Project Directorate 2. 86/09/30. UTLEY.E.E. Carolina Power 
& Light Co. 208pp. 38127:280-38128:127. 

8610100604 Confirms 860929 telcon re 861009 enforcement conference in Atlanta, GA 
to discuss potential deficiency in QA program for const activities. 

WALKER.R.D. Region 2, Office of Director. 86/09/30. UTLEY.E.E. Carolina Power & 
Light Co. Ip. 38202:162-38202:162. 

8610170006 Forwards preliminary draft of proposed low power license, for comment by 
861006. 

RUBENSTEIN.LS. PWR Project Directorate 2. 86/10/01. UTLEY.E.E. Carolina Power 
& Light Co. 34pp. 38282:279-38282:312. 

8610230016 FOIA request for documents re any complalnt,charge or allegation by JJ 
McWeeney re plant,including any documents concerning NRC investigation. 

HOLLAR, D.E. Carolina Power & Light Co. 86/10/02. FELTON,J. Office of Administra- 
tion. Ip. 38342:003-38342:003. 

8610140189 Forwards marked-up Amend 37 to FSAR.Justification for revs to listed 
chapters also enci.Revs do not alter conclusions in SER through SSER 3 (NUREG- 
1038).Amend will be formally reissued in public form. 

CUTTER.A.B. Carolina Power & Light Co. 86/10/03. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 168pp. 38222:235-38223:042. 

8610210340 Requests issuance of 40-yr OL on 861010 based on completion of 
design, const & preoperatlonal testing consistent w/FSAR & supporting 
documents.Safety-related updates to FSAR made via SAR amend process through 
Amend 37. 

MCDUFFIE.M.A. Carolina Power & Light Co. 86/10/03. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). GRACE,J.N, Region 2, Office of Di- 
rector. 2pp. 38314:189-38314:190. 

8610210017 Responds to NRC concern re replacement criteria for limited life compo- 
nents & equipment in safety-related applications located in plant non-harsh 
environs.Commitments addressing NRC concern listed. 

CUTTER,A.B. Carolina Power & Light Co. 86/10/06. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38305:167-38305:168. 
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8610210056 Responds to NRC request that accuracy of facility Tech Specs be 
confirmed.Tech Spec accuracy established through extensive & integrated develop- 
ment process involving reviews by util, NRC, Ebasco & Westinghouse.All conflicts re- 
solved. 

UTLEY, E.E. Carolina Power & Light Co. 86/10/06, DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38306:095-38306:096. 

8610210175 Forwards comments on preliminary draft proposed low power license for 
piant,per NRC request. 

CUTTER, A.B. Carolina Power & Light Co. 86/10/06. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 7pp, 38306:086-38306:092. 

8610220366 Forwards FR notice of environ assessment & finding of no significant 
impact approving 860602 request for exemption from 10CFR50,App J re air lock test- 
ing requirements. _ ^ „ 

bSckLEY.B.C. PWR Project Directorate 2. 86/10/06. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 38333:224-38333:230. 

-8610220383 Notice of environ assessment & finding of no significant impact approving 
exemption from 10CFR50,App J to allow use of alternate method of testing air locks 
in order to verify that containment integrity maintained, per 860602 request. 
RUBENSTEIN,L,S. PWR Project Directorate 2. 86/10/06. 5pp. 38333:226-38333:230. 

8610280374 FOIA request for documents re investigation of safety concerns raised by 
JJ McWeeney re facility. 

PAYNE,M.T. Edelstein & Payne. 86/10/08. GRIMSLEY.D. Division of Rules and 
Records. 2pp. 38387:123-38387:124. 

8610170283 Responds to FOIA request for documents on allegations made by F Pe- 
guese re const defects & poor QA for facility. Documents completely withheld (ref 
FOIA Exemption 7). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. MURPHY.S. Nuclear Infor- 
mation & Resource Service. 2pp. 38288:160-38288:166. 

8610230074 Forwards summary of 860925 meeting in Region II ofc re facility operation- 
al readiness & status of preoperationai testing & const. 

WALKER.fl,D. Region 2. Office of Director. 86/10/10. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 38345:154-38345:157. 

-8610230080 Summary of 860925 meeting w/util at Region 11 ofc re status of oper- 
ational readiness & const-related concerns-Attendee list end. 

FREDRICKSON, P. Region 2, Office of Director. 86/10/10. Region 2, Office of Direc- 
tor. 2pp. 38345:156-38345:157. 

8610240091 Forwards preoperationai leak test results from leak reduction program.Sys 
included in program listed. Leak testing activities performed on mechanical joints & 
seals of various components of each applicable sys. 

ZIMMERMAN, S.R. Carolina Power & Light Co. 86/10/15. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 11pp. 38346:092-38346:102. 

8610210229 Submits supplemental info addressing adequacy of on-shift operating expe- 
rience at facility.EncI provides util backup shift complement for full power operation as 
contingency. 

2IMMERMAN,S.R. Carolina Power & Light Co. 86/10/16. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 9pp. 38313:325-38313:333. 

8610230024 Responds to FOIA request.Forwards App A documents. 

GRIMSLEY.D. Division of Rules and Records. 86/10/17. HOLLAR,D.E. Carolina 
Power & Light Co. 2pp. 38342:004-38342:014. 

-8610230044 Forwards documents re Allegation RII-86-A-0218 concerning alleged inad- 
equate supports, per Allegation Review Committee 860729 meeting, for 
review.Considerations that should be reviewed discussed. W/o ends. 

URYC,B. Region 2, Office of Director. 86/08/04. VERRELLI,D. Region 2, Office of Di- 
rector. Ip. 38342:006-38342:006. 

—8610230058 Forwards documentation re Allegation RI1-86-A-0218 concerning alleged 
termination for reporting safety concerns, for info.Region II will let Dept of Labor com- 
plaint process proceed & review technical issues. 

URYC.B. Region 2, Office of Director. 86/08/04. VORSE,J, Region 2, Office of Direc- 
tor. 8pp. 38342:007-38342:014. 

8610260377 Partial response to FOIA request re investigation of safety concerns raised 
by JJ McWeenw.App A documents available in PDR under FOIA Folder 86-720. 
GRIMSLEY.D. Division of Rules and Records. 86/10/17. PAYNE.M.T. Edelstein & 
Payne. 2pp. 38387:125-38387:129. 

-8610280379 Forwards rewsed statement of safety concerns to include 860814 addi 
comments re Allegation Rfl-86-A-0218 on employee termination. 

URYC.B. Region 2, Office of Director. 86/08/21. MCWEENEY, J.J. Affiliation Not As- 
signed. 3pp. 38387:127-38387:129. 


F. Security, medical, emergency & fire protection plans 

8610070450 Forwards Rev 3 to security plan.incorporating Region II operational readi- 
ness insp comments & partial response to final rule published in FR on 860804.Rev 
withheld (ref 10CFR73.21). 

CUTTER.A.B. Carolina Power & Light Co. 86/09/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38122:360-38122:360. 

8610080475 Forwards Safeguards Insp Rept 50-400/86-64 on 860818-22. No violation 
or deviation noted. 

VERRELLI.D.M. Region 2. Office of Director. 86/09/26. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 38166:005-38166:007. 

-8610080483 Partially withheld Insp Rept 50-400/86-64 on 860818-22 (ref 
10CFR2.790(d) & 73.21 ).Major areas inspected:assessment aids,locks,keys & 
combinations, access control of personnel & alarm stations. 

TOBIN.W., MASNYK.O., MCGUIRE.D.R. Region 2, Office of Director. 86/09/25. 1p. 
38166:007-38166:007. 

8610090022 Supports util request for schedular exemption from requirements of App 
E, Section IV.F.I. of 10CFR50 re full participation exercise of emergency plan conduct- 
ed within 1 yr of full power license. 

DEAN.J.W. North Carolina. State of. 86/09/29. DENTON.H.R. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). 2pp. 38181:008-38181:009. 

8610090482 Forwards addI info re emergency operating procedures in response to audit 
conducted on 860710 & 11. End responses satisfy util commitments re training pro- 
gram documented In 860929 Itr & 860814 meeting. 

ZIMMERMAN, S.R. Carolina Power & Ught Co. 86/10/01. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 70pp. 38179:005-38179:074. 

8610200114 Response opposing Coalition for Alternatives to Shearon Harris/Eddleman 
860731 request for hearing on util request for exemption from requirement to conduct 
full participation exercise.Certificate of Svc end. 

BAXTER, T.A. Carolina Power & Light Co. BAXTER, T.A. Shaw, Pittman, Potts & Trow- 
bridge. #486 1103. 86/10/14. Commissioners. 46pp. 38290:233-38290:278. 

8610210440 Forwards Insp Rept 50-400/86-72 on 860908-1 2.No violations noted. 
VERRELLI.D.M. Region 2. Office of Director. 86/10/16. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 3831 1 -.345-3831 1 :354. 

-8610210445 Insp Rept 50-400/86-72 on 860908-1 2.No violations or deviations 
noted. Major areas inspected:fire protection & followup on previously identified insp 
items. 

WISEMAN, G.R., CONLON.T.E. Region 2. Office of Director. 86/10/08. 8pp. 
38311:347-38311:354. 

8610220116 Forwards amended pages to Rev 3 to security plan, incorporating com- 
ments received by NRC.Pages withheld (ref 10CFR73.21). 

CUTTER,A.B. Carolina Power & Light Co. 86/10/16. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 1p. 38324:314-38324:314. 

8610210408 Revised plant emergency procedures, including Change 2 to Rev 3 to PEP- 
208, "Radiological Control Coordinator," Rev 3 to PEP-210, "Emergency Security 
Team Leader" & Rev 2 to PEP-384, "Access Control." W/861018 Itr. 

LOWRY.R.C., WATSON.R.A. Carolina Power & Light Co, 86/10/17. GRACE.J.N. 
Region 2, Office of Director. 90pp. 38321:296-38322:025. 

8610220346 Forwards safety evaluation re request for exemption from 10CFR50,App 
E, Section IV.F.I requirements. Request under consideration by NRR & before Commis- 
sion to determine whether hearing warranted. 

BUCKLEY.B.C. PWR Project Directorate 2. 86/10/17. UTLEY.E.E. Carolina Power & 
Ught Co. 2pp. 38333:277-38333:281. 

—8610220358 Safety evaluation supporting util 860304 request for exemption from 
10CFR50,App E, Section IV.F.I requirements re conduct of full participation exercise 
within 1 yr before issuance of full power OL. 

* NRC - No Detailed Affiliation Given. 86/10/17. 3pp. 38333:279-38333:281. 

8610280336 Forwards list of revs to plant emergency procedures.per 10CFR50,App E. 
WATSON,R.A. Carolina Power & Light Co. 86/10/17. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38376:235-38376:236. 

8610270428 Discusses review of emergency operating procedures network compliance 
w/Westinghouse Owners Group emergency response guidelines.Task force estab- 
lished to revise network per operational readiness insp. 

WATSON.R.A. Carolina Power & Light Co. 86/10/20. GRACE.J.N. Region 2, Office of 
Director. 3pp. 38372:341-38372:343. 


G. Adjudicatory correspondence 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051, 

861Q310299 Forwards addi comment on Tech Specs re change of recirculation from 
1,500 gpm to 1,832 gpm & Increase in differential pressure from 170 psi to 195 
psl.Marked-up Tech Spec page end. 

CUTTER,A.B. Carolina Power & Light Co. 86/10/23. DENTON,H.R. Office of Nuclear 
Reactor Regulation. Director (post 861125). 3pp. 38420:315-38420:317. 


E. NRC Safety Evaluation Report (SER), auppis & corraapondance 

8610100200 Forwards Amend 35 to FSAR, changing Chapters 1.3,6,7,8,9,10, 11 & 15 & 
TMLJustification encl.Changes reviewed against SER (NUREG-1038) through Suppl 3. 
CLnTER.A,B. Carolina Power & Light Co. 86/10/01. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38186:001-38186:133. 

8610140189 Fonwards marked-up Amend 37 to FSAR.Justlfication for revs to listed 
chapters also encLRevs do not alter conclusions in SER through SSER 3 (NUREG- 
l038).Amend will be formally reissued in public form. 

CUTTER, A.B. Carolina Power & Light Co. 86/10/03. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 168pp. 38222:235-38223:042. 


8610080277 Brief opposing applicant 860304 & 0710 requests for exemption from 
10CFR50,App E requirement to conduct full participation exercise of emergency mgt 
plan within 1 yr prior to operation. W/ Certification of Svc. 

EDDLEMAN.W. Eddleman, W. HUGHES.J.T., EPTING.R. Coalition for Alternatives to 
Shearon Harris. #486 0968. 86/10/06. Commissioners. 71pp. 38177:104-38177:174. 


8610100558 Answer In opposition to Coalition for Alternatives to Shearon Harris, W Edd* 
leman & Conservation Council of North Carolina 860915 motion to reopen 
record.Related info & Certificate of Svc end. , 

BARTH,C.A. Assistant General Counsel for Hearings. #486 1037. 86/10/06. Atomic 
Safety and Licensing Appeal Panel. 91pp. 38199:118-38199:208. 

8610200114 Response opposing Coalition for Alternatives to Shearon Harrls/Eddiemw 
860731 request for hearing on util request for exemption from requirement to conduct 
full participation exercise.Certificate of Svc end. 

BAXTER.T.A. Carolina Power & Light Co. BAXTER, T.A. Shaw, Pittman, Potts & Trow- 
bridge. #486 1103. 86/10/14. Commissioners. 46pp. 38290:233-38290:278. 

8610200201 Denies 860702 petition per 10CFR2.206 for issuance of show cause ordw 
to utii re radiation protection & emergency planning.Director’s Decision 86-15 & PH 
notice end, „ 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). #486 
1108. 86/10/15. HUGHES.J.T., KATZ.S.P. Affiliation Not Assigned. EDDLEMAN.W. 
Eddleman, W. 2pp, 38296:305-38296:323. 
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-8610200203 Director's Decision DD-86-15 denying Coalition for Alternatives to 
Shearon Harris & W Eddleman 860702 petition to withhold issuance of OL until cer- 
tain issues raised by petition addressed in hearing. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
15. Coalition for Alternatives to Shearon Harris. 15pp. 38296:307-38296:321. 

-8610200208 Notice of denial of Coalition for Alternatives to Shearon Harris & W Edd- 
leman petition under 10CFR2.206 to address certain issues raised by petition & with- 
hold issuance of OL until issues addressed. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
15. 2pp. 38296:322-38296:323. 

^10210268 Memorandum & order denying Coalition for Alternatives to Shearon 
Harris.W Eddleman & Conservation Council of North Carolina 860916 motion to 
reopen record in OL proceeding.Served on 861017. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #486 1122. 86/10/16. 
Coalition for Alternatives to Shearon Harris. 6pp. 38314:159-38314:164. 

8610210069 Response opposing W Eddleman & Coalition for Alternatives to Shearon 
Harris 861006 brief requesting hearing on util request for exemption from performing 
full-scale emergency exerclse,per Commission 860912 order.W/Certificate of Svc. 
BARTH,C.A., MCX)RE,J.E. Assistant General Counsel for Hearings. #486 1147. 86/ 
10/17. Commissioners. 38pp. 38307:055-38307:092. 

8610270118 W Eddlemen & Coalition for Alternatives to Shearon Harris petition, per 
10CFR2.206 to revoke, suspend or modify CP. Certificate of Svc end. 

EDDLEMAN, W. Eddleman, W. EPTING.R. Epting & Hackney. KATZ.S.P. Coalition for 
Alternatives to Shearon Harris. #486 1248. 86/10/17. Office of Nuclear Reactor Reg- 
ulation. Director (post 851125). 20pp. 38359:265-38359:284. 

8810240036 Order extending time until 861028 for Commission to act to review ALAB- 
843.Served on 861 022. 

CHILK,S.J. Office of the Secretary of the Commission. #486 1205. 86/10/21. Com- 
missioners. Ip. 38346:040-38346:040. 

8810290312 Order extending time until 861031 for Commission to act to review ALAB- 
843.Served on 861028. 

CHILK.S.J. Office of the Secretary of the Commission. #486 1279. 86/10/28. Com- 
missioners. Ip. 38394:211-38394:211. 

8810300117 Motion for inquiry into feasibility of applicant 860304 request for exemption 
from requirement that full-scale emergency preparedness exercise be conducted 
within 1 yr prior to issuance of OLCertificate of Svc end. 

SANFORD.J.A., LONG.K.E. North Carolina. State of. #486 1303. 86/10/28. Commis- 
sioners. 8pp. 38404:060-38404:067. 

8610300255 Advises of Commissioner Bernthal 861118 visit to facility. All r^resenta- 
tlves of party to proceeding wishing to attend should notify author by C.O.B. on 
861 1 1 2.Senred on 861 029. 

MEYER, J. Commissioners. #486 1293. 86/10/28. Office of the General Counsel. Ip. 
38404:223-38404:223. 


H. General correspondence 

8810060171 Forwards signatures of 40 clergymen representing diverse congregations in 
Durham, NC, requesting inclusion of town in overall evacuation plan for plantServed on 
860918. 

HAMMOND,M., BANNER,D. Coalition for Alternatives to Shearon Harris. #486 0739. 
86/09/10. 2ECH Commissioners. 7pp. 38088:322-38088:328. 

8810060397 Urges denial of util request for exemption from full-scale drill of evacuation 
plan.Problems w/May 1985 drill underline need for addi drill. 

MEADS, J.W. Affiliation Not Assigned. 86/09/25. DENTON,H.R. Office of Nuclear Re- 
actor R^ulation, Director (post 851125). 2pp. 38089:089-38089:090, 

8810060158 Package of two comments urging denial of util request for exemption from 
requirements of 10CFR50,App E to conduct full participation exercise of emergency 
response plan within 1 yr of commercial operation, 

EDWARDS-LOTSTEI, JACOBS, W. Affiliation Not Assigned. 86/09/27. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38096:142- 
38096:142. 

8610080390 Urges denial of util request for exemption from full-scale drill of evacuation 
plan.Problems w/May 1985 drill underline need for addI drill. 

CROSSEN,C.R. Affiliation Not Assigned. 86/09/27. DENTON, H. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 38089:087-38089:088. 

8610080171 Urges denial of util request for exemption from 10CFR50,App E require- 
ment to conduct full participation exercise of emergency response plan within 1 yr of 
beginning commercial operation greater than 5% of rated power. 

HUDSPm.A. Affiliation Not Assigned, 86/09/27. DENTON, H. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 38137:117-38137:117. 

8810100224 Urges denial of util request for exemption from requirement under 
10CFR50,App E that full participation exercise of emergency response plan be con- 
ducted for plant within 1 yr prior to commercial operation. 

MEULENBERG,D.J. Affiliation Not Assigned, 86/09/27. DENTON, H. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38189:017-38189:017. 

8810100113 Urges denial of util request for exemption from requirement under 
10CFR50,App E that full participation exercise of emergency response plan be con- 
ducted for plant within 1 yr prior to commercial operation. 

LEITESS,J. Affiliation Not Assigned. 86/09/30. DENTON.H. Office of Nuclear Reactor 
Regulation, Director (post 861 125). Ip. 38191:108-38191:108. 

8610100043 Urges NRC denial of util request for exemption from requirements of full- 
scale drill of evacuation plan. Full-scale drill needed to resolve deficiencies in 1985 
exercise 8 to address util & counties rev to plan. 

GREENE,M. Affiliation Not Assigned. 86/10/01. DENTON,H. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). 2pp. 38190:219-38190:220. 

8610100205 Package of three comments urging denial of util request for exemption 
from requirement under 10CFR50,App E that full participation exercise of emergency 
response plan be conducted within 1 yr prior to commercial operation, 

BtSHOP.G.K., LATTA,A., MAZ2ITELLI,J. Affiliation Not Assigned. 86/10/01. 
DENTON, H. Office of Nuclear Reactor Regulation, Director (post 851125). 6pp. 
. 381 93:1 98-381 93:1 98. 


8610090074 Package of three postcards urging NRC to deny util request for exemption 
from 10CFR50,App E requirement to conduct full participation exercise of emergency 
response plan within 1 yr prior to start of commercial operation. 

KLEINSTREVER,C.. HANSON,M.A., PRICHARD,M.H. Affiliation Not Assigned. 86/10/ 
07. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 
38181:010-38181:010. 

8810150416 Urges denial of util request for exemption from lOCFRSO.App E require- 
ment to conduct full participation exercise of emergency response plan within 1 yr 
before commercial operation. 

MCKINNEY, T.T. Affiliation Not Assigned. 86/10/08. DENTON,H. Office of Nuclear Re- 
actor Regulation. Director (post 851125). Ip. 38251:278-38251:278, 

8610170210 Urges denial of util request for exemption from requirement under 
10CFR50,App E that full participation exercise of emergency response plan be con- 
ducted for plant within 1 yr prior to commercial operation. 

GALLOWAY.P. Affiliation Not Assigned. 86/10/09. DENTON.H. Office of Nuclear Re- 
actor Regulation, Director (post 851125). Ip. 38280:242-38280:242. 

8610170251 Package of 29 postcards urging NRC to deny util request for exemption 
from 10CFR50,App E requirement re full participation exercise of emergency response 
plan prior to commercial operation of plant. 

DAVIS.L, WALL.L.S., GREENBERG,S.K. Affiliation Not Assigned. 86/10/10. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 30pp. 
38282:331-38282:331. 

8610200392 Opposes util request for exemption from emergency preparedness exercise 
requirements of 10CFR50,App E to conduct full participation exercise within 1 yr prior 
to beginning commercial operation. 

* Affiliation Not Assigned. 86/10/14. Office of Nuclear Reactor Regulation, Director 
(post 851125). Ip. 38301:058-38301:058. 

8610200326 Urges denial of util request for exemption from 10CFR50, App E require- 
ment for full participation exercise of emergency response plan within 1 yr of begin- 
ning commercial operation.Evacuation plan changes needed. 

DUTROW,K., DAVIS.W.G., WARD.M. Affiliation Not Assigned. 86/10/15. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 82pp. 
38294:243-38294:243. 

8610230224 Urges denial of util request for exemption from 10CFR50,App E require- 
ment for full participation exercise of emergency response plan within 1 yr of commer- 
cial operation or before operating at greater than 5% rated power. 

BESSIAS.C.A. Affiliation Not Assigned. 86/10/15. DENTON.H, Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 38343:050-38343:050. 

8610160005 Package of three citizen comments urging denial of util request for exemp- 
tion from 10CFR50 App E requirement for conduct of full participation exercise of 
emergency response plan for plant within 1 yr before operation above 5% power. 
WILSON.K., LEWIS, D.P., SCHERGER.M.D. Affiliation Not Assigned. 86/10/16. 
DENTON NRC - No Detailed Affiliation Given. 3pp. 38271:121-38271:121. 

8610230262 Urges denial of util request for exemption from 10CFR50. App E require- 
ment of full participation exercise of emergency response plan within 1 yr of commer- 
cial operation or before operating at greater than 5% of rated power. 

MARDEN.C.K., M ARDEN, M.H.. BARE.T. Affiliation Not Assigned. 86/10/20. 
DENTON.H. Office of Nuclear Reactor Regulation, Director (post 851125). 8pp. 
38343:049-38343:049. 

8610240319 Urges denial of util request for exemption from 10CFR50, App E require- 
ment for full participation exercise of emergency response plan within 1 yr of commer- 
cial operation or before operating at greater than 5% rated power. 

BURROWS.K. Affiliation Not Assigned. 86/10/21. DENTON.H. Office of Nuclear Re- 
actor Regulation. Director (post 851125). 2pp. 38356:231-38356:231. 

8610240397 Responds to 860720 concerns re safety record at plant & request that util 
follow law & conduct full participation emergence test dritl.Util committed to conduct 
partial participation exercise w/ listed counties in Oct 1986. 

BUCKLEY.B.C. PWR Project Directorate 2. 86/10/21. NEAL.G.C. Affiliation Not As- 
signed. Ip. 38352:130-38352:132. 

8610270274 Responds to 860604 Itr objecting to util request for exemption from full 
scale evacuation drill & urging NRC to revoke prefueiing license.No safety concerns 
identified during recent NRC-conducted insps. 

BUCKLEY.B.C. PWR Project Directorate 2. 86/10/21. HOLTON.LB. Affiliation Not As- 
signed. 2pp. 38372:106-38372:109. 

-8610270279 Objects to util request for exemption from full scale evacuation drill.NRC 
should also revoke prefueling license because of lack of solution to high level rad- 
waste storage problem. 

HOLTON.LB. Affiliation Not Assigned. 86/06/04. DENTON.H. Office of Nuclear Reac- 
tor Regulation, Director (post 851125). 2pp. 38372:108-38372:109. 

8810290026 Requests denial of licensee request for exemption from conducting full par- 
ticipation emergency exercise.Concerns re safety issues also expressed.Utils irrespon- 
sible & negligent to mind-boggling degrees. 

DREGALLA,L.S. Affiliation Not Assigned. 86/10/23. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38394:121-38394:124. 

8610310271 Package of three postcards urging denial of util request for exemption from 
requirement of lOCFRSO.App E to conduct full participation exercise of emergency re- 
sponse plan within 1 yr of commercial operation. 

BA2ZARRE,T.A.. BEATTY, B. Affiliation Not Assigned. 86/10/23. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director (post 851125). 6pp. 38418:199-38418:199. 

8610310297 Urges denial of util request for exemption from requirements of 
10CFR50,App E to conduct full participation exercise of emergency response plan 
within 1 yr of commercial operation. 

PENDERGRAST.C. Affiliation Not Assigned. 86/10/25. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 2pp. 38420:325-38420:325. 

8810270448 Urges denial of util request for exemption from requirement for conduct of 
full participation exercise of emergency response plan within 1 yr before beginning 
commercial plant operation, per l0(jFR50,App E. 

BROCK, S., CONRAD.P. Affiliation Not Assigned. 86/10/27. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 2pp. 38373:310-38373:310. 
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8610290409 Urges denial of util request for exemption from requirement of 
10CFR5Q.App % that util conduct full participation exercise of emergency response 
plan within 1 yr before beginning commercial operation of plant. 

HEIGH, D., SONDERSON,M.L, STICKLAND.H.B. Affiliation Not Assigned. 86/10/27. 
Office of Nuclear Reactor Regulation, Director (post 851125). 8pp. 38402:120- 
38402:120. 

8610300241 Package of 1 1 comments urging denial of util request for exemption from 
requirements for full participation exercise of emergency response plan within 1 yr of 
commercial operation or before operation at more than 5% power. 

MCADAMS.D.. PRESSLEY, C.S.. SMITH, LR. Affiliation Not Assigned. 86/10/30. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 11pp. 
38404:194-38404:194. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8610060643 Forwards addendum to Insp Rept 50-400/86-54 dtd 860730 per analysis of 
simulated liquid waste sample containing H-3, S-89 & Fe-55, Results of data 
acceptable.W/o addendum. 

VERRELLI,D.M. Region 2, Office of Director. 86/09/25. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 38092:259-38092:260. 

8610070552 Forwards Insp Rept 50-400/86-67 on 860902-05.No violation or deviaitons 
noted. 

VERRELLi,D.M. Region 2. Office of Director. 86/09/25. UTLEY, E.E. Caroiina Power & 
Ught Co. 2pp. 38120:266-38120:274. 

-8610070554 Insp Rept 50-400/86-67 on 860902-05.No violation or deviation 
noted.Major areas inspected:licensee action on previously identified insp findings. 
SCOTT, M.A., BELISLE,G.A. Region 2, Office of Director. 86/09/18. 7pp. 38120:268- 
38120:274. 


8610080174 Forwards revised distribution list for 860911 Amend 34 to FSAR.List up- 
dates original list end in reci{»ent 811125 Itr to JA Jones. 

ZIMMERMAN.S.R. Carolina Power & Ught Co. 86/09/22. NOVAK.T.M. Office of Nu- 
dear Reactor Regulation, Director (post 851125). 4pp. 38133:323-38133:326. 


8610100200 Forwards Amend 35 to FSAR, changing Chapters 1,3,6,7,8,9,10, 11 & 15 & 
TMLJustification encLChanges reviewed against SER {NUREG-1038) through SuppI 3. 
CUTTER,A.B. Carolina Power & Light Co. 86/10/01. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38186:001-38186:133. 


-8610100203 Amend 35 to FSAR for Shearon Harris Nuclear Power Plant Unit 1. 
* Carolina Power & Light Co. 86/10/01. 129pp. 38186:005-38186:133. 


8610100594 Forwards Amend 36 to FSAR for Shearon Harris Nuclear Power 
Plant.Table providing justification for revs end. 

CUTTER.A.B. Carolina Power & Light Co. 86/10/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 8pp. 38197:093-38197:262. 


-8610100602 Amend 36 to FSAR for Shearon Harris, Unit 1. 

* Carolina Power & Light Co. 86/10/03. 162pp. 38197:101-38197:262. 

8610160203 Forwards revised distribution list for 861001 Amend 35 to FSAR.List up- 
dates original list end in recipient 811125 Iti- to JA Jones. 

ZIMMERMAN.S.R. Carolina Power & Light Co. 86/10/09. NOVAK.T.M. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 4pp. 38275:124-38275:127. 


8610210089 Forwards revised distribution list for Amend 37 to FSAR. 

ZIMMERMAN.S.R. Carolina Power & Ught Co. 86/10/13. NOVAK,T.M. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38305:344-38305:346. 

8610210096 Forwards revised distribution list for Amend 36 to FSAR. 

ZIMMERMAN.S.R. Carolina Power & Ught Co. 86/10/13. NOVAK.T.M. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38305:203-38305:205. 


P. Operating license stage documents & correspondence 


8610080017 Forwards SALP Rept 50-400/86-56 for Nov 1985 - Jul 1986. 

GRACE,J.N. Region 2. Office of Director. 86/09/25. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 38132:279-38132:31 1. 

-8610080018 SALP Rept 50-400/86-56 for Nov 1985 - Jul 1986. 

* Region 2, Office of Director. 86/09/25. 31pp. 38132:281-38132:311. 

8610070450 Fonvards Rev 3 to security plan, incorporating Region il operational readi- 
ness insp comments & partial response to final rule published in FR on 860804.Rev 
withheld (ref 10CFR73.21). 

CUTTER,A.B. Carolina Power & Light Co. 86/09/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38122:360-38122:360. 

8610080475 Forwards Safeguards Insp Rept 50-400/86-64 on 860818-22. No violation 
or deviation noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/26. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 38166:005-38166:007. 

-8610080483 Partially withheld Insp Rept 50-400/86-64 on 860818-22 (ref 
10CFR2.790(d) & 73.21 ).Major areas inspected:assessment aids,locks,keys & 
combinations, access control of personnel & alarm stations. 

TOBIN, W., MASNYK,0.. MCGUIRE,D.R. Region 2, Office of Director. 86/09/25. Ip. 
38166:007-38166:007. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.Q. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610150020 Responds to NRC 860721 Itr re violations noted in Insp Rept 50-400/86- 
SO.Continued const activities in containment make performance of final insp of dam- 
aged instrument tubing impractical.lnsp will be performed by 861010. 

WATSON, R.A. Carolina Power & Light Co. 86/10/01. GRACE.J.N. Region 2, Office of 
Director. Ip. 38251:075-38251:075. 


8610310018 Partial response to FOIA request for documents re investigation of safety 
concerns raised by JJ McWeeney. Forwards documents listed in App B.lnfo partially 
withheld (ref FOIA Exemption 6). 

GRIMSLEY.D. Division of Rules and Records. 86/10/24. PAYNE,M.T. Edelstein & 
Payne. 2pp. 38412:093-38412:100. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

• Office of inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc, 4pp. 38351:079-38351:082. 

8610020364 Fonvards Insp Rept 50-400/86-65 on 86081 1-15 & notice of violation. 
WALKER, R.D. Region 2. Office of Director. 86/09/19. UTLEY,E.E. Carolina Power & 
Ught Co. 2pp. 38070:154-38070:162. 

—8610020366 Notice of violation from Insp on 86081 1-15. 

WALKER,R.D. Region 2, Office of Director. 86/09/19. 2pp. 38070:156-38070:157. 

-8610020380 Insp Rept 50-400/86-65 on 86081 1-1 5. Violation noted: licensee mgt 
failed to implement adequate corrective action to preclude unauthorized work. 
JACKSON, LH., GIBBS.R.D.. BELISLE,G.A. Region 2. Office of Director, 86/09/08. 
5pp. 38070:158-38070:162. 

8610280341 Summarizes 860821 & 25 telcons re concerns identified in IE Info Notice 
86-003 concerning potential deficiencies in environ qualification of Limitorque valve 
actuator wiring. Details of generic activities encl. 

ZIMMERMAN, S.R. Carolina Power & Ught Co. 86/09/19, GRACE, J.N. Region 2. 
Office of Director. 8pp. 38380:003-38380:010. 


8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list encl. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610100558 Answer in opposition to Coalition for Alternatives to Shearon Harris, W Edd- 
leman & Conservation Council of North Carolina 860915 motion to reopen 
record.Reiated info & Certificate of Svc end. 

BARTH,C.A. Assistant General Counsel for Hearings. #486 1037. 86/10/06. Atomic 
Safety and Licensing Appeal Panel. 91pp. 38199:118-38199:208. 

8610210443 Further response to FOIA request for 841006 affidavit of C Van Vo or Van 
Vo Davies concerning Insp Repts 50-400/84-43 & 84-45.App A documents available 
in PDR.Portlons of App B documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. GUILD,R. Guild, fl. 4pp. 
38319:208-38320:122. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
encl. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610240226 Responds to NRC 860923 Itr re violations noted in Insp Rept 50-400/86- 
SO.Corrective actions:Ebasco Drawings 2165-G-047 & Simplified Flow Diagram 2165- 
S-0547 revised to correct discrepancies re emergency svc water sys. 

WATSON, R.A. Carolina Power & Light Co. 86/10/08. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38348:186-38348:187. 

8610080068 !E Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610060036 Forwards Insp Rept 50-400/86-60 on 860720-0820 & notice of violation. 
VERRELL1,D.M. Region 2, Office of Director. 86/09/23. UTLEY.E.E. Carolina Power & 
Light Co. 2pp. 38094:280-38094:290. 


•^610060041 Notice of violation from insp on 860720-0820, 

VERRELLl,D.M. Region 2, Office of Director, 86/09/23. 1p. 38094:282-38094:282. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encl, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38269:018- 
38259:122. 


-^10060085 Insp Rept 60-400/86-60 on 860720-0820.Violation noted: failure to reflect 
as-bufit condition on sys configuration drawings.Unresolved item re mgt controls of 
QA/QC activities also noted. 

MAXWELL,Q.F.. BURRIS, S.P„ FREDRICKSON.P. Region 2, Office of Director, 86/09/ 
15. 8pp. 38094:283-38094:290. 

8610090276 Submits revised final response to IE Bulletin 84-03.Reactor cavity seal fail- 
ure described in bulletin not credible concern.Requirements of bulletin met. 
CUTTER,A,B. Carolina Power & Ught Co. 86/09/23. GRACE, J.N. Region 2, Office of 
Director. 9pp. 38146:220-38146:228. ^ 


8610220294 Forwards Insp Rept 50-400/86-66 on 860825-28. Violation noted In insp 
rept under reconsideration for escalated enforcement action. 

GRACE, J.N. Region 2, Office of Director. 86/10/10. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 38326:192-38326:197. 

-8610220296 Insp Rept 50-400/86-66 on 860825-28.Vlolatlon noted re failure of QA 
program to identify all electrical separation deficiencies.Ma]or areas jnspected;phy8ical 
separation for safety-related circuits & electrical cables. 

MERRIWEATHER.N., CONLON.T.E. Region 2, Office of Director. 86/09/22. 4pp. 
38326:194-38326:197. 
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8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610210348 Forwards Insp Rept 50-400/86-70 on 86091 5-1 9.No violations or devi- 
ations identified. 

VERRELLI,D.M. Region 2, Office of Director. 86/10/16. UTLEY,E.E. Carolina Power & 
Ught Co. 2pp. 38312:001-38312:010. 

-8610210350 Insp Rept 50-400/86-70 on 86091 5-1 9.No violations or deviations 
identified.Major areas inspected'.review of test procedures for cold shutdown, hot 
standby.initial criticality & low power physics testing. 

LONG,A.R., JAPE,F. Region 2. Office of Director. 86/10/08. 8pp. 38312:003- 
38312:010. 

8610210440 Forwards Insp Rept 50-400/86-72 on 860908-1 2.No violations noted. 
VERRELLI.D.M. Region 2, Office of Director. 86/10/16. UTLEY,E.E. Carolina Power & 
Light Co. 2pp. 38311:345-38311:354. 

-8610210445 Insp Rept 50-400/86-72 on 860908-1 2.No violations or deviations 
noted.Malor areas inspected:fire protection & followup on previously identified insp 
items. 

WISEMAN, G.R.. CONLON,T.E. Region 2, Office of Director. 86/10/08. 8pp. 
38311:347-38311:354. 

8610270135 Responds to NRC 860919 Itr re violations noted in Insp Rept 50-400/86- 
65.Corrective actions:training classes conducted & Itr stressing importance of follow- 
ing procedures & producing quality workmanship issued. 

WATSON,R.A. Carolina Power & Light Co. 86/10/17. GRACE, J.N. Region 2, Office of 
Director, 3pp. 38358:340-38358:342. 

8610280300 Forwards Insp Rept 50-400/86-68 on 860820-0920 & notice of violation. 
WALKER.R.D. Region 2, Office of Director. 86/10/17. UTLEY, E.E. Carolina Power & 
Light Co. 2pp. 38380:016-38380:027. 

-8610280301 Notice of violation from insp on 860820-0920. 

WALKER.R.D. Region 2. Office of Director. 86/10/17. 2pp. 38380:018-38380:019. 

-8610280310 Insp Rept 50-400/86-68 on 860820-0920.Violations noted:QA personnel 
failed to identify necessary QC hold points on WR&A 86-AUAK1 & QA personnel 
failed to provide adequate review of completed WR&As 86-ABXA1.86-AB5^2 & 86- 

MAXWELL.G.F.. BURRIS, S.P., FREDRICKSON,P. Region 2, Office of Director. 86/10/ 
14, 8pp. 38380:020-38380:027. 

8610270428 Discusses review of emergency operating procedures network compliance 
w/Westinghouse Owners Group emergency response guidelines.Task force estab- 
lished to revise network per operational readiness insp, 

WATSON,R.A. Carolina Power & Light Co. 86/10/20. GRACE, J.N. Region 2, Office of 
Director. 3pp. 38372:341-38372:343. 

8610280264 Forwards Insp Rept 50-400/86-74 on 86091 5-1 9.No violations noted. 
VERRELLI.D.M. Region 2. Office of Director, 86/10/20. UTLEY, E.E. Carolina Power & 
Light Co. 2pp, 38375:189-38375:200. 

-8610280275 Insp Rept 50-400/86-74 on 86091 5-1 9.No violations or deviations 
noted.Major areas inspected:integrated ESF test witnessing, integrated leak rate test 
results review & review of licensee program addressing svc water sys fouling, 
THOMAS.M., MENNING.J.. MOORE.P.B. Region 2, Office of Director. 86/10/15. 
10pp. 38375:191-38375:200, 


S. Reportable occurrences, LERs & related correspondence 

8609190239 Deficiency rept, Item 231 re Hylomar thread sealant used in stainless steel 
applications found to exceed acceptable chloride limits.lnitially reported on 
86081 4.Testing underway.ltem reportability will be submitted by 860926. 

WATSON.R.A. Carolina Power & Light Co, 86/09/11. GRACE.J.N. Region 2. Office of 
Director. Ip. 37915:033-37915:033. 

8610080095 Interim deficiency repLttem 233 re 12 electrical separation interactions on 
two conduits In fuel handling bldg.lnitiaiiy reported on 860822.Separation interactions 
reworked & reinsp.Next rept will be submitted by 861003. 

WATSON,R.A. Carolina Power & Light Co. 86/09/19. GRACE, J.N. Region 2, Office of 
Director. 4pp. 38132:315-38132:318. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing 
natual frequencies less than required value of 33 Hz.lnitially reported on 84l227.No 
adverse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitial|y reported on 841227.No ad- 
verse effects noted during testing. 

BROOME, E-C. International Telephone & Telegraph Corp. 86/10/10. 

ANDERSON,W.F. NRC - No Detailed Affiliation Given. 8pp. 38308:177-38308:184, 

8610280203 Deficiency Rept, Item 234 re stmctural steel welds not meeting project ac- 
ceptance crlt6ria.lnitally reported on 860921 .Item not reportable per 10CFR50.55(e) & 
1 0CFR21 , confirming 861014 telcon. 

CHIANGI.N.J. Carolina Power & Light Co. 86/10/14. GRACE, J.N. Region 2. Office of 
Director. 1 p. 38366:1 1 7-38366:1 1 7. 

8610280214 Deficiency Rept, Item 231 re use of Hylomar thread sealant In stainless 
steel applications.lnitially reported on 860814. Item not reportable per 10CFR50.55(e) 
confirming 861014 telcon. 

CHIANGI>I J. Carolina Power & Ught Co. 86/10/14. GRACE, J.N. Region 2. Office of 
Director. Ip. 38366:229-38366:229. 
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F. Security, medical, emergency & fire protection plans 

8610140227 Discusses insp on 860609-12 & forwards notices of deviation & violation & 
proposed imposition of civil penalty.W/o App B (ref 10CFR73.21). 

MARTIN,R.D. Region 4, Office of Director. 86/10/06. BROPHY.J.J. Utah, Univ. of. 
Salt Lake City. UT. 3pp. 38225:204-38225:213. 


Q. Inspection reports, IE Bulletins & correspondence 

8610140049 EN-86-074:on 861006.notice of violation & proposed imposition of civil pen- 
alty in amount of $3,000 will be lssued.Acfion based on transportation, health physics, 
safeguards & ^erational violations. 

FLACK, E., AXELRAD.J. Office of Inspection & Enforcement, Director (Post 820201). 
86/09/30. ip. 38225:342-38225:342. 

8610140227 Discusses insp on 860609-12 & forwards notices of deviation & violation & 
proposed imposition of civil penalty.W/o App B (ref 10CFR73.21). 

MARTIN, R.D, R^ion 4, Office of Director. 86/10/06, BROPHY.J.J. Utah. Univ. of. 
Salt Lake City, UT, 3pp. 38225:204-38225:213. 

-8610140229 Notice of violation & proposed Imposition of civil penalty In amount of 
$3,000. Violation noted:failure to identify radioactive matl & failure to perform adequate 
sun/eys & control licensed matl. 

MARTIN.R.D. Region 4, Office of Director. 86/10/06. 6pp. 38225:207-38225:212. 

-8610140231 Notice of deviation from insp on 860609-1 2.Deviation noted: failure to es- 
tablish exposure records for at least two licensed reactor operators issued dosimeters 
in 1985 & 1986. 

* Region 4, Office of Director. 86/10/06. Ip. 38225:213-38225:213. 
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F. Security, medical, emergency & fire protection plans 

8610290243 Responds to NRC 860826 Itr re violations noted in Insp Rept 50-409/86- 
OS.Corrective actions:offslte authorities notified of unusual event & new hosp inventory 
sheets generated for La Crosse Lutheran & Vernon Memorial Hosps. 

TAYLOR.J.W. Dairyland Power Cooperative. 86/09/22. SHAFER.W.D. Region 3, 
Office of Director. 3pp. 38394:043-38394:045. 

8610070156 Forwards SALP Rept 50-409/86-01 for Jan 1985 - June 1986,for review 
prior to 861009 meeting. 

KEPPLER,J.G. Region 3, Office of Director. 86/09/30. TAYLOR,J.W. Dairyland Power 
Cooperative. 3pp. 38125:164-38125:203. 

-8610070161 SALP Rept 50-409/86-01 for Jan 1985 - June 1986, 

* Region 3, Office of Director. 86/09/30. 37pp, 38125:167-38125:203. 

8610210092 Forwards changes to security plan & response to JA Zwolinski 860722 
Itr.Changes & response withheld (ref 10CFR73.21).Fee paid. 

TAYLOR, J.W. Dairyland Power Cooperative. 86/10/06. DENTON.H. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38306:001-38306:002. 

8610220139 Requests exemption for plant SER topics not meeting current 
regulations,including Topics 11-1 .A, “Exclusion Area Authority & Control" & II-3.B.1, 
“Capability of Operating Plants to Cope W/Design Basis Flooding....” 

TAYLOR, J.W. Dairyland Power Cooperative. 86/10/10. ZWOLINSKI, J.A. BWR Project 
Directorate 1. 6pp. 38324:328-38324:333. 

8610280084 Ack receipt of 860906 Itr transmitting scope & objectives for LACBWR 
emergency preparedness exercise scheduled for 861202.Scope & objectives 
acceptable,per N Williamsen 861014 telcon w/R Christians. 

SHAFER.W.D. Region 3. Office of Director. 86/10/20. TAYLOR, J.W. Dairyland Power 
Cooperative. 1p. 38374:360-38374:360. 


P. Operating license stage documents A correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end, 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilitles.Forwards App D & E documents.Documents also available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records, 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated.Rec[uests assistance w/scheduHng ACRS & hearings. 

JACKSON,R.t. Geosdences Branch. 80/10/06, ROE,J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 

8610080443 Notification of 861017 meeting w/utHs in Bethesda,MD to discuss issues 
affecting operating reactors & NRC. 

ZWOLINSKI.J.A. BWR Project Directorate 1. 86/10/02. BERNERO.R.M. Division of 
Boiling Water Reactor (BWR) Ucensing. 9pp. 38177:346-38177:354. 

8610140281 Forwards JG Keppler 860915 response & JW Taylor 860805 Itr re frequen- 
cy of scrams at plant & util reduction efforts. 

SHEEHAN.M. Division of Rules and Records. 86/10/08. SMITH.R. Record Services 
Branch (Document Control Desk). Ip. ^221:284-38221:290. 

-8610140282 Responds to 860805 itr re scram reduction efforts at plant. Suggests dis- 
cussion of issue at upcoming SALP mee^ng. 

KEPPLER, J.G. Region 3, Office of Director. 86/09/15. TAYLOR, J.W. Dairyland Power 
Cooperative. 1p. 38221:285-38221:285. 
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HM5lci14lS2i6 Advises NRC of actons taken or ji^armed to correct ha^dw^e 
5ys,teqiW component faluffes & causes of personne! error in effort to reduce fre- 
CMBTcv of scrams. 

■"A/_3=.^ W Sar^iarxS Power Cooperative. 86/08/0S. KEPPLER,J-G. Region 3, 
^Otfjce of erector. 5pp. 38221:286-38221:290. 

8S1(KZ20Q77 Owa^ises n^pfacamer^ of aging instruments pres^tiy mcmitoring & pro^^- 
mg shutdown Hjrtcticm for piar^ w/ nudear measurement analysis & contro! instru- 
raerjti from JSE. 

TA¥IC3R^,W. Daryfand Power Cooperalrve, 86/10/10. ZWOUNSKU.A. BWR Project 
Drectorale t. 5pp. 38324'.354.'38324:358. 

861023}13i Requests exemption fer plant SER topics not meeting current 
re9ui4B6wi®,incit^^ Topics ii-1A "Ext^jsion Area Authority & Controf" & tl-3.B.1, 
"Cepibity of Opening Ptents to Cope W/Desi^ Basis Floodng....” 

TAYLORJ.W. Dairyland Power Coo^atwe. 86/10/10. 2W01JNSKI,J.A BWR Project 
'Direcicw^ t. 6pp. 38324:33-38324.'333. 

661(1308177 Nollies of review of siS 860904 updated status fet of 113 multi-plant ac- 
tions tor response to 860418 request for anpienientation of generic 

recMremenls comptele. 

2WOyNSKi.J.A. BWR Project Directarate 1. 86/10/24. TAYLOR, J.W. Dairyland 
POMwer Cooper^ve. 2pp. 38407:091-38407:092. 

inspecioii reports, IE BuRebns 6 correspondence 

«1033©»«e» !E Wo Molce 81-32, 'Transfer &/or ISsposal of Spent Generators.” W/o 
SMC nSt. 

• Olce Of In^wclon & Enforcement, Director {Post 820201). 81/10/23. Consolidated 
Eefeon Co, of New York, Inc, 4pp. 38351:075-38351 .*078. 

^ violations noted in In^ Rept 50-409/86- 



^ 5(M09/8M1 lor Jan 1985 . June 1986.for review 

Coneoim. 

«6/10'08. 

oa«SSI?lfe^ 

*o?^s!c l««S “L obs Of Offeile Power Upon Automatic Bus Trans- 


nid"^ top Bep. 50.«9/8frfl9 on 8e061«9a6.No violations 

88/10/15. TAYLOaj,W. Daiiyland 

g5Kgg*gWtoltea^|S?^™“ event 

0^C toSto4al3io(ffi«or.88/lO/«, tepp. 3830a»«W830335S 





S. Reportable occurrences, UERs & related correspondence 

8610160107 LER 86-026-00:on 86091 0,spike occurred on wide-range nuclear Instru- 
mentation Channel 5 when range switch upscaled during startup.Caused bv damacad 
balance pot screw.Pot balanced. W/86 1006 Itr. y uamugea 

GOODMAN, LS., TAYLOR, J.W. Dairyland Power Cooperative 86/10/06 3dd 
38271:154-38271:156, ’ 

8610160137 LER 86-028-00:00 86091 3.reactor scrammed when turbine stop valve 
opened later than required by procedure.Caused by operator error.Procedure chance 
initiated to tie turbine & plant startup procedures together. W/861 006 Itr 

3^??MT38271i46^*“^*^’'^''^’ Cooperative. 86/10/06. 3pp. 

8610160142 LER 86-027-00:on 860910, reactor tripped due to indication on source- 
rance nuclear instrumentation Channel 2 decreasing before channel reached full 
sca(e.Caused by undersized output tube pIns.Tube replaced W/861 006 Itr 
38‘il“&®7l:m'-°"''’'^- Powpr'’coo,Wa»?r86/i0/06. 4pp. 

861Q170092 LER 86-029-00:on 86091 8, reactor scrammed on low recirculation flow 
when forced circulation pump IB tripped. Caused by closed seal inject suppK 
controller re^llt & procedure change implemented. W/861 008 Itr. ^ 

38^^07^8279*072^^^^''^''^ Dairyland Power Cooperative. 86/10/08. 3pp. 

8610240044 LER 86-030.00:on 86091 9.hlgh flux scram received on nuclear Instrumen- 
totion Channel 6, causing fast spike from 1 9 to 36% of scale.Caused by malfunction of 
GoSan^ 0!J0‘ear instrumentation ordered.W/8^1016 Itn 

3834^045-38346:049'^^^^''^'^ Dairyland Power Cooperative. 86/10/16. 6pp. 

du? to I 


38409:289-38409:292. 

DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 

A. Appllcatlon/constructlon stage documents & correspondence 

1°'’ •®" 'to.deposittons a other communica«ons re facilities 
96/09/11, NRC - No Detailed SStoTGlST 

application tor OL re Info on 

IS ^'’ulpnrent Important to 
22. Atlan«^aw^'ci“'^^;”3& <P°»' 651125). 86/09/ 

“S»^«h?^‘3fnT" Soato «- port/ to 

3.^“p^3M59:2m&7?*® 66/09/22. ADENSAM.E. BWR Project Directorate 

**i>rOTkte aL?SSren~‘lIlSl®"’®"li.°'? P* containment coating monitoring program to 

KSf^-2^®^6ll32:98&^^"- A°E^SAM.E.Q. BWR Ptoject 

“N^JeSfRi^lid tS’T’^®™ 1°^’®;' “ '’®fl ®“t?® 6-8 Changed to Rev 3, per 

SwriGAN C®V n'^° T®®'’ ohange end I wHI be incoipd 

DiSfa4w^Mll“4’l38094!9^ ADeNSAM.EG. BWR Projed 

**Sp^?®FSARD«^rSM^m« ^/MD#t°''tdjng consistency between wording in Tech 
Seated in toSpSAR^I^dafe^^^^ * consistency revlew.Changes iSlI be In- 

KSte 3'''6^?8™185G®aa^^ ^°ENSAM,E.6. BWR Projed 

electrical pro^SinassemSv veSSnSf 1 ^2 i?*2 ''® ^ between calculation of 
MANGAN CV Sorl & as-built configuration. 

Directoret^a ®®'°®'®^- ADENSAM.E6. BWR Projed 

1SBSTt‘^ 9»"9 ® "p's “®®’® 

Mohawk Power Corp. I7pp! '§^27“7 i!3S17..|b 7,®®'®®'®®- MAN6AN,C.V. Niagara 

bte^nK«jirMS^Rl^!^Y:h^^®r ®i‘®dP6?''. tto"' further analysis of a posai- 
MSW leafage ?rSSl? ^ “Paduled to be submitted on 861010 re resdu^ d 

cSifa a 15p^191^ta8l7"2^- 86/10/OE ADENSAM.E.Q. BWR Projed 

'®®*^’®“i®'te*c^ol*'rS)i^^ 861002 to assist in responding to 

Hte'El®B«feS®F’" ™^^ aafety-related eleotronb 

Branch (Bcl=Jmem"co'?ff^^ f»cP«t Servto. 

^^^^^2*^|g^j^iu«dfa^ddt Info re control room ambient tamp effects on 

MANQAN.GV. Niagara 
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8610100204 Forwards notice of environ assessment & finding of no significant impact re 
util requests for exemptions from requirements of 10CFR50. 

ADENSAM.EG. BWR Project Directorate 3. 86/10/03. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 38206:296-38206:313. 

-8609050034 Notice of environ assessment & finding of no significant impact re exemp- 
tion from requirements of lOCFRSO.App A, GDC 19 re review of methodology for cal- 
culating control room doses.EIS unnecessary. 

ADENSAM,E.G. BWR Project Directorate 3. 86/09/02. 4pp. 38206:298-38206:301. 


-8610100212 Environ assessment & final finding of no significant impact re exemptions 
from requirements of 10CFR50 to defer completion of turbine electrohydraulic control 
sys until after fuel load. 

ADENSAM,E.G. BWR Project Directorate 3. 86/09/03. 12pp. 38206:302-38206:313. 


8610100640 Forwards revised FSAR Page 2.4-18 re plant & heat sink dependability 
requirements.Rev will be incorporated into future FSAR amend. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/03. ADENSAM.E.G. BWR Project 
Directorate 3. 5pp. 38204:101-38204:105. 


8610210015 Summary of 860924 meeting w/util & S&W re problems w/MSIV actuator 
latching mechanism & galling of valve ball.List of attendees 6 viewgraphs end. 
HAUGHEY,M.F. BWR Project Directorate 3. 86/10/09. BWR Project Directorate 3. 
42pp. 38321:245-38321:287. 


8610160208 Forwards marked-up FSAR pages & submits info on reactor dewatering sys 
to clarify 86081 9 & 22 Itrs, respectively, per staff concerns. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM.E.G. BWR Project 
Directorate 3. 5pp. 38265:088-38265:092. 


8610230222 Withdraws 860703,0618 & 0507 requests for scheduler exemption re defer- 
ral of preoperational tests until after fuel load.Due to MSIV schedule impact.automatic 
depressurization sys preoperational test complete. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/20. ADENSAM.E.G. Office of Nu- 
clear Reactor Regulation. Director (post 851125). 2pp. 38343:141-38343:142. 

8610280039 Forwards response to request for addi info re RHR HX outlet temp indica- 
tion qualification.Controi room valve position indication provided for each bypass valve 
associated w/RHR HX bypass line. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/22. ADENSAM.E.G. BWR Project 
Directorate 3. 4pp. 38368:084-38368:087. 

8610280221 Fonwards marked-up FSAR Page 9A.3-23 & Figures 9A.3-4, 9A.3-5 & 9A.3- 
e.Change on Page 9A.3-23 deletes ref to HPCS room & 600-volt switchgear 
room.Changes will be incorporated in future FSAR update. 

MANGAN,(5.V. Niagara Mohawk Power Corp. 86/10/22. ADENSAM.E.G. BWR Project 
Directorate 3. 9pp. 38391:223-38391:231. 


8610290014 Partial response to FOIA request. App A documents re allegations end & 
being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/22. DICK,W.G. Affiliation Not 
Assigned. 3pp. 38399:256-38399:272. 


-8610290028 Requests investigation of employee concern re improper changes to engi- 
neering spec & failure to verify fastener torque for Gould safety-related 
switchgear.Investigation results & any corrective actions required within 30 days. 
STAROSTECKI.R. Region 1, Office of Director. 85/04/09. HOOTEN.B.G. Niagara 
Mohawk Power Corp. 2pp. 38399:265-38399:266. 


8610160218 Submits response to comments on changes to FSAR Table 421.36-1 re 
Reg Guide 1.97 submitted in 860919 & 23 Itrs. _ . 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM.EG. BWR Project 
Directorate 3. 6pp. 38265:082-38265:087. 

8610160238 Responds to comments re changes made to FSAR Pages 3.9A-24a & 
3.9A-24b submitted on 860923. Marked-up changes end supercede changes submit- 
ted on 860923 & will be included in subsequent FSAR update. 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM.E.G. BWR Project 
Directorate 3. 5pp. 38265:339-38265:343. 

8610160246 Forwards application for schedular exemption re further analysis of & pos- 
sible mod to MSlVs-Acldl info required to be provided during 861015 meeting.Final 
rept on resolution of MSIV leakage problem scheduled for submittal ^ 861017. 
MANCSAN.C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM.EG. BWR Project 
Directorate 3. 17pp. 38274:021-38274:037. 

8610160348 Requests change to Tech Spec Table 3.3.9-1 re identification number of 
reactor water level instrumentRequest matches as-built design & corrects typo trans- 
mitted in util 860819 Itr.Marked-up Tech Spec Table 3.3.9-1 end. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM.E.G. BWR Project 
Directorate 3. 3pp. 38273:328-38273:330. 

8610160393 Responds to questions re penetration seals including seal 
matl.aging.lifetime.replacement & basis for 18-month insp interval. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM.E.G. BWR Project 
Directorate 3. 3pp. 38274:038-38274:040. 

8610200193 Requests schedular exemption for installation of addI fuses for protection 
of certfidn containment penetrations to permit completion of const, testing & post-test 
review.Exemption will not cause addi const or operational activities. 

DONLON,W.J. Niagara Mohawk Power Corp. 86/10/15. ADENSAM.E.G. BWR Project 
Directorate 3. 8pp. 38294:169-38294:176. 

8610200235 Forwards revised FSAR page & justification.incorporating requested 
info.Info supersedes info previously submitted on 860923.Rev concerns temp perform- 
ance of waterstop matl. ^ 

DONLON,W.J. Niagara Mohawk Power Corp. 86/10/15. ADENSAM.E.G. BWR Project 
Directorate 3. 4pp. 38304:142-38304:145. 

8610210265 Responds to 861003 request for info re effects of high control room temp 
on electronic equipment at facility.No addi action required for facllity.based on listed 
c€U)abilities & end rept. 

DONLON,W.J. Niagara Mohawk Power Coip. 86/10/15. ADENSAM.E.G. BWR Project 
Directorate 3. 13pp. 38314:140-38314:152. 

8610210482 Forwards request for exemption from requirements of 10CFR50, App 
A,GDC 17 & 21 until mini-outage completed.Mini-outage will occur within 12 months 

after commencing power operation. , 

DONLON,W.J. Niagara Mohawk Power Corp. 86/10/15. ADENSAM.E.G. BWR Project 
Directorate 3. 11pp. 38311:076-38311:086. 

8610210318 Requests rept of evaluation results for control room environ envelope & 
ventilation sys designed to maintain temps & pressures within specified limits, as fol- 
lowup to RJ Jones concern.Rept should be expedited. ^ , 

GALLO, R.M. Region 1. Office of Director. 86/10/16. MANGAN.C.V. Niagara Mohawk 
Power Corp. 2pp. 38312:172-38312:173. 

8610300031 Forwards changes to final draft Tech Specs for facility,per util 860929 & 
1010 requests.Teoh Spec Pages 3/4 3-112 & 3/4 8-33 revised as indicated & defini- 
tion of secondary containment on Pages 1-7 revised to add clarification. 
ADENSAM,EG. BWR Project Directorate 3. 86/10/16. MANGAN.C.V. Niagara 
Mohawk Power Corp. 5pp. 38408:075-38408:079. 

8610220098 Forvrards revised FSAR page re temp performance of waterstop matl, per 
requestRev will be incorporated in future FSAR update. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/17. ADENSAM.EG. BWR Project 
Directorate 3. 4pp. 38326:213-38326:216. 

8610220103 Requests amend to 861015 request for schedular exemption permitting 
completion of corist,te8tlng & post-test review for installation of Class IE protective 
devices, Amend will incorporate request for exemption from 10CFR60.55a(h). 
MANGAN.C.V, Niagara Mohawk Power Corp. 86/10/17. ADENSAM,E.G. BWR Project 
Directorate 3. 2pp. 38324:300-38324:301. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1f69i '’Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,I^M, Division of Boiling Water Reactor (BWR) Ucensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 3841 1 :266-3841 1 :296. 


-8610290032 Forwards results of investigation of employee concern re quality verifica- 
tion of vendor-supplied equipment,per NRC 850409 itr.No unauthorized changes made 
to installation spec.Allegation panel decision end. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/05/08. STAROSTECKI.R. Region 1, 
Office of Director. 5pp. 38399:267-38399:271. 

-8610290036 Closes Allegation RI-85'A-0012 re milestone schedules causing poor 
work procedures & QC omissions.Allegations of unauthorized changes to engineering 
spec & improper torquing of switchgear fasteners unsubstantiated. 

LINVILLE,J.C. NRC - No Detailed Affiliation Given. 85/07/11. SHROPSHIRE, A. NRC - 
No Detailed Affiliation Given. Ip. 38399:272-38399:272. 

8610290313 Fonvards commitments re control room ambient temp limit, per NRC 
861022 requestCommltments should permit NRC to resolve concerns about panel- 
mounted electronic equipment reliability in event of cooling of room. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/24. ADENSAM,E.G. BWR Project 
Directorate 3. 2pp. 38400:313-38400:314. 

8610310012 Forwards 861021 notices of environ assessment & finding of no significant 
impact re requests for exemptions from certain requirements of 1 0CFR50.Notices for- 
warded to Ofc of FR for publication. _ 

ADENSAM,E.G. BWR Project Directorate 3. 86/10/29. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 38412:103-38412:104. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8610020196 Summarizes approach used to resolve Comment 89 in util 860716 
Itr.CommIssion expressed desire not to change SER re spent fuel pool heat loads.Util 
concurred.Comment89 withdrawn in 860918 ltr. . n- « r. , , 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/09/25. ADENSAM.E.G. BWR Project 
Directorate 3. Ip. 38067:360-38067:360. 

8610030417 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
NINE MILE POINT NUCLEAR STATION.UNIT 2.Docket No. 50-410. (Niagara Mohawk 

**^ision of Bolling Water Reactor (BWR) Licensing. NUREG-1047 S04. 86/09/30. 
78pp. 37671:006-37671:184. 

8610170069 Provides addi justification re Section ll.ltem 88 to NRC 860903 responses 
to SER comments Identified in util 860716 Itr.Requlred FSAR change end. ^ 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/09. ADENSAM,E.G. BWR Project 
Directorate 3. 9pp. 38275:149-38275:157. 

8610170227 Submits clarification of source of info contained in 860912 response to 
SER Item 11 re total average & fish diversion withdrawals, blowdown & other dis- 
charges & min operative water level. 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM,E.G. BWR Project 
Directorate 3. 2pp. 38283:177-38283:178. 

8610200273 Revises 861010 clarification of info contained in 860912 response to SER 
Item 1 1 re total & average fish diversion wlthdrawals,blowdown & other discharges & 

ITemP^EsIt?^^^ Mohawk Power Corp. 86/10/13. ADENSAM,E.G. BWR 

Project Directorate 3. 2pp. 38296:255-38296:256. 

8610240331 Forwards list of comments on SSER 4,reflectlng differences between SER 
& SSERs.FSAR through Amend 27 & subsequent ltr update8.Comments do not ad- 
dress status of open items or affect Tech Specs.Affldavlt end. 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/21. ADENSAM.E.G. BWR Project 
Directorate 3. 4pp. 38350:355-38350:358. 

8610290311 Certifies that w/exception of Items on end list of SER/Tech Spec/FSAR 
dlfference8,flnal draft Tech Specs reflect as-bullt configuration of plant.FSAR through 
Amend 27.SER through SuppI 4 & all subsequent changes as of 861 024. 
MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/24. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 6pp. 38394:205-38394:210. 
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8610100401 Advises that 860917 request for replacement of security & safeguards con- 
tingency plan w/plan approved on 860421 consistent w/provisions of 10CFR50.54(p) 
& acceptable. 

MARTIN, T.T. Region 1. Office of Director. 86/09/30. SUNSER.J.J. Niagara Mohawk 
Power Corp. 3pp. 38194:147-38194:149. 

8610220402 Responds to violations noted in Insp Repts 50-220/86-19 & 50-410/86- 
54,Corrective actions:beginning on 861 002, three supervisors, highly proficient in radio- 
logical dose assessment, put on call to provide assistance. 

LEMPGES,T.E. Niagara Mohawk Power Corp. 86/10/08. MARTIN,!. Region 1, Office 
of Director. 2pp. 38330:357-38330:359, 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop In 
Willow Grove, PXper TE Murley Aug 1986 Itr. 

MARTIN.T.T. Region 1. Office of Director. 86/10/08. CONVERSE, R.J. New York 
Power Authority (formerly Power Authority of the State of New York). OPEKA.J.F. 
CJonnectIcut Yankee Atomic Power Co. KuBER.R.W. Rochester Gas & Electric Corp. 


9pp. 38350:223-38350:231, 


8610160200 Forwards add! info in support of 860923 FSAR changes re fire protection 
measures for RCIC pump room & reactor bldg 600-voIt switchgear room,per 861003 
request 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/10. ADENSAM,E.G. BWR Project 
Directorate 3. 3pp. 38265:093-38265:095. 


8610290284 Ack receipt of util 860815 itr transmitting rev dtd 860721 to PSAR QA 
program, adding provision for fire protection program & describing qualification & expe- 
rience level of QA supervisory personnel.Changes acceptable. 

EBNETER.S.D. Region 1. Office of Director. 86/10/21. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 38394:052-38394:053. 


H. General correspondence 

8610280289 Responds to Itr to C Kammerer re constituent R Ziegler 860915 Itr re 
facility.NRC responsible for reviewing applications for licenses & for overseeing safety 
& operation of piants.NRC independence stressed. 

STELLO.V, O^e of the Executive Director for Operations. 86/10/21. BOEHLERT.S. 
House of Rep. 5pp. 38386:204-38386:208. 

8610260452 Responds to C Kammerer Itr re R Ziegler 860915 questions on safe opera- 
ton of facility.NRC responsible for reviewing applications for licenses for nuclear 
power plants & overseeing safety & operation of plants. 

STELLO,V. Office of the Executive Director for Operations, 86/10/21. BOEHLERT,S. 
House of Rep. 6pp. 38385:282-38385:294. 

--8610280461 Forwards constituent R Ziegler 860915 Itr expressing concerns & raising 
questions on facility being built by Niagara Mohawk Power at Oswego, NY.Response 
requested. 

BOEHLERT,S. House of Rep. 86/09/17. KAMMERER,C. Office of Congressional Af- 
fairs. 7pp. 38385:288-38385:294. 


J. Insurance & Indemnity information 

8610060003 Forwards Endorsement 99 to NELIA Policy NF-161 & Endorsement 83 to 
MAELU Policy MF-46. 

V1ETEN,M.J. Marsh & McLennan, Inc. 86/09/10. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 3pp. 38094:345-38094:347. 


Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
SVC list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, ‘‘Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co, of New York, Inc. 4pp. 38351:079-38351:082. 

8610170216 Responds to deviation noted in Insp Rept 50-410/86-33. Corrective 
actionsrresults of Rw 0 to Preliminary Test MD.0100.A03 re reliability of standby 


diesel generators reviewed & approved by loir 
MANGAN.C.V. Niagara Mohawk Power Corp. 
Director. 2pp. 38280:240-38280:241, 


05. KANE.W. Region 1, Office of 


88m5(^2 IE Info Notice 86-084, “Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing^SIgnificant Spread of Radioactive Contamination.” Svc list enoL 
PAmi.OWjJ.G. Division of Inspection Prcwrams (Post 850212), 86/09/30. CkDnsolidat- 
ed Edison Co. of New York, Inc. 67pp. 3M58:266-38058:332. 

8810070024 Forwards 50 oversize boundary diagrams to support NRC review of second 
"^^’nsetoTsiRffaeo^lS ^ program plan In re- 

MANQAN,C.V. Niagara 13obawk Power Corp. 86/09/30. ZWOLINSKUA, BWR 
Project Directorate 1. 6pp. 38123:075-38123:096. 

8810150469 Forwards Insp Repts 50-220/86-16 & 50410/86-46 on 860804-07. Viola- 
tions noted.Enforcement conference requested to discuss Unit 1 violations re 860429 
dosimeter incident & 860401 contamination wound to worker, 

MART1N.T.T. Region 1. Office of Director. 86/09/30, MAN(3AN,C.V. Niagara Mohawk 
Power Corp. 2pp. 38252:091-38252:106. ^ 


Hi6101^5 Insp Repts 50-220/86-16 & 50-410/8646 on 860804-07.Problems noted 
implementation of radiological controls for LPRM replacement at Unit 1. 

14^ 3«5^093 lelM-llie Region 1, office of Director. 86/09/16. 

“Enforcement Actions Against Medical Licensees for 
WifIful Failure to Rept Misadministrations." Svc list end. 

Programs (Post 850212). 86/10/03. Consolldat- 
ad Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610140383 Forwards Insp Repts 50-220/86-12 & 50-410/86-39 on 860707-0831. No 
violations noted. 

GALLO, R.M. Region 1, Office of Director. 86/10/07, MANGAN,C.V. Niagara Mohawk 
Power Corp. 2pp. 38226:1 39-38226:1 56. 

-8610140398 Insp Repts 50-220/86-12 & 50-410/86-39 on 860707-0831. No violations 
noted.MaJor areas inspected:station activities, surveillance testing.maint,LERs, safety 
sys walkdowns.TMl Action Plan items & IE bulletins & notices. 

L1NVILLE,J.C. Region 1, Office of Director. 86/10/01. 16pp. 38226:141-38226:156. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610220402 Responds to violations noted in Insp Repts 50-220/86-19 & 50410/86- 
54.CorTective actions:beginning on 86 1002, three supervisors, highly proficient in radlo- 
Icraical dose assessmentput on call to provide assistance. 

LEMPGES.T.E. Niagara Mohawk Power Corp. 86/10/08. MARTIN,!. Region 1. Office 
of Director. 2pp. 38330:357-38330:359. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 106pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments,” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270109 Forwards Safety Insp Rept 50410/86-51 on 860908-1 9.No violations ob- 
served. 

EBNETER.S.D. Region 1. Office of Director. 86/10/16. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 38361:040-38361:051. 

-8610270118 Safety Insp Rept 50-410/86-51 on 860908-1 9.No violations 
identified. Major areas inspected:previous insp findings, preoperational test program 
verification, preoperational test results evaluation & independent verification & plant 
tours. 

FLOREK.D,, EVANS, M., BRIGGS, L Region 1, Office of Director. 86/10/07. 10pp. 
38361:042-38361:051. 

8610310084 Forwards Insp Rept 50-410/86-37 on 860714-18,0728-0801 8 11-15 & 
notice of violation. 

EBNETER,S.D. Region 1, Office of Director. 86/10/23. MANGAN.C.V. Niagara 
Mohawk Power Corp. 2pp. 38416:192-38416:221. 

-8610310097 Notice of violation from insp on 860714-18,0728-0801 & 11-15. 

* Region 1, Office of Director, 86/10/23. Ip. 38416:194-38416:194. 

-8610310127 Insp Rept 50410/86-37 on 860714-18.0728-0801 & 11-15. Violation 
noted:failure to comply w/environ requirements to assure continued qualification of in- 
strumentation to perform safety function. 

KOSHY.T., WOODARD.C., PAOLINO.R.J. Region 1, Office of DIredor. 86/10/22. 
27pp. 38416:195-38416:221. 


S. Reportable occurrences, LERe & related correspondence 

8610150437 Final deficiency Rept (56(e)-86-04) re failure of standby diesel generator to 
meet 10 s starting requirement due to slow retraction of fuel control cylinder.lnitially 
reported on 86O409,N6w cytinders.coated w/armaloy.wilJ be purchased. 
MANGAN,C.V. Niagara Mohawk Power Corp. 86/05/14. STAROSTECKI,R, Region 1, 
Office of Director. 2pp. 38246:152-38246:153. 

8610310232 Rnal Deficiency Rept (55(e}<86-14) re control cable length 
verificatioalnitially reported on 860703.Design changes ii^ued to correct circuits 
where unacceptable conditions occurred to reduce circuil resistance of cables. 
MANGAN.C.V. Niagara Mohawk Power Corp. 86/08/03. STAROSTECKi.R. Region 1. 
Office of Director. 2pp. 38425:360-38425:362. 

8610170083 Interim Deficiency Rept 60.65(e)-86-20 re excessive leakage of 
MSIV.InItially reported on 660909.Meeting scheduled for 861015 In Bathesda,MD to 
discuss rept , . 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/08. KANE,W. Region 1. Office of 
Director. 93pp. 38^8:317-38279:049, 

8810220190 Acjvises that FSAR wiil bp am^dded Within 6 months Pf receipt of 
OLAmehd will incorix>rate info subrriitt^ betwsiin Amend 27 & issuance of llcerise & 
info committed to resolve 10CFR50.55(e) rept on MSiVs. „ ^ 

LEMPGES.T.E. Niagara Mohawk Power Cocp. 86/10/17. ADENSAM,E.G. BWR 
Project Directorate 3. 2pp. 38324:171-38324:172. 

8610220196 Forwards dfe^ iniUat prototype test program for MSIVs per 861015 mating 
ori const deficiency rept Program wili confirm correlation between across-seat a oe- 
tween-seat leak ipstlng methods. ~ „ . . 

MANGAN.C.V. Negara Mohawk Power Corp. 86/10/17. ADENSAM,E.Q, BWR Project 
Directorate 3. 5pp. 38324:173-38324:177. 
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8610270451 Final Deficiency Rept (55(e)-86-20) re MSIV leakage rates. Initially reported 
on 860909.Actions being taken to restore valves to acceptable condition & reduce 
wearing stress to acceptable level. 

MANGAN,C.V. Niagara Mohawk Power Corp. 86/10/20. KANE.W. Region 1. Office of 
Director. 108pp. 38372:344-38373:091. 

8610280399 Final Deficiency Rept (55(e)-86-18) re cracked latching roller found on one 
MSIV & problems w/closure time of MSI Vs. Initially reported on 860806 & 
IS.respectively.MSIVs capable of performing required design functions. 

MANGAN.C.V. Niagara Mohawk Power Corp. 86/10/21. KANE.W. Region 1, Office of 
Director, 34pp. 38376:101-38376:134. 

8610300235 PNO-V-86-073:GL McChain.in custody by FBI on parole violation.issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
& knows of falsified weld records.Investigatlon in progress. 

MARSH, R. Region 6, Office of Director. JOUKOFF.P. Region 3, Office of Director. 86/ 
10/23. Ip. 38405:049-38405:049. 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


J. Insurance A indemnity information 


8610060881 Forwards Certificates N-110 & M-110 to Master Policy 1. Certificates will be 
endorsed when date of licensing established. 

BARNETT, J.E. Conover & Associates, Inc. 86/09/18. DINITZ,!. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 16pp. 38106:195-38106:210. 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 


A. Apptication/construction stage documents & correspondence 

8609250259 Forwards Rev 1 to Vols 1,1 A, IB & 1C to “Equipment Qualification Rept - 
Environ Qualification of Class IE Electrical Equipment." Review & schedule of NRC 
audit requested. List of specs & status of util response also end. 

CAREY,J.J, Duquesne Light Co. 86/09/20. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 44pp. 37980:001-37985:267. 

—8609250271 Rev 1 to Vols 1,1 A, IB & 1C to “Equipment Qualification Rept • Environ 
Qualification of Class IE Electrical Equipment." 

* Duquesne Ught Co. 86/09/30. 2,023pp. 37980:045-37985:267. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610010178 Summary of 860827 fifth progress rept meeting w/util, Westinghouse,RL 
Cloud Assoc,S&W,Novetech,ETEC,EPRI & Bechtel re WKIPJET program. Agenda & 
list of attendees end. 

TAM.P. PWR Project Directorate 2. 86/09/22. PWR Project Directorate 2. 4pp, 
38057:183-38057:186. 

8610070221 Forwards responses to SQRT/Pump & Valve Operability Review Team 
(PVORT) 860723 meeting re PVORT audit & FSAR. 

CAREY,J.J. Duquesne Light Co. 86/09/23. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor U- 
censing - A (post 851125). 28pp. 38125:314-38125:344. 

8610090220 Forwards ack of receipt for seismic & dynamic qualification program of 
safety-related equipment manuai,transmitted by 860604 & 0804 ltrs,for signature. 
CAREY,J.J, Duquesne Light Co. 86/09/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). BAGCHl.G. Engineering Branch (PWR-A). 2pp. 
38146:359-38146:360. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610170191 Forwards lists, identifying status of open & confirmatory SER issues & Tech 
Specs. 

CAREY.J.J. Duquesne Ught Co. 86/10/09. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM.P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 11pp. 38280:312-38280:322. 


8610140408 Responds to NRC 860801 ltr re violations noted in Insp Rept 50-412/86- 
IS.Corrective actions:spent fuel rack welds reworked/repaired.Future shop-repaired 
welds to be liquid penetrant inspected. 

CAREY, J.J. Duquesne Light Co. 86/09/05. EBNETER.S.D. Region 1, Office of Direc- 
tor. 7pp. 38226:308-38226:313. 

8610080249 Fonvards Safety Insp Rept 50-412/86-24 on 860902-04.No violation noted. 
EBNETER,S.D. Region 1, Office of Director. 86/09/26. CAREY,J.J. Duquesne Light 
Co. 2pp. 38177:192-38177:197. 

-8610080253 Insp Rept 50-412/86-24 on 860902-04.No violation noted.Major areas 
inspected:licensee activities in areas of operations, maint & QA in preparation for OL. 
BLUMBERG.N., WALLACE.D., JOHNSON.J. Region 1, Office of Director. 86/09/23. 
4pp. 38177:194-38177:197. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080066 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210431 Forwards Safety Insp Rept 50-412/86-26 on 860908-1 2.No violations ob- 
served. 

EBNETER,S.D. Region 1, Office of Director. 86/10/14. CAREY, J.J. Duquesne Light 
Co. 2pp. 38311:333-38311:339. 


8610290139 Forwards addi info on control room isolation on radiation, SER Confirmato- 
ry Item 46,per 860523 Itr.Response delayed until all five info requests fulfilled.SER 
Confirmatory item 46 can be closed. 

CAREY, JJ. Duquesne Light Co. 86/10/16. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). TAM,P. Division of Pressurized Water Reactor Li- 
censing - A (post 851125). 6pp. 38391:216-38391:222. 


F. Security, medical, emergency & fire protection plans 


8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Qrove,PA,per TE Murley Aug 1986 ltr. 

MARTIN,T.T. Region 1. Office of Director. 86/10/08. CONVERSE, RJ. New York 
Power Authority formerly Power Authority of the State of New York). HEIDER.LH. 
Yankee Atomic Electric Co. KEISER,H.W. Pennsylvania Power & Light Co. 9pp. 
38350:223-38350:231. 


8610270214 NotiOcation of Mgt Meeting 86-118 on 861014 w/util in King of Prussia,PA 
to discuss security program. 

TRIPP, LE. Region 1, Office of Director. 86/10/09. Region 1, Office of Director. 2pp. 
38361.282^8361:283, 


-8610210438 Insp Rept 50-412/86-26 on 860908-1 2.No violations identified.Major 
areas inspected:preservice insp (PSI) program & review of PSi data. 
MCBREARTY,R.A., WIGGINS, J.T. Region 1, Office of Director. 86/10/03. 5pp. 
38311:335-38311:339. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 


8610280282 Notifjcation of 861105 meeting w/utii in Bethesda,MD to discuss issues re 
fire protection.tncluding util deviations from staff technical position. 

TAM,P.S. PWR Project Dlriwtorate 2. 86/10/23. RUBENSTEIN.LS. PWR Project Di- 
rectorate 2, 3pp. 38386:®.38386:21 1 . 


8610060755 "NPDES Discharge Monitoring Rept for Aug 1986.” W/860926 ltr. 
DRUGA,R.J. Duquesne Light Co. 86/08/31. VARGA, S. Office of Nuclear Reactor 
Regulation, Director (post 851125). 22pp. 38109:106-38109:128. 


H. General iep#resj^iid|nce 

8610170084 Reqt^ts to, be placed on mailing lists for publications re Perry, Davis- 
Besse 8i Bes^er V#^ r^ctear plant8.PUC of OH directed to conduct investigations. 
"Comprehensive Assessment of Perry” first study to be conducted. 

BORROWS, J.D. Ohio. State of. 86/10/09. DENTON.H.R, Office of Nuclear Reactor 
Regulation, Director (post 851 1 25). 1 p. 38279:286-38279:286. 


S. Reportable occurrences, LERe & related correspondence 


8610200300 Final Potential Significant Deficiency Rept 86-12 re use of commercial 
grade terminal blocks in locations where nuclear grade terminal blocks should be 
U8ed.lnitially reported on $60909.Proper terminal blocks will be installed. 

CAREY, JJ. Duquesne Light Co. 86/10/06. MURLEY, T.E. Region 1, Office of Director. 
3pp. 38303:324-38303:326. 



190 DOCKETED ITEMS 


8610150031 Part 21 rapt re outside containment flooding analysis calculation. Initially re- 
ported on 860407.Calculation revised to evaluate lines previously exempted from anal- 
ysis & flood barriers constructed around listed areas. 

GARFINKEL.P. Stone & Webster Engineering Corp. 86/10/07. TAYLOR, J.M. Office of 
Inspection & Enforcement. Director (Post 820201). 3pp. 38239:076-38239:078. 

8610200359 Potential Significant Deficiency Rept 86-13 re test failure of NLP.NSC & 
NRA type cards. Initially reported on 861009. Noncomformance & disposition repts 
issued for defective printed circuit cards.Next rept anticipated by 870227. 

CAREY, J.J. Duquesne Light Co. 86/10/09. MURLEY.T.E. Region 1, Office of Director. 
2pp. 38300:272-38300:273. 


V, Operator Examinations 

8610100380 Discusses initial operator licensing exams scheduled for Jan & May 1987. 
WENZINGER.E.C. Region 1, Office of Director. 86/09/29. CAREY.J.J. Duquesne Light 
Co. 3pp. 38194:357-38194:359. 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8610070171 Revised emergency plan implementing procedures, including Change 0 to 
HP/O/B/1009/19, "Emergency Radio Sys Operation, Maint & Communication’^ & Rev 
15 to Station Directive 3.8.4, "Onsite Emergency Organization." W/860922 Itr. 
RUHE,M.A., WILSON, F., TUCKER,H.B. Duke Power Co. 86/09/22. 39pp. 38116:177- 
38115:215. 

8610070207 Forwards Insp Repts 50-413/86-33 & 50-414/86-36 on 860825- 29.No vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 86/09/22. TUCKER,H.B. Duke Power 
Co. 2pp. 38125:345-38125:354. 

-8610070220 Insp Repts 50-413/86-33 & 50-414/86-36 on 860825-29.No violations or 
deviations noted.Major areas inspected: radiation protection.Inciuding organizational 
changes, health physics staffing & IE bulletin & info notice followup. 

TROUP, G.L., HOSEY,C.M. Region 2. Office of Director. 86/09/18. 8pp. 38125:347- 
38125:354. 

8610080492 Forwards Insp Repts 50-413/86-37 & 50-414/86-40 on 860908- 12.No vio- 
lation or deviation noted. 

BROWNLEE,V.L. Region 2. Office of Director. 86/09/26. TUCKER,H.B. Duke Power 
Co. 2pp. 38164:056-38164:058. 

-8610080494 Insp Repts 50-413/86-37 & 50-414/86-40 on 860908-12.No violation or 
deviation noted.Major areas inspected:security organization, testing & 

maint, compensatory measures & access controls.Details withheld (ref 10CFR2.790 & 
73.21). 

GIBSON, G.R, MCGUIRE, D.R. Region 2. Office of Director. 86/09/25, Ip. 38164:058- 
38164:058. 

8610270259 Forwards public version of revised emergency plan implementing 
. procedures,including Rev 6 to RP/O/B/5000/13, "NRC Notification Requirements.” 
W/861021 release memo. 

TUCKER,H.B. Duke Power Co. 86/10/07. Record Services Branch (Document Control 
Desk). 3pp. 38372:013-38372:096. 

-8610270267 Public version of revised emergency plan Implementing 
procedures, including Rev 6 to RP/O/B/5000/13, "NRC Notification Requirements" & 
Rev 0 to HP/O/B/ 1009/04, "Environ Monitoring for Emergency Conditions." 

BOLCH.M. Duke Power Co. 86/09/18. 81pp. 38372:016-38372:096. 

8610240228 Advises that 860815 Rev 13 to physical security plan consistent w/ provi- 
sions of 10CFR50.54(p) & acceptable. Understands that description of cargo access 
portal operations will be revised. 

WALKER, R.D. Region 2, Office of Director. 86/10/20. TUCKER, H.B. Duke Power Co. 
3pp. 38350:218-38350:220. 


H. General correspondence 

8610170222 Requests changes to distribution list as indicated on end marked-up lists. 
TUCKER.H.B. Duke Power Co. 86/10/08. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B,J. PWR Project Directorate 4. 
3pp. 38280:306-38280:308. 


P. Operating license stage documents & correspondence 

8610280230 Forwards "Semiannual Radioactive Effluent Release Rept, Jan-June 
1966." including radioactive effluent releases & solid radwaste shipped offsite.Rev 2 
to "Catawba Nuclear Station Process Control Program" also end. 

TUCKER.H.B. Duke Power Co. 86/08/29. GRACE.J.N, Region 2, Office of Director. 
2pp. 38366:247-38366:283. 

-8610280237 Rev 2 to "Catawba Nuclear Station Process Control Program." 

* Duke Power Co. 86/03/19. 4pp. 38366:279-38366:283. 

8609230296 Generic Ltr 86-15 to all licensees holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nudear Power Plante." Svc list end. 

DENTON,H,R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 

8610030468 Clarifies 860606 application for amend to Licenses NPF-35 & NPF- 
52, changing Tech Specs to show source-range reactor trip instrumentation not 
needed when breakers in closed position 6 CRD sys capable of withdrawal. 
TUCKER,H.B. Duke Power Co. 86/09/22. DENTON.H.R. Office of Nudear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B. PWR Project Directorate 4. 
2pp. 38084:130-38084:134. 

—8610030472 Proposed changes to Tech Specs, showing source-range reactor trip in- 
strumentation not needed when breakers in closed position & CRD sys capable of 
withdrawal. 

* Duke Power Co. 86/09/22. 3pp, 38084: 132-38084: 134. 


8610100612 Forwards Amends 13 & 5 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation. Amends modify Tech Specs to lower lo-lo reactor trip signal for 
steam generator level when reactor operating above 30 % power. 

JABBOUR.K. PWR Project Directorate 4. 86/09/30. TUCKER.H.B. Duke Power Co. 
2pp. 38220:245-38220:264. 

-8610100622 Amends 13 & 5 to Licenses NPF-36 & NPF-52, respectively, modifying 
Tech Specs to lower lo-lo reactor trip for steam generator level when reactor operat- 
ing above 30% power level. 

JABBOUR.K. PWR Project Directorate 4. 86/09/30. 15pp. 38220:247-38220:261. 

-8610100632 Safety evaluation supporting Amends 13 & 5 to Licenses NPF-35 & NPF- 
52, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/30. 3pp, 
38220:262-38220:264. 

8610140010 Forwards interim rept consisting of graphs of release rates of mass & 
energy Into containment from selected accident sequences to form basis of subse- 
quent containment analysis, for approval by 861201, per 860425 commitment. 
TUCKER.H.B. Duke Power Co. 86/09/30. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
27pp. 38227: 1 44-38227; 1 70. 

8610100259 Forwards 850828 Itr forwarding rept re rod swap methodology, which was 
never docketed.Info not revised in any way, submitted for docketing purposes only. 
TUCKER.H.B. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
Ip. 38189:136-38189:157. 

-8610100267 Forwards DPC-NE-1003, "Rod Swap Methodology Rept for Startup Phys- 
ics Testing." 

TUCKER.H.B. Duke Power Co. 85/08/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). ADENSAM.E.G. Licensing Branch 4. 3pp. 
38189:137-38189:157. 

“8610100274 "Rod Swap Methodology Rept for Startup Physics Testing." 
RANDLES.J.H.. TOMONTO.R.J. Duke Power Co. DPC-NE-1003. 85/08/31. 18pp. 
38189:140-38189:157. 

8610100654 Advises that util established category of "Lifetime” for record retention re- 
quirement for post-trip review data, per Item 1 .2 of Generic Ltr 83-28 & in response to 
TM Novak 850621 Itr. 

TUCKER.H.B. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation. Director (post 851125). 1p. 38204:331-38204:331. 

8610150351 Forwards Amends 14 & 6 to Licenses NPF-35 & NPF-52. respectively & 
safety evaluation. Amends modify Tech Specs re application of positive moderator 
temp coefficient & reflect Cycle 2 refueling for Unit 1 . 

JABBOUR.K. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power Co. 
3pp. 38257:347-38258:039. 

“8610150353 Amends 14 & 6 to Licenses NPF-35 & NPF-62,respectively, modifying 
Tech Specs re application of positive moderator temp coefficient reflecting Cycle 2 
refueling for Unit 1 . 

JABBOUR.K. PWR Project Directorate 4. 86/10/01. 43pp. 38257:350-38258:032. 

-8610150356 Safety evaluation supporting Amends 14 & 6 to Licenses NPF-35 & NPF- 
52,respectively. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 7pp. 
38258:033-38258:039. 

8610090421 Forwards Revs 11 & 12 to offsite dose calculation manual. Revs correct 
typos, incorporate radwaste facility info & provide info on conventional wastewater 
treatment sys releases. 

TUCKER.H.B. Duke Power Co. 86/10/02. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 2pp. 38178:313-38178:338. 

-8610090447 Rev 12 to offsite dose calculation manual, including Section C1.0, "Cataw- 
ba Nuclear Station Radwaste Sys" & Section C2.0, "Release Rate Calculation." 

* Duke Power Co. 86/09/19. 11pp. 38178:328-38178:338. 

8610150247 Forwards Amend 15 to License NPF-35 & safety evaluation. Amend up- 
dates & changes license condition to allow extension of time for resolution of accumu- 
lator tank instrumentation issue. 

JABBOUR.K. PWR Project Directorate 4. 86/10/06. TUCKER.H.B. Duke Power Co. 
2pp. 38258:265-38258:271. 

-8610150251 Amend 15 to License NPF-35, updating & changing license condition to 
allow extension of time for resolution of accumulator tank instrumentation Issue. 
JABBOUR.K. PWR Project Directorate 4. 86/10/06. 2pp. 38258:267-38258:268. 

-8610150252 Safety evaluation supporting Amend 15 to License NPF-35. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 3pp. 
38258:269-38258:271. 

8610220056 Clarifies 860804 application for amends to Licenses NPF-35 & NPF-52, per 
NRC 861006 telcon.Change allows units to remain in Mode 3 w/full sys temp & pres- 
sure to permit testing of main steam line code relief valves. ^ ^ 

TUCKER.H.B. Duke Power Co. 86/10/06. DENTON.H.R. Office of Nuclear Reactor 
Regulation. Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
3pp. 38326:352-38326:354. 

8610270133 Forwards response to K Jabbour 860815 request for addi info re admlni^ 
trative controls & electrolyte leakage-Operatlons, technical svcs,maint & integrated 
scheduling superintendents trained in review & approval of procedures. 

TUCKER.H.B. Duke Power Co. 86/10/10. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
4pp. 38360:153-38360:156. 

8810310181 Advises that Amend 10 to topical QA program rept acceptable & continues 
to meet requirements of 10CFR50,App B. . ^ zn 

WALKER.R.O. Region 2, Office of Director. 86/10/17. TUCKER.H.B. Duke Power Co. 
ip. 38417:151-38417:151. 
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8610280276 Forwards Amend 16 to License NPF-35 & safety evaluation. Amend revises 
license condition & Attachment 1 to incorporate recommendations & conclusions in 
NUREG-1216 re TDI emergency diesel generators. 

JABBOUR.K. PWR Project Directorate 4. 86/10/21. TUCKER, H.B. Duke Power Co. 
2pp. 38386:212-38386:225. 

-8610280278 Amend 16 to License NPF-35.revising license condition & Attachment 1 
to incorporate recommendations & conclusions in NUREG-1216 re operability/reliabil- 
ity of TDI emergency diesel generators. 

JABBOUR.K. PWR Project Directorate 4. 86/10/21. 5pp. 38386:214-38386:218. 

-8610280281 Safety evaluation supporting Amend 16 to License NPF-35. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/21. 7pp. 
38386:219-38386:225. 

8610290018 Responds to NRC 860922 itr re SER on ATWS mitigating sys actuation 
circuitry generic design package.Final design description will be submitted by 870123. 
TUCKER, H.B. Duke Power Co. 86/10/21. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD,B.J. PWR Project Directorate 4. 
2pp. 38394:119-38394:120. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610010430 Responds to violation noted in Insp Rept 50-413/86-20. Violation 
denied.Maint of radiation exposure records for dose to lens of eye at specified depth 
recommended,not required, by NRC Form-5. 

TUCKER.H.B. Duke Power Co. 86/08/14. GRACE, J.N. Region 2, Office of Director. 
3pp. 38055:231-38055:233. 

8610240396 informs that insp of all four steam generators at Unit 1 completed on 
860831 .Zero tubes plugged as result of insp.No results fell into Category C-3. 
TUCKER.H.B. Duke Power Co. 86/09/10. GRACE, J.N. Region 2 . Office of Director. 
Ip. 38355:187-38355:187. 

8610020052 Ack receipt of 860827 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/86-27 & 50-41 4/86-30.lmplementation of corrective ac- 
tions will be examined during future insps. 

WALKER,R.D. Region 2. Office of Director. 86/09/17. TUCKER,H.B. Duke Power Co. 
Ip. 38068:251-38068:251. 

8610020150 Ack receipt of 860705 & 0902 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-413/86-23 & 50-414/86-25. 

WALKER,R.D. Region 2, Office of Director. 86/09/17. TUCKER.H.B. Duke Power Co. 
1p. 38066:288-38066:288. 

8610010444 Ack receipt of 860820 itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/86-24 & 50-41 4/86-26.Guidance for Procedure MMP 1.0 
re post-maint testing inadequate. 

GRACE,J,N. Region 2, Office of Director. 86/09/22. TUCKER.H.B. Duke Power Co. 
Ip. 38055:234-38055:234. 

8610060216 Advises that instructions for remote manual operation for listed ventilation 
sys added to procedures per 860703 confirmatory action Itr & insp Repts 50-413/86- 
25 & 50-414/86-27 will be deleted.NRC position requested. 

TUCKER,H.B. Duke Power Co. 86/09/22. GRACE.J.N. Region 2. Office of Director. 
2pp. 38094:359-38094:360. 

8610070207 Forwards Insp Repts 50-413/86-33 & 50-414/86-36 on 860825- 29.No vio- 
lations or deviations noted. 

BROWNLEE,V.L. Region 2, Office of Director. 86/09/22. TUCKER.H.B. Duke Power 
Co. 2pp. 38125:345-38125:354. 

-8610070220 Insp Repts 50-413/86-33 & 50-414/86-36 on 860825-29.No violations or 
deviations noted.Maior areas inspected: radiation protection, including organizational 
change$.health physics staffing & IE bulletin & info notice followup. 

TROUP, G.L, HOSEY,C.M. Region 2, Office of Director. 86/09/18. 8pp. 38125:347- 
38125:354. 

8610030358 Forwards Insp Repts 50-413/86-35 & 50-414/86-38 on 860908-1 2.No vio- 
lations or deviations noted. 

BROWNLEE,V.L Region 2, Office of Director. 86/09/26. TUCKER.H.B. Duke Power 
Co. 2pp. 38086:023-38086:031. 

-8610030370 Insp Repts 50-413/86-35 & 50-414/86-38 on 860908-1 2.No violations or 
deviations notea.Major areas inspected:revi6w of completed startup & surveillance 

BURNETT, P.T., JAPE.F. Region 2, Office of Director. 86/09/22. 7pp. 38086:025- 
38086:031. 

8610080492 Forwards Insp Repts 50-413/86-37 & 50-414/86-40 on 860908- 12.No vio- 
lation or deviation noted. 

BROWNLEE,V,L Region 2, Office of Director. 86/09/26. TUCKER.H.B. Duke Power 
Co. 2pp. 381 64:056-381 64:058. 

-8610080494 Insp Repts 50-413/86-37 & 50-414/86-40 on 860908-12.No violation or 
deviation noted.Major areas inspected:security organization, testing & 

maintcompensatory measures & access control&Details withheld (ref 10CFR2.790 & 
73.21). 

GIBSON, G.F., MCGUIRE, D.R. Region 2, Office of Director. 86/09/25. 1p. 38164:058- 
38164:058. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi I-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610150022 Accepts licensee short-term & long-term actions to resolve items agreed to 
in 860703 Confirmation of Action Ltr CAL-41 3/86-01 & CAL-41 4/86-01. Acceptance 
documented in listed insp repts.Util 860922 itr discussed. 

WALKER.R.D. Region 2, Office of Director. 86/09/30. TUCKER,H.B. Duke Power Co. 
Ip. 38235:052-38235:052. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministratlons.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610280325 Ack receipt of 860814 Itr re violations noted in Insp Rept 50-413/86- 
20.Encl assessment of bases for denial of violation concluded violation occurred as 
stated.Response required.W/o end. 

GRACE,J.N. Region 2, Office of Director. 86/10/07. TUCKER,H.B. Duke Power Co. 
Ip. 38380:001-38380:001. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610210365 Forwards Insp Repts 50-413/86-34 & 50-414/86-37 on 860908- 12.No vio- 
lations or deviations noted. 

BROWNLEE,V.L Region 2. Office of Director. 86/10/08. TUCKER,H.B. Duke Power 
Co. 2pp. 38311:168-38311:187. 

-8610210379 Insp Repts 50-413/86-34 & 50-414/86-37 on 860908-1 2.No violation or 
deviation noted.Major areas inspected:inservice insp,maint/mod welding & NDE. 
CROWLEY,B.R., NEWSOME.R.W., BLAKE, J.J. Region 2, Office of Director. 86/10/02. 
18pp. 38311:170-38311:187. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610270149 Forwards followup rept on Items 3b & 4c of 860902 response to Violations 
50-414/86-23 & 50-41 4/86-25.Corrective actlons:Marinelli gas beaker sample taken 
from Waste Gas Decay Tank D & analyzed three times. 

TUCKER.H.B. Duke Power Co. 86/10/10. GRACE. J.N. Region 2. Office of Director. 
3pp. 38359:359-38359:361. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610280206 Forwards Insp Repts 50-413/86-36 & 50-414/86-39 on 860826- 0925 & 
notice of violation.Attention invited to unresolved item identified in rept. 

WALKER.R.D. Region 2, Office of Director. 86/10/20. TUCKER.H.B. Duke Power Co. 
2pp. 38379:289-38379:300. 

-8610280211 Notice of violation from Insp on 860826-0925. 

WALKER, R.D. Region 2, Office of Director, 86/10/20. Ip. 38379:291-38379:291. 

-8610280217 Insp Repts 50-413/86-36 & 50-414/86-39 on 860826-0925. Violation 
identified:failure to follow procedures to troubleshoot & repair SCI inverters. 

VAN DOORN.P.K., SKINNER, P.H., LESSER, M.S. Region 2, Office of Director. 86/10/ 
15. 9pp. 38379:292-38379:300. 


R. Periodic operating reports & related correspondence 

8610270438 Semiannual radioactive effluent release rept for Jul-Dec I985.inciuding 
summary of solid, liquid & gaseous effluents. Revs 9 & 10 of offsite dose calculating 
manual transmitted on 860305. 

TUCKER.H.B. Duke Power Co. 85/12/31. GRACE,J.N. Region 2, Office of Director. 
25pp. 38373:324-38373:348. 

8610280405 “Environ Protection Plan 1985 Aerial Remote Sensing Vegetation Commu- 
nities.” W/24 photographs & 860429 Itr. Photographs available in aperture card file. 
TUCKER,H.B. Duke Power Co. 85/12/31. GRACE, J.N. Region 2. Office of Director. 
65pp. 38382:282-38382:317. 

8610280230 Fonvards "Semiannual Radioactive Effluent Release Rept, Jan-June 
1986," including radioactive effluent releases & solid radwaste shipped offsite.Rev 2 
to “Catawba Nuclear Station Process Control Program" also end. 

TUCKER,H.B. Duke Power Co. 86/08/29. GRA(5 e,J.N. Region 2, Office of Director. 
2pp. 38366:247-38366:283. 

-8610280236 "Semiannual Radioactive Effluent Release Rept, Jan-June 1986." 

• Duke Power Co. 86/06/30. 30pp. 38366:249-38366:278. 

-8610280237 Rev 2 to “Catawba Nuclear Station Process Control Program." 

* Duke Power Co. 86/03/1 9. 4pp. 38366:279-38366:283. 
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GRACE, J.N- Region 2. Office of Director. 
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“r3S;f^rs'S'a*.:a“S»»4SS 

4pp. 38059:049- 


3!K59.':-52. 

38108:232- 

to aft-ris-Of ort 860Sl2,c8esei ger^ator 1A declared inoperable.Caused 
Sjir %jppon,^^ese»i coit Tt^rtering fuel tta'otfle rod.Bolt removed & work request 

86/09/23. 5pp. 38108:291- 

3g^Dfi:2§5. 

«iK»iOS27 vER 36^3-0C:3n 360825, automatic aiignm^t of ni^ear svc water ^fs to 
standby nude®' svc water pond inadvertently occurred-Caus^ b^rscm error.Sys 
v^ fW wBH 4 transfer switcft returned to coctrol room positJon.W/860924 Itr. 
f^urTTE,.?? W., '^UCKER.H.B. Duke Power Co. 86/09/24, 4?^. 38092:1 65« 

'wmm. " 

MlIKtiOOS? 86-044-C1;ar S6C815,RHR pumps Train® A & B rendered inoper^le 
dye to latown output relay tose.Caused by personnel error (technician hand 

ffi^s’TtickiHf.’ouIrs Power Co. 86/09/29. Spp. 38181:213- 

38iai:2'fT 

ailQtmil lEH S64J3t-C2:on 860613.weld break on letdown piping resulted in exces- 
9m RCS leakage, causing forced shutdown. Caused by transient resulting from van- 
aesie ieiriownorfee f^ure. Wekf repaired. W/86t00l Itr. 

Ou€Ls.ET-tE.R A TXKER.H.B. Duke Power Co. 86/10/01. Spp. 38200:214- 
.362002*3 

«l1t276aM Revised special repton 860ei0.dunng shutdown,vaive 1NC34 opened after 
prwaainm PORVs placed m \am pressure mode. Instrumentation loop associated w/ 
'wailNMi 1l^f034 recatibr 

TUCKER, H 3 DUke »pwer Co. 86/10/08. GRACE.J.N. Re^n 2. Office of Director. 
2pp. t3«3£t 263-38361 E?:. 

special lepfcon 86CS01, seismic monitoring sys declared inoperable & peak 
actoeieifliton recorders 1M1MT5010 & 1MIMT5020 found damagedCaused by exces- 
wm M,TiiO new peak acceleration recorders ordered. 

TUa^aaB. Duke Power Cc. 36/10/10, GRACE,JJ4. Re^on 2, Office of Director. 
2|ip., {i»3r7S;m38375:909. 


I W 66-0414Jl;on asoeot^surveiaswe test discovered not performed for 
lijdig fire deledion mrm after in cxMd shutdown for more than 24 
aCauaed by fade of procedure identifying requirements.W/86t0l3 Itr. 
OUeiLETriRIN, TUCKER, H.B. t>Me Power Co. 86/10/13. Spp. 38311:355- 


'' lER iS430&Ot:on 86012S.main feedwater pumps A & B tii{:^>ed. Caused 
lay mMIftolion of mein feedw^ contol yalve.5team generator B level 
iMDiiteAteopori signai meet & motor driven pump secured.W/881013 Itr. 
OviaiETrERW., TUCKER, H.B. Duke Power Co, 86/10/13, Spp. 38311:160- 


lER a64MW1:,on 860717/eaclar tripped due to shorted lamp 

muMiGmmd by deotgrueigmsc/ine^^ defid^. i®mp & socket associated 
te8/itete »biBB t ibptacid & labeing lor relay cotrected.W/861023 Mr. 
OUELi£TTE.R.W, TUCl€£fl.aB. Duke Power Co. 86/10/23. 6pp. 38409:325- 

3»<0»33e 


I tl® 8iM062‘6O:on flfiOflSSJNsurily fire waddhes missed for ftow hatdies to 
ir JrntMon 1A & IS HersLCaused by personnd error.Required houi^ ft-e 

* a te aw eq u aniy petlormed & incittent discussed w/crew.W/861023 Itr. 

OUEtLETTfcjt.W.. TUCKER.H.B. DUke Power Co. 86/10/23. 4pp. 38409:297- 

'00WS9 f$/^_t0i >S4H2^1 sob BSOitSjdbring Mode l.mictear nstnaner^fion Wob flux 

»<»B*»8ibedP»er range drannete 

OUEU^TtEJRW. uCKERH-B. Duke Power CSo, 86/10/24. 6pp. 38409:279- 


fe&.aw.. TUCKER, H.B. DuKe Power Co. 86/10/27. 4pp. 38409.313- 
38409:316. 

38409:304. 

V Operator Examinations 

Co. 6pp. 38220:220-38220:225. 

DOCKET 50-414 CATAWBA NUCLEAR STATION, UNIT 2 
F. Security, medical, emergency & fire protection plans 

38115:215. 

8610070207 Forwards Insp Repts 50-413/86-33 & 50-414/86-36 on 860825- 28.No vto- 

lations or deviations noted. ftR/rte/92 TUCKER.H.B. Duke Power 

BROWNLEE. V.L Region 2, Office of Director. 86/09/Zii. i u^i\c:n,n.o. 

Co. 2pp. 38125:345-38125:354. 

-Sl'nS SIS? 

8610080492 Forwards Insp Repts 50-413/86-37 & 50-414/86-40 on 860908 12.No v‘o 

lation or deviation noted. i oft/no/ofi TUCKER H.B. Duke Power 

BROWNLEE, V.L Region 2, Office of Director. 86/09/26. Iuu^c^.^.D. i-' 

Co. 2pp. 38164:056-38164:058. 

-8610080494 Insp Repts 50-413/86-37 & & 

deviation noted.Ma or areas inspected’.secunty organizawon,wp^ 
St.compensatory measures & access controls-Details withheld (ref 10 CPR 2 .rau 

SbsON.G.F. Region 2. Office of Director. 86/09/25. Ip. 38164:058-38164:068. 

TUCK^^,H.BllDuke*^o!^^^ Co. 86/10/07. Record Services Branch (Document Control 
Desk). 3pp. 38372:013-38372:096. 

-8610270267 Public version of revised .erS?J9®"SLo»K^ 
procedures, including Rev 6 to RP/O/B/5000/13, ’NRC Notiftoatmn Req^iremenfs 
Rev 0 to HP/O/B/1009/04. "Environ Monitoring for 
BOLCH.M. Duke Power Co. 86/09/18. 81pp. 38372:016-38372:096. 

8610240228 Advises that 860815 Rev 13 to physical 
slons of 10CFR50.54(p) & acceptable. Understands that descnption of cargo access 

portel operations will be revised. -n u » nuka Power Co. 

WALKER.R.D. Region 2, Office of Director. 86/10/20. TUCKER.H.B. Duke power uu. 

3pp. 38350:218-38350:220. 

H. General correspondence 

8610170222 Requests changes to distribution list as indicated on ®*'f* 

TUCKER.H.B. Duke Power Co. 86/10/08. DENTON.H.R.^Office of Nuclear Reactor 
Regulation, Director (post 851125). 3pp. 38280:306-38280:308. 

P. Operating license stage documents & correspondence 

8810280230 Forwards "Semiannual Radioactive Effluent Relea^ 

1986," including radioactive effluent releases & solid radwaste shipped onsne.M 
to "Catawba Nuclear Station Process Control Program” also end, 

TUCKER.H.B. Duke Power Co. 86/08/29. GRACE, J.N. Region 2. Office of Utrecior. 
2pp. 38366:247-38366:283. 

-8610280237 Rev 2 to "Catawba Nuclear Station Process Control Program.'* 

• Duke Power Co. 86/03/19. 4pp. 38366:279-38366:283. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application m 

compliance W/10CFR60.49, "Environ Qualification of Electric Equipment important to 
Safety for Nuclear Power Plants." Svc list end. , . fl«/nQy 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 86/oe/ 
22. Atlantic Qty Electric Co. 49pp. 38058:216-38058:265, 
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8610030468 Clarifies 860606 application for amend to Licenses NPF-35 & NPF- 
52, changing Tech Specs to show source-range reactor trip instrumentation not 
needed when breakers in closed position & CRD sys capable of withdrawal. 

TUCKER, H.B. Duke Power Co. 86/09/22. DENTON,H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD, B. PWR Project Directorate 4. 
2pp. 38084:130-38084:134. 

-8610030472 Proposed changes to Tech Specs,showing source-rang^e reactor trip in- 
strumentation not needed when breakers in closed position & CRD sys capable of 
withdrawal. 

* Duke Power Co. 86/09/22. 3pp. 38084:132-38084:134. 

8610100612 Forwards Amends 13 & 5 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation. Amends modify Tech Specs to lower lo-lo reactor trip signal for 
steam generator level when reactor operating above 30% power. 

JABBOUR,K. PWR Project Directorate 4. 86/09/30. TUCKER,H.B. Duke Power Co 
2pp. 38220:245-38220:264. 

-8610100622 Amends 13 & 5 to Licenses NPF-35 & NPF-52,respectively, modifying 
Tech Specs to lower lo-lo reactor trip for steam generator level when reactor operat- 
ing above 30% power level. 

JABBOUR,K. PWR Project Directorate 4. 86/09/30. 15pp. 38220:247-38220:261. 

-8610100632 Safety evaluation supporting Amends 13 & 5 to Licenses NPF-35 & NPF- 
52,respectivety. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/30. 3dd. 
38220:262-38220:264. 

8610140010 Fonwards interim rept consisting of graphs of release rates of mass & 
energy into containment from selected accident sequences to form basis of subse- 
quent containment analysis, for approval by 861 201, per 860425 commitment. 
TUCKER,H.B. Duke Power Co. 86/09/30. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 27pp. 38227:144-38227:170. 

8610100259 Forwards 850828 Itr fonwarding rept re rod swap methodology, which was 
never docketed.Info not revised in any way, submitted for docketing purposes only. 
TUCKER,H.B. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38189:136-38189:157. 

-8610100267 Forwards DPC-NE-1003, “Rod Swap Methodology Rept for Startup Phys- 
ics Testing.*' 

TUCKER,H.B. Duke Power Co. 85/08/28. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 3pp. 38189:137-38189:157. 

-8610100274 “Rod Swap Methodology Rept for Startup Physics Testing." 
RANDLES,J.H. Duke Power Co. DPC-NE-1003. 85/08/31. 18pp. 38189:140- 
38189:157. 

8610100654 Advises that util established category of “Lifetime" for record retention re- 
quirement for post-trip review data, per Item 1.2 of Generic Ltr 83-28 & in response to 
TM Novak 850621 Itr, 

TUCKER, H.B. Duke Power Co. 86/10/01. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38204:331-38204:331. 

8610150351 Forwards Amends 14 & 6 to Licenses NPF-3S & NPF-52, respectively & 
safety evaluatlon.Amends modify Tech Specs re application of positive moderator 
temp coefficient & reflect Cycle 2 refueling for Unit 1. 

JABBOUR.K. PWR Project Directorate 4. 86/10/01. TUCKER, H.B. Duke Power Co. 
3pp, 38257:347-38258:039. 

—8610150353 Amends 14 & 6 to Licenses NPF-35 & NPF-52,respectively, modifying 
Tech Specs re application of positive moderator temp coefficient reflecting Cycle 2 
refueling for Unit 1. 

JABBOUR.K. PWR Project Directorate 4. 86/10/01. 43pp. 38257:350-38258:032. 

-8610150356 Safety evaluation supporting Amends 14 & 6 to Licenses NPF-35 & NPF- 
52, respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 7po. 

38258:033-38258:039, vk / kk 

8610090421 FonA^ards Revs 11 & 12 to offsite dose calculation manual. Revs correct 
typos, incorporate radwaste facility info & provide info on conventional wastewater 
treatment sys releases. 

TUCKER.H.B, Duke Power Co. 86/10/02. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 2pp, 38178:313-38178:338. 

-8610090447 Rev 12 to offsite dose calculation manual, including Section Cl.O, “Cataw- 
ba Nuclear Station Radwaste Sys" & Section C2.0, “Release Rate Calculation." 

* Duke Power Co. 86/09/19. 11pp. 38178:328-38178:338. 

86101^56 Clarffies 860804 application for amends to Licenses NPF-35 & NPF-52,per 
NRC 861006 telcon.Chan 9 e allows units to remain in Mode 3 w/full sys temp & pres- 
sure to permit testing of main steam line code relief valves. 

TUCKER.H.B. Duke Power Co. 86/10/06. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). YOUNGBLOOD,B.J. PWR Project Directorate 4. 
3pp. 38326:352-38326:354. 


Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

0^‘ce of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280572 Forwards request for addl info re alternative pipe break criteria for RHR 
lines per GDC 4.Requests that Westinghouse agree to release any info designated 
proprietary to support SER conclusions. 

JABBOUR.K. PWR Project Directorate 4. 86/10/22. TUCKER.H.B. Duke Power Co 
5pp. 38382:322-38382:326. 


Q. inspection reports, iE Buiietins A correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 


8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

•Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 


8610020052 Ack receipt of 860827 ltr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/86-27 & 50-414/86-30.lmplementatlon of corrective ac- 
tions will be examined during future insps. 

WALKER, R.D. Region 2. Office of Director. 86/09/17. TUCKER.H.B. Duke Power Co. 
Ip. 38068:251-38068:251. 


of steps taken to correct 

WALKER, R.D. Region 2, Office of Director. 86/09/17. TUCKER.H.B. Duke Power Co. 
Ip. 38066:288-38066:288. 

8610010444 Ack receipt of 860820 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-413/86-24 & 50-41 4/86-26.Guidance for Procedure MMP 1.0 
re post-maint testing inadequate. 

GRACE,J.N. Region 2, Office of Director. 86/09/22. TUCKER.H.B. Duke Power Co. 
Ip. 38055:234-38055:234. 


8610020150 Ack receipt of 860705 & 0902 Itrs informing NRC 
violations noted in Insp Repts 50-413/86-23 & 50-414/86-25. 


8610060216 Advises that instructions for remote manual operation for listed ventilation 
sys added to procedures per 860703 confirmatory action Itr & Insp Repts 50-413/86- 
25 & 50-414/86-27 will be deleted.NRC position requested. 

TUCKER.H.B. Duke Power Co. 86/09/22. GRACE.J.N. Region 2, Office of Director, 
2pp. 38094:359-38094:360. 


8610070207 Forwards Insp Repts 50-413/86-33 & 50-414/86-36 on 860825- 29.No vio- 
lations or deviations noted. 

BROWN LEE,V.L Region 2, Office of Director. 86/09/22. TUCKER.H.B. Duke Power 
Co. 2pp. 38125:345-38125:354. 


-8610070220 Insp Repts 50-413/86-33 & 50-414/86-36 on 860825-29.No violations or 
deviations noted.Major areas Inspected: radiation protection, including organizational 
changes, health physics staffing & IE bulletin & Info notice followup. 

TROUP, G.L, HOSEY.C.M. Region 2, Office of Director. 86/09/18. 8pp. 38125:347- 


8610030358 Forwards Insp Repts 50-413/86-35 & 50-414/86-38 on 860908-1 2.No vio- 
lations or deviations noted. 

BROWNLEE,V.L. Region 2, Office of Director. 86/09/26. TUCKER.H.B. Duke Power 
Co. 2pp. 38086:023-38086:031. 

-8610030370 Insp Repts 50-413/86-35 & 50-414/86-38 on 860908-1 2.No violations or 
deviations noted.Ma|or areas inspected:review of completed startup & surveillance 
tests. 

BURNETT, P.T., JAPE.F. Region 2, Office of Director. 86/09/22. 7pp. 38086:025- 
38086:031, 

8610080492 Forwards Insp Repts 50-413/86-37 & 50-414/86-40 on 860908- 12.No vio- 
lation or deviation noted. 

BROWNLEE, V.L Region 2, Office of Director. 86/09/26. TUCKER,H.B. Duke Power 
Co. 2pp. 38164:056-38164:058. 

-8610080494 Insp Repts 50-413/86-37 & 50-414/86-40 on 860908-1 2.No violation or 
deviation noted.Major areas inspectedisecurity organization.testing & 
maintcompensatory measures & access controls.Details withheld (ref 10CFR2.790 & 
73.21). 

GIBSON,G.F., MCGU1RE,D.R. Region 2, Office of Director. 86/09/25. Ip. 38164:058- 
38164:058. 


Forwards request for addl info re 840618 request for exemptions from 
10CFR50,App A,QOC 4 concerning accumulator & pressurizer surge line pipe 
breaks.Response requested within 60 days of Itr date. 

JABBOUR,K.N. PWR Project Directorate 4. 86/10/08. TUCKER.H.B. Duke Power Co. 
8pp. 38256:018-38256:025. 

8610270133 Forwards response to K Jabbour 860815 request for addl Info re adminis- 
trative wntrols & electrolyte leakage.Operatlons, technical svcs,maint & integrated 
trained in review & approval of procedures. 

TUCKER, H.EI, Duke Power Co, 86/10/10. DENTON.H.R, Office of Nuclear Reactor 
Regulation, Director (post 85112,.). YOUNGBLOOD, B.J. PWR Project Directorate 4. 
4pp. 38360:153-38360:156. 


8610310181 Ai^es timt Amend 10 to topical QA program rept acceptable & continues 
to meet reiqtilreraents of 10CFR50,App B. 

WALKER,R.p; Region 2, Office of Director. 86/10/17. TUCKER.H.B, Duke Power Co. 
ip. 38417^151-3^17:151, 


8610290018 Responds to NRC 860922 ltr re SER on ATWS mitigating sys actuation 
package.Final design description will be submitted by 870123. 
TUCKEFLHvB^ Duke Rower Co. 86/10/21. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 2pp. 38394:119-38394:120. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332, 

8610150022 Accepts licensee short-term & long-term actions to resolve items agreed to 
in 860703 Confirmation of Action Ltr CAL-41 3/86-01 & CAL-41 4/86-01. Acceptance 
documented in listed insp repts.Utll 860922 ltr discussed. 

WALKERR.D. Region 2, Office of Director, 86/09/30. TUCKER.H.B. Duke Power Co. 
Ip. 38235:052-38235:052. 

8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.*' Svc list encl. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212), 86/1 o/o.^. Consolidat- 
ed Edison Co. Of New York, Inc. 70pp. 38126:237-38126:303, 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of inspection & fnfisrcement, Director (Post 820201), 86/10/08. 
Consolidated Edison Co, of New York, Inc, 106pp. 38218:276-38259:017. 
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8610210365 Forwards Insp Repts 50-413/86-34 a 50-414/86-37 on 860908- 12.No vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2. Office of Director. 86/10/08. TUCKER.H.B. Duke Power 
Co. 2pp, 38311:168-38311:187. 

-8610210379 Insp Repts 50-413/86-34 a 50-414/86-37 on 860908-1 2.No violation or 
deviation noted.Major areas inspected:inservice insp,maint/mod welding a NDE. 
CROWLEY, B.R., NEWSOME,R.W., BLAKE, J.J. Region 2. Office of Director. 86/10/02, 
18pp. 38311:170-38311:187. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication a 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610270149 Forwards followup rept on Items 3b a 4c of 860902 response to Violations 
50-414/86-23 a 50-41 4/86-25.Corrective actions:Marlnelll gas beaker sample taken 
from Waste Gas Decay Tank D a analyzed three times. 

TUCKER.H.B. Duke Power Co. 86/10/10. GRACE, J.N. Region 2. Office of Director. 
3pp. 38359:359-38359:361. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
a Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness a Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 


8610100710 LER 86-029-01 :on 860630,feedwater isolation a auxiliary feedwater failure 
occurred.Caused by equipment failure a personnel error.lsolation reset a valves 
opened.Work request to repair valve 2AS-12 completed.W/861001 Itr. 

OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 86/10/01. 6pp 38200‘257- 

38200:262. 

8610160428 LER 86-038-00:on 860901 .main feedwater pump turbine trip occurred due 
to generator a turbine trip.Caused by out-of-calibr recirculation control valve Pressure 
switch recalibr.W/861001 Itr. ’ 

OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 86/10/01. 4pp 38273-222- 

38273:225. 

8610160433 LER 86-039-00:on 86081 2, containment air release a addition sys automati- 
cally isolated due to containment gaseous radiation levels exceeding containment oas 
monitor trip setpolnt.Caused by consen/ative setpoint.W/861002 Itr. 

OUELLETTE, R.W., TUCKER.H.B. Duke Power Co. 86/10/02. 4 dd. 38273-243- 

38273:246. 


8610160072 LER 86-041 -00:on 860904,safety injection actuated on low main steam line 
pressure.Caused by condenser control valve malfunction creating line 
depressurization.Safety injection a containment isolation signals reset W/861003 itr 
OUELLETTE.R.W.. TUCKER.H.B. Duke Power Co. 86/10/03. 7pp. 38265-062^ 
38265:068. 


8610280130 Special rept:on 860901, seismic monitoring sys declared inoperable a peak 
acceleration recorders 1MIMT5010 a 1MIMT5020 found damaged.Caused by exces- 
sive heatTwo new peak acceleration recorders ordered. 

TUCKER.H.B. Duke Power Co. 86/10/10. GRACE, J.N. Region 2, Office of Director 
2pp. 38375:008-38375:009. 

8610310121 LER 86-041 -01 :on 860904,safety Injection actuated on low main steam line 
pre8Sure.Caused by malfunction of control valve.Safety injection a containment isola- 
tion signals reset a safety injection components secured.W/861016 itr. 
OUELLETTE.R.W., TUCKER.H.B. Duke Power Co. 86/10/16. 7od. 38416-241- 

wv-r.v.fc-ri 


V. Operator Examinations 


8610270396 Forwards revised response to violations noted In Insp Rept 50-414/86- 
18,Corrective actions:securlng valves w/straight bar-type handwheels under 
investigation.Addl emphasis on properly locking valves under discussion. 

TUCKER.H.B. Duke Power Co. 86/10/16. GRACE, J.N. Region 2, Office of Director. 
4pp. 38373:301-38373:304. 

8610280206 Forwards insp Repts 50-413/86-36 a 50-414/86-39 on 860826- 0925 a 
notice of violation.Attention invited to unresolved item identified in rept. 

WALKER.R.D. Region 2. Office of Director. 86/10/20. TUCKER.H.B. Duke Power Co. 
2pp. 38379:289-38379:300. 

-8610280211 Notice of violation from insp on 860826-0925. 

WALKER, R.D. Region 2. Office of Director. 86/10/20. Ip. 38379:291-38379:291. 

-8610280217 Insp Repts 50-413/86-36 a 50-414/86-39 on 860826-0925. Violation 
identified:fajlure to follow procedures to troubleshoot a repair SCI inverters. 

VAN DOORN.P.K., SKINNER.P.H., LESSER.M.S. Region 2, Office of Director. 86/10/ 
15. 9pp. 38379:292-38379:300. 


R. Periodic operating reports a related correspondence 

8610280230 Forwards “Semiannual Radioactive Effluent Release Rept, Jan- June 
1986,” including radioactive effluent releases a solid radwaste shipped otfsite.Rev 2 
to “Catawba Nuclear Station Process Control Program” also end. 

TUCKER.H.B. Duke Power Co. 86/08/29. GRACE, J.N. Region 2, Office of Director. 
2pp. 38366:247-38366:283. 

-8610280236 “Semiannual Radioactive Effluent Release Rept, Jan-June 1986." 

* Duke Power Co. 86/06/30. 30pp. 38366:249-38366:278. 

8610060741 Forwards revised pages to Attachment 1 to semiannual radioactive effluent 
release rept for Jan-June 1986, submitted on 860829.Previously missing numbers for 
Item VI re abnormal releases added.Other corrections listed. 

TUCKER, H.B. Duke Power Co. 86/09/17. GRACE, J.N. Region 2. Office of Director, 
ip. 38108:322-38108:324. 

-8610060756 Revised Attachment 1 to semiannual radioactive effluent release rept for 
Jan-June 1986. 

* Duke Power Co. 86/06/30. 2pp. 38108:323-38108:324. 

8610220249 Monthly operating repts for Sept 1986.W/861015 Itr. 

REAV1S,J.A., TUCKER, H.B. Duke Power Co. 86/09/30. 13pp. 38323:210-38323:222. 


S. Reportable occurrences, LERs 4 related correspondence 

8610280124 Special repton 860624, Channel 5 (steam generator A) of loose parts moni- 
toring sys declared lnoperable.Work request submitted to repair accelerometer.Repalr 
will be made during current outage. 

TUCKER, H.B, Duke Power Co. 86/09/05, GRACE, J.N. Region 2, Office of Director. 
2pp. 38368: 1 69-38368:1 70. 

8610060614 LER 86-033-01 :on 860711, Phase A containment isolation occurred,ciosing 
nonessential containment penetration isolation vaives.Caus6 undetermined.Valve8 
reposiboned & Tech Spec rev requested.W/860923 Itr. 

OUELLETTE, R.W., TUCKER,H.B. Duke Power Co, 86/09/23, 5pp. 38092:173- 


8610100112 LER 86-037-01 :on 860812, containment afr release & addition sys release 
terminated by actuation of containment gas monitor 2EMF-39L trip 2 alarm.Cau8ed by 
defective procedure. Procedures revised, W/860930 Itr. 

TUCKER,H.B. Duke Power Co. 86/09/30. 4pp. 38190:331- 

381 90:334. 


8610270210 Discusses review of licensee commitments for participation of licensed in- 
structors in requalification training program. Two items in Sections 4.4 & 4.2 in non- 
compliance w/regulations. 

RUSSELL,W.T. Division of Human Factors Technology (post 851125). 86/09/10 
GIBSON, A.F. Region 2, Office of Director, 2pp. 38361:271-38361:272. 


8610100623 Forwards request for addi info re operator replacement & requalification 
training programs.lnfo requested within 45 days of Itr date. 

YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/10/01. TUCKER.H.B. Duke Power 
Co. 6pp. 38220:220-38220:225. 
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F. Security, medical, emergency 4 fire protection plans 


8610240429 Requests D McGuire as speaker at 861106 fall meeting of Southeast Nu- 
clear Security Assoc to discuss recent developments on several security 
is8ue8.Agenda end. 

ELLIS,G.A. Mississippi Power & Light Co. 86/09/08, GRACE,J.N. NRC - No Detailed 
Affiliation Given. 3pp. 38355:160-38355:162. 

8610010367 Forwards Insp Rept 50-416/86-24 on 860811-15 & notice of violation. 
WALKER.R.D. Region 2, Office of Director. 86/09/19. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 38051:101-38051:1 15. 

-8610010372 Notice of violation from insp on 860811-15. 

WALKER,R.D. Region 2, Office of Director. 86/09/19. 2pp. 38051:103-38051:104. 

—8610010376 Insp Rept 50-416/86-24 on 86081 1-1 5. Violation noted;failure to rept inop- 
erative fire hydrants & inadequate fire watch program. 

MILLER,W.H., CONLON,T.t. Region 2, Offioe of Director. 86/09/09. 11pp. 
38051:105-38051:115. 

8610160112 Forwards Dec 1986 emergency preparedness exercise objectives,States of 
MS 4 LA will not participate in exercise except to receive notifications. 

DALE.LF. Mississippi Power 4 Ught Co. 86/09/23. GRACE, J.N. Region 2, Office of 
Director, 5pp. 38271 :1 48-38271 :1 52. 

8610020062 Confirms meeting on 860929 at Region II ofc to provide quarterly update 
on emergency preparedness program, 

WALKER.R.D, Region 2. Office of Director. 86/09/24. KINGSLEY.O.D. Mississippi 
Power 4 Ught Co. 2pp. 38066:137-38066:138. 

8610080028 Forwards corrected Page 5-6 to Amend 19 to Ucense NPF-29. 
KINTNER,L.L. BWR Project Directorate 4, 86/09/26. KlNGSLEY,O.D. Mississippi 
Power 4 Ught Co, 2pp. 381 1 3:358-381 1 3:360. 

-8610060029 Corrected Amend 19 to Ucense NPF-29, correcting Page 5-6 of Tecti 
Specs re meteorological tower 4 fuel storage, 

* PWR Project Directorate 2. 86/09/26. Ip. 38113:360-38113:360. 

8610230231 Application for amend to Ucense NPF-29rrevi8ing Tech Specs to delete 2 
minute time 4 temp limlte assootated w/$tuck open aafete/relief valves, adding smoke 
detectors 4 refleoang changes re RCIC turbine t^ass varve.Fee paid. 

KINGSLEY.O.D. MississippiPower 4 Light Co. 86/10/17. DENTON, H.R. Offioe of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38343:179-38343:193. 

-66t0l^j^i T^ Spei^ededng 2 minute time 4 temp limits associated w/ 

stuck open safety/rellaf valveA,add»ng smoke detectors 4 reflecting design changes re 
RCIC turbine bypass valve. 

* Mississippi Power 4 Light Co. 86/10/17. 12pp. 38343:182-38343:193. 
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8610270120 Responds to NRC 860925 itr re violations noted in Insp Rept 50-41 6/86> 
24.Corrective actions’.closer supervision established over performance of Hre 
watches. Violation re failure to provide fire suppression capability denied. 

KINGSLEY, O.D. Mississippi Power & Light Co. 86/10/17. GRACE.J.N. Region 2, 
Office of Director. 5pp. 38359:329-38359:333. 

8610280287 Forwards summary of 860929 meeting in Region II w/util.TERA Corp & 
State of MS re recommendations following declaration of general emergency.quarterly 
update to emergency preparedness program & scheduled Dec 1 986 exercise. 
VERRELLI.D.M. Region 2, Office of Director. 86/10/17, KINGSLEY.O.D. Mississippi 
Power & Light Co. 5pp. 38375:184-38375:188. 

8610300285 Forwards addi info for 860902 proposed amend to OL re transition to Sys 
Energy Resources.Inc.per 861002 meeting & 861004 & 13 correspondence.Info deals 
w/switchyard & exclusion area control & emergency planning. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/24. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125), 7pp. 38404:295-38404:301. 


P. Operating license stage documents & correspondence 

8610280006 Forwards response to 860731 request for addi info on unresolved items re 
operation QA manual & revised pages to manual,incorporating changes to Items 1-7 & 
9,for concurrence. 

FEITH.S.M. Mississippi Power & Light Co. 86/09/08. GRACE.J.N. Region 2, Office of 
Director. 11pp. 38368:158-38368:168. 

8610280116 Documents util approach re compliance w/OL Condition 2.C(20) on stand- 
by svc water supply to ESF switchgears, per 860908 & 09 discussions.Util under- 
stands NRC will exercise enforcement discretion to permit approach. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/09/10. GRACE, J.N. Region 2. 
Office of Director. 4pp. 38367:277-38367:280. 

8610070411 Notification of rescheduled 861001 meeting w/Mark III Containment Hydro- 
en Control Owners Group in Beth6sda,MD to discuss methods used to calculate 
eat transfer to equipment during hydrogen combustion. Meeting rescheduled for 
861022. 

KINTNER,LL. BWR Project Directorate 4. 86/09/16. BUTLER.W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 

6610020139 Discusses 860908 response to 860731 request for addi info re proposed 
860610 changes to operational QA program.QA program satisfies lOCFRSO.App B re- 

a uirements & acceptable.per 860912 telcon between W Edge & A Belisle. 

/ALKER.R.D. Region 2, Office of Director. 86/09/19. KINGSLEY.O.D, Mississippi 
Power & Ught Co. 2pp, 38066:283-38066:284. 

6609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610030169 Requests fees for 820119 & 0402.830826 & 840209 & 0309 applications 
within 15 days of Itr date, per NRC 860716 Itr. List showing application dfates.fees 
paid.fees applicable & NRR staff determination end. 

DIGGS, R.M. License Fee Management Branch. 86/09/24. RICHARD, J.P. Mississippi 
Power & Ught Co. 2pp. 37669:327-37669:328. 

8610010172 Summary of 860829 meeting w/util re proposed Tech Specs on regions of 
power-flow map where neutron flux noise measurements required & status of review 
of EXXON fuel reload application. 

KINTNER.LL. BWR Project Directorate 4. 86/09/25. BWR Project Directorate 4. 3pp. 
38057:187-38057:189. 

8610080078 Forwards, for revlew,revised schedule for implementation of resolved gener- 
ic issues.AII completion dates shown in schedule reflect present best estimates for 
completion of tasks. 

KINGSLEY.O.D. Mississippi Power 8 Light Co. 86/09/25. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125), 5pp. 38132:001-38132:005. 

8610030200 Forwards notice of consideration of Issuance of amend to License NPF-29 
& proposed NHSC determination & opportunity for hearing re 850812,0925,1005 & 22 
request for revs to Tech Specs concerning EcCS.Corrected notice also end. 
KINTNER.LL. BWR Project Directorate 4. 86/09/26. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 37669:310-37669:320. 

-8610030205 Notice of consideration of Issuance of amend to License NPF-29 & pro- 
posed NHSC determination & opportunity for hearing re 850812,0925,1005 & 22 re- 
quests for revs to listed Tech Spec tables on ECCS actuation instrumentation. 
BUTLER.W.R. BWR Project Directorate 4, 86/08/28. 9pp. 37669:312-37669:320. 

8610060028 Forwards corrected Page 5-6 to Amend 19 to License NPF-29. 
KINTNER.LL BWR Project Directorate 4. 86/09/26. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 381 13:358-381 13:360. 

-8610060029 Corrected Amend 19 to License NPF-29,correcting Page 5-6 of Tech 
Specs re meteorological tower & fuel storage. 

* PWR Project Directorate 2. 86/09/26. Ip. 38113:360-38113:360. 

8610080065 Provides info re permissible lowest svc metal temp for feedwater check 
valve disc addressed in OL Condition 2.C(17),per 860905 requesLFee paid. 
KINGSLEY.O.D. Mississippi Power & Light Co. 86/09/26. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38131:349-38131:350. 

8810100129 Forwards Rev 8 to offsite dose calculation manual (ODCM) & responses to 
NRC 860402 Itr re minor concerns in Rev 6 to ODCM.Related info also end. 
KINGSLEY, O.D. Mississippi Power & Light Co. 86/09/26. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 4pp. 38186:134-38186:172. 

-8610100145 Rev 8 to offsite dose calculation manual. 

* Mississippi Power & Light Co. 86/08/25. 33pp. 38186:138-38186:172. 

8610060677 Notification of 861002 meeting w/util In Bethesda,MD to discuss transfer of 
control of facility from util to Sys Energy Resources, Inc. 

MARTIN, R.E. BWR Project Directorate 4. 86/09/29. BUTLER.W.R. BWR Project Di- 
rectorate 4. 3pp. 381 1 2:263-381 1 2:265. 


8610090182 Notifies that Page 3/4 3-71 from Amend 19 to Tech Specs re remote shut- 
down sys controls effective 860930,per request. Installation of isolation switches will 
be completed during first refueling outage. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/01. DENTON.H.R. Office of Nu- 
clear Reactor Regulation. Director (post 851125). 3pp. 38181:309-38181:311. 

8610100034 Summary of 860918 meeting w/utll.ORNL & Exxon Nuclear Co re 
instrumentation, procedure & expected data for hydraulic stability testing.List of 
attendees,meeting agenda & proposed test plan schedule end. 

KINTNER,L.L BWR Project Directorate 4. 86/10/03. BWR Project Directorate 4. 8pp. 
38208:176-38208:183. 

8610100582 Requests NRC review & concurrence w/proposed purge criteria discussed 
In end rept re containment air quality & use of containment purge during Cycle 1 
operation.Fee paid. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). 9pp. 38194:311-38194:319. 

8610100624 Confirms 861003 telephone authorization to change Tech Specs per util 
861003 Itr.License NPF-29 temporarily amended to permit removal & replacement of 
control rods/ assemblies w/o secondary containment integrity for current outage. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing, 86/10/03, 
KINGSLEY.O.D. Mississippi Power & Light Co. 3pp, 38212:084-38212:086. 

8610100697 Application for temporary, emergency amend to License NPF-29, revising 
Tech Specs to allow movament,removal & installation of control rods in defueled cells 
to aid in search & removal of loose parts discovered on 860928. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. DENTON.H.R. Office of Nu- 
clear Reactor Regulation. Director (post 851 125). 11pp. 38200:236-38200:253. 

-8610100700 Proposed Tech Specs, allowing movement,removal & installation of con- 
trol rods in defueled cells to aid in search & removal of loose parts discovered in re- 
actor pressure vessel. 

* Mississippi Power & Light Co. 86/10/03. 6pp. 38200:247-38200:253. 

8610150061 Suppis 860714 application for proposed amend to License NPF-29,consist- 
ing of Proposed Change 86-1S,changing Tech Specs to support Cycle 2 operation.per 
NRC concerns. Justification for changes & proposed Tech Specs end. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 5pp. 38240:010-38240:021. 

-8610150063 Proposed Tech Specs re Cycle 2 reload, editing inserts & clarifying text. 

* Mississippi Power & Light Co. 86/10/03. 7pp. 38240:015-38240:021. 

8610210345 Forwards addi info supporting 860902 proposed amends to License NPF- 
29 & CPPR-119,changing licensee responsible for operating Unit 1 & constructing Unit 
2 to Sys Energy Resources, Inc, per 861002 request. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/04. DENTON.H.R. Office of Nu- 
clear Reactor Regulation. Director (post 851125). 15pp. 38314:167-38314:181. 

8610150277 Fonvards Amend 20 to License NPF-29 & safety evaluation. Amend revises 
Tech Specs to reflect installation of pressure interlocks for injection valves in low 
pressure ECCS & mod of automatic depressurization sys logic. 

KINTNER.LL BWR Project Directorate 4. 86/10/06. WNGSLEY.O.D. Mississippi 
Power & Light Co. 4pp. 38256:026-38256:067. 

-8610150281 Amend 20 to License NPF-29,revising Tech Specs to reflect installation of 
pressure interlocks for injection valves in low pressure ECCS & mod to automatic de- 
pressurization sys actuation logic. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/06. 29pp. 38256:030-38256:058. 

-8610150285 Safety evaluation supporting Amend 20 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 9pp. 
38256:059-38256:067. 

8610200147 Application for amend to License NPF-29, adding controls re use & oper- 
ability of rod pattern control sys & Generic Ltr 85-1 9 requirement for annual reporting 
of iodine activity. Fee paid. 

KINGSLEY.O.D. Mississippi Power & Ught Co. 86/10/07. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 7pp. 38304:239-38304:260. 

-6610210163 Proposed Tech Specs, incorporating controls re use & operability of rod 
pattern control sys & Generic Ltr 85-19 requirement for annual reporting of iodine ac- 
tivity. 

* Mississippi Power & Light Co. 86/10/07. 15pp. 38304:246-38304:260. 

8610170001 Concurs w/860926 Itr stating that credit due util for 830826 application re 
inservice insp/testing program for pumps & valves.Fee paid w/850306 payment. 
DIGGS, R.M. License Fee Management Branch. 86/10/10. KINGSLEY,O.D. Mississippi 
Power & Light Co. Ip. 38282:316-38282:321. 

-8610170002 Forwards payment of fees for listed applications. Util overcharged for 
review of inservice insp & testing program for pumps & valves.Encl payment adjusted 
accordingly. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/09/26. Division of Accounting & Fi- 
nance. 4pp. 38282:317-38282:321. 

8610170234 Summary of 861002 meeting w/util & util & Sys Energy Resources, Inc 
(SERI) a^s In Bethesda,MD re transfer of Unit 1 OL & Unit 2 CP from util to 
SERLAttendee listagenda & viewgraphs end. 

MARTIN,R.E. BWR Project Directorate 4. 86/10/10, BWR Project Directorate 4. 17pp. 
38289:217-38289:233. 

8610220092 Forwards info to document 861010 discussions w/NRC & support 860902 
application for amends to License NPF-29 & CPPR-119 to permit Sys Energy 
Resources, Inc to assume plant operation. Design of offsite power sys unaffected. 
KINGSLEY,O.D. Mississippi Power & Light Co. 86/10/13. DENTON,H.R. Office of Nu- 
clear Reactor Regulation. Director (post 851125), 3pp. 38326:357-38326:359. 

8610170225 Submits list of affected Tech Spec pages,effective dates & associated 
amend numbers, In response to NRC 860827 & 1006 requests. 

KINGSLEY.D.D. Mississippi Power & Light Co. 86/10/14. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38280:287-38280:289. 


196 DOCKETED ITEMS 


8610240012 Requests withdrawal of commitment to compare performance of on-line in- 
strumentation vs wab sample results determined by analyiical procedures, per 820730 
& 830601 Itrs & 860813 discussion w/NRC.Fee paid. 

KINGSLEY, O.D. Mississippi Power & Light Co. 86/10/15. DENTON, H.R. Office of Nu- 
clear Reactor Regulation. Director (post 851 125). 3pp. 38346:019-38346:021. 

8610270406 Fonvards final confirmatory measurement comparison results of spiked 
liquid samples sent on 860508.Results in agreement for Sr-89,Sr-90 & Fe-65 analyses 
& in disagreement for H-3. Criteria for comparing analytic measurements also end. 
WALKER.R.D. Region 2, Office of Director. 86/10/16. KINGSLEY, O.D. Mississippi 
Power & Light Co. 4pp. 38374:179-38374:182. 

8610230062 Generic Ltr 86-17 to all 6WR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610230231 Application for amend to License NPF-29,revislng Tech Specs to delete 2 
minute time & temp limits associated w/stuck open safety/relief valves,adding smoke 
detectors & reflecting changes re RCIC turbine bypass valve.Fee paid. 

KINGSLEY.O.D. Mississippi Power & Ught Co. 86/10/17. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38343:179-38343:193. 

-8610230233 Proposed Tech Specs,deleting 2 minute time & temp limits associated w/ 
stuck open safety/relief valves,adding smoke detectors & reflecting design changes re 
RCIC turbine-bypass valve. 

* Mississippi Power & Light Co. 86/10/17. 12pp. 38343:182-38343:193. 

8610230243 Advises of effective dates for Amends 6 & 8 to License NPF-29 for listed 
Tech Specs.in response to 851021 & 860827 requests. 

KINGSLEY,O.D. Mississippi Power & Light Co. 86/10/17. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38343:340-38343:342. 

8610280539 Forwards Amend 21 to License NPF-29 & safety evaluation. Amend revises 
Tech Specs re names & designation of certain plant svc water valves, records reten- 
tion specs & control rod scram discharge vol. 

KINTNER,L.L. BWR Project Directorate 4. 86/10/17. KINGSLEY.O.D. Mississippi 
Power & Light Co. 4pp. 38382:331-38383:057. 

-8610260544 Amend 21 to License NPF-29, revising Tech Specs re names & designa- 
tion of certain plant svc water valves,record retention specs & control rod scram dis- 
charge vol. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/17. 67pp. 38382:335-38383:041. 

-8610280545 Safety evaluation supporting Amend 21 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/17. 15pp. 
38383:042-38383:057. 


-8610300069 Safety evaluation supporting Amend 23 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/24. 9dd 
38408:153-38408:161. 

8610300285 Forwards addi info for 860902 proposed amend to OL re transition to Sys 
Energy Resource$.lnc.per 861002 meeting & 861004 & 13 correspondence.Info deals 
w/switchyard & exclusion area control & emergency planning. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/24. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 7pp. 38404:295-38404:301. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection 6 Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610270318 Provides list of actions & responses to IE Bulletin 83-03 re check valve 
failures in raw water cooling sys due to number of responses not corresponding w/ 
required action numbers, per NRC 860807 ltr. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/08/18. GRACE, J.N. Region 2. 
Office of Director. 5pp. 38362:074-38362:078. 

8610020091 Ack receipt of 860827 ltr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-416/86-20. 

WALKER,R.D. Region 2, Office of Director. 86/09/18. KINGSLEY.O.D. Mississippi 
Power & Light Co. 1 p. 38066: 1 1 2-38066: 112. 

8610010367 Forwards Insp Rept 50-416/86-24 on 860811-15 & notice of violation. 
WALKER.R.D. Region 2, Office of Director. 86/09/19. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 38051:101-38051:1 15. 

-8610010372 Notice of violation from insp on 86081 1-15. 

WALKER, R.D. Region 2, Office of Director. 86/09/19. 2pp. 38051:103-38051:104. 

—8610010376 Insp Rept 50-416/86-24 on 86081 1-1 5. Violation noted:failure to rept inop- 
erative fire hydrants & inadequate fire watch program. 

MILLER,W.H., CONLON.T.E. Region 2, Office of Director. 86/09/09. 11pp. 
38051:105-38051:115. 


8610270458 Submits effective dates for Amend 21 to listed Tech Specs, per 861017 
request. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/21. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38374:127-38374:129. 

8610280504 Responds to NRC 860408 concerns re Rev 1 to process control program 
description. Permanent solid radwaste sys has not been utilized for solidification of wet 
waste.Concems incorporated into end Rev 2 to description. 

KINGSLEY.O.D. Mississippi Power & Ught Co. 86/10/22. DENTON.H.R. Office of Nu- 
'cTear Reactor Regulation, Director (post 851125). 7pp. 38388:224-38388:241. 

-6610280561 Rev 2 to "Process Control Program Description." 

BELL.R.L, JACKSON.R.R., MCKAY.LR. Mississippi Power 6 Light Co. 86/10/15. 
11pp. 38388:231-38388:241. 

8610300029 Forwards Amend 22 to Ucense NPF-29 & safety evaluation. Amend allows 
certain secondary containment equipment to be inoperable during removal & reinstal- 
iation of control rods in defueled core cells. 

KINTNER.LL BWR Project Directorate 4. 86/10/22. KINGSLEY.O.D. Mississippi 
Power & Light Co. 4pp. 38407:043-38407:069, 

—8610300035 Amend 22 to License NPF-29, allowing certain secondary containment 
equipment to be inoperable during removal & reinstallation of control rods in defueled 
core cells so that work on equipment can continue. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/22. 17pp. 38407:047-38407:063. 

-8610300039 Safety evaluation supporting Amend 22 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/22. 6pp. 
38407:064-38407:069. / kh 


8610280529 Forwards "Grand Gulf Nuclear Station Safety Relief Valve Fatigue Evalua- 
tion,” per OL Condition 2.C(10)(a),for review. Safety-related equipment in containment 
not adversely affected when subj to safety relief valve loading.Fee paid. 

KINGSLEY, CD.D. Mississippi Power & Light Co. 86/10/23. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38380:106-38380:120. 

-8610280538 Rev 0 to “Grand Gulf Nuclear Station Safety Relief Valve Fatigue Evalua- 
tion.” 

JONES, D.P., BOST,D.G., MASHBURN,W.F. Mississippi Power & Light Co. 86/09/30. 
13pp. 38380:108-38380:120. 


8610300311 Forwards safety evaluation of util 860522 request for changes to Tech 
Specs re emergency diesel generator, per Generic Ltr 84-16.Util should resubmit re- 
quest for license amend to address unacceptable changes. 

KINTNER.LL BWR Project Directorate 4. 86/10/23. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 38409:1 71 -38409:1 79. 

-8610300317 Safely evaluation accepting.in part & denying.in part.utll 860522 request 
for Tech Spec changes re diesel generator testing, per Generic Ltr 84-15. 

* Office of Nuclear Reactor Regulation, Director (post 861126). 86/10/23. 7pp. 
38409:173-38409:179. 

8610300056 Forwards Amend 23 to License NPF.29 & safety evaluation. Amend 
changes Tech Specs for operation w/new Exxon fuel assemblies replacing spent GE 
fuel assemblies In core, 

KINTNER,LL BWR Project Directorate 4. 86/10/24. KINGSLEY.O.D. Mississippi 
Power & Ught Co. 3pp, 38408:1 1 5-38408:1 61 . 


—^10300065 Amend 23 to Ucense NPF-29, changing Tec h Specs for operation w/new 
Exxon fuel assemblies replacing spent GE fuel assemblies in core. 

BUTLER W,R. BWR Project Directorate 4. 86/10/24. 35pp. 38408:118-38408:152. 


8610100104 Responds to NRC 860825 ltr re violations noted in Insp Rept 50-416/86- 
21 .Corrective actions:valve lineup for containment portion of standby liquid control sys 
reperformed to ensure no add! valves mispositioned. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/09/23. GRACE, J.N. Region 2, 
Office of Director. 3pp. 38191:077-38191:079. 

8609250062 IE info Notice 86-084, “Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150046 Provides proposed long-term corrective actions for inadequate flow to ESF 
switchgear room coolers,per util 860910 Itr.Mod & hydrolazing completed on Div 1 
piping.uiv 2 piping will also be cleaned during first refueling outage. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. GRACE, J.N. Region 2, 
Office of Director. 3pp. 38251:041-38251:043. 

8610240432 Submits final responses to IE Bulletin 85-003, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings." 
Reponse consistent w/ NEDC-DRF-E1 2-001 00-75, “BWR Owners Group Rept on 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. GRACE, J.N. Region 2, 
Office of Director. 11pp. 38354:330-38354:340. 

8610150498 Forwards safety evaluation supporting Inservice Insp Relief Requests I- 
00008 & 1-00013 which request relief from ASME Code Section XI requirements for 
Inservice control rod drive insp & approval of 1983 ASME Code re inservice insp pro- 
gram. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/06. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 38260:002-38260:009. 

-8610150506 Safety evaluation re inservice insp program & requests for relief from cer- 
tain inservice insp requirements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 6pp. 
38260:004-38260:009. 

6610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/00. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 
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8610170001 Concurs w/860926 Itr stating that credit due util for 830826 application re 
inservice insp/testing program for pumps & valves.Fee paid w/850306 payment 
DIGGS, R.M. License Fee Management Branch. 86/10/10. KINGSLEY ,O.D. Mississippi 
Power & Light Co. Ip. 38282:316-38282:321. 

—8610170002 Fonvards payment of fees for listed applications.Util overcharged for 
review of inservice insp & testing program for pumps & valves.Enci payment adjusted 
accordingly. 

KiNGSLEY.O.D. Mississippi Power & Light Co. 86/09/26. Division of Accounting & Fi- 
nance. 4pp. 38282:317-38282:321. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. I07pp. 38331:086- 
38331:191. 

8610270120 Responds to NRC 860925 Itr re violations noted in Insp Rept 50-416/86- 
24.Corrective actions:closer supervision established over pedormance of fire 
watches.Violation re failure to provide fire suppression capability denied. 
KINGSLEY,O.D. Mississippi Power & Light Co. 86/10/17. GRACE, J.N. Region 2. 
Office of Director. 5pp. 38359:329-38359:333. 

8610260164 Ack receipt of 860923 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-416/86-21. 

WALKER.R.D. Region 2, Office of Director. 86/10/17. KINGSLEY,O.D. Mississippi 
Power & Light Co. 1p. 38366:083-38366:083. 

8610290295 Forwards Insp Repts 50-416/86-26 & 50-417/86-04 on 860809-0912 & 
notice of deviation. 

VERRELLLD.M. Region 2. Office of Director. 86/10/20. KINGSLEY,O.D. Mississippi 
Power & Light Co. 2pp. 38400:296-38400:312. 

-8610290308 Notice of deviation from insp on 860809-0912. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/20. Ip. 38400:298-38400:298. 

-8610290429 Insp Repts 50-416/86-26 & 50-417/86-04 on 860809-0912. Deviation 
noted:faiture to initiate quarterly ESF electrical switchgear room cooler testing as com- 
mitted. 

BUTCHER.R.C., SMITH.W.F., DANCE, H.C, Region 2, Office of Director. 86/10/15. 
14pp. 38400:299-38400:312. 

8610270386 Fonwards Insp Rept 50-416/86-29 on 860915-19.No violation or deviation 
noted. 

VERRELLLD.M. Region 2, Office of Director. 86/10/21. KINGSLEY,O.D. Mississippi 
Power & Light Co. 2pp. 38373:229-38373:239. 

-8610270390 Insp Rept 50-416/86-29 on 86091 5-1 9.No violation or deviation 

noted.Major areas inspected:licensee action on previous enforcement actions & in- 
service insp & testing of pumps & valves. 

GIRARD.E.H., BLAI^,J.J. Region 2, Office of Director. 86/10/17. 9pp. 38373:231- 
38373:239. 

8610270398 Forwards Insp Rept 50-416/86-28 on 86091 5-1 9.No violations or devi- 
ations noted. 

VERRELLI.D.M. Region 2, Office of Director. 86/10/23. KINGSLEY.O.D, Mississippi 
Power & Light Co. 2pp. 38374:147-38374:154. 

-8610270403 Insp Rept 50-416/86-28 on 86091 5-1 9.No violation or deviation 

noted.Major areas inspected:pipe support baseplate designs using concrete expansion 
anchor bolts (IE Bulletin 79-02) & seismic analysis for as-built piping sys. 

VIAS,S.J., BLAKE, J.J. Region 2, Office of Director. 86/10/21. 6pp. 38374:149- 
38374:154. 


R. Periodic operating reports & related correspondence 

8610280420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 

1985. " Affirms that past & present determinations of solid radwaste total Cl quantity 
performed by measurement, not estimation. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/02/26. GRACE.J.N. Region 2, 
Office of Director. 2pp. 38381 :1 20-38381 :243. 

-8610280421 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1985." 

* Mississippi Power A Ught Co. 85/12/31. 122pp. 38381:122-38381:243. 

8610280355 Forwards “Semiannual Radioactive Effluent Release Rept for Jan-June 

1986. ” Rept includes changes in estimates of total errors for sampling & measure- 
ment of radioactive effluents & methodology for reporting noble gas doses. 
KINGSLEY.O.D. Mississippi Power & Light Co. 86/09/02. G^CE,J.N. Region 2, 
Office of Director. 2pp. 38375:095-38375:172. 

-8610280357 “Semiannual Radioactive Effluent Release Rept for Jan-June 1986. 

* Mississippi Power & Light Co. 86/06/30. 82pp. 38375:097-38375:172. 

8610210170 Monthly operating rept for Sept 1986.W/861013 Itr. 

HOBBS.S.H., KINGSLEY.O.D. Mississippi Power A Ught Co. 86/09/30. TAYLOR,J.M. 
Office of Inspection A Enforcement, Director (Post 820201). 4pp. 38306:082- 
38306:085. 


S. Reportable occurrences, LERs A related correspondence 

8610010452 LER 86-030-00:on 860826 A 0902.certain control room boundary penetra- 
tions breached in excess of license condition.Caused by personnel error.TrackIng 
method A procedures revised. Responsible engineer reinstructed.W/860925 Itr. 
BYRD.R., KINGSLEY.O.D. Mississippi Power A Ught Co. 86/09/25, 4pp. 38058:191- 

38058:194. ^ « t-r 


8610030176 LER 86-029-00:on 860826,standby svc water flow rates found to be below 
design values.Caused by incorrect instrument flow coefficient. Piping to ESF coolers 
flushed.Tag, indicating flow coefficient.witl be attached.W/860925 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/09/25. 5pp. 38088:225- 
38088:229. 

8610100646 Special Rept 86-004:on 860903, smoke detectors in Fire Zone 2-19 of auxil- 
iary bldg covered to prevent inadvertent actuation A impairment resulting from welding 
A grindir^ activities.Fire watch established. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/09/26. GRACE.J.N. Region 2. 
Office of Director, ip. 38204:219-38204:219. 

8610100412 LER 86-031 -00:on 860901 .prior to changing from STARTUP to RUN.APRM 
flow channels not checked as required by startup integrated operating 
instruction.Caused by technician error in interpreting procedure.Procedure revised.W/ 
861001 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/01. 5pp. 38196:286- 
38196:290. 

8610270023 Special Rept 86-005:on 860904, free field strong motion accelerometer de- 
clared inoperable when Instrument failed to produce chart readings in response to test 
sionals.New accelerometer installed on piping support. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/14. GRACE.J.N. Region 2, 
Office of Director. 2pp. 38358:314-38358:315. 

8610210204 LER 86-033-00:on 860923,primary containment cooling sys isolated due to 
high radiation trip signal from containment drywell ventilation exhaust radiation 
monitors.Containment ventilation sys will remain isolated.W/861015 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/15. 4pp. 38305:269- 
38305:272. 

8610280297 Special Rept 86-006:on 86091 7, smoke detector in Fire Zone 2-8 covered 
to prevent inadvertent actuation or impairment during planned outage activities.Fire 
watch established. Detector expected to be restored by 861031. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/15. GRACE.J.N. Region 2. 
Office of Director. Ip. 38379:260-38379:260. 

8610230035 LER 86-032-00:on 860916,17 A 1015,lnadvert6nt secondary containment 
isolations A ESF sys actuations experienced due to outage work activities.Special 
review team established to examine electrical tag‘Outs.W/861016 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/16. 4pp, 38345:191- 
38345:194. 

8610240019 LER 86-026-01 :on 860730,control rod withdrew to full-out positlon.Caused 
by incomplete closure of withdraw directional control valve due to particulate accumu- 
lation on valve seating surface.Valve replaced.W/861017 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/17. 5pp. 38346:022- 
38346:026. 

8610240119 LER 86-029-01 :on 860826, use of Incorrect instrument flow coefficient in 
establishing coolant flow to ESF electrical switchgear room coolers in Fall 
1985,discovered.Caused by fouled supply pipes.Pipes flushed.W/861020 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/20. 5pp. 38348:210- 
38348:214. 

8610290062 LER 86-002-02:00 860110.leak rate testing of containment purge sys isola- 
tion valves determined to have exceeded 92 day surveillance interval.Caused by pro- 
cedural error. Procedure revised,W/861024 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/24. 4pp. 38393:203- 
38393:206. 


V. Operator Examinations 

8610030459 Informs that operator A senior operator licensing exams scheduled for 
861208.Facility should furnish selected ref matl from end approved list by 861005 to 
avoid delay in exam administration. 

VERRELLI.D.M. Region 2, Office of Director. 86/09/23. KINGSLEY.O.D. Mississippi 
Power A Light Co. 6pp. 38085:341-38085:346. 

8610090347 Forwards estimate of licensing exam needs for FY87-90.in response to Ge- 
neric Ltr 86-14. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/01. BOGER.B.A. Operator Li- 
censing Branch. 3pp. 38182:313-38182:315. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Appiication/construction stage documents A correspondence 

8610280006 Forwards response to 860731 request for addi info on unresolved items re 
operation QA manual A revised pages to manual.incorporating changes to Items 1-7 A 
9, for concurrence. 

FEITH.S.M. Mississippi Power A Ught Co. 86/09/08. GRACE.J.N. Region 2, Office of 
Director. 11pp. 36368:158-36368:168. 

8610070411 Notification of rescheduled 861001 meeting w/Mark III Containment Hydro- 
n Control Owners Group in Bethesda.MD to discuss methods used to calculate 
at transfer to equipment during hydrogen combustion.Meeting rescheduled for 
861022. 

KINTNER,L.L BWR Project Directorate 4. 86/09/16. BUTLER, W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 

8610020139 Discusses 860908 response to 860731 request for addI info re proposed 
860610 changes to operational QA program.QA program satisfies 10CFR50,App B re- 
quirements A acceptable.per 860912 telcon between W Edge A A Belisle. 
WALKER.R.D. Region 2. Office of Director. 86/09/19. KINGSLEY.O.D. Mississippi 
Power A Light Co. 2pp. 38066:283-38066:284. 

8609230296 Generic Ltr 86-15 to all licensees A holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 
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8610240012 Requests withdrawal of commitment to compare performance of on-line in- 
strumentation vs grab sample results determined by analytical procedures, per 820730 
& 830601 Itrs & 8tol3 discussion w/NRC.Fee paid. 

KINGSLEY, 0.0. Mississippi Power & Light Co. 86/10/15. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38346:019-38346:021. 

8610270406 Forwards final confirmatory measurement comparison results of spiked 
liquid samples sent on 860508.Results in agreement for Sr-89,Sr-90 & Fe-55 analyses 
& in disagreement for H-3. Criteria for comparing analytic measurements also end. 
WALKER.R.D. Region 2. Office of Director. 86/10/16. KINGSLEY, O.D. Mississrppi 
Power & Light Co. 4pp. 38374:179-38374:182. 

8610230062 Generic Ltr 86-17 to ail BWR licensees & applicants re availability of 
NUREG-1169, ‘Technical Findings re Generic Issue C8:BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. ^ « 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 

8610230231 Application for amend to License NPF-29, revising Tech Specs to delete 2 
minute time & temp limits associated w/stuck open safety/relief valves, adding smoke 
detectors & reflecting changes re RCIC turbine bypass valve.Fee paid. 

KINGSLEY,O.D. Mississippi Power & Light Co. 86/10/17. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38343:179-38343:193. 

-8610230233 Proposed Tech Specs.deleting 2 minute time & temp limits associated w/ 
stuck open safety/relief valves, adding smoke detectors & reflecting design changes re 
RCIC turbine-bypass valve. 

* Mississippi Power & Light Co. 86/10/17. 12pp. 38343:182-38343:193. 

8610230243 Advises of effective dates for Amends 6 & 8 to License NPF-29 for listed 
Tech Specs,ln response to 851021 & 860827 requests. 

KINGSLEY.O.D, Mississippi Power & Light Co. 86/10/17. DENTON,H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). 3pp. 38343:340-38343:342. 

8610280539 Forwards Amend 21 to Ucense NPF-29 & safety evaluation. Amend revises 
Tech Specs re names & designation of certain plant svc water valves,records reten- 
tion specs & control rod scram discharge vol, 

KINTNER,L.L BWR Project Directorate 4. 86/10/17. KINGSLEY.O.D. Mississippi 
Power & Ught Co. 4pp. 38382:331-38383:057. 

-8610280544 Amend 21 to Ucense NPF-29, revising Tech Specs re names & designa- 
tion of certain plant svc water valves, record retention specs & control rod scram dis- 
charge vol. 

BUTLER.W.R, BWR Project Directorate 4. 86/10/17. 67pp. 38382:335-38383:041. 

-8610280545 Safety evaluation supporting Amend 21 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/17. 15pp. 
38383:042-38383:057. 

8610270458 Submits effective dates for Amend 21 to listed Tech Specs, per 861017 
request. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/21. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38374:127-38374:129. 

8610280504 Responds to NRG 860408 concerns re Rev 1 to process control program 
descriptlon.Permanent solid radwaste sys has not been utilized for solidification of wet 
waste.Concems incorporated into end Rev 2 to description. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/22. DENTON.H.R. Office of Nu- 
"cTear Reactor Regulation. Director (post 851125). 7pp. 38388:224-38388:241. 

-8610280561 Rev 2 to “Process Control Program Description.” 

BELUR.L, JACKSON, R.R., MCKAY.LR. Mississippi Power & Light Co. 86/10/15. 
1 1 pp. 38388:231-38388:241 . 

8610300029 Forwards Amend 22 to License NPF-29 & safety evaluation. Amend allows 
certain secondary containment equipment to be inoperable during removal & reinstal- 
lation of control rods in defueled core ceils. 

KINTNER.LL BWR Project Directorate 4. 86/10/22. KINGSLEY.O.D, Mississippi 
Power & Light Co, 4pp. 38407:043-38407:069. 

-8610300035 Amend 22 to License NPF-29, allowing certain secondary containment 
equipment to be inoperable during removal & reinstallation of control rods in defueled 
core cells so that work on equipment can continue. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/22. 17pp. 38407:047-38407:063. 

-8610300039 Safety evaluation supporting Amend 22 to License NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125), 86/10/22. 6pp, 
38407:064-38407:069. 

8610280529 Forwards "Grand Gulf Nuclear Station Safety Relief Valve Fatigue Evalua- 
tion," per OL Condition 2.0(1 0)(a),for review. Safety-related equipment in containment 
not adversely affected when subj to safety relief valve loading.Fee paid. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/23. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 2pp. 38380:106-38380:120. 

-8610280538 Rev 0 to "Grand Gulf Nuclear Station Safety Relief Valve Fatigue Evalua- 
tion.” 

JONES.D.P., BOST.D.G., MASHBURN.W.F. Mississippi Power & Light Co. 86/09/30. 
13pp. 38380:108-38380:120. 

8610300311 Forwards safety evaluation of util 860522 request for changes to Tech 
Specs re emergency diesel generator,per Generic Ltr 84-15,Util should resubmit re- 
quest for license amend to address unacceptable changes. 

KINTNER.LL BWR Project Directorate 4. 86/10/23. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 38409:1 71 -38409:1 79. 

-8610300317 Safety evaluation accepting.in part 4 denying, in part.utll 860522 request 
for Tech Spec changes re diesel generator testing.per Generic Ltr 84-15. 

* Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/23. 7pp, 

38409:173-38409:179. nk / hh 

8610300056 Forwards Amend 23 to License NPF-29 & safety evaluation. Amend 
changes Tech Specs for operation w/new Exxon fuel assemblies replacing spent GE 
fuel assemblies in core. 

K(NTNER,L.L BWR Project Directorate 4. 86/10/24. KINGSLEY.O.D. Mississippi 
Power & Ught Co. 3pp. 38408:115-38408:161. 

—8610300065 Amend 23 to Ucense NPF-29, changing Tec h Specs for operation w/new 
Exxon fuel assemblies replacing spent GE fuel assemblies in core. 

BUTLER W,R. BWR Project Directorate 4. 86/10/24. 35pp. 38408:118-38408:152. 


-8810300069 Safety evaluation supporting Amend 23 to Ucense NPF-29. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/24. 9pd. 
38408:153-38408:161. 

8610300285 Forwards addi info for 860902 proposed amend to OL re transition to Sys 
Energy Resources. Inc.per 861002 meeting & 861004 & 13 correspondence. Info deals 
w/switchyard & exclusion area control & emergency planning. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/24. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). 7pp. 38404:295-38404:301. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610270318 Provides list of actions & responses to IE Bulletin 83-03 re check valve 
failures in raw water cooling sys due to number of responses not corresponding w/ 
required action numbers, per NRC 860807 ltr. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/08/18. GRACE, J.N. Region 2, 
Office of Director. 5pp. 38362:074-38362:078. 

8610020091 Ack receipt of 860827 ltr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-416/86-20. 

WALKER.R.D. Region 2, Office of Director. 86/09/18. KINGSLEY.O.D. Mississippi 
Power & Ught Co. Ip. 38066:112-38066:1 12. 

8610010367 Fomvards Insp Rept 50-416/86-24 on 860811-15 & notice of violation. 
WALKER, R.D. Region 2, Office of Director. 86/09/19. KINGSLEY.O.D. Mississippi 
Power & Ught Co. 2pp. 38051:101-38051:115. 

—8610010372 Notice of violation from insp on 860811-15. 

WALKER.R.D. Region 2. Office of Director. 86/09/19. 2pp. 38051:103-38051:104. 

-8610010378 Insp Rept 50-416/86-24 on 86081 1-1 5. Violation noted:failure to rept inop- 
erative fire hydrants & inadequate fire watch program. 

MILLER,W.H., CONLON.T.E. Region 2. Office of Director. 86/09/09. 11pp. 
38051:105-38051:116. 

8610100104 Responds to NRC 860825 ltr re violations noted in Insp Rept 50-416/86- 
21 .Corrective actions:valve lineup for containment portion of standby liquid control sys 
reperformed to ensure no add! vaives mispositioned. 

KINGSLEY.O.D. Mississippi Power & Ught Co. 86/09/23. GRACE, J.N. Region 2, 
Office of Director. 3pp. 38191:077-38191:079. 

8809250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8809300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8810150048 Provides proposed long-term corrective actions for inadequate flow to ESF 
switchgear room coolers, per util 860910 Itr.Mod & hydrolazing completed on Div 1 
piping.Div 2 piping will also be cleaned during first refueling outage. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. GRACE, J.N. Region 2, 
Office of Director. 3pp. 38251:041-38251:043. 

8810240432 Submits final responses to IE Bulletin 85-003, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings," 
Response consistent w/ NEDC-DRF-E1 2-001 00-75, "BWR Owners Group Rept on 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/03. GRACE, J.N. Region 2, 
Office of Director. 11pp. 38354:330-38354:340. 

8810150498 Forwards safety evaluation supporting Inservice Insp Relief Requests I- 
00008 & 1-00013 which request relief from ASMt Code Section XI requirements for 
inservice control rod drive insp & approval of 1 983 ASME Code re inservIce insp pro- 
gram. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/06. KINGSLEY.O.D. Mississippi 
Powers Ught Co. 2pp. 38260:002-38260:009. 

-8810150506 Safety evaluation re inservice insp program & requests for relief from cer- 
tain inservice insp requirements. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 6pp. 
38260:004-38260:009. 

8810060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated idison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8810080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. , 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 
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8610170001 Concurs w/860926 Itr stating that credit due util for 830826 application re 
inservice insp/testing program for pumps & valves.Fee paid w/850306 payment. 
DIGGS, R.K4. License Fee Management Branch. 86/10/10. KINGSLEY.O.D. Mississippi 
Power & Ught Co. Ip. 38282:316-38282:321. 

-8610170002 Forwards payment of fees for listed applications.Util overcheu’ged for 
review of inservice insp & testing program for pumps & valv6S.Enci payment adjusted 
accordingly. 

KINGSLEY.O.D. Mississippi Power & Light Co. 86/09/26. Division of Accounting & R- 
nance. 4pp. 38282:317-38282:321. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. l07pp. 38331:086- 
38331:191. 

8610270120 Responds to NRC 860925 Itr re violations noted in Insp Rept 50-416/86- 
24.Corrective actions:closer supervision established over performance of fire 
watches.Violation re failure to provide fire suppression capability denied. 
KINGSLEY.O.D. Mississippi Power & Light Co. 86/10/17. GRACE, J.N. Region 2. 
Office of Director. 5pp. 38359:329-38359:333. 

8610280164 Ack receipt of 860923 Itr informing NRC of steps taken to correct wolatlons 
noted in Insp Rept 50-416/86-21. 

WALKER.R.D. Region 2, Office of Director. 86/10/17. KINGSLEY,O.D. Mississippi 
Power & Light Co. Ip. 38366:083-38366:083. 

8610290295 Forwards Insp Repts 50-416/86-26 & 50-417/86-04 on 860809-0912 & 
notice of deviation. 

VERRELLI,D.M. Region 2, Office of Director. 86/10/20. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp. 38400:296-38400:312. 

-8610290308 Notice of deviation from insp on 860809-0912. 

VERRELLI.D.M. Region 2. Office of Director. 86/10/20. Ip. 38400:298-36400:298. 

-8610290429 Insp Repts 50-416/86-26 & 50-417/86-04 on 860809-0912. Deviation 
noted:faiiur6 to initiate quarterly ESF electrical switchgear room cooler testing as com- 
mitted. 

BUTCHER.R.C., SMITH,W.F., DANCE.H.C. Region 2, Office of Director. 86/10/15. 
14pp. 38400:299-38400:312. 

8610270386 Forwards Insp Rept 50-416/86-29 on 86091 5-1 9.No violation or deviation 
noted. 

VERRELLLD.M. Region 2. Office of Director. 86/10/21. KINGSLEY.O.D. Mississippi 
Power & Light Co. 2pp, 38373:229-38373:239. 

-8610270390 Insp Rept 50-416/86-29 on 86091 5-19.No violation or deviation 

noted.Ma]or areas inspected:licensee action on previous enforcement actions & in- 
seiA^ce insp & testing of pumps & valves. 

GIRARD,E.H., BLAKE,J.J. Region 2, Office of Director. 86/10/17. 9pp. 38373:231- 
38373:239. 

8610270398 Forwards Insp Rept 50-416/86-28 on 86091 5-1 9.No violations or devi- 
ations noted. 

VERRELU.D.M. Region 2, Office of Director. 86/10/23. KINGSLEY.O.D. Mississippi 
Power & Ught Co. 2pp. 38374:147-38374:154. 

-8610270403 Insp Rept 50-416/86-28 on 86091 5-19.No violation or deviation 

noted.Major areas inspected:pipe support baseplate designs using concrete expansion 
anchor bolts (IE Bulletin 79-02) & seismic analysis for as-built piping sys. 

VIAS,S.J.. BLAKE.J.J. Region 2, Office of Director. 86/10/21. 6pp, 38374:149- 
38374:154. 


R. Periodic operating reports & related correspondence 

8610280420 Forwards “Semiannual Radioactive Effluent Release Rept for Jul-Dec 

1985. " Affirms that past & present determinations of solid radvimste total Ci quantity 
performed by measurement, not estimation. 

KINGSLEY,O.D. Mississippi Power & Ught Co. 86/02/26. GRACE, J.N. Region 2, 
Office of Director. 2pp. 38381 :1 20-38381 :243. 

-8610280421 “Semiannual Radioactive Effluent Release Rept for Jul-Dec 1985," 

* Mississippi Power & Ught Co. 85/12/31. 122pp. 38381:122-38381:243. 

8610280355 Forwards “Semiannual Radioactive Effluent Release Rept for Jan-June 

1986. " Rept includes changes in estimates Of total errors for sampnng & measure- 
ment of radioactive effluents methodology for reporting noble oan doses. 
KINGSLEY.O.D. Mississippi Power & Ught Co. 86/09/02. Q^CE,J.N. Region 2, 
Office of Director. 2pp. 38375:095-38375:172. 

-8610280357 “Semiannual Radioactive Effluent Release Rept for Jan-June 1986. 

* Mississippi Power & Ught Co. 86/06/30. 82pp. 39375:097-3^75:172. 

8610210170 Monthly operating rept for Sept 1986.W/861013 Itr. 

HOBBS,$.H., KINGSLEy,O.D. Mississippi Power A Ught Ca 86/09/30, TAYLOR,J.M. 
Office of inspection & Ehfqrcernen% Director (Post ^0201). 4pp. 38306:082- 
38306:085. 


S. Reportable occurrencea, LERs A reMtaA corra^tpndanca 



8610030176 LER 86-029-00:on 860826, standby svc water flow rates found to be below 
design values.Caused by incorrect instrument flow coefficient.Piping to ESF coolers 
flushed.Tag. indicating flow coefficient, will be attached. W/860925 Itr. 

BYRD,R., KINGSLEY.O.D. Mississippi Power A Ught Co. 86/09/25. 5pp. 38088:225- 
38088:229. 

8610100646 Special Rept 86'004:on 860903, smoke detectors in Fire Zone 2-19 of auxil- 
iary bldg covered to prevent inadvertent actuation & Impairment resulting from welding 
A grinding activities.Fire watch established. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/09/26. GRACE,J.N. Region 2, 
Office of Director. Ip. 38204:219-38204:219. 

8610100412 LER 86-031 -00:on 860901, prior to changing from STARTUP to RUN.APRM 
flow channels not checked as required by startup integrated operating 
instruction.Caused by technician error in interpreting procedure. Procedure revised. W7 
861001 Itr. 

BYRD.R,, KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/01. 5pp. 38196:286- 
38196:290. 

8610270023 Special Rept 86-005:on 860904, free field strong motion accelerometer de- 
clared Inoperable when instrument failed to produce chart readings in response to test 
signals.New accelerometer installed on piping support. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/14. GRACE, J.N. Region 2, 
Office of Director. 2pp. 38358:314-38358:315. 

8610210204 LER 86-033-00:on 860923, primary containment cooling sys isolated due to 
high radiation trip signal from containment dryweii ventilation exhaust radiation 
monitors.Containment ventilation sys will remain isolated.W/861015 itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/15. 4pp. 38305:269- 
38305:272. 

8610280297 Special Rept 86-006:on 86091 7.smok0 detector in Fire Zone 2-8 covered 
to prevent inadvertent actuation or impairment during planned outage activities.Fire 
watch established. Detector expected to be restored by 861031. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/15. GRACE, J.N. Region 2, 
Office of Director. Ip. 38379:260-38379:260. 

8610230035 LER 86-032-00:on 860916,17 A 101 5, inadvertent secondary containment 
isolations A ESF sys actuations experienced due to outage work activities.Special 
review team established to examine electrical tag-outs.W/861016 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power Alight Co. 86/10/16. 4pp. 38345:191- 
38345:194. 

8610240019 LER 86-026-01 :on 860730,control rod withdrew to full-out posItion.Caused 
by incomplete closure of withdraw directional control valve due to particulate accumu- 
lation on valve seating surface. Valve replaced.W/861017 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/17. 5pp. 36346:022- 
38346:026. — 

8610240119 LER 86-029-01 :on 860826.use of incorrect Instrument flow coefficient in 
establishing coolant flow to ESF electrical switchgear room coolers in Fall 
1985.discovered.Caused by fouled supply pipes.Pipes flushed.W/861020 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/20. 5pp. 38348:210- 
38348:214. 

8610290062 LER 86-002-02:on 860110.leak rate testing of containment purge sys isola- 
tion valves determined to have exceeded 92 day surveillance interval.Caused by pro- 
cedural error. Procedure revlsed.W/861024 Itr. 

BYRD.R., KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/24. 4pp. 38393:203- 
38393:206. 


V. Operator Examinations 

8610030459 Informs that operator A senior operator licensing exams scheduled for 
861 208. Facility should furnish selected ref matl from end approved list by 861005 to 
avoid delay in exam administration. 

VERRELU.D.M. Region 2. Office of Director. 86/09/23. KINGSLEY.O.D. Mississippi 
Power A Light Co. 6pp. 38085:341-38085:346. 

8610090347 Fonvards estimate of licensing exam needs for FY87-90,in response to Ge- 
neric Ltr 86-14. 

KINGSLEY.O.D. Mississippi Power A Light Co. 86/10/01. BOGER.B.A. Operator Li- 
censing Branch. 3pp. 38182:313-38182:315. 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A. Application/conatruction stage documents A correspondence 

8610280006 Forwards response to 860731 request for add! info on unresolved items re 
operation QA manual A revised pages to manual, incorporating changes to Items 1-7 A 
9, for concurrence. 

FEITH.S.M. Mississippi Power A Ught Co. 86/09/08. QRACE.J.N. Region 2, Office of 
Director. 11pp. 38368:158-38368:168. 

8610070411 Notification of rescheduled 861001 meeting w/Mark HI Containment Hydro- 

S en Control Owners Group in Bethesda,MD to discuss methods used to calculate 
eat transfer to equipment during hydrogen combustion.Meeting rescheduled for 
861022. 

KINTNER.LL BWR Project Directorate 4. 86/09/16. BUTLER, W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 

8610020139 Discusses 860908 response to 860731 request for addi info re proposed 
860610 changes to operational QA program.QA program satisfies 10CFR50,App B re- 
quirements A acceptable, per 860912 telcon between W Edge A A Belisle. 

WALKER, R.D. Region 2. Office of Director. 86/09/19. KINGSLEY.O.D. Mississippi 
Power A Light Co. 2pp. 38066:283-38066:284. 

8609230296 Generic Ltr 86-15 to all licensees A holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 
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8610060677 Notification of 861002 meeting w/util in Bethesda.MD to discuss transfer of 
control of facility from util to Sys Energy Resources, Inc. 

MARTIN.R.E. BWR Project Directorate 4. 86/09/29. BUTLER, W.R. BWR Project Di- 
rectorate 4. 3pp. 38112:263-381 12:265. 

8610210345 Forwards addi info supporting 860902 proposed amends to License NPF- 
29 & CPPR-119,changing licensee responsible for operating Unit 1 & constructing Unit 
2 to Sys Energy Resources, inc.per 861002 request. 

KINGSLEY, O.D. Mississippi Power & Ught Co. 86/10/04. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 15pp. 38314:167-38314:181, 

8610170234 Summary of 861002 meeting w/util & util & Sys Energy Resources.lnc 
(SERI) attys In B€thesda,MD re transfer of Unit 1 OL & Unit 2 CP from util to 
SERlAttendee lisLagenda & viewgraphs end. 

MARTIN.R.E. BWR Project Directorate 4. 86/10/10. BWR Project Directorate 4, 17pp. 
38289:217-38289:233. 

861Q220092 Forwards info to document 861010 discussions w/NRC & support 860902 
application for amends to License NPF-29 & CPPR-119 to permit Sys Energy 
Resources,lnc to assume plant operation.Design of offsite power sys unaffected. 
KINGSLEY,O.D. Mississippi Power & Ught Co. 86/10/13. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 3pp. 38326:357-38326:359. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

b1rnERO,R.M. Division of Boiling Water Reactor (BWR) Ucensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


F. Security, medical, emergency & fire protection plans 

8610020062 Confirms meeting on 860929 at Region II ofc to provide quarterly update 
on emergency preparedness program. 

WALKER, R.D. Region 2. Office of Director. 86/09/24. KINGSLEY, O.D. Mississippi 
Power & Light Co. 2pp. 38066:137-38066:138. 


Q. Inspection reports, IE Bulletins 8i correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. (Donsdidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc, 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages," Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc, 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089. "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppi 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. ^ 

8610290295 Forwards insp Repts 50-416/86-26 & 50-417/86-04 on 860809-0912 & 
notice of de\riation. 

VERRELLI,D.M. Region 2, Office of Director. 86/10/20. KINGSLEY, O.D. Mississippi 
Power & Ught Co. 2pp. 38400:296-38400:31 2, 

-8610290429 Insp Repts 50-416/86-26 & 50-417/86-04 on 860809-0912. Deviation 
notedifaiture to initiate quarterly ESF electrical switchgear room cooler testing as com- 
mitted. ^ 

BUTCHER.R.C.. SMITH, W.F.. DANCE, H.C, Region 2. Office of Director. 86/10/16. 
14pp. 38400:299-38400:312. 


V. Operator Examinations 

8610030459 informs that operator & senior operator licensing exams scheduled for 
861208.Fadlity should furnish selected ref matt from end approved list by 861005 to 
avoid delay in exam administration. 

VERRELLl,D.M. Region 2, Office of Director. 86/09/23. KINGSLEY.O.D. Mississiod 
Power & Ught Co. 6pp. 38085:341-38085:346. 
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F. Security, medical, emergency & fire protection plana 

8610080434 Revised emergency plan implementing procedures,includlng Rev 4 to EPIP 
4002, "Manager of Radiological Consequence Assesment" & Rev 4 to EPIP 4006, 
"Manager of Resources." W/860926 ltr. 

OPEKA,J.F., SEARS, C.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 
OPEKA,J.F. Northeast Utilities. 86/09/26. 141pp. 38138:001-38138:141, 

8610100758 Advises that 860721 Rev 5 to suitability, training & qualification consistent 
w/provisions of 10CFR50.54(p) & acceptable. 

MARTIN.T.T. Region 1, Office of Director. 86/09/29. OPEKA.J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 3pp. 38201:047-38201:049. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop in 
Willow Grove,PA,per TE Murley Aug 1986 ltr. 

MARTIN.T.T. Region 1, Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority (formerly Power Authority of the State of New York). CAREY, J.J, Du* 
quesne Light Co. TIERNAN,J.A. Baltimore Gas & Electric Co. 9pp. 38350:223* 
38350:231. 

8610210393 Forwards Safety insp Rept 50-423/86-27 on 86081 8-22.No violations or 
deviations noted.Three items requiring improvement re NU REG-0737 noted.Response 
required within 30 days. 

MARTIN.T.T. Region 1. Office of Director. 86/10/15. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38311:230-38311:253. 

-8610210398 Safety Insp Rept 50-423/86-27 on 86081 8-22.No violations or deviations 
identified.Major areas inspected:status & implementation of NUREG-0737 
items,including post-accident sampling of reactor coolant & containment atmosphere, 
MILLER.M., CIOFFI.J., WEADOCK.T. Region 1, Office of Director. 86/10/09. 22pp. 
38311:232-38311:253. 


I. Financial information 


8610060429 Forwards revised Pages 1,301 & 311 to 1985 annual financial 
rept,submitted to FERC on 860924 per 10CFR50.71(b).Ack of receipt requested. 
GUGLIELMO,F.J. Northeast Utilities. 86/09/26. Office of Nuclear Reactor Regulation, 
Director (post 851125). 2pp. 38099:070-38099:074. 

-8610060444 Errata to "Northeast Utils 1985 Annual Rept," consisting of revised Pages 
1,301 &311 re FERC Form 1. 

UHL,G.D. Northeast Utilities. 85/12/31. 3pp. 38099:072-38099:074. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/09/ 
22. Atlantic Qty Electric Co. 49pp. 38058:216-38058:265. 

8610150056 Requests publication of FR notice of consideration of issuance of amend 
to License NPF-49 & proposed NSHC determination & opportunity for hearing re 
860828 request to revise Tech Spec 6.5.3.2 for nuclear rewew board quorum. 
NOONAN, V.S. PWR Project Directorate 5. 86/10/08. NRC - No Detailed Affiliation 
Given. 3pp. 38254:282-38254:284. 

8610220251 Forwards safety evaluation accepting generic designs presented in WCAP- 
10858, "ATWS Mitigating Sys Actuation Circuitry Generic .... ’ Requests addI Info re 
schedules for addressing plant-specific design features within 30 days. 
DOOLnTLE,E.L PWR Project Directorate 5. 86/10/14. OPEKA.J.F. Northeast Nude- 
ar Energy Co. (subs, of Northeast Utilities). 3pp. 38340:245-38340:265. 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators/’ W/o 
svc list 

• Office of Inspection & Enforcement. Director (Post 820201). 81/10/23, Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Oo. of New York, Inc. 4pp. 38351 :079-38351 :082. 

8610080455 Forwards Safety Insp Repts 50-245/86-16.50-336/86-17 & 50-423/86-26 
on 860721-0808.No violation noted. . 

EBNETER,S.D. Region 1, Office of Director. 86/09/29. OPEKA.J,F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38166:022-38166:035. 

-8610080463 Insp Repts 50-245/86-16.50-336/86-17 & 50-423/86-26 on 860721- 
0808.No violation noted.Major areas inspected:QA program for audits, receiptstorage 
& handling, procurement control & plant design changes & mods. 

DEV.M., EAPEN,P.K. Region 1. Office of Director. 86/09/18. 12pp. 38166:024- 
38166:035. 

86092S0062 IE info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38068:266-38058:332. 

8610140388 Forwards Insp Rept 50-423/86-30 on 860908-1 2.No violation r}oied. 
EBNETER,S.D. Region 1. Office of Director. 86/10/02. OPEKA,J.F. Northeast Nuclear 
Energy Co, (subs, of Northeast Utilities). 2pp. 38226:238-38226:244. 
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-*8610140389 Insp Rept 50-423/86-30 on 860908-12.No violation noted. Major areas 
lnspected:surveillance testing & calibr control program.production test & operations 
depts. 

PRELUJ., JONSON.J. Region 1. Office of Director. 86/09/30. 5pp. 38226:240- 
38226:244. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of Nev/ York, Inc. 70pp. 38126:237-38126:303. 

8610140404 Forwards Insp Rept 50-423/86-29 on 86081 8-22.No violation noted. 
EBNETER,S.D. Region 1, Office of Director. 86/10/03. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38226:289-38226:297. 

-8610140405 Insp Rept 50-423/86-29 on 86081 8-22.No violation noted. Major areas 
inspected:problem areas associated w/snubbers, PORVs & main steam safety valves. 
GREGG,H.I., WIGGINS,J.T. Region 1. Office of Director. 86/09/16. 7pp. 38226:291- 
38226:297. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610210393 Forwards Safety Insp Rept 50-423/86-27 on 86081 8-22.No violations or 
deviations noted.Three Items requiring Improvement re NUREG-0737 noted. Response 
required within 30 days. 

MARTIN.T.T. Region 1, Office of Director. 86/10/15. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38311:230-38311:253. 

-8610210398 Safety Insp Rept 50-423/86-27 on 86081 8-22.No violations or deviations 
identifled.Major areas inspected:status & implementation of NUREG-0737 
items,including post-accident sampling of reactor coolant & containment atmosphere. 
MILLER,M., CIOFFI.J.. WEADOCK,T. Region 1. Office of Director. 86/10/09. 22pp. 
38311:232-38311:253. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610280519 Remits insp fees for facilities & matls licenses for First Quarter 1986.ln- 
voicds find 

OPEKA,J.F, Northeast Utilities. 86/10/17. Division of Facility Operations (Pre 840429). 
13pp. 38380:088-38380:100. 


B. Periodic operating reports & related correspondence 

8610100273 Monthly operating rept for Jul 1986.W/860811 Itr. 

ELMS,A.L., ROMBERG,W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utill- 
ttes). ROMBERG,W.D. Northeast Utilities. 86/07/31. 4pp. 38190:198-38190:201. 


S. Reportable occurrences, LERs & related correspondence 

8610100671 LER 86-050-00:on 860902,11,15,19 & 24,main steam valve bldg Area MS- 
01 exceeded temp limit of 120 F by 0.5 F.Cause unknown.Permanent mod to bldg 
heating & ventilation ^s initiated.W/861001 Itr. 

OLEARY.T., ROMBERG,W.D. Northeast Nudear Energy Co. (subs, of Northeast Utili- 
ties). ROMBERG, W.D. Northeast Utilities. 86/10/01. 5pp. 38200:207-38200:211. 

8610160190 LER 86-051-00:Qn 860906, reactor trip occurred due to low steam generator 
leveLCaused by failure of feedwater isolation valve.Intermittent opening in local por- 
tion of circuit wiii be checked during next 8hutdown.W/861006 Itr. 

SULLIVAN, F., R0M8ERG,W.D. Northeast Nuclear Energy Co. (subs, of Northeast Util- 
ities). ROMBERG,W.D. Norttieast Utilities. 86/10/06. 3pp. 38265:329-38265:331. 

8610220038 LER 86-052-00:on d60918,during Mode 1, discovered that surveillance of 
fire suppression Halon bottles missedCau^ by administrative error.Maint dept as- 
sumed complete responsib^ for Habn 8ys.W/861015 Itr. 

PINKOWITaB., R0MBERG,W.D. Norttieast Nuclear Energy Co. (subs, of Northeast 
Utilities). ROMBERG.Wi>. Northeast Utitiss. 86/10/15. 3pp. 38327:023-38327:025. 

8610280518 LER 86-050-01:on 86090^main steam valve bldg area MS-01 temp ex- 
ceeded 120 F limit per Tech Etoiw 3t,7f^14bPermanent plant mod to bldg heating & 
ventilation sys InttiatedMod will be completed after S^t 1987.W/861024 Itr. 
CLEARY.T,, ROMBER^W;D, Northeast Nuclear Energy Co. (subs, of Northeast Utili- 
ties). ROMBERG,W.O. Northeast Utilities. 86/10/24. 5pp. 38388:216-38388:220. 

V. Operator Eyamlnaltoiw 

8610170045 Forwards estimated Sbhediiek:i^ operator licensing exams for FY87-90.ln 
response to Generic Ltr 86-14. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. 86/10/01. BOGER,B.A. Division 
of Human Factors Technology (post 851 1 25). 5pp. 38278:023-38278:027. 
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A. Application/construction stage documents & correspondence 

8610160354 “Electrical & Temp Test Rept of 7.5 KVA CVS Transformer.” W/861006 Itr. 
GEORGIAN,P., MAGER.G., BA1LEY,J.A. Georgia Power Co. 86/05/22. 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 47pp. 38274:282-38274:330. 

8609120322 Forwards GA-A18599, “Post-lrradiation Exam & Evaluation of TRIGA Low 
Enriched U Fuel Irradiated In Oak Ridge Research Reactor," supporting 860520 pro- 
posed Tech Spec change to define TRIGA low enriched U fuels as std fuel. 
ASMUSSEN,K.E. GA Technologies, lnc./General Atomic Co. 86/09/05. Record Serv- 
ices Branch (Document Control Desk). 5pp. 37822:178-37822:286. 

8609120332 Forwards NRR draft Rept 50-424/M6. “Vogtie Readiness Review Program 
Module 6, ’Electrical Equipment,"’ for review.Rept provides results of review. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 86/09/05. SINKULE.M.V. Region 2. 
Office of Director. 5pp. 38360:206-38360:213. 

-8609120334 Forwards draft rept re Readiness Review Module 6, “Electrical Equip- 
ment," for comment 

THOMPSON,J. PWR Project Directorate 4. 86/08/01. SINKULE.M.V. Region 2, Office 
of Director. 3pp. 38360:211-38360:213. 

8610060509 Advises that SM Rochlis no longer regional counsel for FEMA & name 
should be removed from svc iist.Certificate of Svc end. 

FLYNN, H.J. Federal Emergency Management Agency. #486 0722. 86/09/15. Docket- 
ing & Services Branch. 3pp. 38098:196-38098:198. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060536 Notifies that util 860804 request for deviation from ASME Code Section 
lll,Subsection NF, “Component Supports" of 1974 Edition through 1975 Addenda 
acceptabie.Reiief applicable only to welds in pipe supports. 

YOUNGBLOOD,B.J. PWR Project Directorate 4. 86/09/29. CONWAY, R. Georgia 
Power Co. 4pp. 381 1 3:31 7-3811 3:320. 

8810090142 Fonwards nonproprietary WCAP-11270 & proprietary WCAP-11269, “Wes- 
tinghouse Setpoint Methodology for Protection Sys - Vogtie Station" & request for 
withholding. 

BAILEY,J.A. Georgia Power Co. 86/09/29. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 2pp. 38146:001-38146:092. 

-8610090150 Requests withholding of proprietary WCAP-11269, "Westinghouse Set- 
point Methodology for Protection Sys - Vogtie Station,” from public disclosure per 
10CFR2.790. Affidavit end. 

WIESEMANN,R.A. Westinghouse Electric Corp. 86/09/22. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 9pp. 38146:003-38146:011. 

-8610090156 "Westinghouse Setpoint Methodology for Protection Sys - Vogtie Sta- 
tion." 

MOOMAU.W.H., TULEY.C.R. Westinghouse Electric Corp. WCAP-11270. 86/08/31. 
80pp. 38146:012-38146:092. 

8610070312 Summary of 860909-11 meetings w/utll at Atlanta, GA corporate ofc & plant 
site re proposed organization for operation from company president down through pro- 
posed operating staff at site.List of attendees & agenda for visits end. 

THOMPSON, J. PWR Project Directorate 4, 86/09/30. PWR Project Directorate 4. 8pp. 
38129:246-38129:253. 

8610080008 Advises that response to request for addi into re use of 25% of pre-fuel 
load max design live load as lower bound of post-fuel load design live load accepta- 
ble. 

THOMPSON.J.W. PWR Project Directorate 4. 86/09/30. CONWAY, R. Georgia Power 
Co. 4pp. 38143:333-38143:336. 

8610080148 Notification of 861014-17 meetings w/util,Bechtel & Westinghouse in 
Bethesda,MD to discuss final draft Tech Specs before issuance & any related open 
issues. 

THOMPSON,J.W. PWR Project Directorate 4. 86/10/01. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp. 38144:343-38144:345. 

8610140133 Confirms 860925 telcon re 861029 onsite mgt meeting to review status of 
const & operational readiness.Proposed agenda end. 

GRACE,J.N. Region 2, Office of Director. 86/10/01. MILLER, J.H. Georgia Power Co. 
4pp. 38225:293-38225:296. 

8610090493 Notification of 861016 meeting w/util,Bechtel & Southern Co Svcs In 
Bethesda,MD to revise negative pressure spec re electrical penetrations w/ESF/ 
HVAC sys in fuel handling bldg & mechanical room. 

THOMPSON, J.W. PWR Project Directorate 4. 86/10/06. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp. 38183:131-38183:133. 

8810100335 Notification of 861016 meeting w/utit, Bechtel & Southern Co Svcs in 
Bethesda,MD to discuss NRC request for addI Info re physical independence of elec- 
tric sys, per Reg Guide 1.75. 

THOMPSON,J. PWR Project Directorate 4. 86/10/06. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 3pp. 38212:338-38212:340. 

8610100345 Further response to FOIA request for all records concerning allegations 
that Pullman Power Products employees intimidated QC inspectors.Forwards App F 
documents.App G & H documents withheld (ref FOIA Exemptions 7 & 5). 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. FOWLER, L. Fowler, L. 
8pp. 38212:256-38212:329. 

8610140299 Advises of change to FSAR Section 3.7.B.3.5 to show use of equivalent 
status load method of seismic analysts of non-NSSS piping sys, w/ 1.7 factor. 

BAILEY, J.A. Georgia Power Co. 86/10/06. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 4pp. 38224:220-38224:223. 
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8610210094 Notifies that respiratory protection program will be implemented to support 
fuel load & commercial operation of plant. 

BAILEY,J.A. Georgia Power Co. 86/10/09. YOUNGBLOOD, B.J. Office of Nuclear Re- 
actor Regulation. Director (post 851125). Ip. 38306:008-38306:008. 


8610210213 Forwards marked-up proof & review Tech Specs.Writt6n justifications pro- 
vided for proposed deviations from STS. 

BAILEY, J. A. Georgia Power Co. 86/10/13. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 278pp. 38307:232-38308:149, 


8610280202 Summarizes facility organizational changes discussed on 860922 & further 
elaborated on 861007.Changes listed reflect util ongoing efforts to strengthen oper- 
ational safety & effectiveness of plants. 

GUCWA,L,T. Georgia Power Co. 86/10/13. GRACE. J.N. Region 2. Office of Director. 
2pp. 38366:111-38366:112. 


8610210106 Discusses 861008 meeting re licensing Items currently open & requiring 
resolution prior to issuance of OL.Some proposed submittal dates on end later than 
originally projected. Failure to meet proposed dates may delay fuel load. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 86/10/14. CONWAY.R. Georgia 
Power Co. 4pp. 38321:235-38321:238. 


8610210041 Summary of 861006 meeting w/util, Bechtel & Southern Co Svcs re environ 
& seismic qualifications for equipment inside containment & pump & valve operability 
issues. 

THOMPSON,J.W. PWR Project Directorate 4. 86/10/15. PWR Project Directorate 4. 
4pp. 38321:239-38321:242. 


8610280586 Forwards response to NRC 860811 Itr re Insen/ice testing of pumps & 
valves & draft Rev 0 to ISI-P-008, ,“lnsen/ice Test Program for Vogtie Electric Gener- 
ating Plant, Unit 1.” per SER Confirmatory Item 13. 

BAILEY.J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 25pp. 38380:188-38380:349. 


-8610280589 Draft Rev 0 to ISI-P-008, "InservIce Testing Program for Vogtie Electric 
Generating Plant, Unit 1 

* Georgia Power Co. 86/10/20. 137pp. 38380:213-38380:349. 


8610220369 Generic Ltr 86-16 to alt PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


8610280167 Summary of 860918-19 meetings re DCRDR preimplementation audiLper 
NUREG-0737,Suppl 1 .Results of validation & verification programs requested concern- 
ing lack of RHR display.Meeting minutes & list of attendees end. 

THOMPSON, J.W. PWR Project Directorate 4. 86/10/22. PWR Project Directorate 4. 
10pp. 38387:292-38387:301. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610070124 Forwards Bechtel "Groundwater Monitoring, Jul 1985 - June 1986,” 6- 
month rept of facility groundwater monitoring program.per SER Confirmatory Item 
7.Proposals re monitoring frequency at all wells discussed. 

BAILEY,J.A. Georgia Power Co. 86/09/18. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 2pp. 38118:041-38118:120. 

8610020017 Forwards Amend 25 to FSAR, consisting of revised pages as documented 
in previous correspondence w/NRC.readiness review findings.design &/or procedural 
updates & closure of SER items. 

CONWAY.R.E. Georgia Power Co. 86/09/19. YOUNGBLOOD, B.J. PWR Project Direc- 
torate 4. 6pp. 38062:001-38064:345. 

8610070470 Forwards proposed FSAR changes re training program (SER Open Item 
17).Tech Specs course integrated w/plant operating procedures training into control 
room operations course. 

BA1LEY.J.A. Georgia Power Co. 86/09/26. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 32pp. 38124:190-38124:221. 

8610070508 Summary of 860923 meeting w/ util, Bechtel, Southern Co Svcs. Franklin Re- 
search & Rolf Jensen & Assoc.Inc re fire protection (Open Item 7.SSER 3).Proposed 
agenda, upcoming FSAR revs & list of meeting attendees end. 

THOMPSON, J.W. PWR Project Directorate 4. 86/09/30. PWR Project Directorate 4. 
7pp. 38130:351-38130:357. 

8610070525 Notification of 861008-09 meetings w/util, EG&G & Southern Co Svcs in 
Bethesda,MD to discuss license response to NRC questions on inservIce testing of 
pumps & valves in SSER 3. 

THOMPSON.J.W. PWR Project Directorate 4. 86/09/30. YOUNGBLOOD.B.J. PWR 
Project Directorate 4, 2pp. 38130:358-38130:359. 

8610090471 Forwards revised Pages 1/3 & 2/3 to SER Open Item IS re arbitrary Inter- 
mediate pipe breaKs.lnfo to be used as interim design criteria until NRC criteria 
issued.Utll will inform NRC of necessary design criteria revs. 

BAILEY.J.A, Georgia Power Co. 86/09/30. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 4pp. 38179:148-38179:151. 

8610100179 Forwards marked-up FSAR pages in response to SER Open Item 1 re 
equipment qualification & NRC 860917 seismic & environ qualification audit summary. 
bAiLEY.J.A. Georgia Power Co. 86/09/30, YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 102pp. 38190:335-38191:076. 

8610140356 Requests extension until 861103 of time to respond to NUREG-0737,ltem 
11.D.1. "Performance Testing of Relief & Safety Valves," per Miller 860829 request & 
860916 submittal re SER Confirmatory item 12. 

BAILEY.J,A. Georgia Power Co. 86/10/02. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 1p. 38226:282-38226:282. 

861Q1S0086 Forwards Rev 3 to lSI-P-002, "Preservice Insp Program." Rev withdraws 
Relief Requests RR-19 & RR-38 & adds Relief Requests RR-39 through RR-45.Updat- 
ed line list also end, per SER Open Item 2 & Confirmatory Item 23. 

BAILEY, J.A. Georgia Power Co. 86/10/03. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4. 2pp. 38249:106-38249:107. 

8610150087 Rev 3 to )SI-P-002, "Preservice Insp Program." 

• Georgia Power Co. 86/09/15. 172pp. 38249:108-38249:279. 


8610100331 Notification of 861006 meeting w/util.Bechtel & Southern Co Svcs in 
Bethesda.MD to discuss remaining issues of seismic & environ equipment qualification 
on temp profile curves (SSER 3). 

THOMPSON.J. PWR Project Directorate 4. 86/10/06. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 3pp. 38220:161-38220:163. 

8610160397 Forwards checkoff lists being implemented for mechanical & electrical in- 
strumentation & control & non-licensed operator training per 861003 telcon w/NRCre 
SER Open Item 17 on training program. 

BAILEY. J.A. Georgia Power Co. 86/10/06. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 20pp. 38274:098-38274:1 17. 

8610150073 Discusses review of 860814 response to request for addi Info re SSER 3 
Open Item 17 re training for mitigating core damage & licensed operator training (TMI 
Item I.A.2.1). Two-day training insufficient to cover all lesson mati. 

THOMPSON.J.W. PWR Project Directorate 4. 86/10/08. CONWAY.R. Georgia Power 
Co. 4pp. 38254:267-38254:270. 

8610220435 Discusses Implementation of Westinghouse ATWS mitigation sys circuitry 
(AMSAC) mods for plants.Unit 2 mods will be designed & implemented prior to fuel 
ioad.Unit 1 will rely on current procedures noted in SER until refueling outage. 

BAILEY, J.A. Georgia Power Co. 86/10/13. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 2pp. 38331:009-38331:010. 

8610230217 Fonvards addI info re issues on reliability of TDi diesel generators, induding 
plant position on SER recommendations, Phase II component insp status & justifica- 
tion for design review/quality revaiidation rept deviation. 

BAILEY. J. A. Georgia Power Co. 86/10/17. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 13pp. 38343:122-38343:140. 

-^610230228 SuppI 1 to Rev 1 to "Exhaust Manifold Piping (Large Bore Scope Only) 
Component Part 02-380A." 

* Duke Power Co. 85/10/31. 5pp. 38343:136-38343:140. 

8610230235 Forwards util response to SER Open Item 5 re Generic Ltr 83-28, Para- 
graphs 4.2.3 & 4.2.4 re reactor trip sys reliability (preventive maint & reactor surveil- 
lance program for reactor trip breakers). 

BAILEY,J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 2pp. 38343:194-38343:195. 

8610240130 Forwards responses to request for addi info re SER Confirmatory Item 22, 
"Operator Action in Event of Small Break LOCA." Inconsistency between util re- 
sponse & vendor Itr explained. 

BAILEY, J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 6pp. 38348:215-38348:220. 

8610270289 Forwards response to SER Comfirmatory Item 42 re NUREG-0737, Section 
II.F.1 .Attachment 1, "Noble Gas Effluent Monitor” & 2, "Sampling & Analysis for Plant 
Effluents." 

BAILEY. J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 7pp. 38362:079-38362:085. 

8610270461 Forwards revised response to SER Confirmatory Item 9 re main steam line 
break w/superheat blowdown outside containment & revised thermal analysis of ref 
exposed safety-related valves.Submittai supersedes 660625 submittal. 

BAILEY. J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 42pp. 38372:204-38372:245. 

8610280558 Forwards proprietary & nonproprietary versions of "Main Steam Line Break 
Info Used for Superheat Study for Vogtie Units 1 & 2,” per SER. Proprietary notice & 
rept withheld (ref 10CFR2.790). 

BAILEY, J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4. 2pp. 38388:194-38388:215. 

-8610280598 Requests withholding proprietary version of "Main Steam Line Break Info 
Used for Superheat Study for Votgle Units 1 & 2,” (ref 10CFR2.790).Rept of same 
technical type as In previously submitted Affidavit AW-76-45. 

WIESEMANN.R.A. Westinghouse Electric Corp. 86/09/25. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 9pp. 38388:196-38388:205. 

-8610280565 Nonproprietary, “Main Steam Line Break Info Used for Superheat Study 
for Vogtie Units 1 & 2." 

BASS,J.C.. MORRISON, R.J. Westinghouse Electric Corp. WCAP-11286. 86/09/30. 
12pp. 38388:206-38388:215. 

8610280586 Forwards response to NRC 860811 Itr re InservIce testing of pumps & 
valves & draft Rev 0 to ISI-P-OOB, "inservice Test Program for Vogtie Electric Gener- 
ating Plant, Unit 1," per SER Confirmatory Item 13. 

BA1LEY.JA Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 25pp. 38380:188-38380:349. 

-8610280589 Draft Rev 0 to ISI-P-008, "Inservice Testing Program for Vogtie Electric 
Generating Plant, Unit 1." 

• Georgia Power Co. 86/10/20. 137pp. 38380:213-38380:349. 


F. Security, medical, emergency & fire protection plans 


Forwards "Radiological Emergency Preparedness Exercise RepJ" for 
01 full participation joint exercise of States of GA & SC & counties of 


8610010242 

860430-0501 

Aiken, Allendale & Barnwell. No deficiencies identified. ...... ..... 

KRIMM.R.W. Federal Emergency Management Agency, 86/09/23. JORDAN, E.1L Divi- 
sion of Emergency Preparedness & Engineenng Response (Post 830103). ip. 
38053:259-38053:302. 

—8610010251 “Radiological Emergency Preparedness Exercise Rept" for 860430-0501 
d)C0rcl56 

* Federal Emergency Management Agency. 86/09/19. 42pp. 38053:260-38053:302. 

6610060334 Forwards "Interim Findings Rept on Adequacy of Radiological Emergen^ 
Response Preparedness for Plant \^gtle,GA." Emergency rasponse, gans a^iwte. 
KRIMM.R.W. Federal Emergency Management Agency. 86/09/25, JORDAN^.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38089:110-38089:137. 
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-8610060347 “Interim Findings Rept on Adequacy of Radiological Emergency Re- 
sponse Preparedness for Plant VogtIe.GA.” 

* Federal Emergency Management Agency. 86/09/08. 26pp. 38089:112-38089:137. 

8610140028 Responds to deviations noted in Insp Repts 50-424/86-64 & 50-425/86- 
30.Corrective actions:fire doors will be reverified by area turnover program & fire pro- 
tection finalization program waikdowns. 

FOSTER.0.0. Georgia Power Co. 86/09/25. BROWNLEE.V.L. Region 2. Office of Di- 
rector. 3pp. 38227:278-38227:280. 

8610070057 Forwards summary of 860910 meeting w/util in Atlanta.GA re plant safe & 
alternate shutdown analysis & 861006-10 shutdown & fire protection insp.Attendance 
list end. 

WALKER.R.D. Region 2, Office of Director. 86/09/26. MILLER.J.H. Georgia Power 
Co. 6pp. 38118:329-38118:334. 

8610070508 Summary of 860923 meeting w/util, Bechtel, Southern Co Svcs, Franklin Re- 
search & Rolf Jensen & Assoc,lnc re fire protection (Open Item 7.SSER 3).Proposed 
agenda, upcoming FSAR revs & list of meeting attendees end. 

THOMPSON, J.W. PWR Project Directorate 4. 86/09/30. PWR Project Directorate 4. 
7pp. 38130:351-38130:357. 


8610280213 Requests info needed to complete evaluation of Contention 10.5,including 
precision or uncertainty of all cited temps, to clarify applicant testimony re ASCO 
valve Models NP-8316, NP-8320 & NP-8321. Served on 861027. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #486 1260. 86/10/24. 
CHURCHILL.B.W. Shaw. Pittman, Potts & Trowbridge. 2pp. 38379:301-38379:302. 

8610290307 Memorandum & order denying util motion to strike Georgians Against Nu- 
clear Energy (GANE) 861023 appeal,brief & proposed findings re licensing board 
decisions.subj to GANE timely correction of filing deficiencies.Served on 861028. 
SHOEMAKER.C.J. Atomic Safety and Ucensing Board Panel. #486 1280. 86/10/27. 
Georgia Power Co. 4pp. 38394:201-38394:204. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8610020017 Forwards Amend 25 to FSAR, consisting of revised pages as documented 
in previous correspondence w/NRC, readiness review findings, design &/or procedural 
updates & closure of SER items. 

CONWAY.R.E. Georgia Power Co. 86/09/19. YOUNGS LOOD,B.J. PWR Project Direc- 
torate 4. 6pp. 38062:001-38064:345. 


8610100514 Forwards Insp Repts 50-424/86-81 & 50-425/86-39 on 860902-05.No vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/01. MILLER, J.H. Georgia Power 
Co. 3pp. 38193:332-38193:344. 

-8610100522 Insp Repts 50-424/86-81 & 50-425/86-39 on 860828 & 0902-05. No vio- 
lation or deviation noted.Major areas inspected:fire protection/prevention & followup 
on previously identified items. 

MILLER,W.H., CONLON,T.E. Region 2, Office of Director. 86/09/29. 10pp. 
38193:335-38193:344. 

8610210060 Forwards description of upcoming changes to FSAR re fire protection 
issues, covering charcoal filter protection & diesel day tank hatch.per 861006-10 con- 
versations w/NRC. 

BAILEY,J.A. Southern Company Services. Inc. 86/10/10. YOUNGBLOOD.B.J. Office 
of Nuclear Reactor Regulation, Director (post 851125). 9pp. 38306:055-38306:063. 

8610240094 Forwards correspondence re corrective actions to address areas recom- 
mended for improvement during 860430-0501 radiological emergency preparedness 
exercise.Offsite emergency response adequate.Svc list end. 

RIDQEWAY,D.A. Georgia Power Co. RIDGEWAY, D.A. Shaw. Pittman, Potts & Trow- 
bridge. #486 1232. 86/10/22. EDLES.G.J., KOHL.C.N.. WILBER,H.A. Atomic Safety 
and Licensing Appeal Panel. 27pp. 38346:239-38346:265. 

8610290300 Fonvards rewrite of position on sprinkler sys design & addresses three new 
issues from Open Item 7 re fire protection. 

BAILEY, J.A. Georgia Power Co. 86/10/24. YOUNQBLOOD,B.J. PWR Project Director- 
ate 4. 5pp. 38400:355-38400:359. 


G. Adjudicatory correspondence 


-8610020021 Amend 25 to FSAR for Vogtie Electric Generating Plant Units 1 & 2. 

* Georgia Power Co. 86/09/30. 1,059pp. 38062:007-38064:345. 

8610310071 Forwards Amend 26 to facilities FSAR.Section 13.2 re training changed to 
address open items in SSER 2.Chapters 13,14 & 17 document changes to util organi- 
zation. 

CONWAY,R.E. Georgia Power Co. 86/10/20. YOUNGBLOOD, B.J. PWR Project Direc- 
torate 4. 2pp. 38419:247-38420:079. 

-8610310075 Amend 26 to FSAR for Vogtie Electric Generating Plant. 

* Georgia Power Co. 86/10/20. 195pp. 38419:249-38420:079. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610030432 Submits correction to typo in 860613 response to Violation 50-424/86-07- 
02.tn last paragraph on second page.CCP 10291 E should be CCP 10219E. 
FOSTER.D.O. Georgia Power Co. 86/08/21. REYES,LA. Region 2, Office of Director. 
Ip. 38085:360-38085:360. 


8610080292 Response supporting 860918 motion to strike 860908 notice of appeal of 
Campaign for Prosperous Georgia.Certiflcate of Svc end. 

BORDENICK,B.M, Assistant General Ciounsel for Hearings. #486 0987. 86/10/03. 
Atomic Safety and Licensing Appeal Panel. 4pp. 38137:330-38137:334. 

-8610080295 Forwards response to applicant motion to strike notice of appeal of Cam- 
paign for Prosperous Georgia. 

BORDENICK,B.M. Assistant General Counsel for Hearings. 86/10/03. JOHNSON.T. 
Johnson. T. Ip. 38137:334-38137:334. 

8610200122 AppealJ>rief & proposed findings of fact re ASLB decisions to dismiss con- 
sideration of serious contentions concerning licensing of facility.Certificate of Svc end. 
DEUTSCH,H. Georgians Against Nuclear Energy. #486 1089. 86/10/08. 24pp. 
38290:209-38290:232. 

8610200124 Supplemental info re Contention 10.5 concerning ASCO solenoid valves 
(Board Notification 86-18>.ASL6 considered responsible for implementation of applica- 
ble std, “important to safety," by applicant & staff. 

OEUTSCH,H.M. Georgians Against Nudear Energy. DEUTSCH.H.M. Campaign for 
Prosperous Georgia (Educational). #486 1088. 86/10/08. 6pp. 38290:284-38290:315. 

-8610200126 Proposed findings of fact, appeal & brief challenging ASLB decisions dis- 
missing consideration of serious contentions re plant licensing.Certificate of Svc end. 
JOHNSON,T, Campaign for Prosperous Georgia (Educational). 86/10/08. 25pp. 
38290'J290-3829Q:315. 

8610210286 Memorandum & Order ALA6-851 ^granting applicant motion to strike & dis- 
missing Campaign f(xr ProspOrous Georgia 8^908 notice of appeal of ASLB 860827 
Partial Initial Decision LBP-88-28.Served on 861017. 

SHOEMAKER, C.J. Atomic Safety and Ucensing Appeal Panel. #486 1124. 86/10/16. 
Georgia Power Ca 4ppv 38313^365-38313:358. 

8610220146 Comments on HM Deutsch 861008 paper “Supplemental Info.” Paper un- 
timely fi]ed,CQnstitutes Improper submittal of nonparty & requests no action.Svc list 


8610010106 Responds to violation noted in Insp Rept 50-424/86-61. Corrective 
actions:Work Directive NOE-01260 issued requiring Chicago Bridge & Iron to adhere 
to work scope defined within maint work orders.GPC Const to issue written instruc- 
tions. 

FOSTER.D.O. Georgia Power Co. 86/09/17. WALKER, R.D. Region 2, Office of Direc- 
tor. 2pp. 38054:159-38054:160. 

8610020142 Ack receipt of 860825 Itr informing NRC of steps taken to correct devi- 
ations noted in Insp Repts 50-424/86-56 & 50-425/86-25. 

BROWNLEE.V.L Region 2, Office of Director. 86/09/17. MILLER,J.H. Georgia Power 
Co. 3pp. 38066:285-38066:287. 

6610070083 Forwards Insp Repts 50-424/86-67 & 50-425/86-41 on 860728-0824. No 
violations or deviations noted. 

BROWNLEE, V.L. Region 2, Office of Director. 86/09/23. MILLER.J.H. Georgia Power 
Co. 3pp. 38117:062-38117:074. 

-8610070094 Insp Repts 50-424/86-67 & 50-425/86-41 on 860728-0801 & 22-24.No 
violations or deviations noted.Major areas inspected:piping thermal expansion & vibra- 
tion testing & reactor containment bldg structural integrity test. 

LENAHAN,J.J., JAPE,F. Region 2, Office of Director. 86/09/19. 10pp. 38117:065- 
38117:074. 


8610200152 Forwards Readiness Review Rept 50-424/86-80 on 860512-0808 re 
Module App G. "Measuring & Test Equipment" for M SInkule signature.Suggested Itr 
for transmitting rept to utit also end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/23. 
WALKER, R.D. Region 2, Office of Director. 2pp. 38299:168-38299:199. 


-8610200157 Forwards Readiness Review Rept 50-424/86-80 on 860512-0808. Control 
of measuring & test equipment acceptable. Conditionally unacceptable items 
noted, including lack of activity logs. 

GRACE, J.N. Region 2. Office of Director. 86/09/23. KELLY,R.J. Georgia Power Co. 
3pp. 38299:170-38299:199. 


JOINERJ.E. Georgia Power Ca JOfNER,J.E. Troutman, Sanders, Lockerman & Ash- 
more. #4!86 116^ 8^ Wm -^RGUU^^^ LINENBERGER.G., PARIS,O.H. 
Atomic Safety and yc^ising Board Panel, ^p. 38322:1 11 -38322:1 14. 

861024009# Rontyar^ ebi^s^0oiidbrise re eorirective actions to address areas recom- 
mended for improvement during 869430^0501 radiological emergency preparedness 
exercise.(:^i^ enmiiencY adeguate.Svc list end. 

RllDGEWAY,iiA^ Geor^lPb^^^^^ Shaw. Pittman, Potts & Trow- 

bridge. #486 1232. 86/10/22/EDLES,GJ., KOHLC.N., WILBER.H.A. Atomic Safety 
and Licensing Appeal Panel 27pp. 38346239-38346:265. 

8610280247 MoUbri to Strike & proposed findings re ASLAB de- 

cision based on improper, untiniely fiTing & dismiss Georgians Against Nudear Energy 
appealCertificato ^ Sw end 

CHURCHILL3.W. Ge<^a Power Go. CHURCHILLB.W. Shaw. Pittman. Potts & Trow- 
bridge. #486 1263. 66/1(V'23. Atomic Safety and Ucensing Appeal Panel. 12pp. 
38379:263-38379274. 


-8610200162 Readiness Review Rept 50-424/86-80 on 860512-0808 re Module App G, 
“Measuring & Test Equipment." Conditionally unacceptable Items noted,inciuding lack 
of activity logs or usage records for automatic welding machine. 

PHILLIPS, H.W., PERANICH.M.W, Region 2, Office of Director. 86/09/23. 27pp. 
38299:173-38299:199. 

8610060761 Ack receipt of 860827 Itr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/86-39 & 50-425/86-19. 

WALKER, R.D. Region 2, Office of Director. 86/09/24. MILLER.J.H. Georgia Power 
Co. 2pp. 38108:192-38108:193. 

8610090099 Responds to violations noted in Insp Repts 50-424/86-59 & 50-425/86- 
26.Corrective actions:air handling unit tubing supports will be reinspected & loose con- 
nections corrected. Drawing lists will be corrected as required. 

FOSTER, D.O. Georgia Power Co. 86/09/25. WALKER, R.D. Region 2, Office of Direc- 
tor. 5pp. 38180:276-38180:280. 
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8610140028 Responds to deviations noted in Insp Repts 50-424/86-64 & 50-425/86- 
30.Corrective actions:fire doors will be reverified by area turnover program & fire pro- 
tection finalization program waikdowns. 

FOSTER.D.O. Georgia Power Co. 86/09/25. BROWNLEE.V.L. Region 2. Office of Di- 
rector. 3pp. 38227:278-38227:280. 

8610070057 Fonvards summary of 860910 meeting w/util in Atlanta, GA re plant safe & 
alternate shutdown analysis & 861006-10 shutdown & fire protection insp.Attendance 
list snci 

WALKER.R.D. Region 2, Office of Director. 86/09/26. MILLER, J.H. Georgia Power 
Co. ^p. 38118:329-38118:334. 

8610070444 Forwards Exam Rept 50-424/OL-86-01 of exams administered on 860623 
& 0728-0808. 

BROWNLEE.V.L. Region 2. Office of Director. 86/09/26. MILLER.J.H. Georgia Power 
Co. 2pp. 38123:097-38123:349. 


-8610070447 Exam Rept 50-424/OL-86-01 on 860623 & 0728-0808. Exam results:2 of 
11 reactor operators passed & 11 of 20 senior reactor operators passed.Exam 
questions,answer key & facility comments end. 

ROGERS.!., MUNRO.J.F. Region 2, Office of Director. 86/09/24. 189pp. 38123:099- 
38123:287. 


-8610070451 Comments on written exam administered to 31 license candidates on 
860623.Exams longer than ever experienced before, possibly due to only one proctor 
assigned to answer student questions. 

HOWARD,E.M. Georgia Power Co. 86/06/30. MUNRO,J.F. Region 2. Office of Direc- 
tor. 62pp. 38123:288-38123:349. 

8610090494 Forwards Insp Rept 50-424/86-77 on 860804-08 & notice of 
violation.Unresoived item identified in insp will be pursued during future insps. 

WALKER, R.D. Region 2, Office of Director. 86/09/26. MILL&I.J.H. Georgia Power 
Co. 3pp. 38179:132-38179:143. 


8609300125 IE info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212), 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150086 Forwards Rev 3 to ISI-P-002, "Preservice Insp Program.” Rev withdraws 
Relief Requests RR-19 & RR-38 & adds Relief Requests RR-39 through RR-46.Updat- 
ed line list also end, per SER Open Item 2 & Confirmatory Item 23. 

BAILEY, J.A. Georgia Power Co. 86/10/03. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4. 2pp. 38249:106-38249:107. 

8610150087 Rev 3 to ISI-P-002, “Presen/ice Insp Program.” 

• Georgia Power Co. 86/09/15. 172pp. 38249:108-38249:279. 

8610150468 Forwards insp Repts 50-424/86-76 & 50-425/86-37 on 860818-22 & notice 
of violation. 

WALKER, R.D. Region 2, Office of Director. 86/10/03. MILLER.J.H. Georgia Power 
Co. 3pp. 38252:174-38252:186. 

-8610150487 Notice of violation from insp on 860818-22. 

WALKER,R.D. Region 2, Office of Director. 86/10/03. Ip. 38252:177-38252:177. 

-8610150503 Insp Repts 50-424/86-76 & 50-425/86-37 on 860818-22. Violation 
noted:fallure to complete adequate corrective action to ensure mat! control from in- 
strumentation satellite warehouse. 

HALLSTROM,G.A.. BUKE.J.J. Region 2, Office of Director. 86/09/23. 9pp. 
38252:178-38252:186. 

8610100345 Further response to FOIA request for ail records concerning allegations 
that Pullman Power Products employees intimidated QC inspectors.Forwards App F 
documents.App G & H documents withheld (ref FOIA Exemptions 7 & 5). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. FOWLER, L Fowler, L 
8pp. 38212:256-38212:329. 


-8610090498 Notice of violation from insp on 860804-08. 

WALKER,R.D. Region 2, Office of Director. 86/09/26. Ip. 38179:135-38179:135. 

-8610090503 Insp Rept 50-424/86-77 on 860804-08.Violation identified; failure to docu- 
ment usage & control of measuring & test equipment. 

PHILLIPS.H.W., PERANICH,M.W. Region 2. Office of Director. 86/09/18. 8pp. 
38179:136-38179:143. 


8610100210 Forwards response to request for addi info re IE Bulletin 79-21 concerning 
level measurement errors resulting from temp effects on level Instrument ref legs.lnfo 
integrated into setpoint methodology rept 

BA1LEY,J.A. Georgia Power Co. 86/09/26. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 58pp. 38192:267-38192:324. 


8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8610100064 Ack receipt of 860917 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-424/86-61. Corrective actions will be examined during future 
insp. 

BROWNLEE.V.L Region 2, Office of Director. 86/10/01. MILLER.J.H. Georgia Power 
Co. 2pp. 38189:253-38189:254. 

8610100419 Fonvards Insp Rept 50-424/86-05 on Readiness Review Module 13A re 
foundation matls & backfill, submitted on 860109. Foundation constructed per appropri- 
ate procedures & records reflect quality of const 

GRACE, J.N. Region 2. Office of Director. 86/10/0! MILLER, J.H. Georgia Power Co. 
3pp. 38196:258-38196:285. 


—8610100427 Insp Rept 50-424/86-05 on 860127-31,0213-17 & reviews conducted on 
860106-0328.Module presents adequate assessment of utii process for design & 
const of foundations.Ocmpiiance verifiable w/existing documentation. 

CONLON,T.E., IMBRO,E.V. Region 2, Office of Director. NOVAK,!. Division of Pres- 
surized Water Reactor Licensing - A (post 851125). 86/09/23. 25pp. 38196:261- 
38196:285. 


-8610100356 Requests assistance in investigation of alleged intimidation of Pullman 00 
Inspectors by Pullman supervisor.Ailegations credible & require prompt exam.Adverse 
environ may have led to falsification of insp documents. 

0’REILLY.J.P. Region 2. Office of Director. 83/05/19. WILLIAMSON, E.L Office of In- 
vestigations. 3pp. 38212:267-38212:275. 

-8610100358 Requests update on status of investigation (Case 2-83-005) & projected 
publication date. 

!ODD,G.A. Region 2, Office of Director. 83/07/29. WILLIAMSON, E.L Office of Inves- 
tigations. 1p. 38212:276-38212:276. 

-8610100361 Advises that final Investigation Rept 2-83-005 re intimidation of QC weld- 
ing inspectors & possible falsification of QC insp records by Pullman Power Products 
available for review in Region II ofc.Related info end. 

URYC,B. Region 2, Office of Director. 83/12/07. HERDT,A.R. Region 2, Office of Di- 
rector. 8pp. 38212:277-38212:286. 

-8610100366 Advises that Region il free to pursue Pullman Power Products investiga- 
tion w/regard to possible enforcement action & release of certain insp repts. 

URYC.B. Region 2, Office of Director. 84/05/2! PUCKETT, J.M.. HERDT,A.R. Region 
2, Office of Director. 1p. 38212:287-38212:287. 


-8610100373 Notification of significant meeting on 850819 w/util In Atlanta, GA to di^ 
cuss NRC Module 2, "Operations !raining" & Module 5, "Operations Organization & 


nuiniiiisuaiiuii. 

• Region 2, Office of Director. 85/08/08. Region 2. Office of Director. Ip. 38212:289- 
38212:289. 


-8610100378 Notification of 860905 SALP Board meeting w/utll in Atlanta. GA to dis- 
cuss SALP findings for Nov 1983 - Jun 1985.Related info end. 

• Region 2, Office of Director. 86/08/09. Region 2, Office of Director. 2pp. 
38212:290-38212:29! 


-8610100382 Notification of 850925 enforcement conference w/utll In Atlanta, GA to 
discuss possible noncompliance W/10CFR50.7. 

* Region 2, Office of Director. 85/09/09. Region 2, Office of Director. Ip. 

38212:292. 


8610100514 Forwards Insp Repts 50-424/86-81 & 50-425/86-39 on 860902-05.No vio- 
lations or deviations noted, 

BROWNLEE, V.L Region 2, Office of Director. 86/10/0! MILLER, J.H. Georgia Power 
Co. 3pp. 38193:332-38193:344. 

-8610100522 Insp Repts 50-424/86-81 & 50-425/86-39 on 860828 & 0902-05. No vio- 
lation or deviation noted.Major areas inspected:fir6 protection/prevention & followup 
on previously identified Items. 

MILLER, W.H., CONLON,!.E. Region 2, Office of Director, 86/09/29. 10pp. 
38193:335-38193:344. 

8610100765 Forwards inspector Qualification & Certification Insp Rept 50-424/86-24 on 
860324-0606.Deficienctes noted. 

GRACE.J.N. Region 2. Office of Director. 86/10/0! MILLER.J.H. Georgia Power Co. 
3pp. 38198:204-38198:222. 

—8610100784 Inspector Quatification 8 Certification insp Rept 50-424/86-24 on 860324- 
oeoe.Oeftciencres noted;procedures not revised to meet min educ 
commitmentDeficiencies corrected satisfactorily. 

MOORE, LR., WRrGH!.R.W., BELISLE,G.A. Region 3, Office of Director. 86/09/25. 
16pp. 38198:207-38198:222. 

8610160371 Forwards Insp Repts 50-424/86-72 & 50-425/86-34 on 860902-05 & notice 
of violation. 

BROWNLEE. V.L Region 2, Office of Director, 86/10/02. M1LLER,J.H. Georgia Power 
Co. 3pp. 38274:199-38274:212. 

—8610160375 Notice of violation from insp on 860902-05, 

BROWNLEE, V.L Region 2. Office of Director. 86/10/02. 2pp. 38274:202-38274:203. 


-8610100386 Forwards summary of Ofc of Investigations rept, “Vogtie l^cl^r Plant - 
Alleged Intimidation/Harassment of QC Welding Inspectors & Possible Falsification of 
QC Insp Records by Pullman Power Products.lnc.” 

URYC,B. Region 2, Office of Director. 85/09/09. SCOTT.E. Region 2, Office of Direc- 
tor. 8pp. 38212:293-38212:329. 


8610170050 Provides further response to 861001 request for addI info re 
2!per 861001 requesLMax distance from condensate pot centerline to first anchor 
point of flexibility hoses is 32 Inches. ^ , 

BAILEY, J.A. Georgia Power Co. 86/10/06. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 2pp. 38278:028-38278:029. 

8610060249 IE Compliance Bulletin 86-003. "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Une. Svc list 

!AYLOR,J.M. Office of Inspection & Enforcement. Director (Post 820201). 88/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38268:276-38259:017. 


8610150001 Ack receipt of 860523 & 0818 responses to violation & deviation noted to 
Insp Repts 50-424/86-11 & 50-425/86-06. Notice of deviation stands.NRC assess- 
ment re deviation discussed In end. « . . . « . 

GRACE. J.N. Region 2, Office of Director. 86/10/08. MiLLER.J.H. Georgia Power Co. 
5pp. 38235:001-38235:005. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Eiqjort of Certain Previously Approved !ype B Packages." Svc list encL 
JORDAN, E.L Division of Emergency Preparedness & E'^ 9 «neering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp, 38234.262- 
38234:328. 


-8610160379 insp Repts 50-424/86-72 & 50-425/86-34 on 860902-05. Violations 
noted;failure to establish adequate measures to protect installed matls &, equipment 
from temporary const loads & to assure applicable requirements in procedures. 
KLE1NSOURGE.W., BUKE,J.J. Region 2, Office of Director. 86/09/29. 9pp. 
38274:204-38274:212. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
for ** $vc iist 0 ncl 

JORDAN, E.L Division of Emergency Preparedness & Enjlnfedng 

830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 

38259:122. 
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8610210354 Forwards Insp Repts 50-424/86-82 & 50-425/86-40 on 860825-29.No vio- 
lations or deviations identified. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/15. MILLER.J.H. Georgia Power 
Co. 3pp. 38312:214-38312:221. 

-8610210357 Insp Repts 50-424/86-82 & 50-425/86-40 on 860825-29.No violations or 
deviations noted.Major areas inspected: previous enforcement items.licensee identi- 
fied items, inspector followup items & electrical quality records. 

GIBBONS, T.D., CONLON.T.E. Region 2, Office of Director. 86/10/09. 5pp. 
38312:217-38312:221. 

8610270444 Responds to IE Bulletin 86-002. "Static O-Ring Differential Pressure 
Switches." No Model 102 or 103 differential pressure switches installed or planned for 
installation In safety-related applications. 

CONWAY, R.E. Georgia Power Co. 86/10/15. GRACE. J.N. Region 2, Office of Direc- 
tor. 2pp. 38374:264-38374:265. 


8610080001 Interim deficiency rept re tubes in diesel generator jacket water HX bent 
against shell side discharge nozzle.lnitially reported on 86041 0.Damaged HX 
replaced. Next rept expected by 860919. 

FOSTER, D.O. Georgia Power Co. 86/09/17, GRACE, J.N. Region 2. Office of Director. 
3pp. 38132:312-38132:314. 

8610080100 Part 21 & interim deficiency rept re potential for hydrogen embrittlement 
failure of Valcor solenoid valve springs, initially reported on 860702.Valcor recom- 
mends retrofitting valves w/suitable matl. 

FOSTER, D.O. Georgia Power Co. 86/09/17. GRACE, J.N, Region 2, Office of Director. 
8pp. 38131:354-38131:361. 

8610160080 Deficiency rept re installation of process & root-vent-drain valves. Initially re- 
ported on 860626.Evaluation continuing. Next rept anticipated by 861024. 
FOSTER,D.O. Georgia Power Co. 86/10/02. GRACE, J.N. Region 2, Office of Director. 
Ip. 38262:336-38262:336. 


8610280251 Forwards response to IE Bulletin 85-001, "Steam Binding of Auxiliary Feed- 
water Pumps." Auxiliary feedwater pump suction & discharge piping will be checked 
for temp by touch once every 12 h. 

CONWAY, R.E. Georgia Power Co. 86/10/15. GRACE.J.N. Region 2, Office of Direc- 
tor. 3pp. 38381:352-38381:354. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc, 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments. " Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16, Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610220417 Ack receipt of 860925 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-424/86-64 & 50-425/86-30. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/16. MILLER,J.H. Georgia Power 
Co. 2pp. 38331:016-38331:017, 


8610270326 Fonivards Insp Rept 50-424/86-26 on 8604 14-0801. Activity control pro- 
grams for implementation of design & const requirements of Category 1 coatings ac- 
ceptable. 

GRACE,J.N. Region 2, Office of Director. 86/10/17. MILLER.J.H. Georgia Power Co. 
3pp. 38374:001-38374:032. 


-8610270359 Insp Rept 50-424/86-26 on 86041 4-0801 .Major areas inspected: Readi- 
ness Review Proaram Modulo 13B, "Coatings." Module 13B accurately assesses 

NOVAK.T. Division of Pres- 
5/10/09. 29pp. 38374:004- 

38374:032. 


status of design & const activities for Category 1 coatings. 
CONLON.T.E,, SINKULE,M.V. Region 2, Office of Director, 
surized Water Reactor Licensing - A (post 851125). 8i 


8610280097 Forwards Insp Rept 50-424/86-30 on 86031 2. Activity control prcwrams for 
Implementation of design & const requirements for Module 13C, “Post-Tensioned 

Containment Structure" acceptable. ^ ^ ^ 

GRACE.J.N. Region 2, Office of Director. 86/10/17. MILLER.J.H. Georgia Power Co. 
3pp. 38375:079-38375:094. 

•^610280099 Insp Rept 50-424/86-30 on 860414-18,0505-09 & 20-23.Major areas 
inspected:Readjne8S Review Module 13C, "Post-Tensioned Containment." Module ac- 

CcS!ux>N,T.E. Region 2, Office of Director. IMBRO,E.V. Division of QA. Vendor & 
Technical Training Center Programs (Post 850212). NOVAK.T. Division of Pressurized 
Water Reactor Lfcensing - A (post 851125). 86/10/10. 13pp. 38375:082-38375:094. 


8610310202 Forwards Insp Rept 50-424/86-87 on 860922-26.No violations or devi- 

BROWNLEE,V.L Region 2, Office of Director. 86/10/17. MILLER.J.H. Georgia Power 
Co. 3pp. 36416:177-38416:184. 


-8610310204 Insp Rept 50-424/86-87 on 860922-26.No violations or deviations 
noted.Major areas lnspected;verlflcation of as-builts, Module 37051 . , 

JACKSON.LH., GIBBS.R.D., BELISLE.G.A. Region 2, Office of Director. 86/10/09. 
5pp. 38416:180-38416:184. 

8610280348 Forwards Amend 2 to Readiness Review Module 18 A, "HVAC," in re- 
sponse to comments resulting from Insp Rept Items 50 - 424 / 86 - 56-02 & 50-424/86- 
69-05 through 13,Changes 6 corrections do not alter conclusions reached in module. 
FOSTER, D.O. Georgia Power Co. 86/10/20. GRACE, J.N. Region 2, Office of Director. 
a7pp. 38376:238-38376:326. 


R, Periodic operating reports & related correspondence 

8610070124 Forwards Bechtel "Groundwater Monltoring,Jul 1985 - June 1986,"^ 
month rept of facility groundwater monitoring program,per SER Confirmatory Item 
7.Propo8als re monitoring frequency at ail wells discussed. ^ ^ ^ 

BAILEY, J,A, Georgia Power Co. 86/09/18. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4, 2pp. 38118:041-38118:120. 

-8610070132 "Groundwater Monitoring, Jul 1985 - Jurie 1986." 

* Bechtel Civil & Minerals, Inc. (subs, of Bechtel Group, Inc.). 86/06/30. 74pp. 
38118:043-38118:120. 


8610220075 Part 21 & deficiency rept re missing lock welds on set screws in certain 
Anchor/Darllng swing check valves. Initially reported on 860425.Valves inspected & 
identified in end table8.Deficient valves reworked. 

FOSTER, D.O. Georgia Power Co. 86/10/08. GRACE.J.N. Region 2, Office of Director. 
15pp. 38324:339-38324:353. 

8610240275 Corrected deficiency & Part 21 rept re potential concern that lock-welds 
not installed on setscrews in certain Anchor Darling Valve Co swing check 
valves-lnitially reported on 860425.Deficient valves reworked. 

FOSTER, D.O. Georgia Power Co. 86/10/08. GRACE.J.N. Region 2, Office of Director. 
15pp. 38356:190-38356:204. 

8610220150 Part 21 & deficiency rept re 860529 & 0603 simultaneous interruptions of 
svc on reserve auxiliary transformers 1NXRA & INXRB.Caused by jumper wiring error 
in boric acid blending sys.ltem not reportable per 10CFR50.55(e) or Part 21. 

RICE, P.D. Georgia Power Co. 86/10/09. GRACE, J.N. Region 2, Office of Director. 
4pp. 38322:043-38322:046. 

8610220225 Interim deficiency rept re containment cooling units air flow.lnitlally reported 
on 66091 2.Units not delivering design air flow.Evaluation continuing.Results expected 
by 861031. 

FOSTER.D.O. Georgia Power Co. 86/10/09. GRACE.J.N. Region 2, Office of Director. 
Ip. 38326:155-38326:155. 

8610240151 Deficiency rept re potentially reportable condition concerning emergency 
diesel bldg ventilation sys.lnitlally reported on 86091 2.Evaluation underway. Results ex- 
pected by 861031. 

FOSTER.D.O. Georgia Power Co. 86/10/09. GRACE.J.N. Region 2. Office of Director. 
Ip. 38348:153-38348:153. 

8610240366 Deficiency rept re site-designed cable splices using Raychem Corp heat 
shrinkable insulation.lnitially reported on 86081 2.IE Info Notice 86-053 provides notifi- 
cation of similar conditions discovered at other facilities. 

FOSTER.D.O. Georgia Power Co. 86/10/09. GRACE,J.N. Region 2, Office of Director. 
6pp. 38355:163-38355:168. 

8610270185 Interim deficiency rept re calculations not performed to establish accept- 
ance values for instrument cable internal resistance during accident 
conditions-Evaluation continuing. Next rept expected by 861107. 

FOSTER.D.O. Georgia Power Co. 86/10/15. GRACE.J.N. Region 2, Office of Director. 
Ip. 38361:104-38361:104. 

8610280175 Advises of reevaluation of coirectlve action re longitudinal pipe break eval- 
uations based on results of analysis.No essential pipes impacted by identified longitu- 
dinal breaks. 

FOSTER.D.O. Georgia Power Co. 86/10/15. GRACE.J.N. Region 2, Office of Director. 
2pp. 38366:085-38366:086. 


V. Operator Examinations 

8610070444 Forwards Exam Rept 50-424/OL-86-01 of exams administered on 860623 
& 0728-0808. 

BROWNLEE, V.L. Region 2, Office of Director. 86/09/26. MILLER.J.H. Georgia Power 
Co. 2pp. 38123:097-38123:349. 

-8610070447 Exam Rept 50-424/OL-86-01 on 860623 & 0728-0808. Exam results;2 of 
11 reactor operators passed & 11 of 20 senior reactor operators passed.Exam 
QU0Stions,answer key & facility comments end. 

ROGERS.T.. MUNRO,J.F. Region 2, Office of Director. 86/09/24. 189pp. 38123:099- 
38123:287. 

-8610070451 Comments on written exam administered to 31 license candidates on 
860623.Exams longer than ever experienced before, possibly due to only one proctor 
assigned to answer student questions. 

HOWARD, E.M. Georgia Power Co. 86/06/30. MUNRO.J.F, Region 2, Office of Direc- 
tor. 62pp. 38123:288-38123:349. 

8610070470 Forwards proposed FSAR changes re training program (SER Open l^m 
17).Tech Specs course integrated w/plant operating procedures training into control 

^ILE^ J A. Georgia Power Co. 86/09/26. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 32pp. 38124:190-38124:221. 
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S, Reportable oecurroncaa, LERa & related correepondence 

8610020437 Deficiency rept re potential concern that lock-welds not installed on set- 
screws in certain Anohor/Darling swing check valves-lnitially reported on 860523.tvai- 

uation continuing. Results expected by 860915. ^ 

FOSTER.D.O. Georgia Power Co. 86/08/28. GRACE.J.N. Region 2, Office of Director. 
Ip. 38071:123-38071:123. 

8610060670 Part 21 & deficiency rept re intermittent contact bounce in Westinghouse 
7300 serl^ temR channel test relay cards. Initially reported on 83p906.Relay cards in 
Unit 1 repiai^dL Aoticrts on Unit 2 equipment will b® nirArtor 

FOSTiB»P.O. G^g|a Power Co, 86/08/28, GRACE, J.N. Region 2, Office of Director. 
2pp. 38082:26148092:265. 


A. Appllcatfon/constructlon stage documents & correspondence 

8610160354 "Electrical & Temp Test Rept of 7.5 KVA CVS Transformer " W/861006 Itr. 
GEORGIAN P.. MAGER.G., BAILtY,J.A. Georgia Power Co. 86/05/22. 
YOUNGBLOOD, B.J. PWR Project Directorate 4. 47pp. 38274:282-38274:330. 

8609120322 Forwards GA-A18599. “Post-Irradiation Exam & Evaluation of T^A Low 
Enriched U Fuel Irradiated in Oak Ridge Research Reactor, supportng 860520 pro- 
Dosed Tech Spec change to define TRIGA low enriched U fuete as ^d fug. 
?ImUSSEN,K;E. GA Technologies. •nc./Generg Atomic Co. 86/09/05. Record Serv- 
ices Branch (Document Control Desk). 5pp. 37822:178-37822:286. 
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8609120332 Forwards NRR draft Rept 50-424/M6, “Vogtie Readiness Review Program 
Module 6, ’Electrical Equipment,’" for review.Rept provides results of review. 
YOUNGBLOOD.B.J. PWR Project Directorate 4. 86/09/05. SINKULE.M.V. Region 2, 
Office of Director. 5pp. 38360:206-38360:213. 

-8609120334 Forwards draft rept re Readiness Review Module 6, "Electrical Equip- 
ment,” for comment. 

THOMPSON.J. PWR Project Directorate 4. 86/08/01. SINKULE.M.V. Region 2, Office 
of Director. 3pp. 38360:21 1-38360:213. 

8610060509 Advises that SM Rochlis no longer regional counsel for FEMA & name 
should be removed from svc listCertificate of Svc end. 

FLYNN,H.J. Federal Emergency Management Agency. #486 0722. 86/09/15. Docket- 
ing & Services Branch. 3pp. 38098:196-38098:198. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060536 Notifies that util 860804 request for deviation from ASME Code Section 
II I, Subsection NF, “Component Supports" of 1974 Edition through 1975 Addenda 
acceptable.Relief applicable only to welds in pipe supports. 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 86/09/29. CONWAY.R. Georgia 
Power Co. 4pp. 38113:317-38113:320. 

8610090142 Forwards nonproprietary WCAP-11270 & proprietary WCAP-11269, "Wes- 
tinghouse Setpoint Methodology for Protection Sys - Vogtie Station" & request for 
withholding. 

BAILEY.J.A. Georgia Power Co. 86/09/29. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4, 2pp. 38146:001-38146:092. 

-8610090150 Requests withholding of proprietary WCAP-11269, "Westinghouse Set- 
point Methodology for Protection Sys - Vogtie Station." from public disclosure per 
10CFR2.790. Affidavit end. 

W1ESEMANN,R.A. Westinghouse Electric Corp. 86/09/22. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 9pp. 38146:003-38146:011. 

-8610090156 "Westinghouse Setpoint Methodology for Protection Sys - Vogtie Sta- 
tion.” 

MOOMAU.W.H., TULEY,C.R. Westinghouse Electric Corp. WCAP-11270. 86/08/31. 
80pp. 38146:012-38146:092. 

8610070312 Summary of 860909-11 meetings w/util at Atlanta,GA corporate ofc & plant 
site re proposed organization for operation from company president down through pro- 
posed operating staff at site.Ust of attendees & agenda for visits end. 

THOMPSON.J. PWR Project Directorate 4. 86/09/30. PWR Project Directorate 4. 8pp. 
38129:246-38129:253. 


8610280167 Summary of 860918-19 meetings re DCRDR preimplementation audit, per 
NUREG-0737,Suppl 1. Results of validation & verification programs requested concern- 
ing lack of RHR display. Meeting minutes & list of attendees end. 

THOMPSON. J.W. PWR Project Directorate 4. 86/10/22. PWR Project Directorate 4. 
10pp. 38387:292-38387:301. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610070124 Forwards Bechtel "Groundwater Monitoring, Jul 1985 - June 1986," 6- 
month rept of facility groundwater monitoring program,per SER Confirmatory Item 
7.Proposals re monitoring frequency at all wells discussed. 

BAILEY, J.A. Georgia Power Co. 86/09/18. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 2pp. 38118:041-38118:120. 

8610020017 Forwards Amend 25 to FSAR.consisting of revised pages as documented 
in previous correspondence w/NRC.readiness review findings, design &/or procedural 
updates & closure of SER items. 

CONWAY,R.E. Georgia Power Co. 86/09/19. YOUNGBLOOD, B.J. PWR Project Direc- 
torate 4. 6pp. 38062:001-38064:345. 

8610070470 Forwards proposed FSAR changes re training program (SER Open Item 
17).Tech Specs course integrated w/plant operating procedures training into control 
room operations course. 

BAILEY.J.A. Georgia Power Co. 86/09/26. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 32pp. 381 24:1 90-381 24:221 . 

8610070508 Summary of 860923 meeting w/util,Bechtel,Southern Co Svcs, Franklin Re- 
search & Rolf Jensen & Assoc, Inc re tire protection (Open Item 7,SSER 3).Proposed 
agenda,upcoming FSAR revs & list of meeting attendees end. 

THOMPSON,J.W. PWR Project Directorate 4. 86/09/30. PWR Project Directorate 4. 
7pp. 38130:351-38130:357. 

8610070525 Notification of 861008-09 meetings w/util, EG&G & Southern Co Svcs in 
Bethesda.MD to discuss license response to NRC questions on inservice testing of 
pumps & valves in SSER 3. 

THOMPSON,J.W. PWR Project Directorate 4. 86/09/30. YOUNGBLOOD.B.J. PWR 
Project Directorate 4. 2pp. 38130:358-38130:359. 

8610090471 Forwards revised Pages 1/3 & 2/3 to SER Open Item 15 re arbitrary inter- 
mediate pipe breaks.Info to be used as interim design criteria until NRC criteria 
issued.Util will Inform NRC of necessary design criteria revs. 

BAILEY,J.A. Georgia Power Co. 86/09/30. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 4pp. 38179:148-38179:151. 

8610100179 Forwards marked-up FSAR pages in response to SER Open Item 1 re 
equipment qualification & NRC 860917 seismic & environ qualification audit summary. 
BAILEY,J.A. Georgia Power Co. 86/09/30. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 102pp. 38190:335-38191:076. 


8610080008 Advises that response to request for addi info re use of 25% of pre-fuel 
load max design live load as lower bound of post-fuel load design live load accepta- 
ble. 

THOMPSON.J.W. PWR Project Directorate 4. 86/09/30. CONWAY.R. Georgia Power 
Co. 4pp. 381 43:333-381 43:336. 

8610080146 Notification of 861014-17 meetings w/util,Bechtel & Westinghouse In 
Sethesda,MD to discuss final draft Tech Specs before issuance & any related open 
issues. 

THOMPSON, J.W. PWR Project Directorate 4. 86/10/01. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 3pp, 38144:343-38144:345. 


8610140356 Requests extension until 861103 of time to respond to NUREG-0737,ltem 
II.D.1, "Performance Testing of Relief & Safety Valves," per Miller 860829 request & 
850916 submittal re SER Confirmatory Item 12. 

BAILEY, J.A. Georgia Power Co. 86/10/02. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4. Ip. 38226:282-38226:282. 

8610150086 Forwards Rev 3 to ISI-P-002, “Preservice Insp Program." Rev withdraws 
Relief Requests RR-19 & RR-38 & adds Relief Requests RR-39 through RR-45.Updat- 
ed line list also end, per SER Open Item 2 & Confirmatory Item 23. 

BA!LEY,J.A. Georgia Power Co. 86/10/03. YOUNG BLOOD, B.J. PWR Project Director- 
ate 4. 2pp. 38249:106-38249:107. 


8610090493 Notification of 861016 meeting w/util,Bechtel & Southern Co Svcs in 
Bethesda,MD to revise negative pressure spec re electrical penetrations w/ESF/ 
HVAC sys in fuel handling bldg & mechanical room. 

THOMPSON, J.W. PWR Project Directorate 4. 86/10/06. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 3pp. 38183:131-38183:133. 


8610100335 Notification of 861018 meeting w/util,Bechtel & Southern Co Svcs in 
Bethesda,MD to discuss NRC request for addl info re physical independence of elec- 
tric sys.per Reg Guide 1.75. 

THOMPSON,J. PWR Project Directorate 4. 86/10/06. YOUNG BLOOD,B.J. PWR 
Project Directorate 4. 3pp. 38212:338-38212:340. 


8610140299 Advises of change to FSAR Section 3.7.B.3.5 to show use of equivalent 
status load method of seismic analysis of non-NSSS piping sys,w/1.7 factor. 

BAILEY. J.A. Georgia Power Co. 86/10/06. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4. 4pp. 38224:220-38224:223. 


8610210094 Notifies that respiratory protection program will be Implemented to support 
fuel load & commercial operation of plant 

BAILEY, J. A. Georgia Power Co. 86/10/09. YOUNGBLOOD,B.J. Office of Nuclear Re- 
actor Regulation, Director (post 851 1 25). 1 p. 38306:008-38306:008. 


8610150087 Rev 3 to ISI-P-002, "Preservice Insp Program." 

* Georgia Power Co. 86/09/15. 150pp. 38249:108-38249:279. 

8610100331 Notification of 861006 meeting w/util.Bechtel & Southern Co Svcs in 
Bethesda,MD to discuss remaining issues of seismic & environ equipment qualification 
on temp profile curves (SSER 3). 

THOMPSON,J. PWR Project Directorate 4. 86/10/06. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 3pp. 38220:161-38220:163. 

8610160397 Forwards checkoff lists being implemented for mechanical & electrical in- 
strumentation & control & non-licensed operator training per 861003 telcon w/NRC re 
SER Open Item 17 on training program. 

BAILEY. J.A. Georgia Power Co. 86/10/06. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 20pp. 38274:098-38274:1 1 7. 

8610150073 Discusses review of 860814 response to request for addl info re SSER 3 
Open Item 17 re training for mitigating core damage & licensed operator training {TMI 
Item I.A.2.1). Two-day training insufficient to cover all lesson matl. 

THOMPSON, J.W. PWR Project Directorate 4. 86/10/08. CONWAY,R. Georgia Power 
Co. 4pp. 38254:267-38254:270. 


8610280202 Summarizes facility organizational changes discussed on 860922 & further 
elaborated on 861007.Changes listed reflect util ongoing efforts to strenqtf^n ooer- 
ational safety & effectiveness of plants. 

86/10/13. GRACE, J.N. Region 2, Office of Director. 

38366:111-38366:112. 


8610220435 Discusses implementation of Westinghouse ATWS mitigation sys circuitry 
(AMSAC) mods for plants. Unit 2 mods will be designed & Implemented prior to fuel 
load.Unit 1 will rely on current procedures noted in SER until refuelirig outage. 

BAILEY, J.A. Georgia Power Co. 86/10/13. YOUNGBLOOD.BJ. PWR Project Director- 
ate 4. 2pp. 38331:009-38331:010. 


8810210041 Summary of 861006 meeting w/util.Bechtel & Southern Co Svcs re environ 
^ for equipment inside containment & pump & valve operability 

THOMPSON, J.W. PWR Project Directorate 4. 86/10/15, PWR Project Directorate 4. 
400.38321:239-38321:242 


8610230217 Forwards addl info re issues on reliability of TDI diesel generators, including 
plant position on SER recommendations, Phase II component insp status 4 justifica- 
tion for design review/quality revalidation rept deviation. 

BAILEY, J.A. Georgia Power Co. 86/10/17. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 13pp. 38343:122-38343:140. 


8610280586 Forwards response to NRC 860811 ltr re inservice testing of pumos & 
valves & draft Rev 0 to ISt-^008, "Inservlce Test Program for Vogtie ilectilc Gener- 
ating Plant, Unit 1,” per SER Confirmatory Item 13. 

86/10/20. YOUNGBLOOD, BJ. PWR Project Director- 
ate 4. 25pp. 38380:188-38380:349. 


8610230235 Forwards util response to SER Open Item 5 re Generic Ltr 83-28, Para- 
graphs 4.2.3 & 4.2.4 re reactor trip sys reliability (preventive maint & reactor sunrell- 
lance program for reactor trip breakers). 

BAILEY, J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD,B.J. PWR Project Director- 
ate 4. 2pp. 38343:194-38343:195. 


88“'‘8. to all PWR applicants & licensees re Westinghouse 
ECX^S evaluation models-Svc list end. 

DEf^ON,K.R Office of Nucto Reactor Regulation, Director (post 851126). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326^421:051. 


8610240130 Forwards responses to request for addl info re SER Confirmatory Item 22, 
"Operator Action in Event of Small Break LOCA." inconsistency between util re- 
sponse & vendor ltr explained. 

BAILEY, JA Georgia Power Co. 86/10/20. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 6pp. 38348:215-38348:220. 
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8610270289 Forwards response to SER Comfirmatory Item 42 re NUREG-0737. Section 
II.F.1, Attachment 1, ‘‘Noble Gas Effluent Monitor’’ & 2, “Sampling & Analysis for Plant 
Effluents.’’ 

BAILEY, J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 7pp. 38362:079-38362:085. 

8610270461 Forwards revised response to SER Confirmatory Item 9 re main steam line 
break w/superheat blowdown outside containment & revised thermal analysis of ref 
exposed safety-related valves.Submittal supersedes 860625 submittal. 

BAILEY, J. A. Georgia Power Co. 86/10/20. YOUNG BLOOD.B.J. PWR Project Director- 
ate 4. 42pp. 38372:204-38372:245. 

8610280558 Forwards proprietary & nonproprietary versions of “Main Steam Line Break 
Info Used for Superheat Study for Vogtie Units 1 & 2," per SER. Proprietary notice & 
rept withheld (ref 10CFR2.790). 

BAILEY,J.A. Georgia Power Co. 86/10/20. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 2pp. 38388:194-38388:215. 

-8610280598 Requests withholding proprietary version of “Main Steam Line Break info 
Used for Superheat Study for Votgle Units 1 & 2.’’ (ref 10CFR2.790).Rept of same 
technical type as in previously submitted Affidavit AW-76-45. 

WIESEMANN,R.A. Westinghouse Electric Corp. 86/09/25. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 9pp. 38388:196-38388:205. 

--8610280565 Nonproprietary, “Main Steam Line Break Info Used for Superheat Study 
for VogtIe Units 1 & 2.” 

BASS.J.C., MORRISON,R.J. Westinghouse Electric Corp. WCAP-11286. 86/09/30. 
12pp. 38388:206-38388:215. 

8610280586 Forwards response to NRC 860811 Itr re inservice testing of pumps & 
valves & draft Rev 0 to ISI-P-008, “Inservice Test Program for Vogtie Electric Gener- 
ating Plant,Unit 1,’’ per SER Confirmatory Item 13. 

BAILEY, J. A. Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4. 25pp. 38380:188-38380:349. 


F. Security, medical, emergency & fire protection plans 


8610010242 Forwards “Radiological Emergency Preparedness Exercise Rept" for 
860430-0501 full participation joint exercise of States of GA & SC & counties of 
Aiken,Allendal6 & Barnwell. No deficiencies identified. 

KRIMM,R.W. Federal Emergency Management Agency. 86/09/23. JORDAN,E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
38053:259-38053:302. 


-8610010251 "Radiological Emergency Preparedness Exercise Rept" for 860430-0501 
0X6rcisG 

* Federal Emergency Management Agency. 86/09/19. 42pp. 38053:260-38053:302. 

8610060334 Forwards “Interim Findings Rept on Adequacy of Radiological Emergency 
Response Pr^aredness for Plant vogtie, GA." Emergency response plans adequate. 
KRIMM,R.W. Federal Emergency Management Agency. 86/09/25. JORDAN,E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38089:110-38089:137. 


-8610060347 “Interim Findings Rept on Adequacy of Radiological Emergency Re- 
sponse Preparedness for Plant Vogtle,GA." 

* Federal Emergency Management Agency. 86/09/08. 26pp. 38089:112-38089:137. 

8610140028 Responds to deviations noted in Insp Repts 50-424/86-64 & 50-425/86- 
30.Corrective actions:fire doors will be reverifled by area turnover program & fire pro- 
tection finalization program waikdowns. 

FOSTER,D.O. Georma Power Co. 86/09/25. BROWNLEE.V.L. Region 2. Office of Di- 
rector. 3pp. 38227:278-38227:280. 


8610070508 Summary of 860923 meeting w/util, Bechtel, Southern Co Sves, Franklin Re- 
search & Rolf Jensen & Assoc, Inc re fire protection (Open Item 7,SSER 3).Proposed 
agenda, upcoming FSAR revs & list of meeting attendees end. 

THOMPSON.J.W. PWR Project Directorate 4. 86/09/30. PWR Project Directorate 4. 
7pp, 38130:351-38130:357. 

8610100514 Forwards Insp Repts 50-424/86-81 & 50-425/86-39 on 860902-05.No vio- 
lations or deviations noted. 

BROWNLEE, V.L Region 2, Office of Director. 86/10/01. MILLER.J.H. Georgia Power 
Co. 3pp. 38193:332-38193:344. 


-8610100622 Insp Repts 50-424/86-81 & 50-425/86-39 on 860828 & 0902-05. No vio- 
lation or deviation noted.Major areas inspected:flre protection/prevention & followup 
on previously identified items. 

MILLER, W.H. Region 2. Office of Director. 86/09/29. 10pp. 38193:335-38193:344. 


8610210060 Forwards description of upcoming changes to FSAR re fire protection 
issues,covering charcoal filter protection & diesel day tank hatch,per 861006-10 con- 
versations w/NRC. 

BAILEY,J.A. Southern Company Services, Inc. 86/10/10. YOUNGBLOOD, B.J. Office 
of Nuclear Reactor Regulation, Director (post 851125), 9pp. 38306:055-38306:063. 


8610240094 Forwards correspondence re corrective actions to address areas recom- 
mended for improvement during 860430-0501 radiological emergency preparedness 
exercise.Offsite emergency response adequate,Svc list end. 

RIDGEWAY, D, A. Georgia Power Co. #486 1232. 86/10/22. EDLES,G.J. Atomic 
Safety and Licensing Appeal Panel. 27pp. 38346:239-38346:265. 


8610290300 Forwards rewrite of position on sprinkler sys design & addresses three new 

issues from Open Item 7 re fire protection. , ^ 

BAILEY. J.A. Georgia Power Co. 86/10/24. YOUNGBLOOD.B.J. PWR Project Director- 
ate 4, 5pp. 38400:355-38400:359. 


G. Adjudicatory correspondence 


8610080292 Response supporting 860918 motion to strike 860908 notice of appeal of 
Campon for Prosperous GeorglaCertificate of Sve end. ^ /no 

BORD^ICK,B.M. Assistant General Counsel for Hearings. #486 0987. 86/10/03. 
Atomic $i^ty and Licensing Appeal Panel. 4pp. 38137:330-38137:334. 


-8610080295 Forwards response to applicant motion to strike notice of appeal of Cam- 
paign for Prosperous Georgia. 

BORDENICK.B.M. Assistant Genera! Counsel for Hearings. 86/10/03. JOHNSON.! 
Johnson. T. Ip. 38137:334-38137:334. 

8610200122 Appeal, brief & proposed findings of fact re ASLB decisions to dismiss con- 
sideration of serious contentions concerning licensing of facility.Certificate of Sve end. 
DEUTSCH.H. Georgians Against Nuclear Energy. #486 1089. 86/10/08. 24po. 
38290:209-38290:232. 

8610200124 Supplemental info re Contention 10.5 concerning ASCO solenoid valves 
(Board Notification S6-18).ASLB considered responsible for Implementation of applica- 
ble std, “Important to safety,” by applicant & staff. 

DEUTSCH.H.M. Georgians Against Nuclear Energy. DEUTSCH.H.M. Campaign for 
Prosperous Georgia (Educational). #486 1088. 86/10/08. 6pp. 38290:284-38290:315. 

—8610200126 Proposed findings of fact, appeal & brief challenging ASLB decisions dis- 
missing consideration of serious contentions re plant IlcensIng.Certificate of Sve end. 
JOHNSON,!. Campaign for Prosperous Georgia (Educational). 86/10/08. 25pp. 
38290:290-38290:315. » v ; kh 

8610210286 Memorandum & Order ALAB-851 .granting applicant motion to strike & dis- 
missing Campaign for Prosperous Georgia 860908 notice of appeal of ASLB 860827 
Partial Initial Decision LBP-86-28.Served on 861017. 

SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1124. 86/10/16. 
Georgia Power Co. 4pp. 38313:355-38313:358. 

8610220146 Comments on HM Deutsch 861008 paper “Supplemental Info.” Paper un- 
timely filed, constitutes improper submittal of nonparty & requests no action.Svc list 
end. 

JOINER, J.E. Georgia Power Co. JOINER.J.E. Troutman, Sanders, Lockerman & Ash- 
more. #486 1168. 86/10/17. MARGULIES.M.B., LINENBERGER.G., PARIS.O.H. 
Atomic Safety and Licensing Board Panel. 4pp. 38322:111-38322:114. 

8610240094 Fonivards correspondence re corrective actions to address areas recom- 
mended for Improvement during 860430-0501 radiological emergency preparedness 
exercise.Offsite emergency response adequate.Svc list end, 

RIDGEWAY.D.A. Georgia Power Co. RIDGEWAY, D.A. Shaw, Pittman, Potts & Trow- 
bridge. #486 1232. 86/10/22. EDLES.G.J., KOHUC.N., WILBER.H.A. Atomic Safety 
and Licensing Appeal Panel. 27pp. 38346:239-38346:265. 

8610280247 Motion to strike H Deutsch appeal.brief & proposed findings re ASLAB de- 
cision based on improper, untimely filing & dismiss Georgians Against Nuclear Energy 
appeal.Certificate of Sve end. 

CHURCHILL, B.W. Georgia Power Co. CHURCHILL.B.W. Shaw. Pittman. Potts & Trow- 
bridge. #486 1263. 86/10/23. Atomic Safety and Licensing Appeal Panel. 12pp. 
38379:263-38379:274. 

8610280213 Requests info needed to complete evaluation of Contention I0.5,includirig 
precision or uncertainty of all cited temps, to clarify applicant testimony re ASCO 
valve Models NP-8316, NP-8320 & NP-8321 .Served on 861027. 

MARGULIES.M.B. Atomic Safety and Licensing Board Panel. #486 1260. 86/10/24. 
CHURCHILL.B.W. Shaw. Pittman. Potts & Trowbridge. 2pp. 38379:301-38379:302. 

8610290307 Memorandum & order denying util motion to strike Georgians Against Nu- 
clear Energy (GANE) 861023 appeal, bnef & proposed findings re licensing board 
decisions,subi to GANE timely correction of filing deficiencles.Served on 861028. 
SHOEMAKER, C.J. Atomic Safety and Licensing Board Panel. #486 1280. 86/10/27. 
Georgia Power Co. 4pp. 38394:201 -38394:204. 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8610020017 Fonvards Amend 25 to FSAR, consisting of revised pages as documented 
in previous correspondence w/NRC, readiness review findings,design &/or procedural 
updates & closure of SER items. 

CONWAY, R.E. Georgia Power Co. 86/09/19. YOUNGBLOOD, B.J. PWR Project Direc- 
torate 4. 6pp. 38062:001-38064:345. 

-8610020021 Amend 25 to FSAR for Vogtie Electric Generating Plant Units 1 & 2. 

* Georgia Power Co. 86/09/30. 1.059pp. 38062:007-38064:345. 

8610310071 Forwards Amend 26 to facilities FSAR.Section 13.2 re training changed to 
address open items in SSER 2.Chapters 13,14 & 17 document changes to util organi- 

CONWAY.R.E. Georgia Power Co. 86/10/20. YOUNGBLOOD.B.J. PWR Project Direc- 
torate 4. 2pp. 38419:247-38420:079. 

-8610310075 Amend 26 to FSAR for Vogtie Electric Generating Plant 

* Georgia Power Co. 86/10/20. 195pp. 38419:249-38420:079. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, ‘Transfer &/or Disposal of Spent Generators.” W/o 

•'office of inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 

Exclusive-Use Shipments of Radioactive Matls." W/o SVC list. 

* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610020142 Ack receipt of 860825 Itr informing NRC of steps t^en to correct devi- 
ations noted In Insp Repts 50-424/86-56 & 50-425/86-25. - n 

bSwNLEE,V.L Region 2. Office of Director, 86/09/17. MILLER,J.H. Georgia Power 
Co. 3pp. 38066:285-38066:287. 

8610070083 Forwards Insp Repts 50-424/86-67 & 50-425/86-41 on 860728-0824.No 

BROWNLK VtL*R^?orr2?t^^ of Director, 86/09/23. MILLER,J.H. Georgia Power 
Co. 3pp. 38117:062-38117:074. 
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-8610070094 InsfJ Repts 50-124/86-67 & 50-425/86-41 on 860728-0801 & 22.24.No 
violations or deviations noted. Major areas inspected:plping thermal expansion & vibra- 
^*^9 structural integrity test 

JAPE,F. Region 2. Office of Director. 86/09/19. 10pp. 38117:065- 

“'LLER-J-H- Georgia Power 

8610090099 Responds to violations noted In Insp Repts 50-424/86-59 & 50-425/86- 
26.^rrective actionsrair handling unit tubing supports will be reinspected & loose con- 
°^®wing lists will be coirectSd as required. 

2. 0«i« Of Direc 

deviations noted In Insp Repts 50-424/66-64 & sn.49<%yftA 

BROWNLEE.V.L Region 3. Office of DP 
8810100210 Forwards response to request for addi Info re IE Bulletin 79-21 concernina 

^0UNGBL00D,B.J. PWR Project Dirootor- 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi i.io*; 
PARtSw'j^^SSJ of 1 - Contamination.” Svc list enci.'^ ^ 

88-'«/86.81 S S0.42S/8M9 on 86090205.No 

“taaSn’ Rf? SM24/e6-81 4 5(M2S/86^9 on 880828 4 0902-05 No vio- 
StTrewM '"“R*^** protectton/,.eventiSn f fo^STp 

381M3Sl9M4ll:°'^''^-^‘ 86/09/29. 10pp. 

“i"viSn.'^^'^ '™'’ 80-24/86-72 4 50-425/86-34 on 860902-05 4 noPce 

c5.°'JS! M2nll99?8lw:2^^ MILLER.J.H. Geoigia Power 

BROWNLEE, V.L Region 2. Office of Director. 86/10/02. 2pp. 38274:202-38274*203 

M274!m^27j3212 86/03/2^ 9pp. 

for 

fte 4%i,-!"3f2«?10^i9V‘’'“- YOUNGBLOOD, B.J. PWR Project Diroctor- 

8610150087 Rev 3 to iSi-P-002. "Preservioe Insp Propram " 

Georga Power Co. 86/09/15. 172pp. 38249:108-38249:279. 

TiSSSfon.''°™'8^8 50-124/86-76 4 50-425/86-37 on 860818-22 4 notice 

c2^^4r^:”7lSl2!l86!® MILLER, J.H. Georgia Power 

~WAU<^H •'“"".'"SP 0" 860818-22. 

WALKER, R.D. Region 2, Office of Director. 86/10/03. Ip. 38252:177-38252:177. 

“^t2dSto*?o,^S|a^i|^|^ve®^i««Y on 860818-2z’ Violation 
strumentation satellite warehouse. ®”sure matl control from in- 

345&m?38lSai86^^ Director. 86/09/23. 9pp. 

.Hdocuntont8gir&"STO^&'^ ^ R 

^ 86/10/(K. FOWLErX. Fowler, L 

«A .0 di. 


8610060249 IE C^rnpliance Bulletin 86-003, “Potential Failure of Multiole PCr<? Pumno 
to angle Failure of Air-Operated Valve in Min Row Rec™^llS^S«^ 

2.^ Inspection 4 Enforcement, Director (Post 8202011 86/l0/0ft 
Consolidated Edison Co. of New York, Inc. 106pp. 382685762M5“oi7 '' 

5pp*3M35:boi®§8y;(m“ MIU-ER.J H. Georgia Power Co. 

gWiS^rco'i^tediW^ 

“fl“^c IW eS R°"®^ Upon Automatic Bus Trans- 

830103Me7inA?n°r«? P^Paredness 4 Engineering Response (Post 

M2s“^ ■ U°"®°"5a‘9d Edison Co. of New YorR, Ino. roSpp^HaloiS. 

“lS®o“dSo™®a^er » 50-425/86-10 on 860825.29.No vlo- 

f63l'2!il^lMll22?"“ “»U^R.J.H. Georgia Power 

- 861021035 7 Repts 50-424/86-82 4 50-425/86-40 on 860825-29 No violations or 

3M12°2175?312i2T ■ ®'"’ 86/10/09. Spp. 

&teton^nd^!^elSld"3S^^^ 

°RACE.J.N. Region 2, Office of Dfrec 
Fo^ds response to IE Bulletin 85-001, "Steam Bindlno of AuxUisiv Pesri. 

to Smp“b^uch‘^'S'el?,S^'®h ^ '»^«*sd 

to''3» 383li:M^6'ial4.°°- GR^CEJ.N. Region 2, Office of Direc- 

®*ffi/“Ullirt%S°'‘“ Rod Withdrawal Because ol Single 

83o”lojr'86blOMe°rn^.iS!I8S"Si ’Y®P«f«^^ & Engineering Response (Post 

38331 Co. of New York, Inc. 93pp. 38331:192- 

TRrg’IJto^nrAd^rs^ll,'^!? Kl^ef^T' ''®^® Yes. Failure, 

cS°^^#3l!6l6^f:bn®“ °* ®®'’°'’®- MIULERrl-H. Georgia Power 

R. Periodic operating reports & related correspondence 

Monitoring, Jul 1985 - June 1986," 6- 
month rept of facility groundwater monitoring program, per SER Confirmatorv Item 
"monitoring frequency ^"“atory Item 

?to 4 lii^Ol^tSl&^rio®®'®®'’®- YOUNGBLOOD,B.J. PWR Project Director- 

1886." W/one oversize flgure. 
38mS?3.Sli8?i20 ’ * ®®oritel Group, Inc.). 86/06/30. 74pp. 

S. Reportable occurrenceSp LERs & related correspondence 

’^sSSws'TcSSain^^^ concern that lock-welds not installed on set- 

8«)523.Eval. 

1°^7i?1Mj8S^flS*'®' ®®'“8'8®- GRACE,J.N. Region 2, Office of Director. 

*®730^^'’£Lrj?«^i®?'’?' re int^ittent contact bounce in Westinghouse 
LtoK <»«<*■ Initially reported on 830906.Relay (ads In 


'“4 ■ Jun isss.Related info and ’ ^ FTwreo n ?rr'2^Ti’ n"" " SJYJ.*; ““ uompieieo ai «ier oaie. 

3e2'5^3?Sl.“' ®®'®®'<®' Of Director. 2pp. ®®'®®'“- "®8'°" 8' 0«*“ 


>" Atianto,GA to 

2. Office Of Director, 85/09/09. Renton 2. Office of Director. Ip. 38212:292- 

“TpS?M1oS^ua^«S*S“1 -xldl info re IE Bulletin 79- 

^int of flexibility noses 1$ 32 Inches condensate pot centerline to first anchor 

^'4"^-;M^^,^1^8ffi29®®''’°'°®- YOUNGBLOOD.BJ. PWR Project Director- 


''® 'I? generator jacket water HX bent 

S^.hteS ritex^l^d^ 860919 '' ®" 860410.Dam.ged HX 

a^lsIsk^lIlT®' °R^°^ N- R«flto'’ 2. Cffiice of Director. 

**failu?e^v^r^Ltil?2^^^ Potontial for hydrcwen embrittlement 

0" 860%2.Valoor rscom- 

^ MISlIs^lBlf?:^* ®®'°®'1 Y. GRACEJ.N. Region 2, Office of Dtiector. 
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86101600S0 Deficiency rept re installation of process & root-vent-drain valves.lnitiaily re- 
ported on 860626.Evaluation continuing. Next rept anticipated by 861024. 

FOSTER, D.O. Georgia Power Co. 86/10/02. GRACE, J.N. Region 2, Office of Director. 
1p. 38262:336-38262:336. 

8610220075 Part 21 & deficiency rept re missing lock welds on set screws in certain 
Anchor/Darling swing check valves. Initially reported on 860425.Valves inspected & 
identified in end tabies.Deficient valves reworked. 

FOSTER, D.O. Georgia Power Co. 86/10/08. GRACE, J.N. Region 2, Office of Director. 
15pp. 38324:339-38324:353. 

8610240275 Corrected deficiency & Part 21 rept re potential concern that lock-welds 
not installed on setscrews in certain Anchor Darling Valve Co swing check 
valve8.lnitiaily reported on 860425.Deficient valves reworked. 

FOSTER, D.O. Georgia Power Co. 86/10/08. GRACE, J.N. Region 2, Office of Director. 
15pp. 38356:190-38356:204. 

8610220150 Part 21 & deficiency rept re 860529 & 0603 simultaneous interruptions of 
SVC on reserve auxiliary transformers 1NXRA & INXRB.Caused by jumper wiring eiror 
in boric acid blending sys.ltem not reportable per 10CFR50.55(e) or Part 21. 

RICE,P,D. Georgia Power Co. 86/10/09. GRACE, J.N. Region 2, Office of Director. 
4pp. 38322:043-38322:046. 

8610220225 Interim deficiency rept re containment cooling units air flow.lnitialiy reported 
on 86091 2.Units not delivering design air flow.Evaluation continuing.Results expected 
by 861031. 

FOSTER,D,0, Georgia Power Co. 86/10/09. GRACE, J.N. Region 2, Office of Director. 
Ip. 38326:155-38326:155. 

8610240151 Deficiency rept re potentially reportable condition concerning emergency 
diesel bldg ventilation sy8.lnitially reported on 86091 2.Evaluation underway.Results ex- 
pected by 861031. 

FOSTER, D.O. Georgia Power Co. 86/10/09. GRACE,J.N. Region 2. Office of Director. 
Ip. 38348:153-38348:153. 

8610240366 Deficiency rept re site-designed cable splices using Raychem Corp heat 
shrinkable insuiation.lnitially reported on 86081 2.iE Info Notice 86-053 provides notifi- 
cation of similar conditions discovered at other facilities. 

FOSTER, D.O. Georgia Power Co. 86/10/09. GRACE, J.N. Region 2, Office of Director. 
6pp. 38355:163-38355:168. 

8610270185 interim deficiency rept re calculations not performed to establish accept- 
ance values for instrument cable internal resistance during accident 
conditions.Evaluation continuing. Next rept expected by 861107. 

FOSTER.D.O. Georgia Power Co. 86/10/15. GRACE, J.N. Region 2, Office of Director. 
Ip. 38361:104-38361:104. 

8610280175 Advises of reevaluation of corrective action re longitudinal pipe break evd- 
uations based on results of analysls.No essential pipes impacted by identified longitu- 
dinal breaks. 

FOSTER.D.O. Georgia Power Co. 86/10/15. GRACE, J.N. Region 2, Office of Director. 
2pp. 38366:085-38366:086. 


V. Operator Examinations 

8610070470 Fonnrards proposed FSAR changes re training program (SER Open Item 
17).Tech Specs course integrated w/plant operating procedures training into control 
room operations course. 

BA1LEY.J.A. Georgia Power Co. 86/09/26. YOUNGBLOOD, B.J. PWR Project Director- 
ate 4. 32pp. 38124:190-38124:221. 


DOCKET 50-433 UNIV. OF CALIFORNIA AT SANTA BARBARA RESEARCH 
REACTOR 


F. Security^ medical, emergency & fire protection plans 

8610160425 Forwards proprietary Safeguards Insp Rept 50-433/86-01 on 860922 (with- 
held ref 10CFR2-790).No violations noted, 

MONTGOMERY,J.L Region 5, Office of Director. 86/10/08, KROES.R.J. California, 
Univ. of, Santa Barbara. CA. 2pp. 38273:131-38273:132. 


Q. Inspection reports, IE Bulletins A correspondence 

8610160425 Forwards proprietary Safeguards Insp Rept 50-433/86-01 on 860922 (with- 
held ref 10CFR2.790).No violations noted. 

MONTGOMERY,J.L Region 5. Office of Director. 86/10/08. KROES,R.J. California, 
Unw. of. Sarria Barbara, CA 2pp, 38273:131-38273:132. 


DOCKET STN-5(M37 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, ‘Transfer &/or Disposal of Spent Generators.” W/o 
svclist. 

* Office of inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078, 

8107230047 Rev 1 to IE Info Notice 80^2, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of RadiosKJtIve Matte.” W/q svc list 

* Office of Inspection A Enforcement, Director (Post 820201). 82/02/12. Consolidated 

Edison Co, New York. Ina 4pp. 38351 :079-38351 :082. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40^ma 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. DK^n of Inspection Programs (Post 850212)^. 86/06/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058’.266-38058:332. 

8609300125 IE Info Notice 86-085. “Enforcerhent Actions Against Medical Licensees for 
Willful Failure to Rept Misadmlnistrations.” Svc Itet end. 

PARTLOW,J.Q. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. TQpp. 38126'.237-38126:m 


8610060249 iE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication A 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JCRDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Cffsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JCRDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JCRDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
A Ring Setting Adjustments.” Svc list end. 

JCRDAN,E.L. Division of Emergency Preparedness A Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents A correspondence 

8609230296 Generic Ltr 86-15 to all licensees A holders of application for CL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Qffice of Nuclear Reader Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060866 Advises that util response to Generic Ltr 83-28,ltem 2.1. Part 1 re equip- 
ment classification (reactor trip sys components) complete A associated actions 
adequate, per end safety evaluation. 

STQLZ.J.F. PWR Project Directorate 6. 86/09/25. WHITE.S.A. Tennessee Valley Au- 
thority. 2pp. 38112:306-38112:310. 

-8610060874 Safety evaluation supporting util response to Generic Ltr 83-28, Item 
2.1, Part 1 re equipment classification for reactor trip sys components. 

* Office of Nuclear Reactor Regulation. Director (post 851125). 86/09/25. 3pp. 
38112:308-38112:310. 

8610090177 Suppls response to 860627 ltr to SA White re outside evaluations A repts 
concerning TVA safety-related activities A rngtlNPO documentation re utii will be 
available at plant sites indefinitely.per NRC request. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 1 25). 3pp. 38181 :306-381 81 :308. 

8610100494 Application for amends to CPPR-122 A CPPR-123,extendinQ expiration 
dates to 940701 A 960701 .respectlvely.Fee paid. 

GRIDLEY.R. Tennessee Valley Authority. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 861125). 2pp. 38193:273-38193:274. 

8610170053 Forwards info re employee concern program, including list of dosed con- 
cerns A updated summary sheets by site from 860807-0912 A list A summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY,R.L. Tennessee Valley Authority. 86/10/07. DENTON,H,R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281:081-38281:206. 

8610220369 Generic Ltr 86-16 to all PWR applicants A licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


H. General correspondence 

8610170088 Forwards revised distribution list,superseding 860815 distribution 
lisLPlacement of author name on list requested. 

GRIDLEY.R.L. Tennessee Valley Authority, 86/10/06. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 7pp. 38278:013-38278:019. 


Q. Inspection reports, IE Bulletins A correspondence 

8103300409 IE Info Notice 81-32, “Transfer A/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of inspection A Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list 

* Office of Inspection A Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38068:266-38058:332. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N A O documents end A in PDR,App O documents partially withheld A 
App P documents completely withheld (ref FOiA Exemptions 4 A 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project 13pp. 38252:244-38252:256. 
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<-$603030176 ForwanJs weekly sdiedule of TVA activities Invotvif^ staff for wks of 
860203 & to. 

THOMPSON,H.L WA Ovefs^ht Group. 86/01/31. DENTON,H.R. Office of Nuclear 
Reactor RegiiatiCMi, Director (pwt 8S1125). 4pp. 38253:079-38253:082. 


8610100494 Application for amends to CPPR-122 & CPPR- 123, extending expiration 
dates to 940701 & 960701, respectively.Fee paid. 

GRIDLEY,R. Tennessee Valley Authority. 86/09/30. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38193:273-38193:274. 


8603300125 IE Info Notice 86-085. “Enforcement Actions Against Medical Licensees for 
W%fut Failure to Rept Mtsadmtnistrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edson Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610060249 IE Compliance Sulietin 86-003, “Potentiai Fatfure of Multiple ECCS Pumps 
Due to S^e F^ire of Ar-Operated Valve in Mm Flow Recirculation Line.” Svc list 
end. 

TAYLOR.J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
ConsoBdated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8810080068 t£ Info Notice 86-086, “Ciarification of Requirements for Fabrication & 
Export of Certmn Previously Approved Type B Padkages.” Svc list end. 

X)RDAN.EL Division of Enwgency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:3281 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bt« Trans- 
fer.** Svc Bst end. 

JORDAN.EL DivKion of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. ConsoBdated Edson Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info ^totic8 86-089, “Uncontroiied Rod Withdrawal Because of Single 
Faiure.'* Svc Kst end. 

JOBDAN.B.L. Division of Emergency Prepcuediess & En^pnemng Response (Post 
8301Ce). 86/10/16. CcHTjsoSdaled Ecfison Co. of New York, Inc. 93 r). 38331:192- 
38331:284. 


8610170053 Forwards info re employee concern program, including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 8 list & summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY.R.L Tennessee Valley Authority. 86/10/07. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 126pp. 38281:081-38281:206. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851126). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


H. General correspondence 


8810170088 Fonwards revised distribution list, superseding 860815 distribution 
iistPlacement of author name on list requested. 

GRIDLEY,R.L Tennessee Valley Authority. 86/10/06, DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 7pp. 38278:013-38278:019. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, ‘Transfer &/Qr Disposal of Spent Generatoi^.'* W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 


^10100107 Supp1 1 to i£ Info Notice 864305, “Main Steam Safety Valve Test Failures 
& Rmg Setlng Ad|ustotents.” Svc fist end. 

JCXRIOAN.EL Division of Emergency Preparedness & Endneering Re^xxise (Post 
830103). 86/10/16. Consolidated Edson Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8107230047 Rev 1 to IE Info Notice 80-32. “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis.’* W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 


8610280212 Notffies of util commitments on response to IE Bdtetin 85-001 re steam 
binding d auxilary feedwater pumps. Procedures to be developed wiii meet intent of 
bufietin re monitoring titid conc&tions & recognizing bmduig. 

GRIDLEY.aL Tennessee Valley Authority. 86/10/16. GRACE,J.N. Region 2, Office of 
Director. 2pp. 38366:100-38366:101. 


S. Reportable occtimmces, UERs & related correspondence 


8610080289 Second revised fetal deficiency red ^ attachment of pipe supports to 6- 
nch str^ plates ladfeig capaidy to withstand sdsrm: support loads.initiaiiy re- 

porti»l on 811231 AB affected sipports identified & procedure revised. 

GRfDLEY,R.L Tennessee Valley Authority. 86/09/15. GRACE, J.N. Region 2. Office of 
Director. 2pp. 38137:335-38137:338. 


8610020178 Interim DeSciency Rept SCR BLN 4949 re use of long stotted holes w/o 
plate washers-lnitiaHy reported on 860822. Investigation of reactor bW^ & pipe sup- 
port connecfkxis retired to determine if corrective acticm needed. 

GR10L£Y.aL Tennessee Valley Authority. 86/09/22. GRACE.J.N. Region 2. Office of 
Daector. 2pp. 38061:315-38061:316. 


8610160161 Final Part 21 & deficiency rept re faflure to adec^iatoly cBsposition report- 
in tfivs of nuclear engineering 8 nuclear consLlrtitiairy reported 
on 860224. to corrective action program listed. 

Region 2. Office Of 


86102^24 P^ 21 rept re verxlor tests of aff-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Htlnitially reported on 841227.No ad- 
verse effects noted dur^ teeing. 

Telephone a Telegraph Corp. 86/10/10. NRC - No De- 
tatod Afiffiation Giwea 7pp. 38^1.*00t-38301:007. 

8610210059 P^ 21 rept re vendor tests of afr-operated diaphragm valves reveating nat- 
ure frs^penqes less than recpred vatoes of 33 Hz.fniti^ report^ on 841227.^ ad- 
verse effects noted during testing. 

International Telephone a Telegraph Corp. 86 / 10/10 
ANDEF^ON,W.F. NRC - No Detailed Affiliation Given, ^38308:1 7738308:184. 


8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCj 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.*’ Svc list end. 
PARTLOW,J.G. Division of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stetlo.Apps N a O documents end & in PDR.App O documents partially withheld a 
App P documents completely withheld (ref FOIA Exemptions 4 a 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project 13pp. 38252:244-38252:256. 

-•8603030176 Forwards weekly schedule Of TVA activities involving staff for wks of 
860203 a 10. ^ 

THOMPSON.H.L TVA Oversight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082. 

8^)9300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Faiaire of Air-Operated Valve in Min Flow Recirculation Line," Svc Hst 
end. 

TAYLOR. J.M. Office of Inspection a Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

^uirements for Fabrication a 
” Svc list and. 

Engineering Response (Post 
York. Inc. 67pp. 38234:262- 


8610080068 IE Info Notice 86-086, “Clarification of Re< 
^ort of Certain Previously Approved Type B Package. 
JOTDAN,EL Division of Emergency Preparedness a 
830103). 86/10/10. Consolidated Mison Co. of New 
38234:328. 


861008^71 IE Info Notice 86-087. “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc Hst encl. 

Emergency Preparedness a Engineering Response (Post 
®^J03)^6/10/10. Consdidated Edison Co. of New YoS, Inc. lOSpp. 38259:018- 


DOCKET 50-439 BELLEFOMTE NUCLEAR PLANT, UNIT 2 

A. Appi(»ticm/cofistnicfk>n stage documents a correspoiidence 

860923^6 Gene ric Lfr 86-15 to aS licensees a hoWers of appficatlon for OL re info on 

^ ^ 83-^.ltem 2.1, Part 1 re i 

vafie, Au- 

»eclor^(S^t^ SertM/as. ^ 

*2!ig!!gL^‘?P«»«to. 860627 h to SA WNte re outeMe w^uafiens « 

matwro daomentaSon i« ua wfifS 



86-089, "Uncontrolled Rod Withdrawal Because of Single 

Failure.” Svc Bst otcL 

Emergency Preparedness a Engineering Response (Post 
Consolidated Edison Co, of New York. Inc. 93pp. 38331:192- 

to JE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
« R»nQ ^ng M|ustments," Svc fist encl. 

oSSSSv Emergency Preparedness a Engineering Response (Post 

|^^>^86/10/16. Consolidated EcBson Co. of New YoS. Inc. 107pp. 38331:086- 

commitments on response to IE Bulletin 85-001 re steam 
SIS? ^ sukfeary feedwater pomps. Procedures to be develop will meet intent of 
dgetarempnrtpnngflufo^ndltionsara 

QRACE4.N. Region 2. Oflice of 

s. ReiXHTtebte octMirrenees. UERa a retetad corre^^ 



Director. 2pp. 38137:336-38137:336, 
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8610020178 Interim Deficiency Rept SCR BLN 4949 re use of tong slotted holes w/o 
plate washers. Initially reported on 860822. Investigation of reactor bldgs & pipe sup- 
port connections required to determine if corrective action needed. 

GRIDLEY.R.L Tennessee Valley Authority. 86/09/22. GRACE.J.N. Region 2, Office of 
Director. 2pp. 38061:315-38061:316. 

8610160161 Rnal Part 21 & deficiency rept re failure to adequately disposition report- 
able nonconformances in divs of nuclear engineering & nuclear const.lnitially reported 
on 860224. Changes to corrective action program listed. 

GRtDLEY,R.L Tennessee Valley Authority. 86/10/06. GRACE.J.N. Region 2, Office of 
Director. 5pp. 38271:032-38271:036. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliatbn Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnltially reported on 841227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone & Telegraph Corp. 86/10/10. 

ANDERSON.W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8610060475 Requests add! info clarifying State of OH position re participation in Perry 
evacuation plan prior to 860905 meeting to consider issuance of full power license. 
ASSELSTINE.J.K. Commissioners. #486 0579. 86/09/02. CELESTE.R. Ohio, State of. 
2pp. 38099:254-38099:255. 

8610090187 Forwards cover sheets for security force training & qualification pian.Plan 
vwithheld (ref 10CFR73.21). 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/09/17. KEPPLER,J.G. Region 
3, Office of Director. 3pp. 38181:316-38181:318. 

8610100445 Revised emergency plan implementing procedures,lnciuding Rev 2 to EPI- 
B2. “Maint of Emergency Response Telephone Directory” & Rev 3 to EPI-B4, “First 
Aid & Medical Care.” W/ 860922 Itr. 

EDELMAN,M.R. Cleveland Electric illuminating Co. 86/09/22. KEPPLER,J.G. Region 
3. Office of Director. 52pp. 38186:173-38186:224. 

8610020406 Forwards Rev 6 to “Emergency Plan for Perry Nuclear Power Plant.” Rev 
incorporates improvements in emergency preparedness program,including items iden- 
tified in 10CFR50.54(t) audit & recent NRC insps. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/09/25. KEPPLER,J.G. Region 
3, Office of Director. Ip. 38071:164-38072:325. 

—8610020411 Rev 6 to “Emergency Plan for Perry Nuclear Power Plant.” 

RILEY,E., STEAD,F.R. Cleveland Electric Illuminating Co. 86/08/25. 521pp. 
38071:165-38072:325. 

8610100372 Forwards Safety Insp Rept 50-440/86-20 ont 860623-0921 & notice of 
vio(ation.Response to offnormal indications of fire in charcoal adsorber beds request- 
ed in conjunction w/response to notice of violation. 

PAPERIELLO.C.J. Region 3, Office of Director. 86/10/03. EDELMi\N.M.R. Cleveland 
Electric Illuminating Co. 2pp. 38195:243-38195:264. 

—6610100381 Notice of violation from insp on 860623-0821. 

PAPERIELLO,C.J. Region 3, Office of Director. 86/10/03, 2pp. 38195:245-38195:246. 

—8610100390 Insp Rept 50-440/86-20 on 860623-0821 .Violations noted: inappropriate 
procedures used to control testing on augmented quality sys & failure to have admin- 
istrative procedures to control fire hazards. 

0‘DWYER,G.F.. GROBEJ.A., HOLMES.J.A. Region 3. Office of Director. 86/10/03. 
18pp. 38195:247-38195:264. 

8610170223 Forwards FEMA 860908 Itr & associated evaluation of alert & notification 
sys, determining that sys satisfies criteria of Rev 1 to NUREG-0654/FEMA-REP-1. 
SHAFER,W.D. Region 3, Office of Director. 86/10/10. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 38279:319-38280:239. 

8610200084 Forwards Closeout Insp Rept 50-440/86-24 on 860903-1 006.No violations 
noted. 

HARRISON,J.J. Region 3, Office of Director. 86/10/10. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 38290:045-38290:049. 

-8610200088 Closeout Insp Rept 50-440/86-24 on 860903-1 006.No violations or devi- 
ations noted.Major areas insp^ted:partially wrapped fire resistive matl on cable tray 
supports. 

HOLMES.J., MUFFETT,J. Region 3. Office of Director. 86/10/10. 3pp. 38290:047- 
38290:049. 

8610270230 Partially withheld response to NRC 860919 Itr re violations noted in Insp 
50-440/86-22 (ref 10CFR73.21). 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/10/17. KEPPLER.J,G. Region 
3, Office of Director. Ip. 38361:002-38361:002. 


G. Adjudicatory correspondence 

8610020055 Reply to licensee response to State of OH 860904 petition for leave to 
interveneuState seeking opportunity to advise Commission as to serious safety con- 
cern re eventual lull power licensing.W/Certificate of Svc. 

SIGLER.S, Ohio, State of. #486 927. 86/09/29. Commissioners. 6pp. 38068:260- 
38068:265. 

8610010164 Advises that time for Commission toreview Decisions ALAB-841 & ALAB- 
844 expiredLComrrHssbn decRned revbw.DecisiQns became final agency action on 
860929.Sefved on 860930. 

CHtLK,SJI. Office of the Secretary of the Cbmmtssion. #486 916, 86/09/39. Atonruc 
Safety and Licensing Board Panel. Ip. 38059:279-38059:279. 


8610080345 Forwards resolution requesting delay in startup of facility at 100% capacity 
for review submittal should be forwarded to special committee investigating safety of 
facility.Served on 861007. 

WARD,D.E. Geneva. OH. #486 1004. 86/09/30. CELESTE.R.F. Ohio. State of. 3pp. 
381 66:335-381 66:337. 

8610240211 Requests that Commission rule on State of OH 860904 petition for leave to 
intervene before voting on full power operation of plant 

CELEBREZ2EAJ. Ohio. State of. #486 1210. 86/10/16. ZECH.LW.. ROBERTS.T.M., 
ASSELST!NE,J.K. Osmmissioners. 2pp. 38350:221-38350:222. 

8610240088 Supplemental memorandum in support of motion to inten/ene & request 
that Commission postpone action on full power operation.State of OH emergency plan 
should be reviewed before full operation granted-Certificate of Svc end. 
NORTHROP.D.E. Ohio. State of. #486 1218. 86/10/21. Commissioners. 6pp. 
38346:002-38346:008. 

8610280252 Requests delay in issuing full power license to facility until adequate & ac- 
ceptable emergency evacuation plan developed,per Harpersfield Township.OH trust- 
ees 861020 meetlng.Served on 861027. 

DRUGOVICH,M.M. Harpersfield Township. OH. #486 1262, 86/10/22. ZECH.L Com- 
missioners. Ip. 38379:151-38379:151. 

8610280181 Resolution calling on R Celeste to take steps to permanently close sub] 
plants & ban all future plants in State of OH & advocating operation of monitoring sys 
at Perry Power Plant by party other than util.Served on 861027. 

‘ Ashtabula County. OH. #486 1259. 86/10/24. Ip. 38379:101-38379:101, 


H. General correspondence 


8610170084 Requests to be placed on mailing lists for publications re Perry, Davis- 
Besse & Beaver Valley nuclear plants. PUC of OH directed to conduct investigations. 
"Comprehensive Assessment of Perry” first study to be conducted. 

BORROWS,J.D. Ohio. State of. 86/10/09. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). Ip. 38279:286-38279:286. 

8610300163 Forwards resolution dtd 861027 that supports dosing of facility & banning 
all plants in State of OH.Mayor of dty of Conneaut,E Griswold & president of (X)uncii,P 
Heffelfinger refused to sign.Served on 861029. 

SMITH.ICB. Conneaut. OH. #486 1289. 86/10/28. NRC - No Detailed Affiliation 
Given. 5pp. 38409:317-38409:321. 


P. Operating license stage documents & correspondence 


8610060475 Requests addi info clarifying State of OH position re participation in Perry 
evacuation plan prior to 860905 meeting to consider issuance of full power license. 
ASSELSTINE.J.K. Commissioners. #486 0579. 86/09/02. CELESTE.R. Ohio. State of. 
2pp. 38099:254-38099:255. 

8610210410 FOIA request for three classes of documents re use of Western Piping & 
Engineering clamps at Perry Nuclear Power Plant & all complaints/correspondence in- 
volving deffclency complaint at River Bend Plant 

SCHLEMMER,D.L Government Accountability Project 86/09/12. Division of Rules 
and Records. 2pp. 38332:039-38332:040. 

8610070411 Notification of rescheduled 861001 meeting w/Mark ill Containment Hydro- 
gen Control Owners Group in Bethesda.MD to discuss methods used to calculate 
heat transfer to equipment during hydrogen combustion.Meeting rescheduled for 
861022. 

KINTNER.LL BWR Project Directorate 4. 86/09/16. BUTLER.W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 66/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610300310 Notification of contract execution, Mod 6,to “Dresden & Perry Simulator." 
ContractonGE. 

COLEMAN.R. Contract Administration Branch (Post 860421). FIN B-8713. 86/10/01. 
BOYD.S. Office of inspection & Enforcement. Director (Post 820201). Ip. 38409:055- 
38409:057. 

-8610300319 Mod 5.extending period of performance from 831205 through 870930, to 
“Dresden & Perry Simulator.” 

GR1MME.W. General Electric Co. FIN B-8713. 86/10/01. 2pp. 38409:056-38409:057. 

8610090326 Discusses plant readiness for exceeding 5% power.Region III will recom- 
mend issuarKse of full power OL pending continued favorable insp observations & suc- 
cessful completion of utH maint/mod outage.Related info end. 

NOREUUS.C.E. Region 3, Office of Director. 86/10/02. BERNERO.R. Division of Boil- 
ing Water Reactor (BWR) Ucensing. 8pp. 38146:118-38146:125. 

8610150453 FOtA response to request for correspondence to Commission re licensing 
of plant & 860417 dedsion.Since 860408 Itr.add1 record found. App G identifies record 
witoheid (ref FOtA Exempt 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. HIATT, S.L Ohio Otizens 
for Responstole Energy. 3pp. 38259:338-38259:341. 

8610210373 Partial response to FOIA request for documents re use of Western stiff 
pipe damps at Perry Nuclear Power FtantApp A documents identified by accession 
number & avaitabie in PDR.App B documents forwarded 8i being made available in 
PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. SCHLEMMER.D.L Gov- 
ernment Accountability Project. 3pp. 38332:041-38332:043. 

-8504250240 Forwards request for addi info re response to Question 210.15 concern- 
ing use of stiff pipe damps.Reque$t will be transmitted to applicant for resolution. 
CHERNY.F.C. Mechanical Engineering Branch. 85/04/18. YOUNGBLCX)D.B.J, Licens- 
ing Branch 1. 2pp. 38332:047-38332:056. 
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8610170243 Forwards SER accepting util 840406 & 850828 responses to Generic Ltr 
83-28, Item 2,1 (Part 1) re identification of reactor trip components as safety- 
related.Review of Items 2.1 (Part 2), 2.2, 3.1. 3, 3.2.3, 4.5.2 & 4.5.3 underway. 
BUTLER.W.R, BWR Project Directorate 4. 86/10/10. EDELMAN,M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 38289:341-38289:357. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259*018- 


-8610170252 Safety evaluation accepting util 840406 & 850828 responses to Generic 
Ltr 83-28,ltem 2.1 re identification, classification & treatment of components required 
for reactor trip as safety-related. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/10. 3pp. 
38289:343-38289:345. 


8610170196 Grants 86071 1 relief request from ASME Code exam encompassed in pre- 
service insp prqgram.Preservice insp program complies w/provisions of 
10CFR50.55a(g)(3).SER & SSER end. H aons or 

BUTLER,W.R. BWR Project Directorate 4. 86/10/10. EDELMAN,M.R. Cleveland Elec- 
tric illuminating Co. 2pp. 38289:190-38289:196. 


-8610150261 Revised draft, “Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equip- 
ment Classification (Reactor Trip Sys Components) Selected GE BWRs,Hope 
Creek, Peach Bottom 2 & 3, Perry 1 & 2 & Pilgrim 1." 

HAROLDSEN,R. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN D-6001. EGG-NTA- 
7188 DRFT. 86/09/30. NRC - No Detailed Affiliation Given. 12pp. 38289:346- 
38289:357. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods.” Svc list end. 

BERNERO.R,M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Ck). 31pp. 38411:266-38411:296. 


Q. Inspection reports, IE Bulletins & correspondence 


-8610170198 Safety evaluation supporting request for relief from ASME Code exam re- 
quirements in preservice insp program. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/10 2dd 
38289:192-38289:193. 

-8610170200 SSER supporting util request for relief from preservice Insp program re- 
quirements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/10. 3dd 
38289:194-38289:196. 

8610200084 Forwards Closeout Insp Rept 50-440/86-24 on 860903-1 006.No violations 
noted. 

HARRISON, J.J. Region 3, Office of Director. 86/10/10. EDELMAN.M.R. Cleveland 
Electric illuminating Co. 2pp. 38290:045-38290:049. 


8103300409 IE info Notice 61-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list 

* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610090170 Informs that reverification of sys operating Instructions (SOis),open Insp 
Item 50-440/85-78-03,wiil be completed by 860725, ahead of previously supplied 
schedule. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/07/11. KEPPLER,J.G. Region 
3, Office of Director. Ip. 38147:353-38147:353. 

8610100299 Responds to violations noted in Insp Rept 50-440/86-18. Corrective 
actions:Procedure PAP-0802, “Control of SNM," revised to extend control of SNM to 
nuclear instrumentation & requirement for tracking instrumentation changed. 
EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/09/12. KEPPLER.J.G. Region 
3, Office of Director. 3pp. 38189:086-38189:088. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCI 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive CJontamination," Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610090326 Discusses plant readiness for exceeding 5% power.Region III will recom- 
mend issuance of full power OL pending continued favorable insp observations & suc- 
cessful completion of util maint/mod outage.Related info end. 

NORELIUS.C.E. Region 3, Office of Director. 86/10/02. BERNERO,R. Division of Boil- 
ing Water Reactor (BWR) Licensing. 8pp. 38146:118-38146:125. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100372 Forwards Safety Insp Rept 50-440/86-20 on 860623-0921 & notice of 
violation.Response to offnormai indications of fire in charcoal adsorber beds request- 
ed in conjunction w/response to notice of violation. 

PAPERlELLO,C.J. Region 3, Office of Director. 86/10/03. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 38195:243-38195:264. 

-8610100381 Notice of violation from insp on 860623-0821. 

PAPERIELLO,C.J. Region 3, Office of Director. 86/10/03. 2pp. 38195:245-38195:246. 

-8610100390 Insp Rept 50-440/86-20 on 860623-0821 .Violations noted: Inappropriate 
procedures used to control testing on augmented quality sys & failure to have admin- 
istrative procedures to control fire hazards. 

0*DWYER,G.F., GROBE,JA, HOLMES, J.A. Region 3, Office of Director. 86/10/03. 
18pp. 38195:247-38195:264. 


Requests fee for 86071 1 application for preservice Insp program relief. 
DIGGS,R.M. License Fee Management Branch. 86/10/07. EDELMAN.M.R, Cleveland 
Electnc Illuminating Co. Ip. 38222:054-38222:054. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
erwl. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
CJonsolidated Edison Co, of New York, Inc. 106pp. 38258:276-38259:017. 

8610210373 Partial response to FOIA request for documents re use of Western stiff 
pipe clarnps at Perry Nuclear Power RanLApp A documents identified by accession 
number & available in PDR.App B documents forwarded & being made available In 
PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. SCHLEMMER.D.L. Gov- 
ernment Accountability Project 3pp. 38332:041-38332:056. 

-8403120292 Forwards request for addi info re allegations NRC received in Aug 1982 
concerning design deficiencies in Class I piping sys.lE Info Notice 83-80, “Use of Spe- 
Clamps,” issued to |icensee8,NSSS suppliers & AEs. 

BOSNAK,R.J. Mechanical Engineering Branch, 84/03/02. YOUNGBLOOD. B.J Licens- 
ing Branch 1. 3pp. 38332:044-38332:046. 

861008^8 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Pf^vtously Approved Type B Packages.” Svc list end. 

Emergent Preparedness & Engineering Response (Post 
^'^solidated Edison Co. of New York, Inc. 67pp. 38234:262- 

38234*326« 


-8610200088 Closeout Insp Rept 50-440/86-24 on 860903-1 006.No violations or devi- 
ations noted.Ma]or areas inspected.-partially wrapped fire resistive matl on cable tray 
supports. 

H(!)LMES,J., MUFFETT,J. Region 3, Office of Director. 86/10/10. 3pp. 38290:047- 
38290:049. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 


8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610220187 Forwards Safety Insp Rept 50-440/86-23 on 860805-0910 & notice of vio- 
lation. 

WARNICK,R.F. Region 3, Office of Director. 86/10/16. EDELMAN,M.R. Cleveland 
Electric Illuminating Co. 2pp. 38324:129-38324:164. 

-8610220188 Notice of violation from insp on 860805-0910. 

WARNICK,R.F. Region 3, Office of Director. 86/10/16. Ip. 38324:131-38324:131. 

-8610220194 Insp Rept 50-440/86-23 on 860805-0910. Violation noted: failure to identi- 
fy & control operational status of plant Instruments following maint & during test & 
failure to identify off-normal status of plant instruments. 

KNOP,R.C. Region 3, Office of Director. 86/10/10. 33pp. 38324:132-38324:164. 

8610270230 Partially withheld response to NRC 860919 ltr re violations noted in insp 
50-440/86-22 (ref 10CFR73.21). 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/10/17. KEPPLER.J.G. Region 
3, Office of Director. 1p. 38361:002-38361:002. 


R. Periodic operating reports & related correspondence 

8610140263 Monthly operating rept for Jul 1986.W/86081 1 ltr. 

STEAD, F.R., RICHARDT,J., EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/ 
07/31. HILLER, L. Office of Resource Management, Director. 7pp. 38224:230- 
38224:236. 

8610310170 Forwards changes to initial test program.per License Condition 2.C(4) & 
10CFR50.49,including all changes made for 860905-1017. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/10/21. KEPPLER,J.G. Region 
3, Office of Director, 4pp. 38417:1 14-38417:1 17. 


S. Reportable occurrences, LERs it related correspondence 

8610140330 FOIA request for procedure & criteria for removing Commissioners,estimate 
of actual & projected deaths from Chernobyl & max possible deaths & injuries from 
accidents at Perry & DavIs-Besse power plants. 

GANNIS,S. Affiliation Not Assigned. 86^7/20. NRC - No Detailed Affiliation Given. 
Ip. 38230:044-38230:044. 

8610090281 Forwards LERs 86-053-00,86-054-00,86-055-00.86-056-00, 86-057-00 & 
86-039-01 .LER 86-039-01 provides addI info re corrective actions. 

EDELMAN,M.R. Cleveland Electric Illuminating Co, 86/10/01. Record Services 
Branch (Document Control Desk). Ip. 38149:310-38149:333. 

-8610090291 LER 86-053-00:on 860901 .containment & drywell vacuum breakers dis- 
covered open.Caused by procedural error. Integrated operating instruction for cold 
startup revised. Control room operators counseled. 

RUSS,P. Cleveland Electric Illuminating Co. 86/10/01. 3pp. 38149:311-38149:313. 

-8610090300 LER 86-054-00:on 860902,07,11,13,15 & 19,RCIC isolations 

occurred.Caused by instrument isolation valve failure & impulse line slope 
problems, leak detection response time & personnel error. Valves repaired or replaced. 
RUSS.P. Cleveland Electric Illuminating Co. 86/10/01. 5pp. 38149:314-38149:318, 

-8610090307 LER 86-055-00:on 860902.reactor scram occurred.Caused by sudden in- 
crease in sensed pressure for steam bypass valves controllenPressure regulators & 
Instrumentation valve lineups recallbr.procedures revised & irigt directive issued, 
RUSS,P. Cleveland Electric Illuminating Co. 86/10/01. 4pp. 38149:319-38149:322. 
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—8610090315 LER SS-OSe-OOron 860902 & 29,RWCU containment isolations 
occurred-Caused by flow control valve problems, placement of blowdown flow element 
& insufficient operating instructions. Design changes initiated.lnstructions wll be re- 
vised. 

RUSS,P, Cleveland Electric Illuminating Co. 86/10/01. 4pp, 38149:323-38149:326. 

-8610090323 LER 86-057-00:on 860903, containment isolation valves not deactivated in 
closed position.Caused by failure of nonconformance rept program to require routing 
of environ qualification deficiencies to control room.Program revised. 

RUSS.P. Cleveland Electric Illuminating Co. 86/10/01. 3pp. 38149:327-38149:329. 

-8610090381 LER 86-039-01:00 860724 & 28,RCWU isolations occurred.Caused by 
flow control valve problems & placement of blowdown flow element. Design changes 
to replace valves,electronically dampen flow instruments & relocate flow element initi- 
ated. 

RUSS.P. Cleveland Electric Illuminating Co. 86/10/01. 4pp. 38149:330-38149:333. 

8610090226 Forwards LERs 86-058-00 & 86-059-00. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/10/03. Record Services 
Branch (Document Control Desk). Ip. 38146:349-38146:354. 

-8610090233 LER 86-058-00:on 860906,unit placed in Operational Condition 2 while 
surveillance test in progress,placing instrumentation in inoperable condition.Caused by 
procedural deficiency. Procedure OAP-1701 revised. 

RUSS,P. Cleveland Electric Illuminating Co. 86/10/03. 3pp. 38146:350-38146:352. 

-8610090243 LER 86-059-00:on 860907,0iv III diesel generator became inoperable for 
approx 12 h w/o required Tech Spec actions being performed.Caused by operator 
error.Operators counseled. 

RUSS,P. Cleveland Electric Illuminating Co. 86/10/03. 2pp. 38146:353-38146:354. 

8610140333 Responds to FOIA request for three categories of documents re deaths re- 
sulting from accidents at Chemobyl,Davis-Besse & Perry.Forwards app 
documents. Documents also available in POR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. GANNIS.S. Affiliation Not 
Assigned. 2pp. 38230:045-38230:057. 


U. Congressional/Executive Correspondence 


8610060419 Discusses Governor Celeste 860815 Itr opposing full power operations of 
plants.Order dtd 860904 bars Commission from voting until further order by US Court 
of Appeals.Served on 860930. 

ROBERTS, T.M. Commissioners. #486 0910. 86/09/25. METZENBAUM,H.M. Senate. 
Ip. 38100:075-38100:077. 

—8610060439 Opposes full power operation of plants until evacuation plans accepted 
by State of OH. 

METZENBAUM,H.M. Senate. 86/09/04. ZECH,L.W. Commissioners. Ip. 38100:077- 
38100:077. 


V. Operator Examinations 


8610150414 Forwards requested listing of license holders at facility. Advisement of se- 
lection requested re 47 of 48 license holders available to participate In operational 
readiness simulator & oral exams planned for 861029. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/09/29. KEPPLER.J.G. Region 
3, Office of Director. 3pp. 38251:289-38251:291. 

8610150520 Advises of status of licensed operator training & requalification programs & 
notifies that requalification program reinstated based on NRC suspension.Program en- 
hances operator skills & knowledge level. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/10/06. BUTLER, W.R. BWR 
Project Directorate 4. 6pp. 38251:352-38251:357. 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A. Application/construction stage documents & correspondence 


8610140359 Summary of 860929 Operating Reactors Events Meeting 86-34 re events 
since last meeting on 860922.A$signees should review identified responsibilities & 
completion dates & advise if dates cannot be metViewgraphs end. 

HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/10/06. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 18pp. 
38234:012-38234:029. 

8610160007 Forwards LERs 86-060-00,86-061-00 & 86-001-01. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/10/10. Record Senrices 
Branch (Document Control Desk). Ip. 38265:069-38265:081. 

-8610160015 LER 86-060-00:on 86061 0.Div 2 diesel generator (D/G) test reclassified 
as valid test & failure.Caused by incorrect determination of effect of previous maint on 
governor performance.Task force established to monitor D/G starts. 

RUSS,P. Cleveland Electric Illuminating Co. 86/10/10. 4pp. 38265:070-38265:073. 

-8610160030 LER 86-061 .00:on 860910 & 1002,RWCU sys automatically isolated when 
main steam line differential temp module switch taken to “read." Caused by fault in 
switch module 1E31-N605A.Temp switch modules scheduled for replacement. 

RUSS.P. Cleveland Electric Illuminating Co. 86/10/10. 3pp. 38265:074-38265:076. 

—8610160051 LER 86-001 -01 :on 860324,27,31 & 0420, reactor protection sys actuated 
due to upscale trips of neutron monitoring sys. Caused by noise in intermediate range 
monitors.Housekeeping activities generating electrical noise suspended. 

RUSS,P. Cleveland Electric Illuminating Co. 86/10/10. 5pp. 38265:077-38265:081. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz,lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON,W.F, NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610170046 PNO-lll-86-115:US Court of Appeals, Sixth Circuit, in Cincinnatl,OH, rescinded 
860904 order prohibiting NRC from voting on Issuance of full power OL for 
facilify.State of OH will be notified. 

KNOP.R.C., WARNICK.R.F. Region 3, Office of Director. 86/10/14. Ip. 38278:001- 
38278:001. 

8610210483 LER 86-062-00:on 860916,drywell vacuum relief valve opened 
automatically.Caused by conservative drywell valve relief sys relief valve 
setpoints.Drywell valve relief actuation setpoints raised, W/861 01 5 Itr. 

RUSS,P.. IEDELMAN,M.R. Cleveland Bectric Illuminating Co. 86/10/15. 5pp. 
38321:291-38321:295. 

8610230051 LER 86-045-01 :on 860321 .channel checks performed on Incorrect scram 
discharge vol water level transmitters. Caused by deficient procedure.Changes 
issued.W/861017 Itr. ' ^ « 

RUSS,P.. EDELMAN,M.R. Cleveland Electric liluminating Co. 86/10/17. 7pp. 

38345:162-38345:168. 

8610280263 RO:on 860911, valid failure of Div 3 diesel genarator occurred while per- 
forming Tech Spec Surveillance 4.8. 1.1, 2. Caused by governor limit switch assembly 
failing to properly setSwItch replaced. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/10/20. KEPPLER.J.G. Region 
3, Office of Director. 2pp. 38379:143-38379:144, 

8610280406 LER 86-063-00:on 860923, discovered that on 860918,Unit 1 Div 3 125-volt 
dc distribution bus ED-1-C disconnected from Unit 1 Div 3 battery & normal charger & 
cross-connected to Unit 2 Div 3 batt^ & charger.Procedure revised.W/861023 Itr. 
RUSS,P.. EE>ELMAN,M.R, Cleveland Electric Illuminating Co, 86/10/23. 4pp. 

38381:115-38381:118. 


8610060475 Requests addl Info clarifying State of OH position re participation in Perry 
evacuation plan prior to 860905 meeting to consider issuance of full power license. 
ASSELSTINE,J.K. Commissioners. #486 0579. 86/09/02. CELESTE.R. Ohio, State of. 
2pp. 38099:254-38099:255. 

8610210410 FOIA request for three classes of documents re use of Western Piping & 
Engineering clamps at Perry Nuclear Power Plant & all complaints/ correspondence in- 
volving deficiency complaint at River Bend Plant. 

SCHLEMMER,D.L. Government Accountability Project. 86/09/12. Division of Rules 
and Records. 2pp. 38332:039-38332:040. 

8609230296 Generic Ltr 86-1 5 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610300310 Notification of contract execution, Mod 5, to "Dresden & Perry Simulator." 
ContractorGE. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8713. 86/10/01. 
BOYD,S. Office of Inspection & Enforcement, Director (Post 820201). Ip. 38409:055- 
38409:057. 

-8610300319 Mod 5,extending period of performance from 831205 through 870930, to 
"Dresden & Perry Simulator. 

GRIMME,W. General Electric Co. FIN B-8713. 86/10/01. 2pp. 38409:056-38409:057. 

8610150453 FOIA response to request for correspondence to Commission re licensing 
of plant & 860417 decision.Since 860408 Itr, add! record found.App G identifies record 
withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06, HIATT, S.L Ohio Citizens 
for Responsible Energy. 3pp. 38259:338-38259:341. 

8610210373 Partial response to FOIA request for documents re use of Western stiff 
pipe clamps at Perry Nuclear Power PlantApp A documents identified by accession 
number & available in PDR.App B documents fonwarded & being made available in 
PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. SCHLEMMER.D.L. Gov- 
ernment Accountability Project. 3pp, 38332:041-38332:043. 

-8504250240 Forwards request for addl Info re response to Question 210.15 concern- 
ing use of stiff pipe clamps.Request will be transmitted to applicant for resolution. 
CHERNY.F.C. Mechanical Engineering Branch. 85/04/18. YOUNGBLOOD.B.J. Licens- 
ing Branch 1. 2pp. 38332:047-38332:056. 

8610170243 Forwards SER accepting utii 840406 & 850828 responses to Generic Ltr 
83-28, item 2.1 (Part 1) re identification of reactor trip components as safety- 
retated.Review of Items 2.1 (Part 2),2.2,3.1.3,3.2.3,4.6.2 & 4.5.3 underway, 
BUTLER,W.R. BWR Project Directorate 4. 86/10/10, EDELMAN.M.R. Cleveland Elec- 
tric Illuminating Co. 2pp. 38289:341-38289:357. 

-8610170252 Safety evaluation accepting util 840406 & 850828 responses to Generic 
Ltr 83-28, Item 2.1 re identification, classification & treatment of components required 
for reactor trip as safety-related. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/10. 3pp. 
38289:343-38289:345. 

-8610150261 Revised draft, "Conformance to Generic Ltr 83-28, Item 2.1 (Part 1) Equip- 
ment Classification (Reactor Trip Sys Components) Selected GE BWRs,Hope 
Creek, Peach Bottom 2 & 3, Perry 1 & 2 & Pilgrim 1 

HAROLDSEN,R. EQ&G Idaho, Inc. (subs, of EG&G, Inc.). FIN D-6002. EGG-NTA- 
7188 DRFT. 86/09/30. NRC - No Detailed Affiliation Given. 12pp. 38289:346- 
38289:357. 


66-084¥00:pn 8,80925.leak tetection sys isolation logic Div 2 for 
RW(3U,RCIC & BHR sys inoeersbie for period exceeding Tech Spec ilmItCaused by 
personnel error. Personnel cdun8eled,W/Beid2^ Itr. 

RUSS,P., EDELMAN,M.R. Cleveland Electno Iliumineding Co. 86/10/24. 3pp. 
38380:352-38380:354. 


8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, "Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 
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F. Security, medical, emergency & fire protection plans 

8610060475 Requests addl info clarifying State of OH position re participation in Perry 
evacuation plan prior to 860905 meeting to consider issuance of full power license. 
ASSELSTINE.J.K. Commissioners. #486 0579. 86/09/02. CELESTE, R. Ohio. State of. 
2pp. 38099:254-38099:255. 

8610100445 Revised emergency plan implementing procedures, including Rev 2 to EPI- 
B2, "Maint of Emergency Response Telephone Directory" & Rev 3 to EPI-B4, “First 
Aid & Medical Care." W/ 860922 Itr. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/09/22. KEPPLER.J.G. Region 
3. Office of Director. 52pp. 38186:173-38186:224. 

8610020406 Forwards Rev 6 to "Emergency Plan for Perry Nuclear Power Plant." Rev 
incorporates improvements in emergency preparedness program.including items iden- 
tified in 10CFR50.54(t) audit & recent NRC insps. 

EDELMAN.M.R. Cleveland Electric Illuminating Co. 86/09/25. KEPPLER.J.G. Region 
3, Office of Director. Ip. 38071:164-38072:325, 

-8610020411 Rev 6 to “Emergency Plan for Perry Nuclear Power Plant." 

RILEY.E,, STEAD, F.R. Cleveland Electric Illuminating Co. 86/08/25. 521pp. 
38071:165-38072:325. 

8610170223 Fonwards FEMA 860908 Itr & associated evaluation of alert & notification 
sys, determining that sys satisfies criteria of Rev 1 to NUREG-0654/FEMA-REP-1. 
SHAFER, W.D. Region 3. Office of Director. 86/10/10. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 2pp. 38279:319-38280:239. 


Q. Adjudicatory correspondence 


8610140187 Requests fee for 860711 application for preservice insp program relief. 
DIGGS, R.M. License Fee Management Branch. 86/10/07. EDELMAN.M.R. Cleveland 
Electric Illuminating Co. 1p. 38222:054-38222:054. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610210373 Partial response to FOIA request for documents re use of Western stiff 
pipe clamps at Perry Nuclear Power Plant.App A documents identified by accession 
number & available in PDR.App B documents fonvarded & being made available in 
PDR, 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. SCHLEMMER.D.L Gov- 
ernment Accountability Project. 3pp. 38332:041-38332:056. 

-8403120292 Forwards request for addl info re allegations NRC received in Aug 1982 
concerning design deficiencies in Class 1 piping sys.lE Info Notice 83-80, “Use of Spe- 
cialized Stiff Pipe Clamps." issued to licensees, NSSS suppliers & AEs. 

BOSNAK,R.J. Mechanical Engineering Branch. 84/03/02. YOUNGBLOOD, B.J. Licens- 
ing Branch 1. 3pp, 38332:044-38332:046. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list enci. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610020055 Reply to licensee response to State of OH 860904 petition for leave to 
Intervene.State seeking opportunity to advise Commission as to serious safety con- 
cern re eventual full power licensing.W/Certificate of Svc. 

SIGLER, S. Ohio, State of. #486 927. 86/09/29. Commissioners. 6pp. 38068:260- 
38068:265. 


8610010164 Advises that time for Commission toreview Decisions ALAB-841 & ALAB- 
844 expired.Commission declined review.Decisions became final agency action on 
860929.Served on 860930. 

CH1LK,S.J. Office of the Secretary of the Commission. #486 915. 86/09/30. Atomic 
Safety and Licensing Board Panel. Ip. 38059:279-38059:279. 

8610080345 Forw^ds resolution requesting delay in startup of facility at 100% capacity 
for review submittal should be forwarded to special committee investigating safety of 
facility.Served on 861007. 

WARD.D.E. Geneva, OH. #486 1004. 86/09/30. CELESTE,R.F. Ohio, State of. 3pp. 
38166:335-38166:337. 


8610240211 Requests that Commission rule on State of OH 860904 petition for leave to 
intervene before voting on full power operation of plant 

CELE8REZZE,A.J. Ohio, State of. #486 1210. 86/10/16. ZECH.LW.. ROBERTS.T.M.. 
ASSELSTINE,J.K. Commissioners. 2pp. 38350:221-38350:222. 


86102^088 Supplemental memorandum in support of motion to intervene & request 
that Commission postpone action on full power operation.State of OH emergency plan 
should be reviewed before full operation granted.CertIficate of Svc end. 
NORTHROP,D,E. Ohio, State of. #486 1218. 86/10/21. Commissioners. 6pp. 
38346:002-38346:008. 


8610280252 Requests delay in Issuing full power license to facility until adequate & ac- 
ceptable emergency evacuation plan developed, per Harpersfield Township, OH trust- 
ees 861020 meeting.Served on 861027. 

DRUGOVICH.M.M. Harpersfield Township, OH. #486 1262. 86/10/22. ZECH.L Com- 
missioners. Ip. 38379:151-38379:151, 


8610280181 Resolution calling on R Celeste to take steps to permanently close sub] 
plants & ban all future plants in State of OH & advocating operation of monitoring sys 
at Perry Power Plant by party other than util.Served on 861027. 

* Ashtabula County, OH. #486 1259. 86/10/24. Ip. 38379:101-38379:101 


H. General correspondence 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc. list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. ^ 


S. Reportable occurrences, LERs & related correspondence 


8610140330 FOIA request for procedure & criteria for removing Commissioners, estimate 
of actual & projected deaths from Chernobyl & max possible deaths & injuries from 
accidents at Perry & Davis-Besse power plants. 

GANNIS.S. Affiliation Not Assigned. 86/07/20. NRC - No Detailed Affiliation Given. 
Ip. 38230:044-38230:044. 


8610140333 Responds to FOIA request for three categories of documents re deaths re- 
sulting from accidents at Chernobyl, Davis-Besse & Perry.Forwards app 
documents-Documents also available In PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. GANNIS.S. Affiliation Not 
Assigned. 2pp. 38230:045-38230:046. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing 
natual frequencies less than required value of 33 Hz.lnitially reported on 841227.No 
adverse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 


8610170084 Requests to be placed on mailing lists for publications re Perry.Davis- 
Besse & Beaver Valley nuclear plants.PUC of OH directed to conduct investigations. 
Comprehensive Assessment of Perry" first study to be conducted. 

BORROWS, J.D. Ohio, State of. 86/10/09. DENTON, H.R. Office of Nuclear Reactor 
Regulation, Director (post 851 125). Ip. 38279:286-38279:286. 




Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/( 
svc list. 

*^ce of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidate< 
Edison Co, of New York, Inc. 4pp. 38351:076-38351:078. 

8107230047 Rsv 1 to IE Info Notice 80-32, “Clarification of Certain Requirements fo 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

Office of Inspection & Enforcement, Director (Post 820201), 82/02/12. Consolkdatec 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082, 

860925(^2 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapi 
Spread of Radioactive Contamination." Svc list end. 
PARTLOW^.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolldat 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

se-0&5 "Enforcement Actions Against Medical Ucensees fo 
Willful Failure to Rept Misadministrations. Svc list end. 

Division of Inspection Programs (Post 850212). 86/10/03. Consolidat 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126-303 


8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz-lnltially reported on 841227.No ad- 
verse effects noted during testing, 

BROOME, E.C. International Telephone & Telegraph Corp. 86/10/10. 

ANDERSON, W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 


U. Congressional/Executive Correspondence 


8610060419 Discusses Governor Celeste 860815 Itr opposing full power operations of 
p!ants.Order dtd 860904 bars Commission from voting until further order by US Court 
of Appeals-Served on 860930. 

ROBERTS.T.M. Commissioners. #486 0910. 86/09/25. METZENBAUM,H.M. Senate. 
1p. 38100:075-38100:077. 

-8610060439 Opposes full power operation of plants until evacuation plans accepted 
by State of OH. 

METZENBAUM.H.M. Senate. 86/09/04. ZECH.LW. Commissioners. Ip. 38100:077- 
38100:077. 


V. Operator Examinations 


8610150414 Forwards requested listing of license holders at facility. Advisement of se- 
lection requested re 47 of 48 license holders available to participate In operational 
readiness simulator & oral exams planned for 861029. 

EDELMAN,M.R. Cleveland Electric Illuminating Co. 86/09/29. KEPPLER,J.G. Region 
3, Office of Director. 3pp. 38251 :289-38251 :291 . 
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A. Application/construction stage documents & correspondence 

8610240368 FOIA request for listed records includingdocuments re Ofc of Inspector & 
Auditor investigation rept re abuses of mS, ACRS proposal to hire 
lawyer, performance of ITT at Davis- Besse & S Comley activities re Seabrook Unit 1. 
AlROZO,a McGraw-Hill Publications Co. 86/08/29. GRIMSLEY.D. Division of Rules 
and Records. 2pp. 38352:116-38352:117. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610160313 Ack receipt of ltr listing info from workers at facility. List of add! problems 
re facility encI.Response requested. 

TRACY.S. Employee’s Legal Project. 86/09/25. KANE,W. Region 1, Office of Director. 
2pp. 38265:318-38265:319. 

8610030192 Informs that listed items identified as required changes to FSAR.Annotated 
FSAR pages showing required changes end. Changes will be incorporated Into FSAR 
by future amend. 

DEVINCENT1S.J. Public Service Co. of New Hampshire. 86/09/29. NOONAN.V.S. 
PWR Project Directorate 5. 11pp. 38079:295-38079:305. 

8610090151 Fonvards addi info re 860721 probability safety assessment update,per 
recent discussions w/NRC,including check valve failure rates used in emergency plan- 
ning zone study & info re IE Info Notice 86-060. 

THOMAS,G.S. Public Service Co. of New Hampshire. 86/09/29. NOONAN,V.S. PWR 
Project Directorate 5. 152pp. 38147:001-38147:152. 

8610100127 Requests results of investigation into S Tracy 860912 alleged safety 
violations.SR Mitchell concerns & util resolution also requested. 

KANE,W.F. Region 1, Office of Director, 86/10/01. HARRISON, R.J. Public Service 
Co. of New Hampshire. 6pp. 38190:001-38190:010. 

—8610100135 Requests assistance in contacting individuals alleging safety violations 
listed in Employee Legal Project 86091 2 ltr to Governor Dukakis. 

KANE,W.F. Region 1, Office of Director. 86/09/26. TRACY.S. Employee's Legal 
Project. 1p. 38190:007-38190:010. 

8610150518 Commits to provide quarterly summaries of all 10CFR50.59 changes for 2 
yrs instead of imposing license condltion.per 860520 ltr re Tech Spec improvement 
program-Provisions of 10CFR2 & 50 assure compliance w/commitment. 

THOMAS.G.S. Public Sen/ice Co. of New Hampshire. 86/10/09. NOONAN.V.S. PWR 
Project Directorate 5. 2pp. 38252:016-38252:017, 

8610170117 Forwards Employees Legal Project 860925 list of add! safety concerns & 
transcript of 860605 meeting between Region Ill.Computer Interference Elimination & 
Comm td in Redmond, WA re Byron Unit 1 as-built drawing. 

KANE.W.F. Region 1, Office of Director. 86/10/09. HARRISON.R.J. Public Service 
Co, of New Hampshire. 7pp. 38287:110-38287:316. 

—8610170124 Transcript of 860805 meeting between Region Ill.Computer Interference 
Elimination & util in Redmond.WA re plant as-built drawing review.Pp 1-200. 

* Region 3, Office of Director. * Computer Interference Elimination, Inc. 86/08/05. 
200pp. 38287:1 17-38287:316. 

8610220212 Forwards revised pages to final draft Tech Specs. Certification that revised 
final draft Tech Specs consistent w/FSAR,SER,SSERs & as-built facility requested by 
861014. 

NOVAK,T,M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/10. HARRISON,R.J. Public Senrice Co. of New Hampshire, 98pp. 38332:084- 
38332:181. 

8610170224 Forwarrfe add! info re Tech Spec improvement program on protective de- 
vices for non-Class IE circuits connected to Class 1E power sources.lnfo will be for- 
mally Incoiporated in future FSAR amend. 

THOMAS.G.S. Public Service Co. of New Hampshire. 86/10/14. NOVAK,T.M. Division 
of Pressurized Water Reactor Licensing - A (post 851125). 16pp. 38280:290- 
38280:305. 

8610220325 Partial response to FOIA requestRecords subj to request available in PDR, 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/14. CURRAN.D. Harmon & 
Weiss. 3pp. 38337:035-38340:244. 

—8504240340 Summarizes work & findings to date from review of probabilistic safety 
study in response to J Rosenthal request.No deficiencies found.Review will not be 
continued. 

HULMAN,LG. Accident Evaluation Branch. 85/04/10. SHERON.B. Reactor Systems 
Branch. 71pp. 38337:093-38337:163. 

—8610220339 “Preliminary Review & Evaluation of Seabrook Probabilistic Safety Study.” 
KHATIB-RAHBAR, AGRAWAL,A.K.. LUDEWIG.H. Brookhaven National Uboratory. 
FIN A-3778. 85/01/31. NRC - No Detatied Affrtiatlon Given. 53pp, 38337:040- 
38337:09^ 

—8610220363 Forwards draft BNL rept, “Review of Seabrook Station Probabilistic 
Safety AssessmentContainment Failure Modes 8 Radiological Source Terms.” 
KHATIB-RAHBAR Brookhaven National Laboratory. RN A-3778. 85/09/13. LYON.W. 
Reactor Systems Branch. 68pp. 38337:1 64-38337:235. 

—8610220381 Forwards “Review of Seabrook Station Probabilistic Safety 
AssessmentContainment Failure Modes & Radiological Source Terms.” W/o end. 
KHATIB-RAHBAR Brookhaven NIttdnal Laboratory. FIN A-3778. 86/02/21. LYON.W. 
NRC - No Detail^ Aftiliatiorr Given. 1 p. 38337:236-38337:236. 

-8610220442 ^‘Re?^ on Qohtainmerst Structural Integrity Test for Public Svc Co of New 
Hampshire, Seabrook Station Unit 1 (SB-1).” 

GHOSH,D.K., BHATT,K.C., MUDGE,T.G. United Engineers & Constructors, Inc. (subs, 
of Raytheon Co.). 9763.1 p2-SB 1-S IT. 86/06/16. 109pp. 38339:065-38339:173. 

—8610220453 Rev 3 to Spec 9763.006-5-5, “Spec for Structural Integrity Test (SIT) for 
Public Svc Co of New Hampd)ire.Seabrook StatioruUntt 1 

BAYER, Q.M., BHATT,K.C.. MUDGjEJ. United Engineers & Constructors, Inc. (subs, of 
Raytheon^ Co.). 86/06/1 2. 93pp. 38339:174-38339:266. 


-8610220461 Rev 3 to Technical Procedure TP-13, "Structural Integrity Test (SIT) for 
Public Svc Co of New Hampshire, Seabrook Station Unit 1 

BAYER,G.M., BHATT.K.C,, KALAWADIA,K.M. United Engineers & Constructors, Inc. 
(subs, of Raytheon Co.). 86/06/12. 48pp. 38339:267-38339:314. 

-8610230073 Technical Rept TR-20422(836), "Test Plan for Seabrook Station - Unit 1 
Structural Integrity Test," 

ELLIS, R.L., WALLACE, W.F. Teledyne Engineering Services. 86/03/04, 35pp. 

38340:012-38340:046. 

-8610230079 Rev 2 to Technical Rept TR-20422(837), “Installation Procedure for Tem- 
porary Frames for Structural Integrity Test of Primary Containment Structure,Public 
Svc of New Hampshire Seabrook S^tatlon - Unit 1 ." 

WALLACE, L.F., ELLIS, R.L. Teledyne Engineering Services. 86/03/05. 10pp. 

38340:047-38340:056. 

—8610230084 Technical Rept TR-20422(835). “Project QA Plan for Containment 
Structure,Structural Integrity Test, Public Svc Co of New Hampshire, Seabrook Station 
Unit 1." 

WALLACE, L.F. Teledyne Engineering Services. 86/01/23. 23pp. 38340:057- 

38340:079. 

-8610230096 Technical Rept TR-20422(842), “Seabrook Nuclear Power Station Unit 1 
Reactor Bldg Structural Integrity Test Results." App J & K to containment structural 
integrity test & chronological log end. 

ELLIS.R.L, WALLACE,LF. feledyne Engineering Services. 86/04/25. 165pp. 

38340:080-38340:244. 

8610280347 Forwards questions re emergency core cooling deficiency involving insuffi- 
cient head at charging pump inlet during safety injection in recirculation mode w/one 
of two RHR pumps inoperable.Conference call suggested. 

NERSES,V. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/14. HARRISON, R.J. Public Service Co. of New Hampshire. 7pp. 38387:134- 
38387:140. 

8610210002 Discusses util commitments, including implementation of program to ensure 
capability to monitor plant parameters & sys operating status during & following 
accident, per Rev 3 to Reg Guide 1.97. 

THOMAS.G.S. Public Service Co. of New Hampshire. 86/10/15. NOVAK.T.M. PWR 
Project Directorate 4. 2pp. 38305:188-38305:189, 

8610280445 Forwards remaining changes to final draft Tech Specs to be incorporated 
into 860618 final draft.Certification that final draft Tech Specs consistent w/ 
FSAR.SER &L SSERs & as-built facility requested by 861016. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/15. HARRISON, R.J. Public Service Co. of New Hampshire. 38pp. 38385:295- 
38385:332. 

8610210005 Forwards draft marked-up Tech Specs covering containment end bidg & 
UHS.FSAR changes identified to ensure compatibility between FSAR & Tech 
Specs.Changes wul be incorporated in future FSAR amend. 

THOMAS.G.S. Public Service Co. of New Hampshire. 86/10/16. NOVAK.T.M. Division 
of Pressurized Water Reactor Licensing - A (post 851125). 9pp. 38306:037-38306:045. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610080324 Requests that updated info on SSER Sections 8.3.1 .2.8 & 9.5.4.1 re diesel 
generator no load operation be reflected in next SSER. 

DEVINCENT1S.J. Public Service Co. of New Hampshire. 86/09/29. NOONAN.V.S. 
PWR Project Directorate 5. 3pp. 38137:274-38137:276. 

8610150044 Requests acceptance of preoperatlonal test results confirming operability 
of diesei generator while carrying max Train A load, for inclusion in next SSER. 
DEVINCENTIS.J. Public Service Co. of New Hampshire. 86/10/09. NOONAN.V.S. 
PWR Project Directorate 5. 2pp. 38251:044-38251:045. 


F, Security, medical, emergency & fire protection plans 

8610140128 Notification of 861015-17 meetings w/applicant & BNL in Seabrook, NH & 
Upton.NY to discuss technical aspects of facility risk mgt & emergency planning 
study.Attendance list end. 

DOOLITTLE.E.L PWR Project Directorate 5. 86/10/08. NOONAN.V.S. PWR Project 
Directorate 5. 11pp. 38220:328-38220:338. 

8810200046 Forwards request for addI info re emergency planning sensitivity study.Enci 
request documents oral & written questions transmitted to licensee personnel & con- 
tractors during 860923 meeting in Bethesda,MD. 

LONG.S.M. PWR Project Directorate 5. 86/10/08. HARRISON.R.J. Public Service Co. 
of New Hampshire. 8pp. 38304:001-38304:008. 

8610240183 Forwards agenda for 861030-31 early emergency responders workshop In 
Willow Grove,PA,per TE Murley Aug 1986 ltr. 

MARTINJ.T. Region 1. Office of Director. 86/10/08. CONVERSE.R.J. New York 
Power Authority formerly Power Authority of the State of New York). SEIFF,J. Envi- 
ronmental Protection Agency. JOHANSON.R.L. U.S. Coast Guard, Transportation, 
Dept. of. 9pp. 38350:223-38350:231. 

8610150064 Clarifies Info provided In util 860506 ltr re emergency plan.Coreload mile- 
stone for installation of alert & notification sys sirens intended to be low power license 
milestones. 

DEVlNCENTIS,J. Public Service Co. of New Hampshire. 86/10/09. NOONAN.V.S. 
PWR Project Directorate 5. 2pp. 38251:029-38251:030. 

8610210031 Forwards Safety Insp Rept 50-443/86-45 on 86081 8-22.No violations 
noted. 

EBNETER.S.D. Region 1, Office of Director. 86/10/09. HARR1SON.R.J. Public Service 
Co. of New Hampshire. 6pp. 38306:104-38306:118. 

-8610210034 insp Rept 50-443/86-46 on 86081 8-22.No violations noted. Major areas 
inspected;electricai aspects of emergency procedures.etectrlcal equipment & resolu- 
tion of previously identified instrumentation deficiencies. 

PAULIT2.F., ANDERSON, C.J. Region 1. Office of Director. 86/10/03. 9pp. 38306:110- 
38306:118, 
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8610220325 Partial response to FOiA requeslRecords subj to request available in PDR< 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/14. CURRAN, D. Harmon & 
Weiss. 3pp. 38337:035*38337:092. 

~86 10220420 Forwards comments re "Seabrook Station Risk Mgt & Emergency Plan- 
ning Study” & obsenrations & questions re “Seabrook Station Emergency Planning 
Sensltiwty Study." Related documentation end. 

LYON.W.C. Reactor Systems Branch (PWR-A). 86/08/19. BERLINGER.C. Reactor 
Systems Branch (PWR-A). 548pp. 38337:237-38339:064. 

8610220004 Confirms that alert & notification sys sirens will be operational prior to initial 
criticality, based on discussion w/W Lazarus. 

DEVINCENTIS,J. Public Service Co. of New Hampshire. 86/10/16. NOONAN, V.S 
PWR Project Directorate 5. 2pp. 38327:049-38327:050. 

8610300213 Forwards supplemental request for addi info re emergency planning sensi- 
tivity study.Requests documentation of oral questions raised in 861015-17 meetings. 
LONG.S.M. PWR Project Directorate 5. 86/10/23. HARRISON,R.J. Public Service Co. 
of New Hampshire. 14pp. 38408:305-38408:318. 

8610290070 Partial response to FOIA requesLApp D documents re emergency planning 
& risk mgt available in PDR.App E documents re emergency planning,sensitivity study 
& seismic fragility end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/24. CURRAN.D. Harmon & 
Weiss. 4pp. 38399:279-38399:322. 

-8608190580 Requests direction that NRC will take to review emergency planning zone 
submittal.Decision chart setup.in form of three questions attached for 
consideration.suggested. 

SPEIS.T. NRC - No Detailed Affiliation Given. 86/08/11. NOVAK.T. NRC - No De- 
. tailed Affiliation Given. 6pp. 38399:295-38399:305. 

-8609180086 Discusses review of BNL proposed tasks for evaluation of facility emer- 
gency planning study.Impact on risk of severe accident during shutdown.refueiing & 
offnorniai operation not mentioned. 

SPEISJ.P. Division of Safety Review & Oversight (post 851125). 86/09/15, 
NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). Ip. 
38399:285-38399:285. 

-8610030138 Comments on proposed tasks for BNL evaluation of facility emergency 
planning study.in response to 860812 requesLBNL review should identify major areas 
of risk & evaluate potential improvement to plant design & operation. 

SPEISJ.P. Division of Safety Review & Oversight (post 851125). 86/09/25. 
NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 3pp. 
38399:286-38399:294. 


—8610060267 Describes documents received by Commissioner Asselstine from S 
Comley re plant & S Comley opposition to planLDocuments available in PDR. 
DAVIS.P.R. Commissioners. 86/10/03. Commissioners. Ip. 38088:344-38088:344. 

8610100052 Sixth rept on status of State of NH radiological emergency response 
plan,submitted per Board 860325-26 requests. W/ Certificate of Svc. 

BISBEE,G.D. New Hampshire. State of. #486 1021. 86/10/06. 4pp. 38190:288- 
38190:291. 

8610100057 Response to applicant 860926 motion for decision on motions for summary 
disposition & for hearing schedule re State of NH emergency planning issues.Parties 
should know where proceedings stand prior to litigation. W/Certificate of Svc. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Hampton Falls, NH. 
BACKUS.R.A. South Hampton, NH. #486 1022. 86/10/06. Atomic Safety and Licens- 
ing Board Panel. 5pp. 38191 :326-381 91 :330. 

8610150096 Opposes approval of low power license.Plant SPDS deficiencies 
noted.Decisions to sustain many objections at hearing criticized.Served on 861014. 
2AFRIS.J.L. Affiliation Not Assigned. #486 1074. 86/10/06. WOLFE Atomic Safety 
and Licensing Board Panel. 4pp. 38241:341-38241:344. 

8610080238 Requests end LI Haskins 861007 Itr to Commissioner Asselstine express- 
ing appreciation for efforts in ensuring plant meets all NRC requirements prior to issu- 
ance of OL be served on all parties to proceeding.Senred on 861007. 

DAVIS.P.R. Commissioners. #486 1003. 86/10/07. CLEMENTS.W.L. Docketing & 
Services Branch. 3pp. 38133:319-38133:321. 

8610100153 Memorandum & Order LBP-86-34 granting applicant 860822 motion for au- 
thorization to issue license to conduct fuel load & precriticality testing.Served on 
861008. 

WOLFE,S.J., HARBOUR, J., LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 
#486 1017. 86/10/07. Office of the General Counsel. 11pp. 38193:080-38193:090. 

8610100162 Order responding to town of Amesbury 860919 objection to ASLB 860911 
order imposing modified sanctions.Filing outside period of time prescribed for answers 
& filed 3 days after ASLB order served.FilIng improper.Served on 861008. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #486 1016. 86/10/07. Ames- 
bury, MA, 5pp. 38192:356-38192:360. 

8610100234 Order addressing town of Seabrook 860922 motion for reconsideration of 
ASLB 86091 1 order imposing sanctions re offsite emergency planning.Order will be 
modified when response to interrogatories received.Served on 861008. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #486 1015. 86/10/07. Sea- 
brook. NH. 3pp. 38189:061-38189:063. 


-8610100598 Forwards comments re “Sesdarook Station Risk Mgt & Emergency Plan- 
ning Study." Methods of bypassing containment not fully explored & potential risk 
impact of sabotage ignored. 

LYON.W.C. Reactor Systems Branch (PWR-A). 86/10/06. BERLINGER.C. Reactor 
Systems Branch (PWR-A). 17pp. 38399:306-38399:322. 


8610100303 Order addressing town of Rye.NH 860919 motion for reconsideration of 
ASLB 860911 order granting applicant motion for sanctions.Town must respond to Ap- 
plicant interrogatory XXIX-I/S to retain status.S6nred on 861008. 

HOYT.H.F. Atomic Safety and Licensing Board Panel. #486 1014. 86/10/07. Rye, 
NH. 6pp. 38187:054-38187:059. 


8610290084 Notification of 861106,12 & 19 meetings w/utll to discuss certain technical 
aspects of risk mgt & emergency planning study. 

DOOLITTLE, E.L WR Project Directorate 5. 86/10/24. NOONAN, V.S. PWR Project 
Directorate 5. 5pp. 38398:221-38398:225. 


G. Adjudicatory correspondence 

8610060437 Response in support of town of Amesbury, MA objection to ASLB 86091 1 
order imposing sanctions.Board order misconceives Commission discovery policy de- 
signed to protect against 8urprise.Certificate of Svc end. 

SNEIDER,C.S., BRONSTEIN,D.S. Massachusetts, Commonwealth of. #486 0937. 86/ 
09/29. Atomic Safety and Licensing Board Panel. 7pp. 38099:294-38099:300. 

8610060445 Stipulation re authenticity of documents offered into evidence by New Eng- 
land Coalition on Nuclear Pollution as Contention I.B.2 re onsite emergency planning 
6 technical issues. 

CURRAN,D. Public Service Co. of Colorado. CURRAN.D. Harmon & Weiss. #486 
0936. 86/09/29. 4pp. 38098:256-38098:259. 

8610060623 Stipulation on behalf of NRC & New England Coalition on Nuclear Pollution 
re authenticity of documents offered into evidence during 860929-1003 evidentiary 
hearings on Contention I.B.2.CJertificate of Svc end, 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon & 
Weiss. #486 0935. 86/09/29. 4pp. 38092:169-38092:172. 

8610060650 Entry of appearance providing author name & address.name & address for 
Atty General FX Bellotti of State of MA & list of admissions.Cortificate of Svc end. 
BRONSTEIN,D.S. Massachusetts, Commonwealth of. #486 0934. 86/09/29. 5pp. 
38092:191-38092:195. 


8610220211 Notification of joinder to Seacoast Anti-Pollution League.et al 861006 re- 
sponse to applicant motion for decision on motions for summary disposition 6 hearing 
schedule re offsite emergency planning issue.Certificate of Svc end. 

GAVUTIS,S. Kensington, NH. #486 1164. 86/10/07. Atomic Safety and Ucensing 
Board Panel. 4pp. 38324:178-38324:181. 

8610150113 Response to applicant 860925 motion for decision on pending summary 
disposition motions & for establishment of hearing schedule on State of NH emergen- 
cy planning^issues. Certificate of Svc end. 

BROCK, MJ. Hampton, NH. BROCK, M.T. Shaines, Madrigan & McEachern Profes- 
sional Association. #486 1063. 86/10/08. Atomic Safety and Licensing Board Panel. 
5pp. 38241:329-38241:333. 

8610140304 Requests that NRC not approve fuel loading & zero power testing license 
for plant until emergency planning fully resolved.Served on 861010. 

MAVROULES.N. House of Rep. #486 1044, 86/10/09. ZECH.L. Commissioners. Ip. 
38223:274-38223:274. 

8610140332 Response recommending ASLB reconsider order imposing sanctions 
against towns of Amesbury & Rye & afford Rye opportuniW to resume participation in 
hearing upon identification of contentions.W/Certificate of Svc. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1052. 86/10/09, Atomic 
Safety and Licensing Board Panel. 15pp. 38224:001-38224:015. 

8610140349 Urges that any ASLB decision re issuance of low power license be stayed 
until all issues surrounding state & local participation in emergency planning & pre- 
paredness completely resolved.Served on 861010. 

MARKEY,E.J. House of Rep., Energy & Commerce. #486 1043. 86/10/09. 
ZECH,L.W. Commissioners. 3pp. 3^24:145-38224:147. 


8610080308 Expresses concern re implied approval of radiological emergency response 
evacuation plans before initiation of licensing proceedings, contained in Board 86091 1 
order.Served on 861007. 

KERRY, J.F. Senate. #486 1001. 86/09/29. ZECH,L Commissioners. Ip. 38137:356- 
38137:358 ^ 


-861<W8031t Expresses strong objection re legality & fairness of Board 860911 ruling 
bamng four State of MA communities from participating in upcoming license proceed- 
ings, Reconsideration of ruling requested. 

KtRRY,J.F. Senate. 86/09/29. HO'IJ.H. Atomic Safety and Licensing Board Panel. 
2pp. 38137:357-38137:358. 


8610150143 Opposes licensing of facility due to lack of effective evacuation 
plamServed on 861014. 

NpONAN,S. Affiliation Not Assigned. #486 1078. 86/09/29. NRC - No Detailed Affili- 
ation Given. 2pp. 38249:079-38249:080. 


8610200110 Requests position re possible reassessment of emergency plwi evacuation 
zone criteria in light of recent accident at Chernobyl.Served on 861015. 

SIMON,P. Senate. #486 1100. 86/10/02. ZECH.LW. Commissioners. 1p. 38290:092- 
382fiQ:DS9. 


Requests service of end memo on parties to proceeding. Served on 

86i003. 

DAVIS,P.R. (Commissioners. #486 0957, 86/10/03. CLEMENTS.W.L Docketing & 
Services Branch. 1p, 38088:343-38088:344. 


8610150121 Informs of intervenor concerns re ACRS role In NRC review of rev to PRA 
for piantlmproper & unfair for NRC to agree to review adequacy of basis for reduction 
in size of emergency zone.Related corres^ndence, 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #486 1064. 86/10/10. WARD,D.A. ACRS - Advisory Committee on Reactor 
Safeguards. 3pp. 38246:095-38246:097. 

8610150125 Atty General FX Bellotti answer to applicant 860925 motion for decision on 
motions for summary disposition on file & for hearing schedule re State of NH emer- 
gency planning issues.C6rtificate of Svc end. 

SNEIDER,C.S. Massachusetts, Commonwealth of, #486 1065. 86/10/10. Atomic 
Safety and Licensing Board Panel. 10pp. 38241:00646241;015. 

6610150137 Response to town of Salisbury ASLB 860911 motion to reconsider order 
imposing sanctions re oftoite emergency planning tssues.Motion should be allowed & 
sanctions lifted. W/Certificate of SVc. 

GAD,R.K. Public Senrice C5o. of New Hampdlire. GADVR.K. Ropes & Gray. #486 

1066. 86/10/10. Atomic Safety and Licensing Board Panel, 6pp. 38241:001- 

38241:005. ^ 

8610150197 Withdrawal of opposition to town of Seabrook 860922 motion for reconsid- 
eration of ASLB order imposing sanotions re offsite emergency planning 
i8sues.Certificate of Svc end. 

QAD,R.K, Public Service Co. of New Hampshire. GAD,R.K. Ropes & Gray, #486 

1067. 86/10/10. Atomic Safety and tJcensifig Board Panel. 5pp. 38246:132- 
38246:136. 
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8610200233 Ack receipt of 861008 itr re public evidentiary hearing. Hearing began on 
860929 & proceeded on 860930-1 003. Limited appearance statements not made 
under oath.Per hearing, 10CFR2.715(a) reads as stated.Sen/ed on 861016. 

WOLFE, S.J. Atomic Safety and Licensing Board Panel. #486 1104. 86/10/15. 
STUDDS.G.E. House of Rep. 2pp. 38304:153-38304:155. 

—8610200237 Requests confirmation & explanation re constituent protestor testimonies 
not made part of official proceeding record. 

STUDDS.G.E. House of Rep. 86/10/08. WOLFE Atomic Safety and Licensing Board 
Panel. Ip. 38304:155-38304:155. 

8610210082 Motion to file response 2 business days late to applicant 860925 motion for 
decision on pending summary dispositions & establishment of hearing schedule on 
emergency planningj. Motion not received until 86101 5.W/Certiflcate of Svc. 

CURRAN, D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #486 1142. 86/10/15. Atomic Safety and Licensing Board Panel. 4pp. 
38305:219-38305:222. 

8610210109 Response to applicant 860925 motion for summary disposition & hearing 
schedule re emergency planning issues.Opposes establishing hearing schedule on 
Rev 2 to state emergency re^onse plans.W/Certificate of Svc. 

CURRAN,D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon & 
Weiss. #486 1141. 86/10/15. Atomic Safety and Licensing Board Panel. 6pp. 
38307:109-38307:114. 

8610210223 Response supporting applicant 860925 motion for decision on motions for 
summary disposition on file & for hearing schedule re util emergency planning 
issues-dertificate of Svc end. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1130. 86/10/15. Atomic 
Safety and Licensing Board Panel. 6pp. 38313:299-38313:304. 

8610240040 Notice of appearance of CP Graham for intervenor Town of Salisbury.W/ 
C c rtffics tfi of Svc 

GRAHAM,C.P. Salisbury, MA. #486 1204. 86/10/15. 4pp. 38346:041-38346:044. 

8610200228 Advises that limited appearance statements & petitions filed in related cor- 
respondence administrative record of proceeding on 861016.Documents will not be 
served but available at author ofc.Served on 861016. 

CLEMENTS,W.L Docketing & Services Branch. #486 1105. 86/10/16. Office of the 
General Counsel. Ip. 38304:161-38304:161. 

8610210277 Order staying effectiveness of ASLB 861007 memorandum & order grant- 
ing applicant motion to authorize NRR to issue OL allowing fuel loading & precriticality 
testing until 861016, per Commonwealth of MA oral application.Served on 861017. 
SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #486 1123. 86/10/16. 
Massachusetts, Commonwealth of. 3pp. 38313:334-38313:336. 

8610210088 Memorandum & order denying Commonwealth of MA application for stay of 
effectiveness of Board 861007 order granting applicant motion to authorize NRR issu- 
ance of OLServed on 861017. 

SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1119. 86/10/17. 
Massachusetts, Commonwealth of. 3pp. 38305:279-38305:281. 

8610220109 Order denying town of Newbury request to respond to applicant 860428 
interr<^atories.Request treated as motion for reconsideration of ASLB 860911 order 
imposing modified sanctions.Senred on 861020. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #486 1183. 86/10/17. 2pp. 
38324:306-38324:307. 

8610220158 Order granting town of Salisbury motion to reconsider ASLB 860911 
order.Re^nses to applicant 860428 interrogatories should be filed within 14 days of 
svc date.Parties should add CP Graham to svc lists.Served on 861020. 

HOYT,H,F. Atomic Safety and Licensing Board Panel. #486 1186. 86/10/17. Office of 
the General Counsel. 3pp. 38325:179-38325:181. 

8610220326 Response to town of Salisbury 860930 motion to reconsider ASLB 86091 1 
order imposing sanctions for failing to comply w/ASLB 860624 order directing town to 
answer applicant 860428 interrogatories.W/Certificate of Svc. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1198. 86/10/20. Atomic 
Safety and Licensing Board Panel. 6pp. 38327:170-38327:175. 

8610270108 Motion opposing town of Hampton 861008 motion to establish hearing 
schedule & for addi time to file & incorporate contention$.Certificate of Svc end. 
DIGNAN,T.G. Public Service Co. of New Hampshire, DIGNAN.T.G. Ropes & Gray. 
#486 1254. 86/10/20. Atomic Safety and Licensing Board Panel. 5pp. 38359:135- 
38359:139. 


8610280145 Motion requesting direct certification of whether ASLB acted in excess of 
bounds of fairness In 861007 order addressing objection to 860911 order Imposing 
sanctions.Order for sanctions has caused immediate & irreparable harm to town. 
LORD,W.S. Amesbury, MA. #486 1273. 86/10/20. Atomic Safety and Licensing 
Appeal Panel. 7pp. 38375:001-38375:007. 

8610240107 Notice of joinder in appeal of Atty General FX Bellotti 861007 memoran- 
dum & order authorizing issuance of OL to conduct fuel load & precriticality 
testing.Certificate of Svc end. 

BACWS.R.A. ^acoast Anti-Pollution League. BACKUS, R.A. Backus, Meyer & Solo- 
mon. #486 1235. 86/10/21. Massachusetts, Commonwealth of. 3pp. 38346:309- 
38346:311. 

8610240112 Informs that Seacoast Anti-Pollution League & towns of Harnpton Fails & 
South Hampton not in agreement w/ASLB position re proper timing for filing motions 
for protective order in 861007 order.Certificate of Svc end. 

BACKUS,R.A. Backus. Meyer & Solomon. #486 1236. 86/10/21. HOYT.H., 
LUEBKE,E.A.. HARBOUR,J. Atomic Safety and Licensing Board Panel. 3pp. 
38346:160-38346:162. 


8610240067 Ack receipt of 861015 request form.Board received oral limited appearance 
statements in Portsmouth, NH on 860929-30 & lOOS.New statement may be sent to 
Board.Served on 861023. 

WOLFE,SJ. Atomic Safety and Licensing Board Panel. #486 1228. 86/10/23. 
SMITH,W.W. Affiliation Not Assigned. Ip. 38346:091-38346:091. 


8610280368 Brief opposing appeal by atty general of State of MA re ASLB 861007 
order granting applicant motion for authorization to Issue license to conduct fuel load 
& precriticailW testing.Certificate of Svc end. 

DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNAN.T.G. Ropes & Gray. 
#486 1270. 86/10/23. Atomic Safety and Licensing Appeal Panel. 16pp. 38376:170- 
38376:185. 


8610300258 Requests to make limited appearance statement at facility licensing hear- 
ings & to be informed of hearing schedule. Served on 861029. 

SMITH, W.W. Affiliation Not Assigned. #486 1292. 86/10/23. WOLFE.S.J. Atomic 
Safety and Licensing Board Panel. 1p. 38405:046-38405:046. 

8610290334 Order granting Seacoast Anti-Pollution League opportunity to reply to ques- 
tion on whether rejoinder in atty general appeal permitted group to raise issues 
beyond single issue presented in appeal.Served on 861028. 

SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1281. 86/10/27. 
Seacoast Anti-Pollution League. 3pp. 38400:327-38400:329. 

8610290283 Response to 860428 interrogatories & request for production of documents 
re airborne release of radioactive matl.Town possesses no documents within scope of 
requesLRelated correspondence. 

GRAHAM.C.P. Salisbury, MA. GRAHAM,C.P. McKay, Murphy & Graham. #486 1286. 
86/10/28. Public Sen/ice Co. of New Hampshire. 8pp. 38400:347-38400:354. 

8610300267 Motion to hold offsite emergency planning proceeding in abeyance until 
emergency plans submitted for entire emergency planning zone.Supporting documen- 
tation encl. Certificate of Svc end. 

CURRAN,D. Public Service Co. of New Hampshire. CURRAN,D. Harmon & Weiss. 
#486 1297. 86/10/28. Atomic Safety and Licensing Board Panel. 26pp. 38405:020- 
38405:045. 


H. General correspondence 

8610060482 Objects to violation of state law re lack of scheduled payments into decom- 
missioning fund & relevant info available for public review. 

CUSHING,R. Affiliation Not Assigned. 86/09/18. lACAPINO.V. New Hampshire, State 
of. 2pp. 38098:264-38098:265. 


I. Financial Information 

8610060429 Forwards revised Pages 1,301 & 311 to 1985 annual financial 
repLsubmitted to FERC on 860924 per 10CFR50.7 1(b) .Ack of receipt requested. 
GUGLIELMO,F.J. Northeast Utilities. 86/09/26. Office of Nuclear Reactor Regulation, 
Director (post 851125). 2pp. 38099:070-38099:074. 

-8610060444 Errata to “Northeast Utils 1985 Annual Rept," consisting of revised Pages 
1,301 &311 re FERC Form 1. 

UHUG.D. Northeast Utilities, 85/12/31. 3pp. 38099:072-38099:074. 


J. Insurance & indemnity information 

8610060004 Forwards NELIA Certificate NF-109 & MAELU Certificate MF-109. 
VlETEN,M.J. Marsh & McLennan. Inc. 86/09/09. SALT2MAN,J. Assistant Director for 
State & Ucensee Relations. 16pp. 38094:212-38094:227. 

8610300208 Unexecuted Amend 1 to Indemnity Agreement B-106.changing Item 3 in 
entirety 

NASH.D. Assistant Director for State & Licensee Relations. 86/10/29. 3pp. 
38408:319-38408:321. 


K. Utility Final Safety Analysis Report (FSAR) ft amends 


8610030545 Forwards FSAR revs contained in Amend 60 to 730330 application to con- 

fKMAS,^^*PuWic*Servlce Co. of New Hampshire. 86/09/23. NOONAN,V.S. PWR 
Project Directorate E 5pp. 38086:164-38086:315. 


-8610030548 Amend 60 to FSAR for Seabrook Station. 

* Public Service Co. of New Hampshire. 86/09/30. 74pp, 38086:169-38086:315. 


P. Operating license stage documents ft correspondence 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation model8.Svc list encl. * 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins ft correspondence 

8103300409 IE Info Notice 61-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list* 

• Office of Inspection ft Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list 

• Office of Inspection ft Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :079-38351 :082. 

8610090151 Forwards addI info re 860721 probability safety assessment update, per 
recent discussions w/NRC, including check valve failure rates used in emergency plan- 
ning zone study & info re IE info Notice 86-060. 

THOMAS, G.S. Public Service Co. of New Hampshire. 86/09/29. NOONAN,V.S. PWR 
Project Directorate 5. 152pp. 38147:001-38147:152. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list encl. ^ 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303, 
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8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Row Recirculation Line." Svc list 
encl, 

TAYLOR, J.M. Office of Inspection & Enforcement Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York. Inc. 106pp. 38258:276-38259:017. 

8610210031 Forwards Safety Insp Rept 50-443/86-45 on 86081 8.22.NO violations 
noted. 

EBNETER,S.D. Region 1. Office of Director. 86/10/09. HARR1SON.R.J. Public Service 
Co. of New Hampshire. 6pp. 38306:104-38306:118. 

-8610210034 In^ Rept 50-443/86-45 on 8&0818-22.NO violations noted. Major areas 
insp8cled:electric^ aspects of emergency procedures, electrical equipment & resolu- 
tion of previousiy identified instrumentation deficiencies. 

PAUL1T2,F., ANDERSON, C.J. Region 1, Office of Director. 86/10/03. 9pp. 38306:110- 
38306:118. 

8610080068 IE Info Notice 86-086. “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Off^e Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN.E.L Division of Em^gency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610220325 Partid response to FOIA requesLRecords sub] to request available in PDR. 
GRIMSLEY,D.H. Division of Rules and Re<»rds. 86/10/14. CURRAN, D. Harmon & 
Weiss. 3pp. 38337:035-38337:092. 

--6610230059 Rev 0 to General Test Procedure GT-M-106. “Containment & Contain- 
ment End Surface In^.” Related documentation encl. 

KANN.G. Public Service Co. of New Hampshire. 86/10/14. 57pp. 38339:315- 
38340:011. 

6610240306 Discusses findings of 860918 svc water sys lining insp.No local defects or 
overall wear on pipe coating identified. Next internal in^ scheduled for first refueling 
outage.per util 860410 Itr. 

DEVINCENTIS.J. Public Service Co. of New Hampshire. 86/10/15. STAROSTECKI,R. 
Region 1, Office of Director. 3pp. 38356:323-38356:324. 

8610100105 IE info Notice 86-089, “Uncontrolled Rod Wtti^drawal Because of Single 
Failure.” Svc list end. 

JORDAN,E-L Dnnsion of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

6610100107 Suppl 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Oividon of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610310249 Forwards Safety Insp Repts 50-443/86-46 on 860708-0915 & notice of vio- 
lation. 

WEN2INGER.E.C, Region 1. Office of Director, 86/10/22. HARRISON.R.J. Public 
Service Co, of New Hampshire. 2pp. 38418:149-38418:180. 

-6610310253 Notice of violation from insp on 860708-0915. 

• Region 1. Office of Director, 86/10/22. 5pp. 38418:151-38418:155. 

--^10310258 Insp Rept 50-443/86-46 on 860708-091 5, Violation noted: nonseismically 
mounted const items in safety-related bldgs not identified on any incomplete items list 
or work control program for removal. 

ELSASSER,T,C. Region 1, Office of Director. 86/10/23. 25pp. 38418:156-38418:180. 


8610100013 Transcript of 860930 hearing in Portsmouth.NH re onsite emergency plan- 
ning & technical issues.Pp 325-519. Supporting documentation end. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 652pp. 38187:083-38189:014. 

8610140124 Transcript of 860930 limited appearances se^ion in Portsmouth,NH.Pp 
520-674.Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 115pp. 38226:314-38227:068. 

8610090496 Transcript of 861001 hearing in Portsmouth,NH re onsite planning & emer- 
gency technical issues.Pp 675-877.Related info end. 

^ Atomic Safety and Licensing Board Panel. 86/10/01. 285pp. 38179:152-38180:076. 

8610080320 Forwards draft “Statement of NRC Before Subcommittee on Energy Con- 
servation 6 Power, US House of Representatives re Status of Emergency Planning for 
Seabrook.” Draft statement should be served on parties & Boards.Served on 861006. 
GRAY.J. Commissioners, #486 0969. 86/10/03. CLEMENTS.B, NRC - No Detailed 
Affiliation Given. 14pp. 38137:277-38137:290. 

8610100590 Transcript of 861003 hearing in Portsmouth, NH re onsite emergency plan- 
ning & technical issues.Pp 878-1,027. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 86/10/03. 177pp. 38195:001-38195:177. 

8610100652 Transcript of 861003 limited appearance session in Portsmouth.NH re 
onsite emergency planning & technical issues.Pp 1,1028-1,137. 

* Atomic Safety and Licensing Board Panel. 86/10/03. 109pp. 38204:220-38204:328. 

8610270113 Motion for corrections to transcript of 860929-1003 hearings, per end list of 
changes-Certificate of Svc also end. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1256. 86/10/23. Atomic 
Safety and Licensing Board Panel. 6pp. 38360:181-38360:186. 

8610200107 Transcript of remarks to ASLB re importance of max safety in 
design.const.operation & evacuation planning for Seacoast areaAII participants urged 
to ensure that safety has highest priority.Served on 861015. 

SMITH.R.C. House of Rep. #486 1102. 86/10/31. 1p. 38290:014-38290:014. 


V. Operator Examinations 


8610200390 Partial response to FOIA requesLForwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES.G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610220208 Fonvards survey of experienced operators & shift technical advisers at 
Diablo Canyon, Seabrook & Waterford 3.per request 

KNIGHTON, G.W. Ucensing Branch 3. 83/10/13. NOVAK, T.M. Assistant Director for 
Licensing. 7pp. 38336:172-38336:178. 

8610160316 Forwards summary of 860903 meeting w/util at Region I ofc re replace- 
ment operator licensing program,individual eligibility of replacement operators & li- 
cense renewal appiications.Meeting beneficial. 

KANE,W.F. Region 1, Office of Director. 86/10/03, HARRISON.R.J. Public Service 
Co. of New Hampshire. 6pp. 38265:312-38265:317. 

8610240293 Discusses replacement operator license training program. Modified version 
of approved initial cold license training program suggested to permit license candi- 
dates to obtain license if plant full power license not yet granted. 

THOMAS, G.S. Public Service Co. of New Hampshire. 86/10/22. NOONAN. V.S. PWR 
Project Directorate 5. 3pp. 38356:259-38356:261. 
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A. Application/construction stage documents & correspondence 


S. Reportable occurrences, LERs & related correspondence 

8610070328 Rnal Deficiency Rept (CDR 81-00-10) re inconsistency in electrical cable 
tray support bolts desigmlnitialiy reported on 810727.Required mods to conduit & 
cable tray support connections installed & inspected. 

DEVINCENTiS,J. Public Service Co. of New Hampshire. 86/08/21, STAROSTECKl.R. 
Re^on 1, Office of Director. 4pp. 38123:027-38123:029. 

861(X)30448 PNS-l-86-016:on 860926.bomb threat recced from United Front of 
America.Boinb search & mgt recall procedures conducted.Three pieces of taped pipe 
found in radwasle processing bldg control room.FBI & State of NH notified. 

BA1LEY,R., KE!MIG,R. Region 1, Office of Director, 86/09/29. 1p. 38085:347- 
38085:347. 

8610150511 IfTforms of new Westinghouse bounding error limit for temp 
coiTtoensation.based on testing of Veritrak/Tobar transmitters per 860912 interim defi- 
ciency reptConservative setpoints for steam generator k>4o water level witi be used. 
THOMAS, G.S. Rubfic Service Co. of New Hampsh^e. 86/10/09, NOONAN,V.S. PWR 
Project Directorate 5. 2pp. 38252:072-38252:073. 

8610170289 PNS-l-86-017:(Mi 861 009, disc jockey at radio station in Leominster.MA re- 
ceived telcon that bomb wili go off at plant late thfe wk or nexLLicensee notified.Bomb 
search procedures implemented w/ne^tive results. 

BAlLEYiR., KEIM1G.R. Region 1, Office of Director. 86/10/10. Ip. 38287:344- 
38£^7:344. 


T. Hearing transcripts on non-atidtrust matters 

8610060057 Transcript of 860929 hearing in PortsiTiouth,NH re onsite emergency plan- 
r»ng & technical is$u<^.Pp 26-191. 

* Atomic Safely and Licensing Board Panel. 86/09/29. 169pp. 38132.*006-38132:174. 

8610100763 Transcript of 860929 Bmiled appearances session in Poftsmouth,NH re 
onsite emergency planning & technical issues.Pp 192-334. 

* Atomic Safely and Licensing Board Panel. 86/09/29. 92pp, 38201:075-38201:166. 


8609230296 Generic Lir 86-15 to all licensees & holders of af^lication for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list encl. 

DENTON, H.R. Office of Nuclear Reactor Reflation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:266. 

8610160313 Ack recept of itr listing info from workers at facility. List of add! problems 
re fadlity encLResponse requested. 

TRACY.S. Employee’s Legal Project 86/09/25. KANE.W. Region 1. Office of Director, 
^p. 38265:318-38265:319- 

8610080128 Further re^Donse to FOIA request for 16 categories of records re 
faditties-Forwards App D & E documents.Oocuments also availsmle in PDR. 
GRIMSLEY,aH. Dhrision of Rules and Records. 86/09/26, RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-8012120401 Fonwards overview of Geosciences Branch workload, w/prioiity 
indicated.Requests assistance w/scheduling ACRS & hearings. 

JACKSON.RE. Geosdences Branch. 80/10/06. ROE.J. Division of Ucensing 
(800428-851124). 7pp. 38140:174-38140:180. 

6610030192 Informs that listed items identified as required changes to FSAR.Ann^t^ 
FSAR pages showng required changes end. Qiamges will be incorporated into FSAR 
by future amend. 

DEVINCENT1S,J. Public Service Co. of New Hampshire. 86/09/29. NOONAN.V.S. 
PWR Project Dffeclorate S. 11pp. 38079:295-38079:305. 


8610090151 Forwards add! info re 860721 probability safety assessment update.per 
recertt discusdons w/NRG,iridudiiig dieck valve failure rates used in em^ gency iBan- 

nirrg zone study & info re IE Info Notice 86-060. 

THOMAS, G.S. Pi^lic Service Co. of New Hampshire. 86/09/29. NOONAN.V.S. PWR 
Project Directorate 5. 15^. 38147:001-38147:152. 


8610100127 Requests results of investigation into S Tracy 860912 Alleged safety 
violations.SR Mitdieli concerns & util resolution also requested. _ . 

KANE.W.F, Regkm 1. Office of CSrector. 86/10/01. HARRISON, RJ. Public Service 
Co. of New Hampshire. 6pp. 38190:001-38190:010. 
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~8610100135 Requests as^stance in contacting individuals alleging safety violations 
listed in Employee Legal Project 860912 Itr to Governor Oukaids. 

KANE,W,F. Region 1, Office of Director. 86/09/26. TRACY.S. Employee’s Legal 
Project Ip. 38190K)07-38190:010. 

8610150518 Commits to provide quarterly summaries of all 10CFR50.59 changes for 2 
yrs instead of imposing license condidon,per 860520 Itr re Tech Spec improvement 
program-Provisions of 10CFR2 & 50 assure compliance w/commitment 
THOMAS^G.S. Public Service Co. of New Hampshire. 86/10/09. NOONAN. V.S. PWR 
Project Directorate 5. 2pp. 38252:016-38252:017. 

8610170117 Forwards Employees Legal Project 860925 list of add! safety concerns & 
transcript of 860805 meeting between Region 111, Computer interference Elimination & 
Comm Ed in Redmond. WA re Byron Unit 1 as-built drawing. 

KANE,W.F- Region 1. Office of Director. 86/10/09. HARRISON, R.J. Public Service 
Co. of New Hampshire. 7pp. 38287:110-38287:316. 

8610170224 Forwards addi info re Tech Spec improvement program on protective de- 
vices for non-Class 1 E circuit connected to Class 1 E power sources.lnfo will be for- 
mally incorporated In future FSAR amend. 

THOMAS, G.S. Public Service Co. of New Hampshire. 86/10/14. NOVAK.T.M. Division 
of Pressurfeed Water Reactor Licensing - A (post 851125). 16pp. 38280:290- 
38280:305. 

8610220325 Partial response to FOIA requestRecords subj to request avsulable in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/14. CURRAN.D. Harmon & 
Weiss. 3pp. 38337:035-38340:244. 

—85042^340 Summarizes work & findings to date from review of probabilistic safety 
study in response to J Rosentiial request.No deficiencies found.Review will not be 
continued. 

HULMAN,LQ. Accident Evaluation Branch. 85/04/10. SHERON.B. Reactor Systems 
Branch. 71pp. 38337:093-38337:163. 

<-6610220339 “Preliminary Review & Evaluation of Se^rook Probabilistic Safety Stucfy.” 
KHATIB-RAHBAR, AGRAWAL.A.K., LUDEWIG.H. Brookhaven National Laboratory. 
RN A-3778. 85/01/31. NRC - No Detailed Affiliation Given. 53pp. 38337:040- 
38337:092. 


8810150084 Ctsffifi^ info provided in util 860506 Itr re emergency plan.Coreload mile- 
stone for installation of alert & notification sys sirens intended to be low power license 
milestones. 

DEVINCENTIS,J. Public Service Co. of New Hampshire. 86/10/09. NOONAN, V.S. 
PWR Project Directorate 5. 2pp. 38251:029-38251:030. 

8610220325 Partial re^nse to FOIA requestRecords subj to request available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/14. CURRAN.D. Harmon & 
Weiss. 3pp. 38337:035-38337:092. 

-8610220420 Forwards comments re “Seabrook Station Risk Mgt & Emergency Plan- 
ning Study" & observations & questions re “Seabrook Station Emergency Planning 
Sensitivity Study." Related documentation end. 

LYON,W.C. Reactor Systems Branch (PWR-A). 86/08/19. BERLINGER,C. Reactor 
Systems Branch (PWR-A). 548pp. 38337:237-38339:064. 

8610220004 Confirms ti^at alert & notification sys sirens will be operational prior to initial 
criticality,based on discusdon w/W Lazarus. 

DEV1NCENTIS,J. Public Service Co. of New Hampshire. 86/10/16. NOONAN, V.S 
PWR Project Directorate 5. 2pp. 38327:049-38327:050. 

8610300213 Fonwards supplemental request for addI info re emergency planning sensi- 
thdty study.Requests documentation of oral questions raised in 861015-17 meetings. 
LONG,S.M. PWR Project Directorate 5. 86/10/23. HARRISON, R.J. Public Service Co. 
of New Hampshire. 14pp. 38408:305-38408:318. 

8610290070 Partial response to FOIA requesLApp D documents re emergency planning 
& risk mgt available in PDR.App E documents re emergency planning,$ensitivity study 
& seismic fragility end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/24. CURRAN.D. Harmon & 
Weiss. 4pp. 38399:279-38399:322. 

—8608190580 Requests direction that NRC will tdce to review emergency planning zone 
submitted.Decision chart setup,in form of three questions attached for 
cons'ideration,suggested. 

SPEIS.T. NRC - No Detailed Affiliation Given. 86/08/11. NOVAK, T. NRC - No De- 
tailed Affiliation Given. 6pp. 38399:295-38399:305. 


—8610220363 Fonvards draft BNL rept, “Review of Seabrook Station Probabilistic 
Safety AssessmentContainment Failure Modes & Radiological Source Terms." 
KHATIB-RAHBAR Brookhaven National Laboratory. FIN ^3778. 85/09/13. LYON.W. 
Reactor Systems Branch. 68pp. 38337:164-38337:235. 

-8610220381 Forwards “Review of Seabrook Station Probabilistic Safety 
AssessmentCkbntsunment Failure Modes & Radiological Source Terms." W/o end. 
KHATIB-RAHBAR Brookhaven National Uboiatory. FIN A-3778. 86/02/21. LYON.W. 
NRC - No Detailed Affiliation Given. Ip. 38337:236-38337:236, 

8610280347 Forwards questions re emeigency core cooling deficiency involving insuffi- 
dent head at charging pump inlet during safety injection in redrculation mode w/one 
of two RHR pumps inoperab1e.Conference call suggested. 

NERSES,V, Dividon of Pressurized Water Reactor Licensing - A (post 851 125). 86/ 
10/14. HARRISON.R.J. Public Service Co. of New Hampshire. 7pp. 38387:134- 
38387:140. 

8810210002 CHscusses util commitments,inciuding implementation of program to ensure 
capability to monitor plant parameters & sys operating status during & following 
accident.per Rev 3 to Reg Guide 1.97. 

THOMAS.G.S. Public Service Co. of New Hampshire. 86/10/15. NOVAK.T,M. PWR 
Project Directorate 4. 2pp. 38305:188-38305:189. 

8610280445 Forwards remaining changes to final draft Tech Specs to be incorporated 
into 860618 final draftCertification tiiat find draft Tech Specs consistent w/ 
FSAR,SER & SSERs & as-built facility requested by 861016. 

NOVAK,T,M. Dividon of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/15. HARRISON,R.J. Public Service Co. of New Hampshire. 38pp. 38385:295- 
38385:332. 

8610210005 Forwards draft marked-up Tech Specs covering containment end Wdg & 
UHS.FSAR changes identified to ensure compatibility between FSAR 8 Tech 
Specs.Chang^ wili be incorporated in futiire FSAR amend. 

THOMAS,G.S. Public Service Ck). of New Hampshire. 86/10/16. NOVAK,T.M. Dhridon 
of Pressurized Water Reactor Licensing - A (post 851 125). 9pp. 38306:037-38306:045, 

8810220369 Generic Lir 86-16 to ail PWR applicants 8 licensees re Westinghouse 
ECCS evaluation models.Svc fist end. 

DENTON,H.R. Ofifice of Nudear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610080324 Requests that updated info on SSER Sections 8.3.1.2.8 8 9.S>^.1 re diesel 
generator no load operation be reflected in next SSER. 

DEV1NCENTIS.J. Pubfic Service Co. of New Hampshire. 86/09/29. NOONAN.V.S. 
PWR Project Directorate 5. 3pp. 38137:274-38137:276. 

6610150044 Requests acceptance of preoperational test results confirming c^>erability 
of diesel generator wNIe carrying max Train A load.for inclusion in next SSl^. 
DEVINCENTISJ. Public Service Co. of New Hampshira 86/10/09. NOONAN.V.a 
PWR Project Directorate 5. 2pp. 38251:044-38251:045. 


-8609180086 Discusses review of BNL proposed tasks for evaluation of facility emer- 
gency planning study.Impact on risk of severe accident during shutdown.refueiing & 
offnormal operation not mentioned. 

SPE1S,T.P. Division of Safety Review 8 Oversight (post 851125). 86/09/15. 
NOVAK,T.M. Division of Pressurized Water Reactor Ucensing - A (post 851125). Ip. 
38399:285-38399:285. 

-8610030138 Comments on proposed tasks for BNL evaluation of facility emergency 
planning study.in re^onse to 860812 requesLBNL review should identify major areas 
of risk 8 evduate potential improvement to plant design 8 operation. 

SPEIS,T.P. Division of Safety Review 8 Oversight ftiost 851125). 86/09/25. 
NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 3pp. 
38399:286-38399:294. 

-8610100598 Forwards comments re “Seabrook Station Risk Mgt 8 Emergency Plan- 
ning Study.” Methods of bypassing contsunment not fully explored 8 potential risk 
impact of sabotage ignored. 

LYON,W.C. Reactor Systems Branch (PWR-A). 86/10/06. BERLINGER.C. Reactor 
Systems Branch (PWR-A). 17pp. 38399:306-38399:322. 


G. Adjudicatory correspondence 

8610060437 Response in support of town of /timesbuiy,MA objection to ASL8 86091 1 
order imposing sanctions.Board order misconceives Commission discovery policy de- 
signed to protect ageunst surprise.Certificate of Svc end. 

SNEIDER,C.S., BRONSTEIN,D.S. Massachusetts, Commonwealth of. #486 0937. 86/ 
09/29. Atomic Safety and Licensing Board Panel. 7pp. 38099:294-38099:300. 

8610060445 Stipulation re authenticity of documents offered Into e^ridence by New Eng- 
land Coalition on Nuclear Pollution as Contention i.B.2 re onsite emergency planning 
8 technical 

CURRAN,D. Pubfic Service Co. of Colorado. CURRAN.D. Harmon 8 Weiss. #486 
0936. 66/09/29. 4pp. 38098:256-38098:259. 

8810060623 Stipulation on behalf of NRC & New England Coalition on Nudear Pollution 
re authenticity of document offered into evidence during 860929-1003 evidentiary 
hearings on Contention I.B.2.Certificate of Svc end. 

CURRAN,D. New England Coalition on Nudear Pollution. CURRAN.D. Harmon 8 
Weiss. #486 0935. 86/09/29. 4pp. 38092:169-38092:172. 

8610060650 Entry of appearance providing author name & aridress,name 8 address for 
Atty General FX Beitotti of State of MA & list of admissions.Certificate of Svc end. 
BRONSTEIN.D.S. Massachusetts. Commonwealth of. #486 0934. 86/09/29. 5pp. 
38092:191-38092:195. 

8610080308 Expresses concern re implied approval of radiological emergency response 
evacuation plans before initiation of licensing proceedings, contained in Board 86091 1 
order.Served on 861007. 

KERRY.J.F. Senate. #486 1001. 86/09/29. ZECH.L Commissioners, Ip. 38137:356- 
38137:358. 


F. Security, medical, emergency & fire protection plaiw 

86102000^ Fonwards request tor addi tofo re emm'gency ptonrfing sensitivity study.End 
request documents oral 8 written questions tranan^fited to licensee personnel & oon- 
tractors during 860923 meeting in Belhe8da.MD. 

LONG.S.M. PWR Project Directorate 5. 86/10/08. HARRISON.R.J. Public Sendee Co. 
of New Hampshke. 8pp. 38304:001-38304:008. 

Forwards mnda for 861030-31 early emergency responders workshop to 
WBlow Grove.PA,per TE Murley Aug 1986 Itr. 

MARTIN.T.T. Region 1, Office of Director. 86/10/08. CONVERSE,RJ. New York 
Power Authority (formerly Power Authority of the State of New York). DAGGETT.CJ. 
Environmental Protection Agency. VICI^RS,H. F^^radl Emergar^ Mjeors^tem^t 
Agency. 9w). 38350:223-38360:231. 


-8610080311 Expresses strong objection re legally 8 fairness of Board 860911 ruling 
barrirw four State of MA communities from partidpating in upcoming fioense proceed- 
ings. Recondderation of ntiing requested. 

KERRY,J.F. Senate. 86/09/29. HOYT.H. Atomic Safety and Licensing Board Panel. 
2pp. 38137:357-38137:358. 

8610150143 Opposes licensing of faefiity due to lade of effective evacuation 
plan.S^ed on 861014. 

NOONAN.S. Affiliation Not Assigned, #486 1078. 86/09/29. NRC - No Detailed Affili- 
ation Given. 2pp. 38249:079-38249:080. 

8610200110 Requests position re possible reassessment of emergency plan evacuation 
2 K>ne ofieria in light of recent aeddent at Ch6moby!.Swved on 861015. 

SIMON,P. Senate. #486 1100. 86/10/02. ZEOi,LW. Commissioners. Ip. 38290:092- 
38290:092. 
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8610060240 Requests service of end memo on parties to proceeding. Served on 
861003 

DAVIS, P.R. Commissioners. #486 0957. 86/10/03. CLEMENTS. W.L. Docketing & 
Services Branch. Ip, 38088:343-38088:344. 

--8610060267 Describes documents received by Commissioner Asselstine from S 
Comley re plant & S Comley opposition to planLDocuments available in PDR. 
DAVIS.P,R. Commissioners. 86/10/03. Commissioners. Ip. 38088:344-38088:344. 

86101000S2 Sixth rept on status of State of NH radiological emergency response 
plan,submltted per Board 860325-26 requests. W/ Certificate of Svc. 

BISBEE,G.D. New Hampshire, State of. #486 1021. 86/10/06. 4pp. 38190:288- 
38190:291. 

8610100057 Response to applicant 860925 motion for decision on motions for summary 
disposition & for hearing schedule re State of NH emergency planning issues.Parties 
should know where proceedings stand prior to litigation.W/Certificate of Svc. 
BACKUS,R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Hampton Falls. NH. 
BACKUS, R.A. South Hampton. NH. #486 1022. 86/10/06. Atomic Safety and Licens- 
ing Board Panel. 5pp. 38191:326-38191:330. 

8610150096 Opposes approval of low power license.Plant SPDS deficiencies 
noted.Decisions to sustain many objections at hearing criticized.Served on 861014, 
ZAFRIS,J.L Affiliation Not Assigned. #486 1074. 86/10/06. WOLFE Atomic Safety 
and Licensing Board Panel. 4pp. 38241:341-38241:344. 

8610080236 Requests end LJ Haskins 861007 Itr to Commissioner Asselstine express- 
ing appreciation for efforts In ensuring plant meets all NRC requirements prior to issu- 
ance of OL be served on all parties to proceeding.Served on 861007. 

DAVtS.P.R. Commissioners. #486 1003. 86/10/07. CLEMENTS.W.L. Docketing & 
Services Branch. 3pp. 38133:319-38133:321. 


8610150197 Withdrawal of opposition to town of Seabrook 860922 motion for reconsid- 
eration of ASLB order imposing sanctions re offsite emergency planning 
issues.Certificate of Svc end. 

GAD,R.K. Public Service Co. of New Hampshire. GAD.R.K. Ropes & Gray. #486 
1067. 86/10/10. Atomic Safety and Licensing Board Panel. 5pp. 38246:132- 
38246:136. 

86102Q0233 Ack receipt of 861008 itr re public evidentiary hearing. Hearing began on 
860929 & proceeded on 860930-1 003.Limited appearance statements not made 
under oath.Per hearing, 10CFR2.715(a) reads as stated.Served on 861016. 

WOLFE, S.J. Atomic Safety and Licensing Board Panel. #486 1104. 86/10/15. 
STUDDS.G.E. House of Rep. 2pp. 38304:153-38304:155. 

-8610200237 Requests confirmation & explanation re constituent protestor testimonies 
not made part of official proceeding record. 

STUDDS,G.E. House of Rep. 86/10/08. WOLFE Atomic Safety and Licensing Board 
Panel. Ip. 38304:155-38304:155. 

8610210082 Motion to file response 2 business days late to applicant 860925 motion for 
decision on pending summary dispositions & establishment of hearing schedule on 
emergency planning. Motion not received until 861015.W/Certificate of Svc. 
CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon & 
Weiss. #486 1142. 86/10/15. Atomic Safety and Licensing Board Panel. 4pp. 
38305:219-38305:222. 

8610210109 Response to applicant 860925 motion for summary disposition & hesu'ing 
schedule re emergency planning issues.Opposes establishing hearing schedule on 
Rev 2 to state emeraency response plans.W/Certificate of Svc. 

CURRAN.D. New England Coalition on Nuclear Pollution. CURRAN.D. Harmon & 
Weiss. #486 1141. 86/10/15. Atomic Safety and Licensing Board Panel. 6pp. 
38307:109-38307:114. 


8610100153 Memorandum & Order LBP'86-34 granting applicant 860822 motion for au- 
thorization to issue license to conduct fuel load & precriticality testing.Served on 
861006. 

WOLFE.S.J., HARBOUR, J.. LUEBKE.E.A. Atomic Safety and Licensing Board Panel. 
#486 1017. 86/10/07. Office of the General Counsel. 11pp. 38193:080-38193:090. 

8610100162 Order receding to town of Amesbury 860919 objection to ASLB 860911 
order imposing modified sanctions.Fiting outside period of time prescribed for answers 
& filed 3 days after ASLB order served. Filing improper.Served on 861008. 

HOVT,H.F. Atomic Safety and Licensing Board Panel. #486 1016. 86/10/07. Ames- 
bury, MA. 5pp. 38192:356-38192:360. 

8610100234 Order addressing town of Seabrook 860922 motion for reconsideration of 
ASLB 860911 order imposing sanctions re offsite emergency planning.Order will be 
modified when response to interrogatories receivedServ^ on 861008. 

HOYT,H.F, Atomic Safety and Licensing Board Panel. #486 1015. 86/10/07. Sea- 
brook, NH. 3pp. 38189:061-38189:063. 

8610100303 Order addressing town of Rye.NH 860919 motion for reconsideration of 
ASLB 860911 order granting applicant motion for sanctions.Town must respond to Ap- 
pllc^t Interrogatory XXIX-1/5 to retain status.Served on 861008. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #486 1014, 86/10/07. Rye, 
NH. 6pp. 38187:054-38187:059. 

6810220211 Notification of joinder to Seacoast Anti-Pollution League, et al 861006 re- 
sponse to applicant motion for decision on motions for summary disposition & hearing 
schedule re offsite emergency planning issue.Certificate of Svc end. 

GAVUTIS,S. Kensington, NH. #486 1164, 86/10/07. Atomic Safety and Licensing 
Board Panel. 4pp, 38324:178-38324:181. 

8610150113 Response to applicant 860925 motion for dedsion on pending summary 
disposition motions & for establishment of hearing schedule on State of NH emergen- 
cy planning issues. Certificate of Svc end. 

BROCK, M.T. Hampton, NH. BROCK, M.T. Shaines, Madrigan & McEachern Profes- 
sional Assodation. #486 1063, 86/10/08. Atomic Safehr and Licensing Board Panel. 
5pp. 38241 :329-38241 :333. 

8610140304 Requeste that NRC not approve fuel loading & zero power testing license 
for plant until emergency planning fully resotved.Served on 861010. 

MAVROULES,N. House of Rep. #486 1044. 86/10/09. ZECH.L Commissioners. Ip. 
38223:274-38223:274. 


8610210223 Response supportinq applicant 860925 motion for decision on motions for 
summary disposition on file & for hearing schedule re util emergency planning 
issues.Certificate of Svc end. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1130. 86/10/15. Atomic 
Safety and Licensing Board Panel. 6pp. 38313:299-38313:304. 

8610240040 Notice of appearance of CP Graham for intervener Town of Salisbury. W/ 
Certificate of Svc. 

GRAHAM, C.P. Salisbury, MA. #486 1204. 86/10/15. 4pp. 38346:041-38346:044. 

8610200228 Advises that limited appearance statements & petitions filed in related cor- 
respondence administrative record of proceeding on 861016.Documents wilt not be 
served but available at author ofc.Served on 861016. 

CLEMENTS, W.L. Docketing & Services Branch. #486 1105. 86/10/16. Office of the 
General Counsel. Ip. 38304:161-38304:161. 

8610210277 Order staying effectiveness of ASLB 861007 memorandum & order grant- 
ing applicant motion to authorize NRR to issue OL allowing fuel loading & precriticality 
testing until 861016, per Commonwealth of MA oral applicatlon.Served on 861017. 
SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1123. 86/10/16. 
Massachusetts, Commonwealth of. 3pp. 38313:334-38313:336. 

8610210086 Memorandum & order denying Commonwealth of MA application for stay of 
effectiveness of Board 861007 order granting applicant motion to authorize NRR issu- 
ance of OL.Served on 861017. 

SHOEMAKER,C.J. Atomic Safety and Licensing Appeal Panel. #486 1119. 86/10/17. 
Massachusetts, Commonwealth of. 3pp. 38305:279-38305:281. 

8610220109 Order denying town of Newbury request to respond to applicant 860428 
interrogatories-Request treated as motion for reconsideration of ASLB 86091 1 order 
imposing modified sanctions.Served on 861020. 

HOYT,H,F. Atomic Safety and Licensing Board Panel. #486 1183. 86/10/17. 2pp. 
38324:306-38324:307. 

8610220158 Order granting town of Salisbury motion to reconsider ASLB 860911 
order.Responses to applicant 860428 Interrogatories should be filed within 14 days of 
svc date.Parties should add CP Graham to svc lists.Served on 861020. 

HOYT,H.F. Atomic Safety and Licensing Board Panel. #486 1186. 86/10/17. Office of 
the General Counsel. 3pp. 38325:179-38325:181. 


8610140332 Response recommending ASLB reconsider order imposing sanctions 
against towns of Amesbury & Rye & afford Rye opportunity to resume participation in 
hearing upon identification of contentions.W/Cei1if»cate of Svc. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1052. 86/10/09. Atomic 
Safety and Licensing Board Panel. 15pp. 38224:001-38224:015. 

8610140349 Urges that any ASLB decision re issuance of low power license be stayed 
until all issues surrounding state & local participation in emergency planning & pre- 
paredness completely resoived.Senred on 861010. 

MARKEY,E.J. House of Rep., Energy & Commerce. #486 1043. 86/10/09. 
ZECH,LW. Commissioners. 3pp. 38224:146-38224:147, 


8610220326 Response to town of Salisbury 860930 motion to reconsider ASLB 860911 
order Imposing sanctions for failing to comply w/ASLB 860624 order directing town to 
answer applicant 860428 interrogatories.W/Certjficate of Svc, 

TURK,S.E. Assistant General Counsel for Hearings. #486 1198. 86/10/20. Atomic 
Safety and Licensing Board Panel. 6pp. 38327:170-38327:176. 

8610270108 Motion opposing town of Hampton 861008 motion to establish hearing 
schedule & for addi time to file & incorporate contentions.C6rtifiGate of Svc end. 
DIGNAN,T.G. Public Service Co. of New Hampshire. DIGNANJ.G. Ropes & Gray. 
#486 1254. 86/10/20. Atomic Safety and Licensing Board Panel. 5pp. 38359:135- 
38359:139. 


8610150121 Informs of Intervener concerns re ACRS role in NRC review of rev to PRA 
for plantlmproper & urrfair for NRC to agree to review adequacy of basis for reduction 
in size of emergency 2 one.Related correspondence. 

CURRANA New England Coalition on Nuclear Pollution. CURRAN,D. Harmon & 
Weiss. #486 1064. 86/10/10. WARD,D.A, ACRS - Adw'soiy Committee on Reactor 
Saf^uards. 3pp. 38246:095-38246:097. 

8610150125 Atty General FX Bellotti answer to applicant 860925 motion for decision on 
motions for summary disposition on file & for hearing schedule re State of NH emer- 
gency planning issues.Certificate of Svc end. 

SNEIDER,C.S, Massachusetts, Commonwealth of. #486 1065. 86/10/10. Atomic 
Safety and Licensing Board Panel. 10pp. 38241:006-38241:015. 


8610280145 Motion requesting direct certification of whether ASLB acted in excess of 
bounds of fairness in 861007 order addressing objection to 860911 order imposing 
sanctlons.Order for sanctions has caused immediate &. irreparable harm to town. 
LORD,W.S. Amesbury, MA. #486 1273. 86/10/20. Atomic Safety and Ucensing 
Appeal Panel. 7pp. 38375:001-38375:007. 

8610240107 Notice Of joinder in appeal of Atty General FX Bellotti 861007 memory 
dum & order authorizing issuance of OL to conduct fuel load & precnticalrty 
testlng.Certificate of Svc end. ^ ^ . 

BACiaJS.R.A. Seacoast Anti-Pollution League. BACKUS, R.A. Backus. Meyer 6 
mon. #486 1235. 86/10/21. Massachusetts, Commonwealth of. 3pp. 38346:309- 
38346:311. 


6610150137 Response to town of Salisbury ASLB 860911 motion to reconsider order 
Imposing sanctions re offsite emergency planning lssues.Motion should be allowed & 
sanctions lifted. W/Certificate of Svc. 

GAO,R.K. Public Service Co. of New Hampshire. GAD.R.K. Ropes 6 Gray. #486 
1066. 86/10/10. Atomic Safely and Licensing Board Panel, ^p. 38241:001- 


8610240112 Informs that Seacoast Anti-Pollution League & towns of Hampton Faljs & 
South Hampton not in agreement w/ASLB position re proper timing for filing motions 
for protective order in 861007 order,Certiflcate of Svc end. 

BACKUS, RJ^. Backus, Meyer & Solomon. #486 1236. 86/10/21. HOYT.H., 
LUEBKE.E.A.. HARBOUR.J. Atomic Safety and Licensing Board Panel. 3pp. 
38346:160-38346:162. 
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8610240067 Ack receipt of 861015 request form.Board received oral limited appearance 
statements in Port8mouth,NH on 860929*30 & lOOS.New statement may be sent to 
6oard.Served on 861023. 

WOLFE, SJ. Atomic Safety and Licensing Board Panel. #486 1228. 86/10/23. 
SMITH, W.W. Affiliation Not Assigned. Ip. 38346:091-38346:091. 


8610060249 IE Compliance Bulletin 86*003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610280366 Brief opposing appeal by atty general of State of MA re ASLB 861007 
order granting applicant moton for authorization to issue license to conduct fuel load 
& precriticalily testing.Certificate of Svc end. 

DIGNAN.T.G. Public Sen/ice Co. of New Hampshire, DIGNAN.T.G. Ropes & Gray. 
#486 1270. 86/10/23. Atomic Safety and Licensing Appeal Panel. 16pp. 38376:170- 
38376:185. 

8610300258 Requests to make limited appearance statement at facility licensing hear- 
ings & to be informed of hearing schedule. Served on 861029. 

SMITH, W.W. Affiliation Not Assigned. #486 1292. 86/10/23. WOLFE,S.J. Atomic 
Safety and Licensing Board Panel. Ip. 38405:046-38405:046. 

8610290334 Order granting Seacoast Anti-Pollution League opportunity to reply to ques- 
tion on whether rejoinder in atty general appeal permitted group to raise issues 
beyond single issue presented in appeaLServed on 861028. 

SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #486 1281. 86/10/27. 
Seacoast Anti-Pollution League. 3pp. 38400:327-38400:329. 

8610290283 Response to 860428 interrogatories & request for production of documents 
re airborne release of radioactive matl.iown possesses no documents within scope of 
requestRelated correspondence. 

GRAHAM, C.P. Salisbury. MA. GRAHAM.C.P. McKay. Murphy & Graham. #486 1286. 
86/10/28. Public Service Co. of New Hampshire. 8pp. 38400:347-38400:354. 

8610300267 Motion to hold offsite emergency planning proceeding in abeyance until 
emergency plans submitted for entire emergency planning zone.Supporting documen- 
tation encl. Certificate of Svc end. 

CURRAN, D. Public Service Co. of New Hampshire. CURRAN.D. Harmon & Weiss. 
#486 1297. 86/10/28. Atomic Safety and Licensing Board Panel. 26pp. 38405:020- 
38405:045. 


H. General correspondence 

8610060482 Objects to violation of state law re lack of scheduled payments into decom- 
missioning fund & relevant info available for public review. 

CUSHING, R. Affiliation Not Assigned. 86/09/18. lACAPINO.V. New Hampshire, State 
of. 2pp. 38098:264-38098:265. 


I. Financial Information 


8610060429 Forwards revised Pages 1,301 & 311 to 1985 annual financial 
repLsubmltted to FERC on 860924 per 10CFR50.71(b).Ack of receipt requested. 
QUQLIELMO.F.J. Northeast Utilities. 86/09/26. Office of Nuclear Reactor Regulation. 
Director (post 851125). 2pp. 38099:070-38099:074. 

-8610060444 Errata to "Northeast Utils 1985 Annual Rept," consisting of revised Pages 
1,301 &311 re FERC Form 1. 

UHL,G.D. Northeast Utilities. 85/12/31. 3pp. 38099:072-38099:074. 


J. Insurance & indemnity information 

8610060004 Forwards NELIA Certificate NF-109 & MAELU Certificate MF-109. 
VIETEN.M.J. Marsh & McLennan. Inc. 86/09/09. SALTZMAN.J. Assistant Director for 
State & Licensee Relations. 16pp. 38094:212-38094:227. 


K. Utility Final Safety Analysis Report (FSAR) 6 amends 

8610030545 Forwards FSAR revs contained In Amend 60 to 730330 application to con- 
struct & operate facilities. 

THOMAS.Q.S. Public Service Co. of New Hampshire. 86/09/23. NOONAN.V.S. PWR 
Project Directorate 5. 5pp. 38086:164-38086:315. 

—8610030548 Amend 60 to FSAR for Seabrook Station. 

* Public Service Co. of New Hampshire. 86/09/30. 74pp. 38086:169-38086:315, 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
svc list 

* Office of Inspection & Enforcement Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list 

* Office of lnspec6on & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082, 


8610090151 Forwards addi info re 860721 probability safety assessment update,per 
recent discussions w/NBC,including check valve failure rates used in emergency plan- 
ning zone study & info re IE Info Notice 86-060. 

THOMAS.G.a Public Service Co. of New Hampshire. 86/09/29. NOONAN, V.S. PWR 
Project pfirectorate $. 200pp. 38147:001-38147:152. 


8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Signifioant Spread of Radioactive Contamination.” Svc list end. 
PARTLOWAG. Msbn of inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300126 C Info Nodes 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list encl. 

PARTLOW,4.G. Dividon of Insp^on Programs (Post 850212). 86/10/03. (fonsoiidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610080068 IE info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list encl. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encl. 

JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610220325 Partial response to FOIA request.Records subj to request available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/14. CURRAN.D. Harmon & 
Weiss. 3pp. 38337:035-38337:092. 

-8610230059 Rev 0 to General Test Procedure GT-M-106, "Containment & Contain- 
ment Encl Surface Insp." Related documentation encl. 

KANN.Q. Public Service Co. of New Hampshire. 86/10/14. 57pp. 38339:315- 
38340:011. 

8610240306 Discusses findings of 860918 svc water sys lining insp.No local defects or 
overall wear on pipe coating identified. Next internal insp scheduled for first refueling 
outage, per util 860410 Itr. 

DEVrNCENTIS,J. Public Service Co. of New Hampshire. 86/10/15. STAROSTECKl.R. 
Region 1, Office of Director. 3pp. 38356:323-38356:324. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppi 1 to IE Info Notice 66-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 


S. Reportable occurrences, LERs & related correspondence 

8610070328 Final Deficiency Rept (CDR 81-00-10) re inconsistency in electrical cable 
tray support bolts design.lnitially reported on 810727.Required mods to conduit & 
cable tray support connections installed & inspected. 

DEVINCENTIS,J. Public Service Co. of New Hampshire. 86/08/21. STAROSTECKl.R. 
Region 1, Office of Director. 4pp. 38123:027-38123:029. 

8610150511 Informs of new Westinghouse bounding error limit for temp 
compensation, based on testing of Veritralt/Tobar transmitters per 860912 interim defi- 
ciency repLConservative setpoints for steam generator lo-lo water level will be used. 
THOMAS,G.S. Public Service Co. of New Hampshire. 86/10/09. NOONAN.V.S. PWR 
Project Directorate 5. 2pp. 38252:072-38252:073. 


T. Hearing transcripts on non-antitrust matters 


8610080057 Transcript of 860929 hearing in Portsmouth.NH re onsite emergency plan- 
ning & technical issues.Pp 26-191. 

* Atomic Safety and Licensing Board Panel. 86/09/29. 169pp. 38132:006-38132:174. 


8610100763 Transcript of 860929 limited appearances session in Portsmouth.NH re 
onsite emergency planning & technical issues.Pp 192-334. 

* Atomic Safety and Licensing Board Panel. 86/09/29. 92pp. 38201:075-38201:166. 


8610100013 Transcript of 860930 hearing in Portsmouth.NH re onsite emergency plan- 
ning & technical lssues.Pp 325-519. Supporting documentation encl. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 652pp. 38187:083-38189:014. 


8610140124 Transcript of 860930 limited appearances session in Portsmouth.NH.Pp 
520-674.Supporting documentation enci. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 116pp. 38226:314-38227:068. 


8610090496 Transcript of 861001 hearing in Portsmouth.NH re onsite planning & emer- 
gency technical i8sues.Pp 675-877.Related Info encl. 

* Atomic Safety and Licensing Board Panel. 86/10/01. 285pp. 38179:152-38180:076. 


8610080320 Forwards draft “Statement of NRC Before Subcommittee on Energy Con- 
servation & Power, US House of Representatives re Status of Emergency Planning for 
Seabrook." Draft statement should be served on parties & Boards.Served on 861006. 
GRAY,J. Commissioners. #486 0969. 86/10/03. CLEMENTS, B. NRC ■ No Detailed 
Affiliation Given. 14pp. 38137:277-38137:290, 

8610100590 Transcript of 861003 hearing in Portsmouth, NH re onsite emergency plan- 
ning & technical issues-Pp 878-1,027. Supporting documentation encl. 

* Atomic ^fety and Licensing Board Panel. 86/10/03. 177pp. 38195:001-38195:177. 


8610100652 Transcript of 861003 limited appearance session in Portsmouth.NH re 
onsite emergency planning & technical issues.Pp 1,1028-1,137. 

* Atomic Safety and Licensing Board Panel. 86/10/03. 109pp. 38204:220-38204:328. 


8610270113 Motion for corrections to transcript of 860929-1003 hearings, per encl list of 
changes.Certificate of Svc also encl. 

TURK,S.E. Assistant General Counsel for Hearings. #486 1256. 86/10/23. Atomic 
Safety and Licensing Board Panel. 6pp. 38360:181-38360:186, 


8610200107 Transcript of remarks to ASLB re importance of max safety in 
design, consLoperatton & evacuation planning for Seacoast area.All participants urged 
to ensure that safety has highest priority.Served on 861015. 

SMITH, R.a House of Rep. #486 1102. 86/10/31. Ip. 38290:014-38290:014. 



220 DOCKETED ITEMS 


V. Operator Examinationa 

8610200390 Partial response to FOIA requestForwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A, MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-8610220208 Forwards survey of experienced operators & shift technical advisers at 
Diablo Canyon.Seabrook & Waterford 3, per request 

KNIGHTON, G.W. Ucensing Branch 3. 83/10/13. NOVAK, T.M. Assistant Director for 
Ucensing. 7pp. 38336:172-38336:178. 

8610240293 Discusses replacement operator license training program. Modified version 
of approved initial cold license training program suggested to permit license candi- 
dates to obtain license if plant full power license not yet granted. 

THOMAS, G.S. Public Service Co. of New Hampshire. 86/10/22. NOONAN, V.S. PWR 
Project Directorate 5. 3pp. 38356:259-38356:261. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8610220418 FOIA request for all documentation, including notes, Itrs, 

memoranda,computer printouts & data compilations re Board Notification 84-149 con- 
cerning Investigation repts on Comanche Peak. 

GARDE, B.P. Government Accountability Project. 84/10/01. Office of Administration. 
2pp. 38330:255-38330:256. 

8610080323 Appeals response to FOIA request for documentation developed since 
851001 re evaluation of individual ISAPs at plant.No response received since 860414 
ltr,Response expected within 20 days. 

GARDE,B.P. Government Accountability Project. 86/05/15. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38213:001-38213:001. 

8610100082 Appeals denial of 860210 FOIA-86-84 request for release of documents re 
records developed subsequent to issuance of 850830 rept on T-shirt incident. 

GARDE, B.P. Government Accountability Project. 86/06/26. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38206:279-38206:279. 

8610080331 Appeals response to FOIA request re plant ISAPs.No response received 
since 860619 Itr.Response expected within 20 days. 

GARDE, B.P. Government Accountability Project. 86/07/16. STELLO.V. Office of the 
Executive Director for Operations. Ip. 38213:002-38213:006. 

8610150431 Appeals denial of FOIA request for records re NRC data on drug investiga- 
tions at planLResponse to appeal requested within 20 days of itr receipt. 

GAROE,B.P. Government Accountability Project 86/07/16. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38259:274-38259:276. 

8610060067 Forwards ‘‘Evaluation & Resolution of Generic Technical issues for Cable 
Tray Hangers," prepared by Ebasco Svcs.lnc & related repts & procedures. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/17. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 15pp. 
38150:001-38164:033. 

-6610060084 Rev 0 to "Evaluation & Resolution of Generic Technical Issues for Cable 
Tray Hangers." Related info end. 

* Texas Utilities Electric Co, (formerly Texas Utilities Generating Co.). * Ebasco Serv- 
ices, Inc. (subs, of Enserch Corp.). * Impell Corp. 86/08/08. 325pp. 38150:016- 
38150:340. 

—8610060106 Rev 2 to Procedure PI-03, "Design Verification of Cable Tray Supports." 
PHILBRICK.R.A. Impell Corp. 86/05/20. 50pp. 38150:341-38151:030. 

-8610060113 Rev A to Procedure PI-06, "Design Verification of Cable Trays & Tray 
Clamps." 

PHILBRICK,R.A. ImpeilCorp, 86/08/12. 15pp. 38151:031-38151:045. 

-8610060121 Rev 2 to Procedure PI-07, "Design Verification of Base Plates,Base Angle 
& Embedment Plate." Related info end. 

PARK,J.M.. RAMyTA.J.A. Impell Corp. 86/06/02. 469pp. 38151:046-38152:154. 

-6610060139 Rev 0 to "Effective-Length Factors for Buckling of Cable- Tray Supports.” 
DESMOND.T.P.. DERM1TZAKIS,S., EID1NGER.J.M. Impel? Corp. 01-0210-1470 RO. 
86/02/28. 45pp. 38152:155-38152:199. 

-8610060153 Rev 0 to "Slenderness Ratio Limits for Comanche Peak Steam Electric 
Station Cable Tray Supports." Related info end. 

WHEATON, R., BARRETT, LJ.. WARAPIUS,K,a Impell Corp, 09-0210-0018 RO. 86/ 
05/30. 68pp. 38152:200-38152:267. 

-8610060161 Rev 0 to Procedure QP-3.5, "Design Control.” 

* Impell Corp. 86/07/15. 6pp. 38162:268-381 52:273. 

-8610060187 Rev 12 to "Cable Tray Supports." 

* CYGNA Energy Services. 85/1 1/20, 96pp. 38152:274-38153:009. 

-8610060193 Rev 2 to "Interface Control Instructions." 

PHILBRICK,R.A. Impell Corp. 86/05/30. 18pp. 38163:010-38153:027. 

-8610060204 Rev 4 to Procedure TNE-FVM-CS-001. "Field Verification Method Unit 1 
Cable Tray Har^r As-Built & Des^n Adequacy Verification Program," 

HOOTEN,C.R. Texas Utilities Electric Co. (formerly Texas Utilities Generatina Co.). 
86/03/20. 119pp, 38153:028-38153:146. ^ 

-8610060212 Rev 1 to Test Plan A-000150, "Dynamic Testing of Typical Cable Tray 
Support Configurations." 

WALTON, W.B.. WOO,C. ANCO Engineers, Inc. 85/12/31. 184pp. 38153:181- 
38154.'004. 

-8610060226 Rev 2 to Procedure NClG-01, “Visual Weld Acceptance Criteria for Struc- 
tural Welding at Nudear Power Plants." 

* Nuclear Construction Issues Group. 85/05/Q7. 42pp. 38154:005-38154:046. 

-6810060233 Rev 2 to, "Structural Embedments." 

* Gibbs 6 Hill, Inc. (subs, of Dravo Corp.). 2323-SS-30 R2. 86/06/13. 10pp. 
38164:047-38154:161. 


-8610060243 Rev 3 to “General Instructions for Cable Tray Hanger Analysis for Co- 
manche Peak Steam Electric Station 1 & 2." 

HARRISON, P., SCHOPPMANN.H. Ebasco Services, Inc. (subs, of Enserch Corp.). 86/ 
08/08. 330pp. 38154:162-38155:131. 

-8610060258 Rev 1 to Procedure 1903.22-1, "Monotonic & Cyclic Tests of Cable Tray 
Clamps." 

ARMSTRONG,K.F. Corporate Consulting & Development Co, Ltd. 86/06/21. 97pp. 
38155:132-38155:228. 

-8610060263 Rev 1 to Procedure 1903.20-1, "Static Tests of Cable Trays & Fittings." 
ARMSTRONG, K.F. Corporate Consulting & Development Co, Ltd. 86/05/21. 97pp. 
38155:229-38155:325. 

-8610060277 Procedure PJ-2-CP, "Project Communications." 

* Ebasco Services, Inc. (subs, of Enserch Corp.). 86/03/25. 12pp. 38155:326- 
38155:337. 

-8610060285 Rev 9 to Procedure TNE-AD-1, "Organization." Related info end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/07/08. 23pp, 
38155:338-38155:348. 

-8610060296 Rev 10 to Procedure TNE-AD-4, “Control Of Engineering Documents." 
LEECH, D. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/06/ 
04. 11pp. 381 56:349-381 56:01 1 . 

-8610060308 Rev 0 to Procedure SAG-CP.09, “Instruction for Reevaluation of Cable 
Tray Hangers Affected by Longitudinal Tie of Transverse Hangers to Tray." 

CHEN,S.J. Ebasco Services, Inc. (subs, of Enserch Corp.). 86/03/31. 7pp. 38156:012- 
38156:018. 

-8610060322 Rev 5 to Procedure QI-QP-11.10-9, "Cable Tray Hanger As- Built Insp/ 
Verification." 

ROFFE,R.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
07/01. 70pp. 38156:019-38156:088. 

-8610060336 Rev 9 to Procedure QI-QP-11.10-2A, "insp of Unit il Cable Tray Sup- 
ports." 

ROFFE,R.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
07/20. 73pp. 38156:089-38156:160. 

-8610060346 "General Input Data." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/17. 
2.818pp. 38156:096-38164:033. 

-8610070202 Rev 0 to As-Bullt Procedure TNE-AB-CS-3. “Cable Tray Hanger ‘As-De- 
signed' & *As-Built’ Drawing Development." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/09/03. 34pp. 
38153:147-38163:180. 

-8610070205 Rev 2 to Procedure CP4-8/86, “Seismic Design Criteria for Cable Tray 
Hangers." 

HARRISON.P., SHOPPMANN.H. Ebasco Services, Inc. (subs, of Enserch Corp.). 86/ 
08/08. 21pp. 38156:161-38156:308. 

-8610070216 Rev 5 to Procedure CP3-8/86, "Seismic Design Criteria for Cable Tray 
Hangers." 

HARRISON,?.. SCHOPPMANN,H. Ebasco Services, Inc. (subs, of Enserch Corp.). 86/ 
08/08. 147pp. 38156:309-38157:095. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 86/09/ 

22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610030311 Board Notification 86-020:provldes followup to Board Notifications 85-067 
& 85-076 re Ofc of Investigations Rept 4-85-008 concerning facts surrounding util un- 
timely response to interveners discovery request. 

NOONAN, V.S. PWR Project Directorate 6. 86/09/22. ZECH, ROBERTS. ASSELSTINE 
Commissioners. 63pp. 38267:108-38268:015. 

-8610160018 Response to & motion re applicant 800728 answers to CASE first set of 
interrogatories & requests for clarification. Urges applicant to answer all Interrogatory 
questions. W/Certificate of Svc. 

ELLIS,J. Citizens Assodation for Sound Energy, 80/08/04. Atomic Safety and Licens- 
ing Board Panel. 18pp. 38267:211-38267:344. 

-8610160021 Discusses util 850529 telcon advising HR Denton & VS Noonan that util 
failed to produce, per intervener 1980 requesLM^ Analysis Co May 1978 rept Identi- 
fied through ASLB hearing, ^ ^ 

DIRCKS.W.J. Office of the Bcecutive Director for Operations. 86/06/19. HAYES.B.B. 
Office of Investigations. 3pp. 38267:345-38267.'347. 

-8610160025 Forvkwrds MAC.77-66. “Rnal Rept.Mgt Audit of Brown & Root QA Pro- 
gram,770509-20," per 850729 request 

JACKSON, J,P. Management Analysis Co, 85/08/06, GRIFFIN, H.B. Region 4. Office of 
Director. Ip, 38267:348-36268:015. 

-8610160029 “Final ReptAAot Audit of Br<jwn & Root QA Program, 770509-20." 

* Management Analysis C?o. MAC-77-66. 77/06/03. 28pp. 38267:349-38268:015. 

-8610160i^ Forwards "QA Mgt Review Board QAMRB Audit 3 Rept,780605-23," per 
850812 telcon. "Critique of TWid Annual Mat Audit Conducted for Brown & 
Rootlnc..." 6 MAC-79-G621, "Critique df Fourth Annual Mat Audit...," also end. 
JAQKSONJ.R Mtoagemerit AtiaJysis^C^^ 85/06/12. GRIFFIN, H,B. Region 4, Office of 
Director. Ip. 38268:016-38268:108. 

-8610160039 Partially withheld “QA Mgt Review Board QAMRB Audit 3 Rept, 780605- 

23. " 

GEISLERAH. Management Analy^, Oo, 76/07/1 7. 74pp. 38268:017-38268:095. 

-6610180042 '‘Critique ol^^Tliltd Afto Conducted for Brown & Rootlnc QA 

Mgt Review Board." 

* Management Analysis Co: 78/07/11. 6pp. 38268:096-38268:101. 
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-8610160044 "Critique of Fourth Annual Mgt Audit Conducted for Brown & Root.lnc QA 
Mat Review Board." 

NORRIS.J.M. Management Analysis Co. MAC-79-G021. 79/07/06, 7pp. 38268:102- 
38268:108. 

-8610160048 Transcript of 850731 investigative interview of A Jones in Dallas.TX re 
Mgt Analysis Co reptPp 1-10. 

* Office of Investigations. 85/07/31. 12pp. 38268:109-38268:120. 

-8610160050 Rept of 850802 interview w/TW Rose in Dallas.TX re involvement w/Mgt 
Analysis Co rept. 

GRIFF1N.H.B. Office of Investigations. 85/08/05. Ip. 38268:121-38268:121. 

-8610160052 Transcript of 850731 investigation interview of H Schmidt in Dallas, TX.Pp 
1-15. 

* Office of Investigations. 85/07/31. 17pp. 38268:122-38268:138. 

—8610160055 Transcript of 850710 investigative interview of WG Counsil in 

Dallas.TX.Pp 1-23. 

* Office of Investigations. 85/07/10. 25pp. 38268:139-38268:163. 

-8610160064 Rept of 850802 interview w/SS Palmer in Dallas.TX re knowledge of 
1 978 Mgt Analysis Co rept. 

GRIFFIN.H.B. Office of Investigations. 85/08/05. 1p. 38268:164-38268:164. 

-8610160071 Transcript of 850731 investigative interview of JS Marshall in 

Dallas, TX.Pp 1-20. 

* Office of Investigations. 85/07/31. 22pp. 38268:165-38268:186. 

—8610160076 Rept of 851029 reinterview w/J Marshall re involvement w/Mgt Analysis 
Co rept. 

GRIFFIN.H.B. Office of Investigations. 85/10/29. Ip. 38268:187-38268:187. 

-8610160081 Rept of 850802 interview w/D Anderson in Dallas, TX re knowledge of 
1978 Mgt Analysis Co rept. 

GRIFFIN.H.B. Office of Investigations. 85/08/05. Ip. 38268:188-38268:188. 

-8610160084 Rept of 850802 interview w/R Spangler in Dallas.TX re knowledge of Mgt 
Analysis Co rept. 

GRIFFIN.H.B. Office of Investigations. 85/08/05. Ip. 38268:189-38268:189. 

-8610160086 Transcript of 850808 interview of J Merritt in Dallas.TX. Pp 1-14. 

* Office of Investigations. 85/08/08. 14pp. 38268:190-38268:203. 

-8610160090 Transcript of 850808 interview of J George in Dallas.TX. Pp 1-14. 

* Office of Investigations. 85/08/08. 14pp. 38268:204-38268:217. 

-8610160097 Transcript of 850808 interview of RJ Gary in Dallas.TX. Pp 1-21. 

* Office of Investigations. 85/08/08. 21pp. 38268:218-38268:238. 

—8610160102 Transcript of 850731 interview of D Chapman in Dallas.TX. Pp 1-32. 

* Office of Investigations. 85/07/31. 34pp. 38268:239-38268:272. 

-8610160109 Rept of 850730 interview w/R Tolson in Dallas.TX re withholding of 1978 
Mgt Analysis Co rept. 

GRIFFIN,H.B. Office of Investigations. 85/08/05. 2pp. 38268:273-38268:274. 

-8610160121 Transcript of 850808 interview of MD Spence in Dallas, TX. Pp 1-25. 

* Office of Investigations. 85/08/08. 25pp. 38268:275-38268:299. 

-86101601 25 Transcript of 850808 interview of P Brittain in Dallas.TX. Pp 1-22. 

* Office of Investigations. 85/08/08. 23pp. 38268:300-38268:322. 

—8610160129 Transcript of 850821 investigative interview of LF Fikar in Arlington, TX.Pp 
1-37. 

* Office of Investigations. 85/08/21. 38pp. 38268:323-38268:360. 


8610070039 Forwards Comanche Peak Response Team results rept Rev 1 to Issue 
Specific Action Plan l.d.2, “Guidelines for Administration of QC Inspector Test." 
COUNSIL. W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. NOONAN.V.S. Comanche Peak Project (Technical Review Team). 2pp. 
38126:188-38126:230. 

-8610070042 Rev 1 to Commanche Peak Response Team Results Rept l.d.2, "Guide- 
lines for Administration of QC Inspector Test." 

YOUNG.J.E., HANSEL.J.L., BECK.J.W, Texas Utilities Electric Co. (formerly Texas Util- 
ities Generating Co.). 86/09/17. 41pp. 38126:190-38126:230. 

8610100096 Final response to FOIA appeal for documents denied re records developed 
subsequent to T-shirt incidentDenies appeal tor documents listed in end app (ref 
FOIA Exemption 5). 

STELLO.V. Office of the Executive Director for Operations. 86/09/30. GARDE.B.P. 
Government Accountability Project. 2pp. 38206:280-38206:285. 

8610090264 Further response to FOIA request for alt records generated in connection 
w/Ofc of Investigations Investigation Rept 4-84-039.Forwards App B documents.App 
B documents partially & completely withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 3pp. 38185:171-38185:180. 

-8610090270 Partially withheld memo re further discussions w/util QA individual on alle- 
gations of intimidation of QA personnel & lack of communication in QA 
programs. Related info end. 

CUMM1NS.J.E. Region 4, Office of Director. 84/10/18. WESTERMAN.T.F. Region 4, 
Office of Director. 3pp. 38185:176-38185:178. 

-8610090274 Partially withheld memo re 841016 allegations of overtones of intimidation 
& lack of communication in QA programs. Memoranda re allegations will be forwarded 
to technical review team. 

WESTERMAN.T.F, Region 4, Office of Director. 84/10/31. MARTIN.R.D. Region 4, 
Office of Director. 2pp. 38185:179-38185:180. 

8610300316 FOIA request for all records re TF Westerman 860530 Itr to WQ Counsil in 
ref to 4-86-A-019. 

BAUMAN.L Government Accountability Project. 86/10/02. Office of Administration. 
2pp. 38409:016-38409:017. 

8610080349 Final response to FOIA requests for records re evaluation of ISAPs for 
plantApp E documents in PDR.App F.Q & H documents end & in PDR.App I & J doc- 
uments withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE,B.P. Government 
Accountability Project. 25pp. 38213:007-38220:142. 

-8601210514 Responds to 850930 request for listed IE actions to confirm adequacy of 
(3A program.Present QA program does not comply w/NRC QA guidance in 18 
areas.Summary of actions re program adequacy & viewgraphs end. 

GRIMES, B.K. Division of QA, Vendor & Technical Training Center Programs (Post 
850212). 86/01/15, NOONAN.V.S. Comanche Peak Project (Technical Review Team). 
1 1 pp. 3821 5:243-3821 6:044. 

-8604280371 Provides procedures for review of Comanche Peak Review Team result 
repts expected to be submitted through Oct/ Nov 1986.Related info end. 

NOONAN.V.S. PWR Project Directorate 5. 86/04/21. GRIMES, B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 155pp. 38218:338- 
38219:132. 

-8605150205 Trip rept of 851125 visit to S&W Engineering Corp re audit of nonseismic 
piping effects on seismic design piping. Further audit of anchor designs required.List 
of attendees & related info end. 

HOU.S.N. Comanche Peak Project (Technical Review Team). 85/12/18. SHAO.LC. 
Comanche Peak Project CTechnical Review Team). 19pp. 38220:101-38220:142. 


-8610160132 Transcript of 850819 investigative interview of BR Clements in 
Arlington, TX.Pp 1-27. 

* Office of Investigations. 85/08/19. 28pp. 38269:001-38269:028. 

8610020101 Forwards addi info re Generic Ltr 85-12, “Automatic Trip of Reactor Cool- 
ant Pumps,” per 860502 request.lnfo concerns reactor coolant pump trip 
criteria,potentlal problems & operator training & procedures. 

COUNSIL.W.G.. KEELEY.G.S. Texas UtiUtfes Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/24. NOONAN.V.S. Office of Nuclear Reactor Regulation, Di- 
rector (post 851125). NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 3pp. 38066:300-38066:302. 


-8605150215 Discusses Energy Technology Engineering Ctr review of Rev 3 to Coman- 
che Peak Review Team Issue-Specific Action Plan V.d re unauthorized "plug welds" 
In ASME pipe supports & base plates & in cable tray supports.Revlew end. 
POUCHER.F.W. Rockwell International Corp. 86/04/08. NOONAN.V.S. NRC - No De- 
tailed Affiliation Given. 6pp. 38217:339-38217:344. 


-8610080400 Rev 4 to Issue Specific Action Plan ISAP l.b.3, "Conduit to Cable Tray 
Separation." 

MALLANDA,J.J., BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/01/24. 7pp. 38213:032-38213:038. 


8610080208 Partial response to FOIA requesLForwards documents on ^p, re Coman- 
che Peak Response Team program plan.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/24. GARDE.B.P. Government 
Accountability Project. 2pp. 38139:003-38139:316. 

-8507170254 Comments on 850613-14 slide presentations on applicant plan re Coman- 
che Peak Response Team design adequacy program.NRC needs to be assured that 
new team fully aware of unique design problems. 

TERAO.D. Comanche Peak Project (Technical Review Team). 85/07/08. SHAO.t. Co- 
manche Ped< Project (Technical Review Team). 2pp. 38139:005-38139:006. 

—8507250282 Comments on 850628 Rev 2 to program plan re design adequacy. Inter- 
faces between response team & NRC should be clearly established. 

TERAO.D. Comanche Peak Project (Technical Review Team). 85/07/15. SHAO.L Co- 
manche Peak Project (Technical Review Team). 3pp. 38139:007-38139:009. 

-8508080574 Provides addI comments on Comanche Peak Response Team program 
plan.S&W procedures, guidelines & design criteria should be reviewed in detail by NRC 
& Teledyne consultants before S&W piping reanalysis effort initiated. 

TERAO.D. Comanche Peak Project (Technical Review Team). 85/07/22. SHAO.L Co- 
manche Peak Project (Technical Review Team). 2pp. 381 39:01 0-381 39:01 1 . 

—8610080225 Forwards outline as guide in preparing SER on Rev 3 to Comanche Peak 
Response Team program plan.SER will include four main sectionsrexecutive summary 
& evaluations of program plan, design adequacy review & const adequacy review. 
SHAO.L., CALVO,J.A. Comanche Peak Project (Technical Review Team). 85/11/27. 
MARINOS, E.. KNOX.J., TOMLINSON, E. NRC - No Detailed Affiliation Given. 13pp. 
38139:012-38139:024. 


-8610080427 Rev 1 to Issue Specific Action Plan ISAP Vll.b.2, "Valve Disassembly." 
BECK.J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
01/24. 8pp. 38213:039-38213:046. 

-8610080441 Rev 4 to Issue Specific Action Plan ISAP l.a.4, "Agreement Between 
Drawings & Field Terminations.'* 

MALLANDA,J.J., BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/01/24. 9pp. 38213:047-38213:055. 

-8610080459 Rev 3 to Issue Specific Action Plan ISAP tl.b, "Concrete Compression 
Strength.” 

BECKJ.W. Texas Utilities Electric CO. (formerly Texas Utilities Generating Co.). 86/ 
01/24. 12pp. 38213:056-38213:067. 

-8610080470 Rev 4 to Issue Specific Action Plan ISAP lll.d, "Preoperational Testing." 
BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
02/27. 12pp. 38213:068-38213:079. 

-8610080491 Rev 1 to Comanche Peak Response Team Results Rept ISAP H.b, "Con- 
crete Compression Strength.” 

BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). ISAP 
II.B R01 . 86/02/28. 32pp. 3821 3:080-3821 3:1 1 1 . 

-8610080493 Rev 1 to Comanche Peak Response Team Results Rept ISAP l.a.4, 
“Agreement Between Drawings & Field Terminations.” 

M^LANDA,J.J., BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). ISAP I.A.4 R01. 86/03/13. 16pp. 38213:112-38213:127. 
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-8610080495 Rev 1 to Comanche Peak Response Team Results Rept ISAP Vll.b.2, 
“Valve Disassembly." 

BECK.J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). ISAP 
VI).B.2 R01. 86/03/20. 21pp. 38213:128-38213:148. 

-8610080496 Rev 1 to Comanche Peak Response Team Results Rept ISAP l.b.3, 
“Conduit to Cable Tray Separation.” 

BIZ2AK.R.J., MALLANDA,J.J.. BECK.J.W. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). ISAP I.B.3 R01. 86/03/26. 14pp. 38213:149-38213:330. 

-8610090104 Responds to request for status of funding on FIN A-3803, “Evaluation of 
Selected NRC Open Items Before Plant Fuel Load, Project 1:SSER Development for 
Comanche Peak.” Items that BNL providing assistance for listed. 

ROMANO.A.J. Brookhaven National Laboratory. FIN A-3803. 86/04/09. BERKSON.H. 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38217:345- 
38217:347. 

-8610090131 Rev 0 to Quality Instruction QI-049, “Reinsp of Large Bore Pipe - Welds/ 
Matl." Related info end. 

BOULTON.D.S. Evaluation Research Corp. 85/10/14. 223pp. 38219:158-38220:020. 

-8610090148 Summarizes NRC 860214 audit meeting w/utll & Ebasco in New York 
City, NY re Comanche Peak conduit & conduit support programs.List of attendees 
encl.Highlights of presentations listed. 

DEGRASST,G. Brookhaven National Laboratory. 86/04/10. JENG.D. NRC - No De- 
tailed Affiliation Given. 24pp. 38219:133-38219:157. 

-8610090229 Discusses 851113-14 audit of Comanche Peak Response Team const 
evaluation program in area re piping & pipe supports. Three unresolved items listed. 
TERAO.D. Comanche Peak Project (Technical Review Team), 86/12/11, SHAO.L.C. 
Comanche Peak Project (Technical Review Team). 55pp. 38220:046-38220:100, 

8610150246 Further response to FOIA request for info withheld under FOIA-85-152.Por- 
tions of end App B documents withheld (ref FOIA Exemptions 6 & 7).App B docu- 
ments also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE, B.P. Government 
Accountability Project. 2pp. 38234:351-38234:358. 

-8610150253 Partially withheld record of 840614 telcon between D Andrews & B Hayes 
re drug investigation at plant. 

• NRC - No Detailed Affiliation Given. 84/06/15. 5pp. 38234:354-38234:358. 

8610150439 Further response to appeal of denial of FOIA request for records generated 
in connection w/NRC data on drug Investigations at plantPortions of end App B doc- 
uments withheld (ref FOIA Exemptions 6 & 7).Documents also in PDR. 

GRIMSLEY.D.H. Division of Rules and Records, 86/10/03. GARDE, B.P. Government 
Accountability Project. 3pp. 38259:277-38259:322. 

-8610150470 Partially withheld affidavit re allegations concerning drug use & distribu- 
tion. 

* Brown & Root. Inc. (subs, of Halliburton Co.). 86/01/27. 8pp. 38259:308-38259:318. 

-8610150478 Partially withheld memo providing info re termination of two women by 
Brown & Root for action & referral.Partially withheld related documentation end. 
VIETT1.COOK.A. PWR Project Directorate 5. 86/02/18. EMERSON, M. Region 4. 
Office of Director. 4pp. 38259:319-38259:322. 


-8610270200 Rev 4 to Design Adequacy Procedure DAP-4, "Preparation of Checklists." 

* Texas Utilities Electric Co, (formerly Texas Utilities Generating Co.). 86/09/12. 26pp. 
38364:248-38364:273. 

-8610270202 Rev 0 to Design Adequacy Procedure DAP-DI-C/S-002, “Homogeneous 
Design Activity Review Record.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/06/25. 11pp. 
38364:166-38364:176. 

-8610270204 Rev 4 to Design Adequacy Procedure DAP-2, “Documentation & Tracking 
of Issues & Discrepancies. 

BLACKWOOD,E.B. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/09/09. 58pp. 38364:177-38364:234. 

-8610270207 Rev 1 to Design Adequacy Procedure DAP-3, "Development & Validation 
of Self-Initiated Review Scope." 

BECKMAN,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/07/25. 13pp. 38364:235-38364:247. 

-8610270209 Rev 3 to Design Adequacy Procedure DAP-5, "Review of 
Calculations, Evaluations & Other Implementing Documents.” 

* Texas Utilities Electric Co, (formerly Texas utilities Generating Co.). 86/09/12. 9pp. 
38364:274-38364:282. 

-8610270215 Rev 3 to Design Adequacy Procedure DAP-6, “Review of Drawings,Spec8 
& Other Design Output Documents." 

Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/12. 9pp. 
38364:283-38364:291. 

-8610270221 Addendum 1 to Rev 1 to Design Adequacy Procedure DAP-7, "Trending 
& Generic Implications Evaluations.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/05. Ip. 
38364:292-38364:292. 

-8610270229 Addendum 2 to Rev 1 to Design Adequacy Procedure DAP-7, "Trending 
& Generic Implications Evaluations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/11. Ip. 
38364:293-38364:293. 

-8610270237 Rev 1 to Design Adequacy Procedure DAP-7, "Trending & Generic Impli- 
cations Evaluations." 

BLACKWOOD, E.B. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/08/22. 70pp. 38364:294-38365:002. 

-8610270245 Rev 3 to Design Adequacy Procedure DAP-8, "Preparation of Engineering 
Evaluations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/08/18. 21pp. 
38365:003-38365:023. 

-8610270252 Rev 3 to Design Adequacy Procedure DAP-19, “Processing & Review of 
Info Between Quality of Const, QA/QC Adequacy Program & Design Adequacy Pro- 
gram." 

^ Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/08/14. 29pp. 
38365:165-38365:195. 


8610170301 Forwards changes scheduled for future FSAR amend, resulting from analy- 
sis to justify cable slices in raceways,per 860804 commitments. 

COUNSIL,W.Q. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. NOONAN.V.S. Comanche Peak Project (Technical Review Team). 26pp. 
38288:064-38288:089. 


-8610270254 Addendum 1 to Rev 1 to Design Adequacy Procedure DAP-9, "Prepara- 
tion & Approval of Discpline Specific Results Repts & DAP Collective Evaluation 
Rept." 

DOUGHERTY,F.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/09/15. ip. 38365:024-38365:024. 


8610150072 Forwards addi info on 860912 proposed FSAR amend, incorporating 
changes re S&W piping & piping support requalification effort.Changes consistent w/ 
current staff guidance, Including NUREG-0800. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/07. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 7pp, 
38239:092-38239:098. 

8610200396 Notification of contract execution, Mod 8,to “Review & Evaluation of Co- 
manche Peak Program Plan." Contractor: Teledyne Engineering Svcs. 

EDGEWORTH, P. Division of Contracts. FIN D-1338. 86/10/09. THOMPSON, H. Office 
of Nuclear Reactor Regulation, Director (post 851125). POSLUSNY.C. NRC - No De- 
tailed Affiliation Given. Ip. 38299:006-38299:008. 

-8610200400 Mod 8, extending completion date to 861 130, to "Review & Evaluation of 
Comanche Peak Program Plan." 

FLAHERTY, J. Teledyne Engineering Services. WIGGINS, E.J, Division of Contracts. 
FIN D-1338. 86/10/09. 2pp. 38299:007-38299:008. 

8610220160 Final response to appeal of denial of FOIA request for release of docu- 
ments re meeting between util & NRC concerning investigations into illegal drug use 
at facilitfes-Documents in app withheld (ref FOIA Exemption 5). 

STELLO.V. Office of the Executive Director for Operations. 86/10/09. GARDE, B.P. 
Environmental Whistleblower Clinic. GARDE,B.P. Government Accountability Project. 
2pp. 38332:202-38332:21 1 . 

8610270002 Forwards revised procedure manuals re Comanche Peak response team 
checklists.Future revs will be sent periodically. Related documentation end. 
COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. NOONAN, V,S. Office of Nuclear Reactor Regulation, Director (post 
851125). NOONAN, V,S. Comanche Peak Project (Technical Review Team). 1,163pp. 
38362:289-38366:011. 


—6610270261 Rev 3 to Design Adequacy Procedure DAP-20, "DAP Overview of Activi- 
ties Performed by Comanche Peak Steam Electric Sys Project or Other External Orga- 
nizations.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/08/19. 19pp. 
38365:196-38365:216. 

-8610270264 Change Notice 001 to Rev 2 to Quality Instruction 01-070, "Reinsp of 
Tubing Wetds/Matls.” 

PATTERSON, A.A., ZILUR.D. Evaluation Research Corp. 86/08/06. 2pp. 38365:025- 
38365:026. 


-8610270270 Addendum 2 to Rev 0 to Design Adequacy Procedure DAP-21, "Homoge- 
neous Design Activity Validation & Selection of Specific items for Review." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/05. Ip. 
38365:217-38365:217. 


-6610270272 Rev 3 to Quality Instruction 01-068, "Documentation Review of Cement 
Grout.” 

2ILL,R.D., PATTERSON, A., BEASLEY, C. Evaluation Research Corp. 86/08/06. 6pp. 
38365:027-38365:032. 


-8610270277 Rev 1 to Design Adequacy Procedure DAP-22, "Preparation of Safety 
Significance Evaluations." . 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/18. 12pp. 
38365:218-38365:229, 

-8610270280 Rev 1 to Design Adequacy Procedure DAP-9, "Preparation & Approval of 
Discipline Specific Results Rept & DAP Collective Evaluation Rept." ^ 
DOUGHERTY,F.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/07/1 8. 1 6pp. 38365:039-38365:054. 


-8610270191 Rev 0 to Design Adequacy Procedure Dl-P-001, “in-Process Review of 
Calculations.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/06/24. 4pp. 
38364:141-38364:144. 


-8610270284 Change Notice 001 to Rev 0 to Quality Instruction QI-075. “Reinsp of 
Piping Bend Fabrication." 

PATTERSON, A., ZILUR.D. Evaluation Research Corp. 86/08/08. 6pp. 38365:033- 
38365:038. 


-8610270196 Rev 0 to Design Adequacy Procedure DI-P-002, "Piping & Support Disci- 
pline lnstruction:Preparation of External Source Issue Summary." 

CX)LE.C.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
06/24. 11pp. 38364:145-38364:155. 


-8610270286 Rev 0 to Design Adequacy Procedure DAP-23, "DAP QA Auditor Qualifi- 
cations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating CJo.). 86/07/18. 9pp. 
38365:230-38365:237. 


-8610270197 Rev 1 to Design Adequacy Procedure DAP-DI-C/S-001, “Homogeneous -8610270290 Rev 0 to Design Adequacy Procedure DAP-24, “Communication of Poten- 

Design Activity Validation " tial Safety Concerns." 

. 86/07/01. 10pp. * Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.), 86/09/18. 17pp. 

38365:238-38365:253. 
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-8610270292 Rev 2 to Design Adequacy Procedure DAP-1 1 . "Document Conto-ol." 
DOUGHERPi'.F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/07/25. 13pp. 38365:055-38365:067. 

—8610270300 Change Notice 001 to Rev 3 to QA/QC Review Team Project Procedure 
CPP-005, "Establishing Populations." 

BAILEY.H.D. Evaluation Research Corp. ZILL.R.D. Texas Utilities Eiectric Co. (formerly 
Texas Utilities Generating Co.). 86/08/21. 6pp. 38365:302-38365:306. 

-8610270304 Change Notice 001 to Rev 2 to Project Procedure Qi-006. "Reinsp of 
Type 2 Skewed Welds." 

* Evaluation Research Corp. 86/08/06. 8pp. 38365:254-38365:261. 

-8610270307 Addendum 1 to Rev 2 to Design Adequacy Procedure DAP-12. “DAP 
Interfaces & Communications." 

DOUGHERTY, F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/15. Ip. 38365:068-38365:068. 

-8610270312 Change Notice 002 to Rev 4 to Quality Instruction QI-008, “Reinsp of 
Conduit/I-E-CDUT." 

* Evaluation Research Corp. 86/07/25. 2pp. 38365:262-38365:263. 

-8610270319 Rev 2 to QA/QC Review Team Project Procedure CPP-01 1, “Evaluations 
of Adverse Trend Analyses, Const Deficiencies & QA/QC Program Deficiencies." 
ZILL,R.O. Evaluation Research Corp. 86/08/21. 14pp. 38365:288-38365:301. 

-8610270322 Rev 2 to Design Adequacy Procedure DAP-14, “Design Adequacy Pro- 
gram Records." 

DUBOIS.Q. Texas Utilities Eiectric Co. (formerly Texas Utilities Generating Co.). 86/ 
08/15. 16pp. 38365:122-38365:137. 

-8610270327 Change Notice 003 to Rev 2 to Quality Instruction QI-021, "Reinsp of 
Piping Sys Bolted Joint/Matls." 

h6dGE,D.A.. HANSEL.J.L., PATTERSON.A. Evaluation Research Corp. 86/09/05. 
3pp. 38365:264-38365:266. 

-8610270330 Change Notice 001 to Rev 2 to QA/QC Review Team Project Procedure 
CPP-01 1, “Evaluations of Adverse Trend Analyses, Const Deficiencies & QA/QC Pro- 
gram Deficiencies." 

ZILUR.D. Evaluation Research Corp. HANSEL,J.L. Texas Utilities Electric Co. (former- 
ly Texas Utilities Generating Co.). 86/09/09. 2pp. 38365:286-38365:287. 

-8610270333 Rev 2 to Design Adequacy Procedure DAP-15, "Training & Qualifica- 
tions." 

BECKMAN.J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/08/14. 20pp. 38365:138-38365:157. 

-8610270335 Change Notice 001 to Rev 1 to Quality Instruction QI-022, “Documenta- 
tion Review of Piping Sys Bolted Joints/Matls." 

PATTERSON, A.. HODGE, D.A., HANSEL.J.L Evaluation Research Corp. 86/09/05. 
3pp. 38365:269-38365:271. 

-8610270344 Change Notice 001 to Rev 1 to Quality Instruction QI-040, “Documenta- 
tion Review of HVAC Ducts & Plenums." 

* Evaluation Research Corp. 86/07/23. 2pp. 38365:267-38365:268. 

-8610270345 Rev 0 to Design Adequacy Procedure DAP-18, "Control of Subcontrac- 
tors." 

BECKMAN, J.W. Texas Utilities Eiectric Co. (formerly Texas Utilities Generating Co.). 
86/07/14. 7pp. 38365:158-38365:164. 

-8610270346 Rev 2 to QA/QC Review Team Project Procedure CPP-012, “QA/QC 
interface W/Constructor/TUGCO." 

ZILL,R. Evaluation Research Corp. HANSEL, J.L. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). 86/07/31. 14pp. 38365:272-38365:285. 

—8610270352 Change Notice 00 to Rev 0 to QA/QC Review Team Project Procedure 
CPP-026, “Final Review of ISAP VII C Working Files." 

2ILL,R.D. Evaluation Research Corp. HANSEL,J.L. Texas Utilities Electric Co. (former- 
ly Texas Utilities Generating Co.). 86/07/30. 2pp. 38365:120-38365:121. 

—8610270354 Rev 3 to Quality Instruction QI-044, "Documentation Review of Concrete 
Placement " 

PATTERSON, A.A., ZILUR.D. Evaluation Research Corp. 86/07/22. 22pp. 38365:069- 
38365:090. 

-8610270361 Change Notice 002 to Rev 0 to QA/QC Review Team Project Procedure 
CPP-026, “Rnal Review of ISAP VII C Working Files." Index end. 

Z1LL,R.D. Evaluation Research Corp. HANSEUJ.L. Texas Utilities Electric Co. (former- 
ly Texas Utilities Generating Co.). 86/08/14. 7pp. 38365:113-38365:119. 

-8610270363 Change Notice 001 to Rev 2 to Quality Instruction Qi-051, "Reinsp of 
Pipe Whip Restraints." 

PATTERSON, A.A., 2ILL,R.D.. HANSEL, J.L. Evaluation Research Corp. 86/08/18. 2pp. 
38365:091-38365:092. 

-8610270365 Rev 3 to QA/QC Review Team Project Procedure CPP-01 6, "Safety Sig- 
nificance Evaluations of Deviation Repts." 

ZILUR.D., HANSEUJ.L. Evaluation Research Corp. 86/09/17, 19pp. 38365:307- 
38365:325. 

-8610270372 Rev 2 to QA/QC Review Team Project Procedure CPP-01 7, “Preparation 
of QA/QC Program Deviation Repts." 

ZILUR.D. Evaluation Research Corp. 86/08/13. 9pp. 38365:326-38365:334. 

-8610270375 Rev 0 to Design Adequacy Procedure OI-EIC-002, “Documentation of 
Bases for Selection of Sys, Structures, Components & Documents for Review." 
SETKA.G.E. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
04/11. 10pp. 38365:103-38365:112. 

-8610270379 Change Notice 001 to Rev 1 to QA/QC Review Team Project Procedure 
CPP-01 8, “QA/QC interface W/Oesign Adequacy Program." 

ZILUR-D. Evaluation Research Corp. 86/07/24. 2pp. 38365:335-38365:336, 

-8610270383 Rev 0 to Design Adequacy Procedure DAP-DI-M-001, “Mechanical Disci- 
pline Waikdown Instruction. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.), 86/03/21. 10pp. 
38365:093-38365:102. 


-8610270385 Rev 2 to QA/QC Review Team Project Procedure CPP-020, “Out- of- 
Scope Observations." 

ZILUR.D,, JONES, J.A. Evaluation Research Corp. 86/09/12. 7pp. 38365:337- 
38365:343. 

-8610270391 Rev 1 to QA/QC Review Team Project Procedure CPP-021, "CPSES 
Project Corrective Action." 

ZILUR.D. Evaluation Research Corp. 86/08/13. 11pp. 38365:344-38365:354. 

-8610270393 Change Notice 001 to Rev 1 to QA/QC Review Team Project Procedure 
CPP-021, “CPSES Project Corrective Action." 

ZILUR.D., HANSEUJ.L. Evaluation Research Corp. 86/09/09. 2pp. 38365:355- 
38365:356. 

-8610270399 Rev 0 to QA/QC Review Team Project Procedure CPP-026, "Final 
Review of ISAP Vll C Working Files.” 

ZILUR.D. Evaluation Research Corp. 86/07/23. 14pp. 38365:357-38366:011. 

8610220433 Further response to FOIA request re documents listed in Board Notification 
84-149.Forwards App H documents,App I documents available in PDR.App J docu- 
ments completely withheld (ref FOIA Exemption 7). 

GRIMSLEY,D.H, Division of Rules and Records. 86/10/15. GARDE,B.P. Government 
Accountability Project. 5pp. 38330:257-38330:335. 

-8610220446 Forwards 841019 CASE motion requesting Licensing Board referral of "R 
Jones Incident" to recipient branch. Transcript of R Jones Incident also encl.CASE 
alleges applicants intimidated R Jones.W/o motion. 

SClNTO,J.F. NRC - No Detailed Affiliation Given. 84/10/25. HAYES,B.B. Office of In- 
vestigations. 70pp. 38330:262-38330:331. 

-8610220458 Forwards transcript of D Hatley 840210 interview per J Ellis (CASE) 
same-day request concerning viewing of selected documents at site.Requests appro- 
priate distribution of transcript since confidentiality not requested. 

DENISE.R.P. NRC - No Detailed Affiliation Given. 84/04/19. IPPOLlTO,T.A. Office of 
Nuclear Reactor Regulation, Director (pre-851125). Ip. 38330:332-38330:332. 

-6610220464 Affidavit of D Hatley listing concerns re project,including accuracy of 
documentation, insp of clamps in cable tray hanger area & errors in color coding & 
instrumentation piping. 

HATLEY,D. Affiliation Not Assigned. 84/02/10. 3pp. 38330:333-38330:335, 

8610220120 Fonvards Rev 1 to Comanche Peak response team Issue-Specific Action 
Plan ISAP Vll.a.9, "Adequacy of Purchased Safety- Related Mat! & Equipment.” Major 
tasks in Rev 1 to ISAP listed. 

COUNSIL,W.G. Texas Utilities Eiectric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. NOONAN, V.S. Comanche Peak Project (Technical Review Team). Ip. 
38324:315-38324:326. 

-8610220123 Rev 1 to Comanche Peak response team Issue-Specific Action Plan ISAP 
Vll.a.9, “Adequacy of Purchased Safety-Related Mat! & Equipment." 

• Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/18. 11pp. 
38324:316-38324:326. 

8610220382 Forwards 860328 & 0402 communication repts re Phase 4 independent as- 
sessment program,induding use of ACi 349 & board notification on Comanche Peak 
response team plan. 

WILLIAMS, N.H. CYGNA Energy Services. 86/10/20. ELLIS, J. Citizens Association for 
Sound Energy. 3pp. 38331 :078-38331 :080. 

8610240416 Forwards response to 86091 1 request for addl info re elimination of arbi- 
trary intermediate pipe breaks. Configurations of eliminated piping attachments within 
five diameters of breaks will be identified. 

COUNSIL,W.G„ KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 3pp. 38354:312-38354:314. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation model$.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610300322 Responds to FOIA request for TF Westerman 860530 ltr to WG 
CounsiLForwards App A documents.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/23. BAUMAN,L. Government 
Accountability Project 3pp. 38409:018-38409:025. 

-8610300325 Discusses T Westerman 860530 ltr to util re various allegations.Based on 
GAP representation of alleger, allegations given to NRC in confidence & forwarded to 
util w/o prior approval.Ailegations provided to util requested. 

GARDE, B.P. Government Accountdjility Project 86/09/25. MARTIN,R.D. Region 4, 
Office of Director. 2pp. 38409:021-38409:025. 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

8610080205 FOIA request for ail documents re SSER 13 (NUREG-0797) issued on 
860609 

GARDE, B.P. Environmental Whistleblower Clinic. GARDE, B.P. Government Account- 
ability Project. 86/08/28. Office of Administration. 2pp. 38139:001-38139:002. 

8610080208 Partial response to FOIA request.Forwards documents on ^p, re Coman- 
che Peak Response Team program plan.Oocuments also available in PDR. 
GRIMSLEY,D,H. Division of Rules and Records. 86/09/24. GARDE.B.P. Government 
Accountability Project 2pp. 38139:003-38139:004. 

-8610080229 Forwards draft SSER input re Comanche Peak Response Team program 
plan in piping & pipe support area for review.Draft includes input from Teledyne & 
ETEC consultants. 

TERAO.D. Comanche Peak Project (Technical Review Team). 86/01/03. SHAO,L.C., 
CALVO,J.A. Comanche Peak Project (Technical Review Team). 54pp. 38139:025- 
38139:078. 

-8610080232 Markedrup SER re Rev 3 to Comanche Peak Response Team program 
plan. 

* Comanche Peak Project (Technical Review Team). 86/02/18. 238pp. 38139:079- 
38139:316. 



224 DOCKETED ITEMS 


8610080349 Final response to FOIA requests for records re evaluation of ISAPs for 
pIsuitApp E documents in PDRApp F,G & H documents end & in PDR.App I & J doc- 
uments withheld (ref FOIA Exemption 5). ^ or, r> ♦ 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE, B.P. Government 
Accountability Project 25pp. 38213:007-38213:330. 


-8605150207 Forwards Comanche Peak Review Team presentation on mechanical 
open issue status, based on 851204 audit of mechanical/piping areas in SSER 10. 
HOU,S.N. Comanche Peak Project (Technical Review Team). 86/02/06. SHAO,LC. 
Comanche Peak Project (Technical Review Team). 615pp. 38213:331-38216:242. 


-8610090096 Submits outiine of remaining work needed on SSER 13 & persons 
responsible.per 860402 meeting. « . . . ^ . 

TRAMMElCc. NRC - No Detailed Affiliation Given. 86/04/03. CALVOJ., SHAO.L 
NRC - No Detailed Affiliation Given. 2pp. 38217:337-38217:338. 


-8610090113 Submits update of 860408 schedule for remaining work needed on SSER 
1 3 for Comanche Peak Program Plan.Re!ated info end. ^ ^ . 

TRAMMEUC. NRC - No Detailed Affiliation Gwen. 86/04/09. CALVO,J., SHAO.L 
NRC - No Detailed Affiliation Given. 344pp. 38217:354-38218:337. 


8610060303 Forwards amended first pages to "Motion to Admit Amended Contentions 
or,in Altemative.for Reconsideration of Certain Previously Denied Contentions.*’ & 
“Consolidated Interveners Amended Contentions 1 & 2.” Certificate of Sve end. 
ROISMAN,A.Z. Citizens Association for Sound Energy. R01SMAN,A.Z. Trial Lawyers 
for Public Justice, P.C. #486 0965. 86/10/01. Office of the Secret^ of the Commis- 
sion. 4pp. 38089:310-38089:313. 

8610080131 Confirms author position re Ropes & Gray involvement in CASE discovery 
of Texas-Louisiana Electric Cooperative documents. Ropes & Gray not entitled to be 
present in same room when subj documents examined.Reiated correspondence. 
HUNTER.A. Citizens Association for Sound Energy. HUNTER, A. Trial Lawyers for 
Public Justice, P.C. #486 0990. 86/10/02. PLOCKI.P. Texas-Louisiana Electric Coop- 
erative of Texas. PLOCKI.P. Heron, Burchette, Ruckert & Rothwell. Ip. 38137:175- 
38137:175. 

8610080139 Further supplemental response to CASE 860627 request for production of 
documents.Texas-Louisiana Cooperative of Texas, Inc amended response 

encLCertificate of Sve also end. 

EGGELING.W.S. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
#486 1010. 86/10/02. Atomic Safety and Licensing Board Panel. 7pp, 38136:200- 
38136:206. 


F. Security, medical, emergency & fire protection plans 


8610080442 Ack receipt of 860303 Itr informing NRC of steps taken to correct defiden- 

des noted in Insp Repts 50-445/85-15 & 50-446/85-12, 

JOHNSON.EH. Region 4, Office of Director. 86/10/01. COUNSIL.W.G. Texas Utilities 
Electric Co, (formerly Texas Utilities Generating Co.). 2pp. 38166:099-38166:107. 


-8610080449 Responds to NRC 860203 Itr re nine defidencies noted in Insp Repts 50- 
445/85-15 & 50-446/85-1 2.Cexrective actions: Procedure EPP-203 & notification call 
list revised & first round of drills will be completed by 860627. 

COUNSILW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/03/03. JOHNSON.E.H. Region 4. Office of Director. 7pp. 38166:101-38166:107. 


8610210251 Rev 2 to Emergency Plan Procedure EPP-116. “Emergency Repair & 
Damage Control" & Rev 3 to Procedure EPP-303, “Micro-Computer Based Emergen- 
cy Dose Assessment" W/861015 Itr. ^ 

COUNSIL.W.G., GOSD1N.T.L. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/10/15. M>\RTiN,R.D. Region 4. Office of Director. 32pp. 38315:057- 
38315:088. 


G. Adjudicatory correspondence 


8610030311 Board Notification 86-020:provides followup to Board Notifications 85-067 
& 85-076 re Ofc of Investigations Rept 4-85-008 concerning facts surrounding util un- 
timely response to interveners discovery request 

NOONAN, V.S. PWR Project Diredorate 5. 86/09/22. ZECH, ROBERTS. ASSELSTINE 
Commissioners. 63pp. 38267:108-38268:015. 


-8610160018 Response to & motion re applicant 800728 answers to CASE first set of 
interrogatories & requests for clarification. Urges ai^slicant to answer aJi interrogatory 
questions. W/Certificate of Sve. 

ELLIS, J. Citizens Assodation for Sound Energy. 80/08/04. Atomic Safety and Licens- 
ing Board P^el 18pp. 38267:211-38267:344. 

8610080194 Responses to CASE 860905 interr<:^atories.Certificate of Sve end.Related 
correspondence. 

EGGEUNG.W.S. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
EGGEUNG,W.S. Ropes & Gray. #486 1000. 86/09/22, atizens Assodation for 
Sound Energy. 10pp. 38177:222-38177:231. 


8610080163 “Annotated Bibliographies." covering 860726-0925. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). #486 0999. 86/ 
09/25, 13pp. 38138:339-38138:351. 


8610010445 Forwards Apps F.G & H to Comanche Peak response team program 
plaa/Ujthor understands that apps previously delivered to pauties.Documents provided 
for info & not offered in e\ridence.W/o end.Related corresponderrce. 

WCX)LRIDGE,R.A. Worsham, Forsythe, Sampels & Wodridge (formerly Worsham. 
Forsythe & Sampels). #486 914. 86/09/26. BLOCH, P.B.. JORDAN.W.H.. 
MCCOLLOM,K.A. Atomic Safety and Licensing Board Psmel. 1p. 38055:192- 
38055:192. 


8610010194 Comments on Memorandum & Order CLI-86-15 re admissibility of CASE/M 
Gregory Contention 1J\SLAB should reverse ASLB dedsion admitting consolidated 
contention & dismiss intervention petitions.Certificate of Sve end. 

M1ZUN0,G.S. Assistant General Counsel for Hearings. #486 917. 86/09/30. Atomic 
Safety and Ucensing Appeal Panel. 11pp. 38059:135-38059:145. 

8610060440 Motion to admit CASE & M Gregory (Consolidated Intenrenors) amended 
contentions or.in aitemative.for reconsideration of cer^n previously denied conten- 
tions. 

ROISMAN,A.Z Gregory, M. ROISMAN,AZ:. Trial Uwyers for PubUc Justice, P.C. 
EUJS.J. Citizens Association for Sound Energy. #486 0948. 86/09/30, Atomic Safely 
and Licendng Appeal Panel. 15pp. 38100:078-38100:100. 

-8610060446 Consolidated Intervenors amended Contentions 1 & 2 re reinsp efforts & 
const deiay.Certificate of Sve end. 

ROISMANAZ. Gregory, M. ROISM/^,AZL Trial Law^rs for Public Justice. P.C. 
ELLIS.J. Citizens Association for Sound Energy. 86/09/30. Atomic Safety and licens- 
ing Appeal Panet 8pp- 38100:093-38100:100. 

8610080096 Submits second progress rept in response to ASLB 860606 memorandum 
& order.Status of completion of Comanche Peak Response Team milestones & cor- 
rective action scheduling discussed. 

GAO,R.K. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
GAD.R.K. Ropes & Gray. #486 0992. 86/09/®). 11pp. 38132:268.38132:278. 

8610080119 Answers to Board questions re Comanche Peak Response Team Action 
Plan Results Rept U.5,per ASLB 860414 proposed memorandum & order. 
PEARSON.J.a. MALLANDA.J.J. Texas Utiliti^ Bectric Co. (formerly Texas Utilities 
Generating Co.). #486 0993. 86/09/30. 7pp. 38133:347-38133:353. 

8610080122 AmN&s to Board questions re Comanche Peak Response Team Action 
Plan Results Rept I.b.3.per ASLB 860414 proposed memorandum & order. 
Bt:^RK.R.J., MALLANOA.J J. Texas Utitities Electric Co. (formerly Texas Utifities Gen- 
erating Co.). #486 0994. 86/09/30. 8pp. 381 36‘.224-381 36:231. 


8610080264 Memorandum & order directing applicant to answer listed questions re 
scope of review team.by 861 031. Served on 861006. 

BLOCH,P.B. Atomic ^fety and Ucensing Board Panel. #486 0971. 86/10/03. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 4pp. 38138:356- 
38138:359. 

86101S0127 Response to ASLB 860808 request for info re QA/QC issues. Certificate of 
Sve end. 

SELLECK.K.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
SELLECK,K.A. Ropes & Gray. #486 1073. 86/10/06. 244pp. 38244:254-38245:137. 

8610100053 Requests clarification of util 860902 position that documents sought in 
CASE Document Production Request 6 can & have been vritiiheld.Related corre- 
spondence. 

ROISMAN.A.Z. Citizens Assodation for Sound Energy. ROISMAN.A.Z, Trial Lawyers 
for Public Justice, P.C. #486 1023. 86/10/07. EGGELING.W. Texas Utilities Electric 
Co. (formerly Texas Utilities Generating Co.). EGGELING.W. Ropes & Gray. 2pp. 
38189:359-38189:360. 

8610100080 Consolidated Intervenors comments on CLi-86-15.arguing that util appeal 
for CP extension should be denied.CertifIcate of Sve end. 

ROISMAN,A.Z. Gregory, M. ROISMAN,A.Z. Trial Lawyers for Public Justice, P.C. 
ELL1S,J. Catizens Association for Sound Energy. #486 1024. 86/10/07. Atomic Safety 
and Ucensing Appeal Panel. 16pp. 38191:125-38191:140. 

8610140327 Progress Rept 11 in response to ASLB 860606 order.Discovery requests 
filed w/NRC & util re portions of applicant Comanche Peak response team plan will 
be included in upcoming proceedings.Certificate of Sve end. 

ELLIS,J. Citizens Association for Sound Energy. ROiSMAN,A.Z. Trial Lawyers for 
Public Justice. P.C. #486 1049. 86/10/07. 6pp. 38223:347-38223:352. 

8610140334 Advises of agreement w/app!icant for extending time for filing motions to 
compel until 861025. 

ELLiS,J. Qtizens Association for Sound Energy. #486 1050. 86/10/07. BLOCH, P.8., 
MCCOLLOM,K.A., JORDAN.W.H. Atomic Safety and Licensing Board Panel. Ip. 
38224:016-38224:016. 

8610100555 Memorandum withholding further consideration of applicant & staff pending 
appeal from Board 860502 order to await action on motion before Board.Seiwed on 
861009. 

SHOEMAKER.CJ. Atomic Safety and Licensing Appeal Panel. #486 1035. 86/10/09. 
2pp. 38194:355-38194:356. 

8610200125 Answers to 14 ASLB questions re Action Plan Remits Rept VU.a.5,per 
860414 proposed memorandum & order.Cartificate of Sve end. 

QELZER,J.R., HANSELJ.L. Comanche Peak Project (Technical Review Team). #486 
1091. 86/10/10. 11pp. 38290:198-38290:208. 

8610200212 Submits response to ASLB 860414 proposed memorandum & order poi^ng 
14 questions re Action Plan li.b.Certificate of Sve end. 

WEBSTER.F., LEV1N,H.A. Texas Utilities Electric CJo. (formerly Texas Utilities Generat- 
ing Ck>.). #486 1092. 86/10/10. Atomic Safety and Licensing Board Panel. 16pp. 
38298:323-38298:338, 


8610210095 Notice of availability of (Comanche Peak response team senior review team 
Results Rept l.d.2., “Guidelines for Administration of QC Inspector Test” & working 
files. W/Certificate of Svc.Related correspondence. 

SELLECK,K.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating (^.). 
SELLECK.K.A. Ropes & Gray. #486 1143. 86/10/14. 5pp, 38305:347-38305:351. 

8610200130 Re^onse opposing Consolidated intervenors 860930 motion to admit 
amended contentions or for recondderation of certain previously denied 
contentions.Certiftcate of Sve end. 

GAO,R.K. Texas Utilities Electric Ck>. (formeriy Texas Utilities Generating Co.). 
GAO,R.K. Ropes & Gray. #486 1090. 86/10/15. Atomic Safety and Licensing Board 
Panel. 25pp. 38290:173-38290:197. 

8610210225 Response in opposition to CASE 860930 motion for admission of amended 
contentions &/or reconsideration of certain previously denied contentions.C:eftlficate 
of Sve end. 

MlZUNO,G.S. Assistant General Counsel for Hearings. #486 1131. 86/10/15. Atomic 
Safety and Ucensing Board Panel. 2Qpp. 38313:305-38313:324. 

8610220108 Appended history of issues determined to have validity by tty Comandie 
Peak response team in Results Repts l.a.5 & l.b.3.submitted in response to ASLB 
860808 & 0902 requests. Certificate of Sve end. 

SELLECXKA Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.}. 
SEaECK.K.A. Ropes & Gray. #486 1191. 86/10/15. 11pp. 38322:341-38322:351. 

6610220220 Motion to compel applicant response to 860911 discovery request re Co- 
manche Peak response team program plan. Applicant 860926 responses to first & 
second sets of interrogatories incomplete or evasive.W/Certificate of Sve. 

GARDEBP. (Citizens Association for Sound Energy. GARDE, B.P. Trial Lawyers for 
Public Justice, P.C. #486 1167. 86/10/15. Atomic ^fety and Ucensing Board Panel. 
25pp. 38325:237-38325:261. 
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8610220228 Forwards errata to Apps A & D to applicant 861006 response to Board 
860808 memorandum.for filing. 

EGGELiNG.W.S. Texas Utilities Electric Co. (formeily Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #486 1160. 86/10/16. Docketing & Services Branch. 
8pp. 38325:229-38325:236. 

8610220320 Forwards Rev 1 to Comanche Peak response team Issue-Specific Action 
Plan (ISAP) Vll.a.9, “Adequacy of Purchased Safety- Related Matl & Equipment,” for 
info only.Related correspondence. 

WOOLDRIDGE, R. A- Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). WOOLDRIDGE.R.A. Worsham. Forsythe, Sampels & Woolridge (formerly Wor- 
sh^. Forsythe & Sampels). #486 1200. 86/10/17. BLOCH.P.B., MCCOLLOM,K.A.. 
JORDAN, W.H. Atomic Safety and Licensing Board Panel. 13pp. 38327:303- 
38327:315. 

8610220329 Supplemental response to applicant motion for protective order re 860607 
discovery & motion to compel.Applicant failed to show that matls prepared in anticipa- 
tion of litigation.Certificate of Svc end. 

ROiSMAN,A.Z. Citizens Association for Sound Energy. R01SMAN.A.Z. Trial Lawyers 
for Public Justice. P.C. #486 1194. 86/10/20. Atomic Safety and Licensing Board 
Panel. 25pp. 38327:176-38327:200. 

8610270080 Response opposing CASE 860922 motion for discovery on adequacy of 
Comanche Peak response team.Motion moot. Certificate of Svc end. 

BACHMANN.R., MIZUNO.G.S. Assistant General Counsel for Hearings. #486 1244. 
86/10/21. Atomic Safety and Licensing Board Panel. 7pp. 38359:036-38359:042. 

8610240083 Consolidated Intenrenors (Cl) motion for leave to file reply brief re issues 
raised by applicant & NRC staff responses to Cl pending motion to admit amended 
contentions or for reconsideration of previously denied contentions. 

ROISMAN,A.Z. Gregory, M. ROISMAN,A.Z. Trial Lawyers for Public Justice, P.C. 
ELLIS, J. Citizens Association for Sound Energy. #486 1237. 86/10/22. Atomic Safety 
and Licensing Board Panel. 3pp. 38348:048-38348:074. 

--861 0240128 Consolidated Intervenors (Cl) reply disputing applicant & NRC staff re- 
sponses to motion to amend Cl contentions or to reconsider previously denied 
contentions.Certificate of Svc & supporting documentation end. 

RO!SMAN.A.Z. Gregory, M. ROISMAN.A.Z. Trial Lawyers for Public Justice. P.C. 
ELLIS, J. Citizens Association for Sound Energy. 86/10/22. Atomic Safety and Licens- 
ing Board Panel. 24pp. 38348:051-38348:074. 

8610270053 Fonvards corrected title page to NRC 861021 response to CASE 860922 
motion for discovery of Comanche Peak response team. Page incorrectly titled as in- 
cluding request for protective order. 

MIZUNO.G.S. Assistant General Counsel for Hearings. #486 1243. 86/10/22. 
BLOCH, P.B., JOHNSON.E.B., MCCOLLOM,K.A. Atomic Safety and Licensing Board 
Panel. Ip. 38358:358-38358:359. 

—8610270055 Corrected title page to response to CASE 860922 motion for discovery of 
Comanche Peak response team. 

* NRC - No Detailed Affiliation Given. 86/10/21. Atomic Safety and Licensing Board 
Panel. 1p. 38358:359-38358:359. 

8610270073 Forwards corrected Page 5 to reply brief re misconstruing CLI-86-15 & mls- 
tating rule on pleading contentions & bases. 

ROISMAN,A.Z. Gregory. M. R01SMAN.A.Z. Trial Lawyers for Public Justice, P.C. #486 
1246. 86/10/23. Office of the Secretary of the Commission. 2pp. 38359:091- 
38359:092. 


M. Antitrust correspondence 

8610220085 Responds to 860724 request for antitrust info per Reg Guide 9.3.Util cur- 
rently has excess in generating capacity resources not expected when Texas Munici- 
pal Power Agency became permittee of Unit 1 CP. 

TARTT,B. Fulbright, Crooked & Jaworski. TARTT.B. Texas Municipal Power Agency. 
86/10/06. PUNCHES, J.L. Planning & Program Analysis Staff (post 851125). 3pp, 
38326:206-38326:208. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list 

* Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. CJonsolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list 

• Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351 :082. 

8610100111 FOIA request for any 6 all agency records & info,including but not limited 
to notes, ltr8,memos,drafts & minutes in connection w/lnsp Repts 50-445/85-07 & 50- 
446/85-05 on 850401-0621. 

GARDE, B.P, Government Accountability Project 86/03/18. Office of Administration. 
4pp. 38205:152-38205:155. 

8610100124 Appeals denial of FOIA request for records re IE Repts 50-445/854)7 & 
50-446/85-05 

GARDE,B.P. Government Accountability Project. 86/04/08. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38205:160-38205:160. 

8610060077 FOIA request for documents re Enforcement Action 86-009. 

GARDE.8.P. Government AccountablHty Project 86/05/22. Office of Administration. 
2pp. 381 1 3:350-381 13:351 . 

8610280503 Ai^als denial of FOIA requeslRef to EA-8&-063 inconrect since no inves- 
tigation rept retiecting findings available. Explanation of vi4iy FOIA Exemption 5 per- 
tains to each dooiment requested. 

WEISS, E.R. Union of Concerned Scientists. 86/08/04. Office of the Executive Director 
for Operations. 3pp. 38383:064-38383:068. 

6610060067 Forwards “Evaluation A Resolution of Generic Technical Issues for Cable 
Tray Hangers,” prepared by Ebasco Svcs.lnc & related repts 8 procedures. 
C0UNS1L,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/17. NOONAN.V.S. Comanche Peak Project (Techrtical Review Team). 15pp. 
38150:001-38164:033. 


-8610060322 Rev 5 to Procedure QI-QP-1 1.10-9, “Cable Tray Hanger As- Built Insp/ 
Verification." 

ROFFE,R.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
07/01. 70pp, 38156:019-38156:088. 

8610060088 Responds to FOIA request for documents re Enforcement Action 86- 
009.Forwards App A documents.App B document available in PDR.App C documents 
withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. GARDE, B.P. Government 
Accountability Project. 5pp. 38113:352-38113:357. 

-8610060108 Press Release 86-30,announcing proposed civil penalties in amount of 
$370,000 due to failure to assure QC inspectors organizational freedom to identify 
problems & util failure to comply w/const & QA. 

WISNER.C.E. Region 4, Office of Director. 85/05/02. Ip. 38113:357-38113:357. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100633 Forwards Insp Repts 50-445/86-21 & 50-446/86-18 on 860701 -31 .No vio- 
lations or deviations noted.Actions taken to correct violations noted during previous 
insps examined. 

JOHNSON.E.H. Region 4. Office of Director. 86/09/30. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 3pp. 38204:334-38204:342. 

-8610100672 Insp Repts 50-445/86-21 & 50-446/86-18 on 860701 -31. No violations or 
deviations noted.Major areas inspected:actions on previous insp finding$,calibr source 
recovery,p]ant tours & preoperationsJ test procedure review. 

KELLEY, D.L., BARNES, 1. Region 4, Office of Director. SPESSARD.R.L. Division of In- 
spection Programs (Post 850212). 86/09/29. 6pp. 38204:337-38204:342. 

8610080442 Ack receipt of 860303 Itr informing NRC of steps taken to correct deficien- 
cies noted in insp Repts 50-445/85-15 & 50-446/85-12. 

JOHNSON,E.H. Region 4, Office of Director. 86/10/01. COUNSIL,W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 38166:099-38166:107. 

-8610080449 Responds to NRC 860203 Itr re nine deficiencies noted in insp Repts 50- 
445/85-15 & 50-446/85-1 2.Corrective actions: Procedure EPP-203 & notification cal! 
list revised & first round of drills will be completed by 860627. 

COUNSiL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/03/03. JOHNSON,E.H. Region 4, Office of Director. 7pp. 38166:101-38166:107. 

8610100117 Final response to FOIA request for documents re Insp Repts 50-445/85-07 

6 50-446/85-05 conducted on 850401 -0621. App A documents available in PDR.App 
B & C documents completely withheld (ref FOIA Exemptions 5 & 4). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 4pp, 38205:156-38205:169. 

->8610100774 Responds to NRC 860203 Itr re violations noted in Insp Repts 50-445/85- 

07 50-446/85-05.Corrective action$:specific finding accomplished for facility per 
Startup Work Permits Z-2912 & Z-2914 in Dec 1984. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/04/02. JOHNSON.E.H. Region 4, Office of Director. 9pp. 38205:161-38205:169. 

8609300125 iE info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610080349 Final response to FOIA requests for records re evaluation of ISAPs for 
plantApp E documents in PDR.App F,G & H documents end & in PDR.App I & J doc- 
uments withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE, B.P, Government 
Accountability Project 25pp. 38213:007-38213:330. 

-8511010536 Forwards, for revlew.documentafion of applicant proposed Project Proce- 
dure CPP-022, “Supplemental Evaluation of Visual Welding Insp Techniques," Com- 
ments & SSER requested by 851125. 

NOONAN.V.S. Comanche Peak Project (Technical Review Team), 85/10/30. 
KNIGHT, J.P. Division of Engineering (pre-851125). 2pp. 38220:036-38220:045. 

-8512030650 Provides list of NRR/tE staff audits/insps recorded for Oct. Nov & Dec 
1985,for which trip repts must be written. 

VIETTi-COOK,A. Comanche Peak Project (Technical Review Team). 85/11/26. 
SHAO.L. NRC - No Detailed Affiliation Given. 4pp. 38220:021-38220:035. 

8610100429 Further response to FOIA request for all records re insp of plant on 
850826-29 & 851105 discussion of insp findings.Enc1 App D documents also available 
in PDR.Portlons of document withheld (ref FOIA Exemption 6), 

GR1MSLEY,D.H. Division of Rules and Records. 86/10/03. GARDE,B.P. Government 
Accountability Project 3pp. 38212:172-38212:225. 

-86101IM)437 Partially withheld itr presiding info to introduce Natl Insp & Consultants, Inc 
to util.Qua!ity sves scope document & resumes of senior SAFETEAM investigators 
end. 

NELSON.T.L NIC Testing Services, Inc., (formerly National Inspection & Consultants 
Inc.). 85/01/08. WERNER,R. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 49pp. 38212:177-38212:225. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 

TAYLCMR,J.M. Office of Inspection & Enforcement, Director (Post 820?<'^'. 86/10/08. 
ConHsoUdated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610220370 Responds to NRC 860826 Itr re violations noted in insp Repts 50-445/86- 
06 & 50-446/86-04.Corrective actions:eiectrical erection spec reviewed & revised to 
cicuify general requirements & Procedures Ql-QP-1 1.3-26 &. EEI-23 revised. 
COUN§lL,W.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 86/10/09. JOHNSON, E.H. Region 4. Office of Director. 5pp. 
38327:134-38327:138. 
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8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages," Svc list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


-8610270256 Conduit Support As-Built Program Insp Rept 50-446/86-02 on 860324- 
27.Vlolations noted:two examples of errors in as-built insp program & two examoles of 
omissions in engineering documents, h 

Director. 86/10/16. 8pp. 


8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end, 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610270002 Forwards revised procedure manuals re Comanche Peak response team 
checklists.Future revs will be sent periodically. Related documentation end. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. NOONAN.V.S. Office of Nuclear Reactor Regulation, Director (post 
851125). NOONAN.V.S. Comanche Peak Project (Technical Review Team). 1.163pp. 
38362:289-38366:011. 

-8610270264 Change Notice 001 to Rev 2 to Quality Instruction QI-070, "Reinsp of 
Tubing Welds/Matls," 

PATTERSON.A.A., 2ILL.R.D. Evaluation Research Corp. 86/08/06. 2pp, 38365:025- 
38365:026. 

-8610270284 Change Notice 001 to Rev 0 to Quality Instruction QI-075, "Reinsp of 
Piping Bend Fabrication." 

PATTERSON,A., ZILLR.D. Evaluation Research Corp. 86/08/08. 6pp. 38365:033- 
38365:038. 


S. Reportable occurrences, LERs & related correspondence 

8609240064 Interim Deficiency Rept CP-86-17 re min concrete coverage for reinforcina 
steel in flcwrs & walls to maintain 3 h fire rating. Initially reported on 860321 Structural 
capacity of concrete elements being evaluated.Next rept by 861124. 

COUNSIUW.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
JOHNSON.E.H. Region 4. ofector 2^) 

37971:267-37971:268. 

8610060404 Interim Deficiency Rept CP-86-51 re anchor bolts supplied bv Hilti that do 
not meet average ultimate tensile loads In certain sizes as published bv 
supplier. Initially reported on 86071 7.Next rept expected by 861 114. ” 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generatina Col 
86/09/18. JOHNSON,E.H. Region 4, Office if Director. Ip. 

8610060239 Interirn Deficency Rept CP-84-12 re environ qualification of equipment out- 
wi1l\e°subm!tted^b°861024^”^'^^^ breaks. Initially reported on 86O604.Next rept 

COUNSIL,W.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
JOHNSON, E.H. Region 4, Office bf Director. 1p 


-8610270304 Change Notice 001 to Rev 2 to Project Procedure QI-006, “Reinsp of 
Type 2 Skewed Welds." 

* Evaluation Research Corp. 86/08/06. 8pp. 38365:254-38365:261. 

-8610270312 Change Notice 002 to Rev 4 to Quality Instruction QI-008, "Reinsp of 
Conduit/I-E-CDUT?’ 

* Evaluation Research Corp. 86/07/25. 2pp. 38365:262-38365:263. 


8610060271 Supplemental Deficiency Rept CP-86-18 re difficulties in starting & operat- 
ing safety chilled water chiller units. Initially reported on 860521 .Gibbs & Hill perform- 
tng review of vendor specs.Next rept will be submitted by 861 217. 

COUNSIUW.G.. KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 

Region 4, Office of Director. 1p 


-8610270327 Change Notice 003 to Rev 2 to Quality Instruction QI-021, “Reinsp of 
Piping Sys Bolted Joint/Matls.” 

HODGE,D.A., HANSEL, J.L., PATTERSON.A. Evaluation Research Corp. 86/09/05. 
3pp. 38365:264-38365:266. 

-8610270363 Change Notice 001 to Rev 2 to Quality Instruction QI-051, “Reinsp of 
Pipe Whip Restraints." 

PATTERSON,A.A., ZILUR.D.. HANSEUJ.L Ev^uation Research Corp. 86/08/18. 2pp. 
38365:091-38365:092. 

8610220378 Responds to NRC 860829 Itr re violations & deviations noted in Insp Repts 
50-445/86-01 & 50-446/86-01 .Corrective actions:nonconformance repts issued for all 
deviation repts not prewously documented. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/13. JOHNSON.E.H. Region 4, Office of Director. 17pp. 38327:139-38327:155. 

8610280277 Forwards cover page & synopsis of Ofc of Investigations Rept 4-85-008 re 
util improperly withholding Mgt Analysis Co audit rept in responding to discovery inter- 
rogatories requested in conjuction w/hearing.Rndings under review. 

JOHNSON.E.H. Region 4, Office of Director. 86/10/15. COUNSIUW.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co,). 6pp. 38379:345-38379:350. 

8610280458 Discusses investigation of Case 4-84-01 ^Investigation initiated due to alle- 
gations by former B&W ironworker at facility re intimidation & harassmentEnforcement 
action handled previously. 

JOHNSON, E.H. Region 4, Office of Director. 86/10/15. COUNSIUW.G, Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co,). 3pp. 38381:074-38381:080, 


ww.wwwww-r., Ml ^oMwiwiiuy v./r-oo-04!: re tnrougn wail emoeoaed conduit 
sleeves not identified by number & may be overfilled.lnItiaTly reported on 860421 Eval- 
uation continuing.Next rept expected by 861121. 

COUNSIUW.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 

8610M0449 Final Deficiency Rept CP-86-56 re fastening of standby diesel generator 
engine connecting rod assembly Identified by TDl.lnitlally reported on 86081 4.lssue 
not reportable per 10CFR50.55(e). 

COUNSIL,W.G., KELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
JOHNSON.E.H. Region 4. Office of Director. Ip. 38098:260- 

38098:260. 

8610060470 Interim Deficiency Rept CP-86.49 re effects of polar-organic solvents on 
sealants of Conax adaptor modules & electrical penetrations.lnvestigation 
continuing.Next rept ejected by 861 01 0. 

COUNSIL,W.G., KELLEY, G.S. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
JOHNSON.E.H. Region 4, Office of Director. Ip. 38099:253- 

38099:253. 

8610070128 Supplemental Deficiency Rept CP-86-07 re svc water sys leakage.lnitially 
reported on 86041 1 .Design mods being implemented on Train A to be completed by 
861 107. Evaluation of corrective action & rept scheduled for 870130. 

COUNSIUW.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/19. JOHNSON.E.H. Region 4, Office of Director 1p 
38117:041-38117:041. 


8610100105 IE Info Notice 86-089. "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp, 38331:192- 
38331:284. 


8610090011 InterlrTi Deficiency Rept CP-86-10 re Bunker Ramo electrical penetration 
as8emblies.lnitially reported on 860424.Bunker Ramo modules to be replaced bv 
Conax modules by 870525.Next rept will be submitted by 870427. 

Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4, Office of Director. Ip. 38144:348-38144:348. 


8610100107 SuppI 1 to IE Info Notice 86-005. “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

Preparedness & Engineering Response (Post 
^risolidated Edison Co. of New York, Inc. f07pp. 38331:086- 

3oo31r191» 

8610270195 Forwwds Insp Repts 50-445/86-03 & 50-446/86-02 on 851211-860331 & 
notices of violation & deviation. Written responses to notices requjred.Rept also identi- 
fies eight unresolved items. 

4, Office of Director. 86/10/17. COUNSIUW.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.), 3pp. 38361:154-38361:239. 

-^8610270201 Notice of violation from insp on 851211-860331 

Region 4, Office of Director. 86/10/17. 7pp. 38361:157-38361:163. 

-8610270205 Notice of deviation from insp on 860201-0331 
* Region 4, Office of Director. 86/10/17. 4pp. 38361:164-38361:167. 

-8610270219 J^mwche Peak Response Team Insp Repts 50-445/86-03 & 50'446/86- 
2®020^-033l-Pive violations & five deviations noted.Violations 
CM operation trend analysis. 

49pp.^38361rt 68^-3836^^^^^ WAGNER, D.C. Region 4. Office of Director, 86/10/16, 

CaWeTray Support As-Buiit Program Insp Rept 50-446/86-02 on 851211- 
notedjseven examples of errors identified in major attributes associated 
w/cable fray supgM qC acceptance of drawings. 

^m’-224 4, Office of Director. 86/10/16. 8pp. 38361:217- 

Program Insp Rept 50-446/86-02 on 

oo0^5-0307^.\no|^on noted:four examples of errors identified re maior attributA^ 

Offioa of Director. 86/10/16. 7pp. 


8610090^4 Interim Deficiency Rept CP-86-19 re installation of steam svc pressure 
transmmers.l^nitially reported on 860421. Engineering evaluated steam svc Installations 
to identify affected instruments.Next rept will be submitted by 870127. 

Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4, Office of Director. 1p. 38181:014-38181:014. 

8610090027 Interim Deficiency Rept CP-86-53 re Seismic Category II 
piatforms-Platforms identified & documentation packages will be assembled for each 
item.Next rept will be submitted by 870130. 

Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4, Office of Director. 1p. 38181:034-38181:034, 

8610090132 Interim Deficiency Rept CP-85-54 re seismic qualification of HVAC 
supports.initlally reported on 861220.Engineering evaluations will be performed to 
ensure compliance w/FSAR commitments. Next rept will be submitted on or about 
861120. 

Utitities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E,H. Region 4, Office of Director. 3pp. 38181:302-38181:304, 

86100M139 Interim Deficiency Rept CP-86-36 re pipe support mods. Initially reported 
on 860W9.fto addi Instances reportable per 10CFR50.55(e) Identified during continu- 
•no sngineerlng evaluatlon.Next rept will be submitted on or about 861029. 

Utilities Electric Co. (formerly Texas Utitities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4, Office of Director, 2pp. 38182:021-38182:022. 

8610090192 Final Part 21 Deficiency Rept CP-86-43 re environ qualification of ITT 
Barton Modef 580 series indication switches.lnitiaily reported on 860604,Switches do 
not require quaWflcation.item not reportable per l0CFR50.55(e), 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON.EH. Region 4, Office of Director. 2pp. 38181:320-38181:321. 


8610100219 Finatf Deipiency Rept 1^-86-21 re Raychem methodology for testing of en- 
viron qualification rendwir® JOt NPtCS"02-01 unacceptable.lnitially reported on 
86p324,RayGhem justification leoelvedLNot reportable per 1 0CFR50.55(e). 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38189:015-38189:016. 



DOCKETED ITEMS 227 


8610100039 Interim Deficiency Rept CP-86-57 re reinforcing steel In reactor cavity 
waiUnitially reported on 860829.Addl reinforcing steel added to drawing & deleted w/o 
design calculation records.Next rept anticipated by 861 101. 

COUNSiL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/29. JOHNSON.E.H. Region 4, Office of Director. Ip. 38190:295-38190:295. 

8610100326 Interim Deficiency Rept CP-86'58 re drilling/cutting of reinforcing steel in 
fuel handling bidg.Unauthorized cutting, possibly extending to third 

layer, noted.Evaluation continuing.Next rept anticipated by 861101. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/29. JOHNSON, E.H. Region 4, Office of Director. Ip. 38195:343-38195:343. 

8610100588 Interim Deficiency Rept CP-86-59 re support installations w/spacing 
violations.Specific '‘Engineering Evaluation of Spacing Violations" forms used w7 
insp.lnitially reported on 860829.Next rept anticipated by 861126. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/29. JOHNSON.E.H. Region 4, Office of Director. Ip. 38199:007-38199:007. 

8610100336 Final Deficiency Rept CP'86-15 re diesel generator controls. Initially report- 
ed on 86031 4.Controls reviewed by TDI under owners group design review & quality 
revaiidation program. Condition not reportable per 10CFR50.55(e). 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/01. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38195:341-38195:342. 

8610100379 Interim Deficiency Rept CP-86-1 1 re component cooling water pump impel- 
ler linear indications.initialiy reported on 860623.Requisition for offsite repair of re- 
placement spare impeller being processed.Next rept anticipated by 861205. 
COUNSIL.W.G.. KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/01. JOHNSON.E.H. Region 4, Office of Director. Ip. 
38194:132-38194:132. 

8610150130 Interim Deficiency Rept CP-85-36 re installation of nonsafety-related con- 
duits on Train C supports.lnitially reported on 860906.Evaluation underway.Next rept 
will be submitted by 870121. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON.E.H. Region 4, Office of Director, ip. 38249:094-38249:094. 

8610150146 Interim Deficiency Rept CP-86-45 re Interaction of Non-Seismic Category I 
structures & components w/Seismic Category I structures.lnitially reported on 860606. 
Equipment being checked.Next rept anticipated by 861203. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON, E.H. Region 4. Office of Director. Ip. 38249:093-38249:093. 

8610160041 Interim Deficiency Rept CP-86-54 re design & installation of control room 
celling.lnitially reported on 86091 7.Const of new ceiling scheduled for completion by 
861 101. Next rept anticipated by 861114. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38271:118-38271:119. 

8610160098 Interim Deficiency Rept CP-86-63 re broken cotter pin on end of clamp on 
snubber.lnitially reported on 860904.Evaluation continuing.Next rept will be submitted 
by 861017. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON, E.H. Region 4. Office of Director. 1p. 38270:286-38270:286. 

8610160101 Interim Deficiency Rept CP-86-61 re three rail-to-rail ground wires 
broken, two shims dislodged & two cadwelds broken on polar crane.lnitially reported 
on 860904. Evaluation continuing.Next rept will be submitted by 861017. 

COUNSIL,W.G. Texas Utilities tlectrlc Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON.E.H. Region 4. Office of Director. Ip. 38270:281-38270:281. 

8610160113 Interim Deficiency Rept CP-86-64 re degradation of protective coatings for 
Unit 2 diesel fuel oil tanks. Initially reported on 860904.Assessment of tank coating 
underway.Next rept expected by 870205. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON,E.H. Region 4, Office of Director. Ip. 38271:147-38271:147. 

8610160164 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder & 
girder support brackets.lnitially reported on 860904.Design change authorization docu- 
ment prepared to provide for shimming of all supports.Next rept by 861217. 
COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38265:027-38265:028. 

8610160175 Interim Deficency Rept CP-86-62 re misinterpretation of polar crane load 
cases.lnitially reported on 860904.Weld mods at girder seat & for replacing existing 
rail clips w/ stronger clips will be implemented.Next rept by 861219. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38265:025-38265:026. 

8610200172 Interim Deficiency Rept CP-86-50 re nut alignment & torque requirements 
for Unistrut spring nuts on instrument mounts. Initially reported on 86071 6.Drawings 
for instrument racks & tubing supports revIsed.Next rept expected by 870221. 
COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38294:137-38294:138. 

8610200198 interim Deficiency Rept CP-85-39 re conduit not Installed in accordance w/ 
deaign.lnitlally reported on 85091 S.Possible conduit orientation problems 
stud»ed.Cable slack & conduit- to-equipment studies underway.Next rept expected by 
861215. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38296:303-38296:304. 

8610200331 Interim Deficiency Rept CP-86-49 re effects of polar-organic solvents on 
sealants of (Donax adaptor modules & electrical penetrations.lnitiaily reported on 
860711. Affected modules will be replaced.Next rept anticipated by 861117. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38301:290-38301:291. 

8610200343 Interim Deficiency Rept CP-86-40 re procurement & use of nonqualified 
Agastat relays in several Class IE applications.lnitially reported on 860528.Nonqual- 
ified relays will be replaced by 861231. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON,E,H. Region 4, Office of Director. 2pp. 38303:314-38303:315. 

8610220054 Interim Deficiency Rept CP-86-72 re plant mods resulting from pipe support 
reverification program.initially reported on 860606.lssue divided to segregate small 
bore piping & supports from large bore.Next rept expected by 861201 . 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON, E.H. Region 4, Office of Director. 3pp. 38326:349-38326:351. 


8610230068 Final Deficiency Rept CP-86-57 re reinforcing steel in facility reactor cavity 
wali.lnitially reported on 860829. Design restored to condition specified in revised 
drawing. Item not reportable per l0CFR50.55(e). 

COUN§IL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38345:159-38345:160, 

8610230071 Final Deficiency Rept CP-86-58 re drilling/cutting of reinforcing steel in fuel 
handling bldg.initially reported on 860829.Design change document revised.ltem not 
reportable per 10CFRS0.55(e). 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON,E.H. Region 4, Office of Director. Ip. 38345:161-38345:161. 

8610230138 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards used in Class IE battery chargers not conforming to vendor assembly 
drawings.lnitially reported on 86051 4.Next rept will be submitted on 861217. 
COUNSIL,W.Q. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON,E.H. Region 4, Office of Director. Ip. 38344:222-38344:222. 

8610280497 Interim Deficiency Rept CP-86-63 re increased scope of pipe support const 
deficlencies.lnitially reported on 860904. Reinsp program to be conducted reverifying 
adequacy of pipe support installations.Next rept will be submitted by 870202. 
COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/16. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38381:258-38381:259. 

8610280378 Interim Deficiency Rept CP-86-36 re large bore piping supports.lnitially re- 
ported on 860609.Scope revised to delete small bore ASME Class 2 & 3 piping to 
provide more accurate results.Next rept will be submitted by 861201. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. JOHNSON, E.H. Region 4, Office of Director. 3pp. 38376:161-38376:163. 

8610310100 Interim Deficiency Rept CP-86-61 re restraints for polar crane.lnitially re- 
ported on 860904.Evaluation continuing. Next rept will be submitted by 861219. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. JOHNSON,E.H, Region 4, Office of Director. Ip. 38416:253-38416:253. 

8610310105 Final Deficiency Rept CP-86-33 re use of incorrect pipe support stiffness 
values in Class 1 pipe stress analyses. Initially reported on 860429.Evaluation continu- 
ing & support mods will be issued as needed. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38419:169-38419:170. 

8610280367 Interim Deficiency Rept CP-85-31 re electrical raceway support sys.lnitially 
reported on 850827.Conduit raceways affected by installation of radiant energy shield 
matl identified.Next rept will be submitted by 861205. 

COUNSIUW.G. Texas Utilities Electric Co. (fomnerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38376:186-38376:187. 

8610280389 Interim Deficiency Rept CP-86-48 re adequacy of nonconformance 
dispositions.lnitially reported on 860616. Review of nonconformance rept samples 
conducted to determine safety slgniflcance.Next rept will be submitted by 870715. 
COUNSIL,W.Q. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38376:147-38376:148. 

8610280435 Interim Deficiency Rept CP-86-44 re welded attachments to embedded 
strip plates.lnitlally reported on 860605.Civil Engineering Instruction CEI-20 revised to 
clarify anchor spacing criteria.Next rept will be submitted by 870206. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38381:113-38381:114. 

8610280446 Interim Deficiency Rept CP-86-14 re Brown Boveri 6.9 kV switchgear 
breaker jack shaft weld failure. Initially reported on 860311. Vendor initiated evaluation 
of design criteria.Next rept will be submitted by 861219. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38381:349-38381:350. 

8610280488 Interim Deficiency Rept CP-86-04 re placement of Richmond inserts in 
proximity of loaded embedded plates,lnitlally reported on 860113.Spec 2323-SS-30, 
“Structural Embedments" & CP Instruction CEI-20 revised.Next rept by 870206. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38381:260-38381:261. 

8610310013 Interim Deficiency Rept CP-86-13 re computer entry error which could in- 
validate portions of jet Impingement load review for high energy piping.lnitially reported 
on 860305. Next rept will be submitted by 861121. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON, E.H. Region 4, Office of Director. Ip. 38420:154-38420:154. 

8610310211 Interim Deficiency Rept CP-86-16 re detrimental effects of low melting 
point metals on stainless steel instrument tubing during fire. Initially reported on 
860321 .Testing program developed for zinc detection.Next rept by 870121. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. Ip. 38419:014-38419:014. 

8610280365 Interim Deficiency Rept CP-84-12 re impact of high energy line break temp 
on qualified equipment outside containment. Initially reported on 840604.Comparison 
of cable temp to existing qualified temps unresolved.Next rept by 861219. 
COUNSIUW.G., KELLEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/10/21. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38376:188- 
38376:189. 

8610280369 Interim Deficiency Rbpt CP-85-34 re adequacy of conduit supports to per- 
form intended design functlons.lnitially reported on 850906.Field verification data 
being analyzed. Next rept expected by 870227. 

COUNSIL,W.G., KEEUEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON,E.H, Region 4, Office of Director. 2pp. 
38381:333-38381:334. 

8610280390 Interim Deficiency Rept CP-85-42 re adverse effects of substituting sec- 
tions of thermolags on conduit supports. Initially reported on 850920.AnaIy8ls of 
conduits,supports & appurtenances continuing.Next rept expected by 861215. 
COUNSIUW.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON, E.H, Region 4, Office of Director. 2pp. 
38376:145-38376:146. 
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6610280425 interim Deficiency Rept CP-85-50 re improper welding processes used in 
mfg of cable tray tee fittings. tnitiaily reported on 851206.Testing program 
implemented. Vendor identifying mm weld requirements.Next rept by 861219. 
COUNSIL,W.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON, E.H. Region 4. Office of Director. 2pp. 
38381:322-38381:323. 

8610280431 Interim Deficiency Rept CP-85-35 re design & const activities of cable tray 
hanger program.lnitially reported on 850906. Verification program implemented.As-bullt 
drawings for supports developed.Next rept expected by 8701 30. 

COUNSIL.W.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON.E.H. Region 4. Office of Director. 3pp. 
38381:056-38381:058. 

8610290305 Interim Deficiency Rept CP-86-39 re dimensional tolerances of shims used 
in conjunction w/C-Type clamps on cable trays. Initially reported on 860527.Testing 
program initiated to evaluate tray/ clamp configuration.Next rept by 861128. 
COUNSIL,W.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON, E.H. Region 4, Office of Director. 2pp. 
38401:051-38401:052. 

8610290394 Interim Deficiency Rept CP-86-52 re cable tray splices/ connectlons.lnitially 
reported on 860725.Testing program initiated to evaluate conditions.Next rept antici- 
pated by 861212. 

COUNSIL,W.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON,E.H. Region 4, Office of Director. 2pp. 
38402:175-38402:176. 

8610290404 Interim Deficiency Rept CP-85-19 re conduit support spans. Initially report- 
ed on 85051 S.Field verifications & engineering evaluations continuing for Unit 
1. Design verification conducted for Unit 2.Next rept by 870310. 

COUNSIL,W.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON,E.H. Region 4, Office of Director. 2pp. 
38402:177-38402:178. 

8610310053 Interim Deficiency Rept CP-86-53 re deficient seismic design condition in- 
volving support of electrical conduiLlnitially reported on 860725.Testing program 
scheduled to evaluate adhesives or clamps.Next rept by 861210. 

COUNSIL,W.G.. KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON,E.H. Region 4, Office of Director. 2pp. 
38420:146-38420:147. 

8610310230 Interim Deficiency Rept CP-86-52 re cable tray splices/ connections.lnitlally 
reported on 860725.Testing program initiated to evaluate conditions.Next rept will be 
submitted by 861212. 

COUNSIL,W.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON,E.H. Region 4, Office of Director. 2pp. 
38418:138-38418:139. 


T. Hearing transcripts on non-antitrust matters 


8610030311 Board Notification 86-020:provides followup to Board Notifications 85-067 
& 85-076 re Ofc of Investigations Rept 4-85-008 concerning facts surrounding util un- 
timely response to interveners discovery request 

NOONAN,V.S. PWR Project Directorate 5. 86/09/22. ZECH Commissioners. 63pp. 
38267:108-38268:015. 


-8610160048 Transcript of 850731 investigative Interview of A Jones in Dallas,TX re 
Mat Analysis Co rept.Pp 1-10, 

• Office of Investigations. 85/07/31. 12pp. 38268:109-38268:120, 

-8610160052 Transcript of 850731 Investigation Interview of H Schmidt in Dallas, TX.Pp 
1-15. 

* Office of Investigations. 85/07/31. 17pp. 38268:122-38268:138. 

-8610160055 Transcript of 850710 investigative interview of WG Counsil in 

Dallas,TX.Pp 1-23. 

* Office of Investigations. 85/07/10. 25pp. 38268:139-38268:163. 

-8610160071 Transcript of 850731 investigative interview of JS Marshall in 

Dallas.TX.Pp 1-20. 

• Office of Investigations. 85/07/31. 22pp. 38268:165-38268:186. 


-8610160086 Transcript of 850808 interview of J Merritt in Dallas,TX. Pp 1-14. 
* Office of Investigations. 85/08/08. 14pp. 38268:190-38268:203. 


-8610160090 Transcript of 850808 Interview of J George In Dallas, TX. Pp 1-14. 

* Office of Investigations. 85/08/08. 14pp. 38268:204-38268:217. 

-8610160097 Transcript of 850808 interview of RJ Gary in Dallas, TX. Pp 1-21. 

* Office of Investigations. 85/08/08. 21pp. 38268:218-38268:238. 

-8610160102 Transcript of 850731 interview of D Chapman in Dallas, TX, Pp 1-32. 

* Office of Investigations. 85/07/31. 34pp. 38268:239-38268:272. 

-8610160121 Transcript of 850808 interview of MD Spence in Dallas, TX. Pp 1-25. 

* Office of Investigations. 85/08/08. 25pp. 38268:275-38268:299. 

-8610160125 Transcript of 850808 interview of P Brittain in Dallas, TX. Pp 1-22, 

* Office of Investigations. 85/08/08. 23pp, 38268:300-38268:322. 

-8jB10160129 Transcript of 850821 investigative intenriew of LF Fikar in Arlington, TX.Pp 

* Office of Investigations. 85/08/21. 38pp. 38268:323-38268:360. 

-8610160132 Transcript of 850819 investigative interview of BR Clements In 
Arlington, TX.Pp 1-27, 

* Office of Investigations. 85/08/19. 28pp. 38269:001-38269:028. 


86t01 50439 Further response to appeal of denial of FOIA request for records generated 
in connection w/NRC data on drug investigations at plantPortions of end App B doc- 
uments withheld (ref FOIA Exemptions 6 £ j.Documents also In PDR. 

QRfMSLEY,D.H. Division of Rules and Records. 86/10/03. GARDEB.P. Government 
Accountability Project. 3pp. 38259:277-38269:322. 


-8610150450 Partially withheld transcript of 8506 '9 Interview w/alleaer In 
Granbury,TX.Pp 1-28. 

* NRC - No Detailed Affiliation Given. 85/06/19. 28pp. 38259:280-38259:307. 


V. Operator Examinations 

8610020101 Forwards addi info re Generic Ltr 85-12, “Automatic Trip of Reactor Cool- 
ant Pumps," per 860502 request.lnfo concerns reactor coolant pump trip 
criteria, potential problems & operator training & procedures. 

COUNSIL, W.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/24. NOONAN,V.S. Office of Nuclear Reactor Regulation, Di- 
rector (post 851125). NOONAN,V.S. Comanche Peak Project (Technical Review 
Team). 3pp. 38066:300-38066:302. 
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A. Appllcatlon/construction stage documents & correspondence 

8610220418 FOIA request for all documentation,including notes, lb's, 

memoranda,computer printouts & data compilations re Board Notification 84-149 con- 
cerning investigation repts on Comanche Peak. 

GARDE,B.P. uovemment Accountability Project. 84/10/01. Office of Administration. 
2pp. 38330:255-38330:256. 

8610080323 Appeals response to FOIA request for documentation developed since 
851001 re evaluation of individual ISAPs at plant.No response received since 860414 
ItrResponse expected within 20 days. 

GARDE, B.P. Government Accountability Project. 86/05/15. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38213:001-38213:001. 

8610100082 Appeals denial of 860210 FOIA-86-84 request for release of documents re 
records developed subsequent to issuance of 850830 rept on T-shirt incident. 

GARDE, B.P. Government Accountability Project. 86/06/26. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38206:279-38206:279. 

8610080331 Appeals response to FOIA request re plant ISAPs.No response received 
since 860619 Itr.Response expected within 20 days. 

GARDE, B.P. Government Accountability Project. 86/07/16. STELLO.V. Office of the 
Executive Director for Operations. Ip. 38213:002-38213:006. 

8610150431 Appeals denial of FOIA request for records re NRC data on drug investiga- 
tions at plantResponse to appeal requested within 20 days of ltr receipt. 

GARDE, B.P. Government Accountability Project. 86/07/16. STELLO,V. Office of the 
Executive Director for Operations. Ip. 38259:274-38259:276. 

8610060067 Forwards “Evaluation & Resolution of Generic Technical Issues for Cable 
Tray Hangers,*' prepared bv Ebasco Svcs,lnc & related repts & procedures. 

COUNSIL, W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/17. NOONAN,V.S. Comanche Peak Project (Technical Review Team). 15pp. 
38150:001-38164:033. 

-6610060084 Rev 0 to ''Evaluation & Resolution of Generic Technical Issues for Cable 
Tray Hangers.” Related info end. 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). * Ebasco Serv- 
ices, Inc. (subs, of Enserch Corp.). * Impell Corp. 86/08/08. 325pp. 38150:016- 
38150:340. 

-6610060139 Rev 0 to “Effective-Length Factors for Buckling of Cable- Tray Supports," 
DESMONDJ.P., DERMITZAKIS,S., EIDINGER,J.M. Impell Corp. 01-0210-1470 RO. 
86/02/28. 45pp. 38152:155-38152:199. 

-6610060153 Rev 0 to “Slenderness Ratio Limits for Comanche Peak Steam Electric 
Station Cable Tray Supports." Related info end. 

WHEATON, R., BARRSt.LJ., WARAPIUS,K.C. Impell Corp. 09-0210-0018 RO. 86/ 
05/30. 68pp, 38152:200-38152:267. 

-8610060161 Rev 0 to Procedure QP-3.5, "Design Control." 

* Impell Corp. 86/07/15. 6pp. 38152:268-38152:273. 

-8610060187 Rev 12 to “Cable Tray Supports.” 

* CYGNA Energy Services, 85/11/20, 96pp. 38152:274-38153:009. 

-8610060212 Rev 1 to Test Plan A-000150, “Dynamic Testing of Typical Cable Tray 
Support Configurations.” 

WALTON, W.B., WOO,C. ANCO Engineers, Inc. 85/12/31. 184pp. 38153:181- 
38154:004. 

-8610060233 Rev 2 to, “Structural Embedments.” 

* Gibba & Hill, Inc. (subs, of Dravo Corp.). 2323-SS-30 R2. 86/06/13. 10pp. 
38154:047-38154:161. 

-8610060243 Rev 3 to “General Instructions for Cable Tray Hanger Analysis for Co- 
manche Peak Steam Electric Station 1 A 2." 

HARRISON, P., SCHOPPMANN,H. Ebasco Services, Inc. (subs, of Enserch Corp,). 86/ 
08/08. 3d0pp. 38154:162-38155:131. 

-8610060258 Rev 1 to Procedure 1903,22-1, “Monotonic & Cyclic Tests of Cable Tray 
Clamps.” 

ARMSTRONG, K.F. Corporate Consulting & Development Co, Ltd. 86/05/21. 97pp. 
38155:132-38155:228. 

-8810080283 Rev 1 to Procedure 1903.20-1, “Static Tests of Cable Trays & Fittings." 
ARMSTRONQ,K.F. Corporate Consulting A Development Co, Ltd. 86/05/21. 97pp. 
38155:229-38155:325. 

-8810080277 Procedure PJ-2-CP, “Project Communications,” 

* Ebasco Services, Inc, (subs, of Enserch Corp.). 86/03/25. 12pp. 38155:326- 
38155:337, 

-8610060288 Rev 0 to Procedure TNE-AD-1, “Organization." Related info end. 

* Texas Utilities Electric Co, (formerly Texas Utilities Generating Co.). 86/07/06. 23pp. 
38155:338-38155:348. 

-8810060296 Rev 10 to Procedure TNE-AD-4, “Control Of Engineering Documents." 
LEECHED. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 66/06/ 
04. 11pp. 38155:349-38156:011. 
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-^610060308 Rev 0 to Procedure SAG-CP.09. “Instruction for Reevaiuation of Cable 
Tray Hangers Affected by Longitudinal Tie of Transverse Hangers to Tray." 

CHEN,S.J. Ebasco Services, Inc. (subs, of Enserch Corp.). 86/03/31. 7pp. 381S6:012-> 
38156:018. 


—8507250282 Comments on 850628 Rev 2 to program plan re design adequacy. Inter- 
faces between response team & NRC should be clearly established. 

TERAO.D. Comanche Peak Project (Technical Review Team). 85/07/15. SHAO.L. Co- 
manche Peak Project (Technical Review Team). 3pp. 38139:007-38139:009. 


-8610060346 “General Input Data." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/17. 
2,818pp. 38156:096-38164:033. 

—8610070202 Rev 0 to As-Built Procedure TNE-AB-CS-3, “Cable Tray Hanger ‘As-De- 
signed’ & ‘As-Built’ Drawing Development.’’ 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 85/09/03. 34pp. 
38153:147-38153:180. 


-8610070216 Rev 5 to Procedure CP3-8/86, “Seismic Design Criteria for Cable Tray 
Hangers." 

HARRISON, P., SCHOPPMANN.H. Ebasco Services, Inc. (subs, of Enserch Corp.). 86/ 
08/08. 147pp. 38156:309-38157:095. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610030311 Board Notification 86-020:provides followup to Board Notifications 85-067 
& 85-076 re Ofc of Investigations Rept 4-85-008 concerning facts surrounding util un- 
timely response to intervenors discovery request. 

NOONAN, V.S. PWR Project Directorate 5. 86/09/22. 2ECH, ROBERTS, ASSELSTINE 
Commissioners. 63pp. 38267:108-38268:015. 

—8610160021 Discusses util 850529 telcon advising HR Denton & VS Noonan that util 
failed to produce,per inten/enor 1980 request, Mgt Analysis Co May 1978 rept identi- 
fied through ASLB hearing. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/06/19. HAYES,B.B. 
Office of Investigations. 3pp. 38267:345-38267:347. 

-8610160025 Forwards MAC-77-66, “Final Rept,Mgt Audit of Brown & Root QA Pro- 
gram,770509-20," per 850729 request. 

JACKS0N,J.P. Management Analysis Co. 85/08/06. GRIFFIN.H.B. Region 4, Office of 
Director. Ip. 38267:348-38268:015. 

-8610160029 “Final Rept.Mgt Audit of Brown & Root QA Program,770509-20." 

* Management Analysis Co. MAC-77-66. 77/06/03. 28pp. 38267:349-38268:015. 

-8610160035 Fonwards “QA Mgt Review Board QAMRB Audit 3 Rept,780605-23,’’ per 
850812 telcon. “Critique of Third Annual Mgt Audit Conducted for Brown & 
RooLlnc..." & MAC-79-G021 , “Critique of Fourth Annual Mgt Audit..," also end. 
JACKSON, J.P. Management Analysis Co. 85/08/12, GRIFFIN.H.B. Region 4, Office of 
Director. Ip. 38268:016-38268:108. 


-8610160039 Partially withheld “QA Mgt Review Board QAMRB Audit 3 Rept 780605- 
23." 

GEISLER,A.H. Management Analysis Co. 78/07/17. 74pp. 38268:017-38268:095. 


-8610160042 "Critique of Third Annual Mgt Audit Conducted for Brown & Rootlnc QA 
Mgt Review Board.” 

* Management Analysis Co. 78/07/11. 6pp. 38268:096-38268:101. 


-8810160044 "Critique of Fourth Annual Mgt Audit Conducted for Brown & Rootlnc QA 
Mgt Review Board." 

NORR1S.J.M. Management Analysis Co. MAC-79-G021. 79/07/06. 7pp. 38268:102- 
38268:108. 


-8508080574 Provides add! comments on Comanche Peak Response Team program 
pian.S&W procedures,guideiines & design criteria should be reviewed in detail by NRC 
& Teledyne consultants before S&W piping reanalysis effort initiated. 

TERAO.D. Comanche Peak Project (Technical Review Team), 85/07/22. SHAO.L. Co- 
manche Peak Project (Technical Review Team). 2pp. 38139:010-38139:011. 

-8610080225 Fonwards outline as guide in preparing SER on Rev 3 to Comanche Peak 
Response Team program plan.SER will include four main sections:executive summary 
& evaluations of program plan,design adequacy review & const adequacy review. 
SHAO.L., CALVO,J.A. Comanche Peak Project (Technical Review Team). 85/11/27. 
MARINOS,E., KNOX,J., TOMLINSON.E. NRC - No Detailed Affiliation Given. 13pp. 
38139:012-38139:024. 

8610070039 Forwards Comanche Peak Response Team results rept Rev 1 to Issue 
Specific Action Plan l.d.2, "Guidelines for Administration of QC Inspector Test." 
COUNSlL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. NOONAN.V.S. Comanche Peak Project (Technical Review Team). 2pp. 
38126:188-38126:230. 

-8610070042 Rev 1 to Commanche Peak Response Team Results Rept l.d.2, “Guide- 
lines for Administration of QC Inspector Test.” 

YOUNG.J.E., HANSEUJ.L, BECK,J.W. Texas Utilities Electric Co. (formerly Texas Util- 
ities Generating Co.). 86/09/17. 41pp. 38126:190-38126:230. 

8610100096 Rnai response to FOIA appeal for documents denied re records developed 
subsequent to T-shirt incident. Denies appeal for documents listed in end app (ref 
FOIA Exemption 5). 

STELLO,V. Office of the Executive Director for Operations. 86/09/30. GARDE,B.P. 
Government Accountability Project. 2pp. 38206:280-38206:285. 

8610090264 Further response to FOIA request for all records generated in connection 
w/Ofc of Investigations Investigation Rept 4-84-039.Forwards App B documents,App 
B documents partially & completely withheld (ref FOIA Exemption 6). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 3pp. 38185:171-38185:180. 

-8610090270 Partially withheld memo re further discussions w/util QA individual on alle- 
gations of Intimidation of QA personnel & lack of communication In QA 
program8.Reiated info end. 

CUMMINS,J.E, Region 4. Office of Director. 84/10/18. WESTERMAN,T.F. Region 4. 
Office of Director. 3pp. 38185:176-38185:178. 

-8610090274 Partially withheld memo re 841016 allegations of overtones of intimidation 
& lack of communication in QA programs. Memoranda re allegations will be forwarded 
to technical review team. 

WESTERMAN,T.F. Region 4, Office of Director. 84/10/31. MARTIN,R.D. Region 4, 
Office of Director. 2pp. 381 85:1 79-381 85: 1 80. 

8610300316 FOIA request for all records re TF Westerman 860530 ltr to WG (^ounsil in 
ref to 4-86-A-019. 

BAUMAN,L. Government Accountability Project. 86/10/02. Office of Administration. 
2pp. 38409:016-38409:017. 

8610080349 Final response to FOIA requests for records re evaluation of ISAPs for 
plantApp E documents in PDR.App F,G & H documents end & in POR.App I & J doc- 
uments withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. GARDE,B.P. Government 
Accountability Project. 25pp. 38213:007-38213:330. 


—8610160050 Rept of 850802 interview w/TW Rose in Dallas, TX re Involvement w/Mgt 
Analysis Co rept. 

GRIFFIN,H.B. Office of Investigations. 85/08/05. Ip. 38268:121-38268:121. 

-8610160064 Rept Of 850802 interview w/SS Palmer in Dallas, TX re knowledge of 
1978 Mgt Analysis Co rept. 

GRIFFIN,H.B. Office of Investigations. 85/08/05. Ip. 38268:164-38268:164. 

-8610160076 Rept of 851029 reinterview w/J Marshall re involvement w/Mgt Analysis 
Co rept. 

GRIFFIN,H.B. Office of Investigations. 85/10/29. Ip. 38268:187-38268:187. 


-8601210514 Responds to 850930 request for listed IE actions to confirm adequacy of 
QA program.Present QA program does not comply w/NRC QA guidance in 18 
areas.Summary of actions re program adequacy & viewgraphs end. 

GRIMES, B.K. Division of QA, Vendor & Technical Training Center Programs (Post 
850212). 86/01/15. NOONAN.V.S. Comanche Peak Project (Technical Review Team). 
1 1 pp. 3821 5:243-3821 6:044. 

-8604280371 Provides procedures for review of Comanche Peak Review Team result 
repts expected to be submitted through Oct/Nov 1986.Related info end. 
NOONAN.V.S. PWR Project Directorate 5. 86/04/21. GRIMES.B.K. Division of QA, 
Vendor & Technical Training Center Programs (Post 850212). 155pp. 38218:338- 
38219:132. 


-8610160081 Rept of 850802 interview w/D Anderson in Dallas,TX re knowledge of 
1978 Mgt Analysis Co rept. 

GRIFFIN,H.B. Office of Investigations. 85/08/05. Ip. 38268:188-38268:188. 

-8610160084 Rept of 850802 interview w/R Spangler in Dallas.TX re knowledge of Mgt 
Analysis Co rept. 

GR1FFIN,H.B. Office of Investigations. 85/08/05. Ip, 38268:189-38268:189. 

-8610160109 Rept of 850730 interview w/R Tolson in Dallas, TX re withholding of 1978 
Mgt Analysis Co rept. 

GRIFFIN, H.B. Office of Investigations. 85/08/05. 2pp. 38268:273-38268:274. 

8610020101 Forwards addl info re Generic Ltr 85-12, "Automatic Trip of Reactor Cool- 
ant Pumps," per 860502 requesLInfo concerns reactor coolant pump trip 
criterlajjotential problems & operator training & procedures. 

COUNStUW.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/24. NOONAN, V.S. Office of Nuclear Reactor Regulation, Di- 
rector (post 851125). NOONAN,V.S. Comanche Peak Project (Technicd Review 
Team), 3pp. 38066:300-38066:302. 

8610080208 Partial response to FOIA requesLForwards documents on wp, re Coman- 
che Peak Response Team program plan.Documents also available in PDR. 
GR1MSLEY,D.H. Division of Rules and Records. 86/09/24. GARDE.B.P. Government 
Accountability Project 2pp. 38139:003-38139:316. 

-8507170254 Comments on 850613-14 slide presentations on applicant plan re Coman- 
che Peak Response Team design adequacy program.NRC needs to be assured that 
new team fully aware of unique design problems. 

TERAO,D. Comanche Peak Project fTechnical Review Team). 85/07/08. SHAO,L. Ck)- 
manche Peak Project (Technical Review Team). 2pp. 38139:005-38139:006. 


-8605150205 Trip rept of 851125 visit to S&W Engineering Corp re audit of nonseismic 
piping effects on seismic design piping. Further audit of anchor designs required.List 
of attendees & related info end. 

HOU,S.N. Comanche Peak Project (Technical Review Team). 85/12/18, SHAO,L.C. 
Comanche Peak Project (Technical Review Team). 19pp. 38220:101-38220:142. 

-8605150207 Forwards Comanche Peak Review Team presentation on mechanical 
open issue &1atus,based on 851204 audit of mechanical/piping areas in SSER 10. 
HOU,S.N. CJomanche Peak Project (Technical Review Team). 86/02/06. SHAO,L.C. 
Comanche Peak Project (Technical Review Team). 615pp. 38213:331-38215:242. 

-8605150215 Discusses Energy Technology Engineering Ctr review of Rev 3 to Coman- 
che Peak Review Team Issue-Specific Action Plan V.d re unauthorized "plug welds" 
in ASME pipe supports & base plates & in cable tray supports.Review end. 
POUCHER,F.W. Rockwell International Corp. 86/04/08. NOONAN.V.S. NRC - No De- 
tailed Affiliation Given. 6pp. 38217:339-38217:344. 

-8610060400 Rev 4 to Issue Specific Action Plan ISAP l.b.3, "Conduit to Cable Tray 
Separation." 

MALLANDA.J.J., BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/01/24. 7pp. 38213:032-38213:038. 

-8610060427 Rev 1 to Issue Specific Action Plan ISAP Vll.b.2, ‘’Valve Disassembly." 
6ECK.J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
01/24. 8pp. 38213:039-38213:046. 

-6610060441 Rev 4 to Issue Specific Action Plan ISAP l.a.4, “Agreement Between 
Drawings & Field Terminations." 

MALLANDA,J.J. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/01/24. 9pp. 38213:047-38213:055. 
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-8610080459 Rev 3 to Issue Specific Action Plan ISAP ll.b, "Concrete Compression 

IecJ^IlW. Texas Utilities Electric Co. {formerly Texas Utilities Generating Co.). 86/ 
01/24. 12pp. 38213:056-38213:067. 

-8610080470 Rev 4 to Issue Specific Action Plan ISAP lll.d, "Preoperational Testing.” 
BECK.J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
02/27. 12pp. 38213:068-38213:079. 


-8610080491 Rev 1 to Comanche Peak Response Team Results Rept ISAP ll.b, ‘‘Con- 
crete Compression Strength." _ ^ 

BECK,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). ISAP 
II.B R01. 86/02/28. 32pp. 38213:080-38213:111. 


-8610080493 Rev 1 to Comanche Peak Response Team Results Rept ISAP l.a.4. 
‘‘Agreement Between Drawings & Field Terminations." 

MALLANDA.J.J. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
ISAP 1.A.4 R01. 86/03/13. 16pp. 38213:112-38213:127. 


-8610080495 Rev 1 to Comanche Peak Response Team Results Rept ISAP Vll.b.2. 
“Valve Disassembly." ^ ^ 

BECK,J.W, Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). ISAP 
VII.B.2. 86/03/20. 21pp. 38213:128-38213:148. 


-8610080496 Rev 1 to Comanche Peak Response Team Results Rept ISAP l.b.3. 

“Conduit to Cable Tray Separation." _ 

BI2ZAK,R.J. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). ISAP 
I.B.3 R01. 86/03/26. 14pp. 38213:149-38213:330. 


-8610090104 Responds to request for status of funding on FIN A-3803, “Evaluation of 
Selected NRC Open Items Before Plant Fuel Load.Project 1:SSER Development for 
Comanche Peak." Items that BNL providing assistance for listed. 

ROMANO, A.J. Brookhaven National Laboratory. FIN A-3803. 86/04/09. BERKSON.H. 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38217:345- 
38217:347. 


8610270002 Forwards revised procedure manuals re Comanche Peak response team 
check!ists.Future revs will be sent periodically. Related documentation end. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.}. 
86/10/10. NOONAN, V.S. Office of Nuclear Reactor Regulation, Director (post 
851125). NOONAN, V.S. Comanche Peak Project (Technical Review Team). 1,163pp. 
38362:289-38366:011. 

-8610270191 Rev 0 to Design Adequacy Procedure DI-P-001, “In-Process Review of 
Calculations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/06/24. 4pp. 
38364:141-38364:144. 

-8610270193 Rev 0 to Design Adequacy Procedure DI-P-002, “Piping & Support Disci- 
pline lnstruction:Preparation of External Source Issue Summary." 

COLE,C.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.}. 86/ 
06/24. 11pp. 38364:145-38364:155. 

-8610270197 Rev 1 to Design Adequacy Procedure DAP-DI-C/S-001, "Homogeneous 
Design Activity Validation.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/07/01. 10pp. 
38364:156-38364:165. 

-8610270200 Rev 4 to Design Adequacy Procedure DAP-4, “Preparation of Checklists." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/12. 26pp. 
38364:248-38364:273. 

-8610270202 Rev 0 to Design Adequacy Procedure DAP-DI-C/S-002, “Homogeneous 
Design Activity Review Record." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/06/25, llpp, 
38364:166-38364:176. 

-8610270204 Rev 4 to Design Adequacy Procedure DAP-2, “Documentation & Tracking 
of Issues & Discrepancies. 

BLACKWOOD,E.B. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/09/09. 58pp. 38364:177-38364:234. 


-8610090131 Rev 0 to Quality Instruction QI-049, “Reinsp of Large Bore Pipe - Welds/ 
Matl.” Related info end. 

BOULTON,D.S. Evaluation Research Corp. 85/10/14. 200pp. 38219:158-38220:020. 


-8610090148 Summarizes NRC 860214 audit meeting w/util & Ebasco in New York 
Clty,NY re Comanche Peak conduit & conduit support programs.Llst of attendees 
enci.Highlights of presentations listed. 

DEGRASSl.G. Brookhaven National Uboratory. 86/04/10. JENG,D. NRC - No De- 
tailed Affiliation Given. 24pp. 38219:133-38219:157. 


-8610270207 Rev 1 to Design Adequacy Procedure DAP-3, “Development & Validation 
of Self-Initiated Review Scope." 

BECKMAN,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/07/25. 13pp. 38364:235-38364:247. 

-8610270209 Rev 3 to Design Adequacy Procedure DAP-5, “Review of 
Calculations, Evaluations & Other Implementing Documents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Cto.). 86/09/12. 9pp. 
38364:274-38364:282. 


-8610090229 Discusses 851113-14 audit of Comanche Peak Response Team const 
evaluation program in area re piping & pipe supports. Three unresolved items listed. 
TERAO.D. Comanche Peak Project (Technical Review Team). 85/12/11. SHAO.LC. 
Comanche Peak Project (Technical Review Team). 55pp. 38220:046-38220:100. 

8610150246 Further response to FOIA request for info withheld under FOIA-85-1 52. Por- 
tions of end App S documents withheld (ref FOIA Exemptions 6 & 7),App B docu- 
ments also available in PDR. 

QRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE.B.P. Government 
Accountability Project. 2pp. 38234:351-38234:358. 


-8610270215 Rev 3 to Design Adequacy Procedure DAP-6. “Review of Drawings, Specs 
& Other Design Output Documents.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/12. 9pp. 
38364:283-38364:291. 

-8610270221 Addendum 1 to Rev 1 to Design Adequacy Procedure DAP-7, "Trending 
& Generic Implications Evaluations.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 86/09/05. 1p. 
38364:292-38364:292. 


-8610150253 Partially withheld record of 840614 telcon between D Andrews & B Hayes 
re drug investigation at plant. 

* NRC - No Detailed Affiliation Given. 84/06/15. 5pp. 38234:354-38234:358. 

8610150439 Further response to appeal of denial of FOIA request for records generated 
in connection w/NRC data on drug investigations at plantPortions of end App B doc- 
uments withheld (ref FOIA Exemptions 6 & 7).Documents also in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. GARDE, B.P. Government 
Accountability Project, 3pp. 38259:277-38259:322. 


-8610270229 Addendum 2 to Rev 1 to Design Adequacy Procedure DAP-7, “Trending 
& Generic Implications Evaluations.” 

• Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/11, Ip. 
38364:293-38364:293. 

-8610270237 Rev 1 to Design Adequacy Procedure DAP-7, “Trending & Generic Impli- 
cations Evaluations." 

BLACKWOOD,E.B. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/08/22. 70pp. 38364:294-38365:002. 


-8610150470 Partially withheld affidavit re allegations concerning drug use & distribu- 
tion. 

* Brown & Root. Inc. (subs, of Halliburton Co.). 86/01/27. 8pp. 38259:308-38259:318. 

-8610150478 Partially withheld memo providing info re termination of two women by 
Brown & Root for action & referral.Partially withheld related documentation end. 
VIETT1-COOK.A. PWR Project Directorate 5. 86/02/18. EMERSON.M. Region 4, 
Office of Director. 4pp. 38259:319-38259:322. 

8610170301 Forwards changes scheduled for future FSAR amend.resulting from analy- 
sis to justify cable slices in raceways,per 860804 commitments. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 26pp. 
38288:064-38286:089. 

8610150072 Forwards addi info on 860912 proposed FSAR amend, incorporating 
changes re S&W piping & piping support requalification effort.Changes consistent w/ 
current staff guidance.including NUREG-0800. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/07. NOONAN, V.S. Comanche Peak Project (Technical Review Team). 7pp. 
38239:092-38239:098. 

8610200396 Notification of contract execution. Mod 8,to "Review & Evaluation of Co- 
manche Peak Program Plan." Contractor: Teledyne Engineering Svcs. 

EDGEWORTH,P, Division of Contracts. FIN D-1338. 86/10/09. THOMPSON.H. Office 
of Nuclear Reactor Regulation, Director (post 861125). POSLUSNY,C. NRC • No De- 
tailed Affiliation Given. Ip. 38299:006-38299:008, 

-8610200400 Mod 8, extending completion date to 8611d0,to “Review & Evaluation of 
Comanche Peak Program Plan." 

FLAHERTY,J, Teledyne Engineering Services. WIGGINS,E.J. Division of Contracts. 
FIN D-1338. 86/10/09. 2pp. 38299:007-38299:008. 

8610220160 Final response to appeal of denial of FOIA request for release of docu- 
ments re meeting between util & NRC concerning investigations into illegal drug use 
at facilities.Documents in app withheld (ref FOIA l^emption 5). 

STELLO.V. Office of the Executive Director for Operations. 86/10/09. GARDE,B.P. 
Environmental Whistleblower Clinic. 2pp. 38332:202-38332:211. 


-8610270245 Rev 3 to Design Adequacy Procedure DAP-8, “Preparation of Engineering 
Evaluations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.), 86/08/18. 21pp. 
38365:003-38365:023. 

-8610270252 Rev 3 to Design Adequacy Procedure DAP-19, “Processing & Review of 
Info Between Quality of Const, QA/QC Adequacy Program & Design Adequacy Pro- 
gram.” 

^ Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/08/14. 29pp. 
38365:165-38365:195. 


-8610270254 Addendum 1 to Rev 1 to Design Adequacy Procedure DAP-9, “Prepara- 
tion & Approval of Discpline Specific Results Repts & DAP Collective Evaluation 
Rept” 

DOUGHERTY,F.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/09/15. 1p. 38365:024-38365:024, 

-8610270261 Rev 3 to Design Adequacy Procedure DAP-20, “DAP Overview of Activi- 
ties Performed by Comanche Peak Steam Electric Sys Project or Other External Orga- 
nizations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/08/19. 19pp. 
38365:196-38365:216. 


-8610270270 Addendum 2 to Rev 0 to Design Adequacy Procedure DAP-21, "Homoge- 
neous Design Activity Validation & Selection of Specific Items for Review.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/05. Ip. 
38365:217-38365:217. 


-8610270272 Rev 3 to Quality Instruction QI-068, “Documentation Review of Cement 
Grout." 

ZILL,R.D., PATTERSON, A., BEASLEY, C. Evaluation Research Corp. 86/08/06. 6pp. 
38365:027-38365:032. 


-8610270277 Rev 1 to Design Adequacy Procedure DAP-22, “Preparation of Safety 
Significance Evaluations.” , « 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/18. 12pp. 
38365:218-38365:229. 
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-8610270280 Rev 1 to Design Adequacy Procedure DAP-9, “Preparation & Approval of 
Discipline Specific Results Rept & DAP Collective Evaluation Rept" 

DOUGHERTY, F. A. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). 86/07/18. 16pp. 38365:039-38365:054. 

-8610270286 Rev 0 to Design Adequacy Procedure DAP-23, “DAP QA Auditor Qualifi- 
cations." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/07/18. 9pp. 
38365:230-38365:237. 

-8610270290 Rev 0 to Design Adequacy Procedure DAP-24, “Communication of Poten- 
tial Safety Concerns.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/18. 17pp. 
38365:238-38365:253. 

-8610270292 Rev 2 to Design Adequacy Procedure DAP-11, "Document Control." 
DOUGHERTY.F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/07/25. 13pp. 38365:055-38365:067. 

-8610270300 Change Notice 001 to Rev 3 to QA/QC Review Team Project Procedure 
CPP-005, “Establishing Populations." 

BAILEY, H.D. Evaluation Research Corp. ZILL,R.D. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). 86/08/21. 5pp. 38365:302-38365:306. 

-8610270307 Addendum 1 to Rev 2 to Design Adequacy Procedure DAP-12, “DAP 
Interfaces & Communications." 

DOUGHERTY,F. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/15. Ip. 38365:068-38365:068. 

-8610270319 Rev 2 to QA/QC Review Team Project Procedure CPP-011, “Evaluations 
of Adverse Trend Analyses, Const Deficiencies & QA/QC Program Deficiencies." 
ZILL.R.D. Evaluation Research Corp. 86/08/21. 14pp. 38365:286-38365:301. 

-8610270322 Rev 2 to Design Adequacy Procedure DAP-14. “Design Adequacy Pro- 

g ram Records." 

iUBOIS,Q. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
08/15. 16pp. 38365:122-38365:137. 

-8610270330 Change Notice 001 to Rev 2 to QA/QC Review Team Project Procedure 
CPP-011, “Evaluations of Adverse Trend Analyses, Const Deficiencies & QA/QC Pro- 
gram Deficiencies." 

Z1LL,R.D. Evaluation Research Corp. HANSEL,J.L. Texas Utilities Electric Co. (former- 
ly Texas Utilities Generating Co.). 86/09/09. 2pp. 38365:286-38365:287. 

-8610270333 Rev 2 to Design Adequacy Procedure DAP-15, “Training & Qualifica- 
tions." 

BECKMAN,J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/08/14. 20pp. 38365:138-38365:157. 

-8610270335 Change Notice 001 to Rev 1 to Quality Instruction QI-022, “Documenta- 
tion Review of Piping Sys Bolted Joints/Matls." 

PATTERSON.A., HODGE.D.A.. HANSEL, J.L Evaluation Research Corp. 86/09/05. 
3pp. 38365:269-38365:271. 

-8610270344 Change Notice 001 to Rev 1 to Quality Instruction QI-040, “Documenta- 
tion Review of HVAC Ducts & Plenums." 

* Evaluation Research Corp. 86/07/23. 2pp. 38365:267-38365:268. 

—8610270345 Rev 0 to Design Adequacy Procedure DAP-18, “Control of Subcontrac- 
tors." 

BECKMAN. J.W. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/07/14. 7pp. 38365:158-38365:164. 

-8610270346 Rev 2 to QA/QC Review Team Project Procedure CPP-012. "QA/QC 
Interface W/Constructor/TUGCO." 

ZiLL,R. Evaluation Research Corp. HANSEL,J.L. Texas Utilities Electric Co. (formerly 
Texas Utilities Generating Co.). 86/07/31. 14pp. 38365:272-38365:285. 

—8610270352 Change Notice 00 to Rev 0 to QA/QC Review Team Project Procedure 
CPP-026, “Final Review of ISAP VII C Working Files.” 

ZILL,R.D. Evaluation Research Corp. HANSEL,J.L. Texas Utilities Electric Co. (former- 
ly Texas Utilities Generating Co.). 86/07/30. 2pp. 38365:120-38365:121. 

-8610270354 Rev 3 to Quality Instruction QI-044, “Documentation Review of Concrete 
Placement" 

PATTERSON,A.A.. ZILL,R.D. Evaluation Research Corp. 86/07/22. 22pp. 38365:069- 
38365:090. 

-8610270361 Change Notice 002 to Rev 0 to QA/QC Review Team Project Procedure 
CPP-026, “Final Review of ISAP VII C Working Files.” Index end. 

ZILUR.D. Evaluation Research Corp. HANSEL, J.L. Texas Utilities Electric Co. (former- 
ly Texas Utilities Generating Co.). 86/08/14. 7pp. 38365:113-38365:119. 

—8610270365 Rev 3 to QA/QC Review Team Project Procedure CPP-016, “Safety Sig- 
nificance Evaluations of Deviation Repts." 

ZILL,R.D., HANSEL.J.L. Evaluation Research Corp. 86/09/17. 19pp, 38365:307- 
38365:325. 

-8610270372 Rev 2 to QA/QC Review Team Project Procedure CPP-017, “Preparation 
of QA/QC Program Deviation Repts." 

ZILL.R.D. Evaluation Research Corp. 86/08/13. 9pp. 38365:326-38365:334. 

—8610270375 Rev 0 to Design Adequacy Procedure Dl-EIC-002. “Documentation of 
Bases for Selection of Sys.Structures, Components & Documents for Review." 
SETKA,G.E. Texas Utilities Electric Co. (formerly Texas Utilities Generating (Do.). 86/ 
04/11. 10pp. 38365:103-38365:112. 

—8610270379 Change Notice 001 to Rev 1 to QA/QC Review Team Project Procedure 
CPP-018. “QA/QC Interface W/Design Adequacy Program." 

ZILUR.D. Evaluation Research Corp. 86/07/24. 2pp. 38365:335-38365:336. 

-8610270383 Rev 0 to Design Adequacy Procedure DAP-DI-M-001, “Mechanical Disd- 
pline Waikdown Instruction.” 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/03/21. 10pp. 
38365:093-38365:102. 

—8610270385 Rev 2 to QA/QC Review Team Project Procedure CPP-020, “Out- of- 
Scope Obsen/ations." 

Z1LL,R.D., JONES, J.A. Evaluation Research Corp. 86/09/12. 7pp. 38365:337- 
38365:343. 


-8610270391 Rev 1 to QA/QC Review Team Project Procedure CPP-021, “CPSES 
Project Corrective Action.” 

ZILL.R.D. Evaluation Research Corp. 86/08/13. 11pp. 38365:344-38365:354. 

-8610270393 Change Notice 001 to Rev 1 to QA/QC Review Team Project Procedure 
CPP-021, "CPSES Project Corrective Action." 

2ILL.R.D., HANSEL,J.L. Evaluation Research Corp. 86/09/09. 2pp. 38365:355- 
38365:356. 

-8610270399 Rev 0 to QA/QC Review Team Project Procedure CPP-026, “Final 
Review of ISAP VII C Working RIes." 

ZILUR.D. Evaluation Research Corp. 86/07/23. 14pp. 38365:357-38366:011. 

8610220433 Further response to FOIA request re documents listed in Board Notification 
84-149.Fonvards App H documents.App I documents available in PDR.App J docu- 
ments completely withheld (ref FOIA Exemption 7). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/15. GARDE, B.P. Government 
Accountability Project. 5pp. 38330:257-38330:335. 

-8610220446 Forwards 841019 CASE motion requesting Ucensing Board referral of “R 
Jones incident" to recipient branch. Transcript of R Jones incident also encl.CASE 
alleges applicants intimidated R Jones.W/o motion. 

SCINTO,J.F. NRC - No Detailed Affiliation Given. 84/10/25. HAYES,B.B. Office of In- 
vestigations. 70pp. 38330:262-38330:331 . 

-8610220458 Forwards transcript of D Hatley 840210 intenriew per J Ellis (CASE) 
same-day request concerning viewing of selected documents at site.Requests appro- 

g iate distribution of transcript since confidentiality not requested. 

ENISE,R.P. NRC - No Detailed Affiliation Given. 84/04/19. IPPOLITO,T,A. Office of 
Nuclear Reactor Regulation, Director (pre-851 125). 1p. 38330:332-38330:332. 

-8610220464 Affidavit of D Hatley listing concerns re project,including accuracy of 
documentatlon,insp of clamps in cable tray hanger area & errors in color coding & 
instrumentation piping. 

HATLEY,D. Affiliation Not Assigned. 84/02/10. 3pp. 38330:333-38330:335. 

8610220120 Forwards Rev 1 to Comanche Peak response team Issue-Specific Action 
Plan ISAP Vll.a.9. “Adequacy of Purchased Safety- Related Matt & Equipment." Major 
tasks in Rev 1 to ISAP listed. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. NOONAN, V.S. Comanche Peak Project (Technical Review Team). Ip. 
38324:315-38324:326. 

-8610220123 Rev 1 to Comanche Peak response team Issue-Specific Action Plan (SAP 
VILa.9, “Adequacy of Purchased Safety-Related Matl & Equipment." 

* Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/09/18. 11pp. 
38324:316-38324:326. 

8610220382 Forwards 860328 & 0402 communication repts re Phase 4 independent as- 
sessment programjncluding use of ACI 349 & board notification on Comanche Peak 
response team plan. 

WILLIAMS.N.H. CYGNA Energy Services. 86/10/20. ELLIS, J. Citizens Association for 
Sound Energy. 3pp. 38331:078-38331:080. 

8610240416 Forwards response to 860911 request for add! info re elimination of arbi- 
trary intermediate pipe breaks. Configurations of eliminated piping attachments within 
five diameters of breaks will be identified. 

COUNSIUW.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co,). 86/10/21. NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 3pp. 38354:312-38354:314. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610300322 Responds to FOIA request for TF Westerman 860530 ltr to WG 
Counsil.Forwards App A documents.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/23. BAUMAN,L Government 
Accountability Project. 3pp. 38409:018-38409:025. 

-8610300325 Discusses T Westerman 860530 ltr to util re various allegations. Based on 
GAP representation of alleger, allegations given to NRC in confidence & forwarded to 
util w/o prior approvaLAIIegations provided to util requested. 

GARDE,B.P. Government Accountability Project. 86/09/25. MARTIN, R.D. Region 4, 
Office of Director. 2pp. 38409:021-38409:025. 


E. NRC Safety Evaluation Report (SER), auppis & correspondence 


8610080205 FOIA request for all documents re SSER 13 (NUREG-0797} issued on 
860609. 

GARDE,B.P. Environmental Whistleblower Clinic. GARDE, B.P. Government Account- 
ability Project. 86/08/28. Office of Administration. 2pp. 38139:001-38139:002. 

8610080208 Partial response to FOIA requesLForwards documents on app, re Coman- 
che Peak Response Team program plan.Documents also available in PDR. 
QRIMSLEY.D.H. Division of Rules and Records. 86/09/24. GARDE,B.P. Government 
Accountability Project 2pp. 38139:003-38139:004. 

—8610080229 Forwards draft SSER input re Comanche Peak Response Team program 
plan in piping & pipe support area for review.Draft includes input from Teledyne & 
ETEC consultants. 

TERAO,D. Comanche Peak Project (Technical Review Team). 86/01/03. SHAO,LC., 
CALVO.J.A. Comanche Peak Project (Technical Review Team). 54pp. 38139:025- 
38139:078. 

-8610080232 Marked-up SER re Rev 3 to Comanche Peak Response Team program 
plan. 

* Comanche Peak Project (Technical Review Team). 86/02/18. 238pp. 38139:079- 
38139:316. 
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8610080349 Final response to FOtA requests for records re evaluation of ISAPs for 
planLApp £ documents in PDR.App F,G & H documents end & in PDRApp I & J doc- 
uments withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE, B.P. Government 
Accountdaility Project. 25pp. 38213:007-38213:330. 

-8610090096 Submits outline of remaining work needed on SSER 13 & persons 
responsible, per 860402 meeting. 

TRAMMELL.C. NRC - No Detailed Affiliation Given. 86/04/03. CALVO.J. NRC - No 
Detailed Affiliation Given. 2pp. 38217:337-38217:338. 

-8610090113 Submits update of 860408 schedule for remaining work needed on SSER 
13 for Comanche Peak Program Plan.Related Info end. 

TRAMMEL, C. NRC - No Detailed Affiliation Given. 86/04/09. CALVO,J. NRC - No De- 
tailed Affiliation Given. 320pp. 38217:354-38218:337. 


F. Security, medical, emergency & fire protection plans 

8610080442 Ack receipt of 860303 Itr informing NRC of steps taken to correct deficien- 
des noted in Insp Repts 50-445/85-15 & 50^46/85-12. 

JOHNSON.E.H. Region 4. Office of Director. 86/10/01. COUNSlL,W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 2pp. 38166:099-38166:107. 

-8610080449 Responds to NRC 860203 itr re nine deficiencies noted in Insp Repts 50- 
445/85-15 & 50-446/85-1 2.Corrective actions: Procedure EPP-203 & notification call 
list revised & first round of drills will be completed by 860627. 

COUNSIL.W.G. Texas Utitities Electric Co. (formerly Texas Utilities Generating Ca). 
86/03/03. JOHNSON.E.H. Region 4. Office of Director. 7pp. 38166:101-38166:107. 

8610210251 Rev 2 to Emergency Plan Procedure EPP-116, ‘'Emergency Repair & 
Damage Control" & Rev 3 to Procedure EPP-303, “Micro-Computer Based Emergen- 
cy Dose Assessment." W/861015 Itr. 

COUNSlL,W.G., GOSDIN,T.L Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/10/15. MARTIN.R.D. Region 4. Office of Director. 32pp. 38315:057- 
38315:088. 


G, Adjudicatory correspondence 

8610030311 Board Notification 86-020:provides foliowup to Board Notifications 85-067 
& 85-076 re Ofc of Investigations Rept 4-85-008 concerning facts surrounding utii un- 
timely response to intenrenors discovery request. 

NOONAN, V.S. PWR Project Directorate 5. 86/09/22. ZECH Commissioners. 63pp. 
38267:108-38268:015. 

-8610160018 Response to & motion re applicant 800728 answers to CASE first set of 
interrogatories & requests for clarification. Urges applicant to answer all interrogatory 
questions. W/Certificate of Svc. 

ELUS.J. Citizens Association for Sound Energy. 80/08/04. Atomic Safety and Licens- 
ing Board Panel. 18pp. 38267:211-38267:344. 


8610080264 Memorandum & order directing applicant to answer listed questions re 
scope of review team.by 861031.Sen/ed on 861006. 

BLOCH, P.B. Atomic Safety and Licensing Board Panel. #486 0971. 86/10/03. Texas 
Utilities Electric Co. (formerly Texas Utilities Generating Co.). 4pp. 38138:356- 


8610150127 Response to ASLB 860808 request for Info re QA/QC issues. Certificate of 
Svc end. 

SELLECK,K.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co) 
SELLECK,K.A. Ropes & Gray. #486 1073. 86/10/06. 244pp. 38244:254-38245:1 3^ 

8610100053 Requests clarification of util 860902 position that documents sought in 
CASE Document Production Request 6 can & have been withheld.Related corre- 
spondence. 

ROISMAN.A.Z. Citizens Association for Sound Energy. ROISMAN,A.Z. Trial Lawyers 
for Public Justice. P.C. #486 1023. 86/10/07. EGGELING.W. Texas Utilities Electric 
Co. (formerly Texas Utilities Generating Co.). EGGELING.W. Ropes & Gray. 2 dd. 
38189:359-38189:360. h y pp. 


8610140327 Progress Rept li in response to ASLB 860606 order.Discovery requests 
filed w/NRC & util re portions of applicant Comanche Peak response team plan will 
be Included in upcoming proceedings.Certificate of Svc end. 

ELLIS, J. Citizens Association for Sound Energy. ROISMAN,A.2. Trial Lawyers for 
Public Justice, P.C. #486 1049. 86/10/07. 6pp. 38223:347-38223:352. 

8610140334 Advises of agreement w/applicant for extending time for filing motions to 
compel until 861025. 

ELLIS,J. Citizens Association for Sound Energy. #486 1050. 86/10/07. BLOCH, P.B. 
MCCOLLOM,K.A., JORDAN, W.H. Atomic Safety and Licensing Board Pane. Id* 
38224:016-38224:016. ^ 


8610200125 Answers to 14 ASLB questions re Action Plan Results Rept Vll.a.5.per 
860414 proposed memorandum & order.Certificate of Svc end. 

GEL2ER.J.R., HANSEL,J.L Comanche Peak Project (Technical Review Team). #486 
1091. 86/10/10. 11pp. 38290:198-38290:208. 


8610200212 Submits response to ASLB 860414 proposed memorandum & order posing 
14 questions re Action Plan ll.b.Certificate of Svc end. 

WEBSTER, F., LEVIN,H.A. Texas Utilities Electric Co. (formerly Texas Utilities Generat- 
ing Co.). #486 1092. 86/10/10. Atomic Safety and Licensing Board Panel. 16pp. 
38298:323-38298:338. 


8610210095 Notice of availability of Comanche Peak response team senior review team 
Results Rept l.d.2.. “Guidelines for Administration of QC Inspector Test," & working 
files. W/Certificate of Svc.Related correspondence. 

SELLECK.KA Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
SELLECK,K.A. Ropes & Gray. #486 1143. 86/10/14. 5pp. 38305:347-38305:351. 


8610080194 Responses to CASE 860905 interrogatories.Certificate of Svc end.Related 
correspondence. 

EGGELING.W.S. Texas Utilities Electric Co. (foimeriy Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #486 1000. 86/09/22. Citizens Association for 
Sound Energy. 10pp. 38177:222-38177:231, 


8610220108 Appended history of issues determined to have validity by by Comartche 
Peak response team in Results Repts l.a.5 & l.b.3, submitted In response to ASLB 
860808 & 0902 requests. Certifrcate of Svc end. 

SELLECK,K.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating (3o.). 
SELLECK,KA Ropes & Gray. #486 1191. 86/10/15. 11pp. 38322:341-38322:351. 


8610080163 "Annotated Bibliographies,” covering 860726-0925. 

• Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). #486 0999. 86/ 
09/25. 13pp. 38138:339-38138:351. 

8610010445 Forwards Apps F.G & H to Comanche Peak response team program 
ptan.Author understands that apps previously delivered to parties.Documents provided 
for info & not offered in evidence.W/o end.Related corresporrdence. 
WOOLRIDGE,R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, 
Forsythe & Sampels). #486 914. 86/09/26. BLOCH.P.B., JORDAN.W.H,, 
MCCOLLOM,K.A. Atomic Safety and Ucensirra Board Panel. Ip. 38055:192- 
38055:192. 


8610080096 Submits second progress rept in response to ASLB 860606 memorandum 
& order.Status of completion of Comanche Peak Response Team milestones & cor- 
rective action scheduling ctiscussed. 

GAD,R.K. Texas Utilities Electric Co. (formerly Texas Utilities Generating CJo,). 
GAD,R.K. Ropes & Gray. #486 0992. 86/09/30. 11pp. 38132:268-38132:278. 

8610080119 Answers to Board questions re Comanche Peak Response Team Action 
Plan Results Rept i.a.5.per ASLB 860414 proposed memorandum & order. 

PEARSON, J.R., MALLANDA.J.J. Texas Utilities Electtic Co. (formerly Texas Utilities 
Generating Co.). #486 0993. 86/09/30. 7pp. 38133:347-38133:353. 

8610080122 Answers to Board questions re Comanche Peak Response Team Action 
Plan Results Rept l.b.3, per ASLB 860414 proposed memorandum & order. 
BIZARK,R.J,, MALLANDA,J.J. Texas Utiliti^ Electric Co. (formerly Texas Utilities Gen- 
erating Co.). #486 0994. 86/09/30. 8pp. 38136:224-38136:231. 

8610060303 Forwards amended first pages to “Motion to Admit Amended Contentions 
or,ln Alternative, for Reconsideration of Certain Previously Denied Contentions," & 
"Consolidated Interveners Amended Contentions 1 & 2.” Certificate of Svc end. 
ROISMAN.A.Z. Citizens Association for Sound Energy. ROISMAN.AZ. Trial Lawyers 
for Public Justice. P.C. #486 0965. 86/10/01. Office of the Secretary of the Commis- 
sion. 4pp. 38089:310-38089:313. 


8810080131 Confirms author position re Ropes & Gray involvemem In CASE ffiscovery 
of Texas-Louisiana Etectric Cooperative documents. Ropes & Gray not entitled to be 
present in same room when sitoj documents examinedRelated correspondence. 
HUNTER, A. atizens Association for Sound Energy, HUNTERA Trial Lawyers for 
Public Justice, P.C. #486 0990. 86/10/02. PLOCKt,P. Texas-Loufelana Electric Coop- 
erative of Texas. PLOCKLP. Heron, Burchette, Ruckert & Rothwefl. Ip. 38137:175- 
38137:175. 


8610080139 Further supplemental response to CASE 860627 request for production of 
ddcuments.Texas-Louisiana Cooperative of Texas,tnc amended response 
encLC^rlificate of Svc also end. 

EGGELING,W.S. Texas Utilities Electric Cs. (formerly Texas UtIKties Generating Co.). 
#486 1010. 86/10/02. Atontic Safely and Licensing Board Panel. 7pp. 38136:200- 


8610220220 Motion to compel applicant response to 86091 1 discovery request re (Co- 
manche Peak response team program plan. Applicant 860926 responses to first & 
second sets of interrogatories incomplete or evasive. W/CertifIcate of Svc. 

GARDE, B.P. Citizens Association for Sound Energy. GARDE.B.P. Trial Lawyers for 
Public Justice, P.C. #486 1167. 86/10/15. Atomic Safety and Licensing Board Panel. 
25pp. 38325:237-38325:261. 


8610220228 Forwards errata to Apps A & D to applicant 861006 response to Board 
860808 memorandum.for filing. 

EGGELING.W.S. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
EGGELING.W.S. Ropes & Gray. #486 1160. 86/10/16. Docketing & Services Branch. 
8pp. 38325:229-38325:236. 


8610220320 Forwards Rev 1 to (Comanche Peak response team Issue-Specific Action 
Plan (ISAP) Vll.a.9, “Adequacy of Purchased Safety- Related Matl & Equipment," for 
info onty.Related correspondence. 

WCXDLDRIDGE,R.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating 
Co.). WOOLDRIDGE, R.A. Worsham, Forsythe, Sampels & Woolridge (formerly Wor- 
sham, Forsythe & Sampels). #486 1200. 86/10/17. BLOCH.P.B., MCCOLLOM,K.A.. 
JORDAN.W.H. Atomic Safety and Licensing Board Panel. 13pp. 38327:303- 
38327:315. 


8610220329 Supplemental response to applicant motion for protective order re 860607 
discovery & motion to compeLAppIicant fdled to show that matls prepared in anticipa- 
tion of litigation.Oertificate of Svc end. 

ROISMAN,A.Z, Citizens Assoclatfon for Sound Energy. ROISMANAZ. Trial Lawyers 
for Public Justice, P.C. #486 1194. 86/10/20. Atomic Safety and Licensing Board 
Panel. 25pp. 38327:176-38327:200. 


8610270MO Response opposing CASE 860922 motion for discovery on adequacy of 
(^manche Peak response team.Motion moot. Certificate of Svc end. 

BACHMANN,R., MfZUNO.G.S. Assistant General C^nset for Hearings. #486 1244. 
86/10/21. Atomic Safety and Ucensing Board Panel. 7pp. 38359:036-38359:042. 

8610270053 Forwards corrected title page to NRC 861021 response to CASE 860922 
motion for discovery of Comanche Peak response team. Page incorrectiy titled as in- 
cluding request for protective order. 

MIZUNO.G.S. Assistant General Counsel for Hearings. #486 1243. 86/10/22. 
BLCX5H,P.B., JOHNSON, E.B.. MCCOLLOM,K.A. Atomic Safety and Licensing Board 
Panel. Ip, 38358:358-38358:359. 


-8610270055 ejected title page to response to CASE 860922 motion for discovery of 
Ckxnandhe Peak response 

* NRC - No Detailed Affiliation Given. 86/10/21. Atomic Safety arxl Licensing Board 
Panel. Ip. 38358:359-38358:359. 
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M. Antitrust correspondence 

86102200G5 Responds to 860724 request for antitrust info per Reg Guide 9.3,Uti} cur> 
rentty has excess in generating capaci^ resources not expected when Texas Munici- 
pal Power Agency became permittee of Unit 1 CP. 

TARTT,B. Fulbright, Crookert & Jaworski. TARTT.B- Texas Municipal Power Agency. 
86/10/06. FUNCHES,J.L Planning & Program Analysis Staff (post 851125). 3pp. 
38326:206-38326:208. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.*' W/o 
SVC list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610100111 FOIA request for any & all agency records & info.including but not limited 
to notes.ltrs,memos,drafts & minutes in connection w/lnsp Repts 50-445/85-07 & 50- 
446/85-05 on 850401-0621. 

GARDE,B.P. Government Accountability Project 86/03/18. Office of Administratbn. 
4pp. 38205:152-38205:155. 

8610100124 Appeals denial of FOIA request for records re IE Repts 50-445/85-07 & 
50-446/85-05. 

GARDE,B,P. Government Accountability Project. 86/04/08. STELLO.V. Office of the 
Executive Director for Operations. Ip. 38205:160-38205:160, 

8610060077 FOIA request for documents re Enforcement Action 86-009. 

GARDE.B.P. Government Accountability Project 86/05/22. Office of Administration. 
2pp. 381 1 3:350-381 1 3:361 . 

8610280503 Appeals denial of FOIA requestRef to EA-86-063 incorrect since no inves- 
tigation rept reflecting findings available. Explanation of why FOIA Exemption 5 per- 
tains to each document requested. 

WEISS, E.R. Union of Concerned Scientists. 86/08/04. Office of the Executive Director 
for Operations. 3pp. 38383:064-38383:068. 

8610060067 Forwards "Evsduafion & Resolution of Generic Technical Issues for Cable 
Tray Hangers,” prepared by Ebasco Svcs.lnc & related repts & procedures. 
CX)UNStL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/17. NOONAN,V.S. Comanche Peak Project (Technical Review Team). 15pp. 
38150:001-38156:360. 

—6610060322 Rev 5 to Procedure QI-QP-1 1.10-9, “Cable Tray Hanger As- Built Insp/ 
Verification.” 

ROFFE.RA- Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
07/01. 70pp. 38156:019-38156:088. 

-6610060336 Rev 9 to Procedure Ql-QP-11.tO-2A, ”lnsp of Unit It Cable Tray Sup- 
ports.** 

ROFFE.R.A. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 86/ 
07/20. 73pp. 38156:089-38156:160. 

8610060088 Responds to FOIA request lor documents re Enforcement Action 86- 
009.Forwards App A documents.App B document available In PDR.App C documents 
withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rides and Records. 86/09/26. GARDE, B.P. Government 
Accountability Project 5pp. 38113:352-38113:357. 

— 6610060108 Press Release 86-30, announcing proposed civil penalties in amount of 
$370,000 due to failure to assure QC insp^ors organizational freedom to identify 
problems & util failure to comply w/const & QA. 

WISNER,C.E. Region 4, Office of Director. 85/05/02. Ip. 38113:357-381 13:357. 

8609250062 IE Info Notice 86-084. “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G, Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100633 Forwards Insp Repts 50-445/86-21 & 50-446/86-18 on 860701-3t.No vio- 
lations or deviations noted.Actions taken to correct vioiations noted during previous 
insps examtned. 

JOHNSON.E.H. Region 4, Office of Director. 86/09/30. COUNSIL,W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 3pp. 38204:334-38204:342. 

-8610100672 Insp Repts 50-445/86-21 & 60-446/86-18 on 860701 -31 .No violations or 
deviations noted.MEyor areas tn$pected:actions on previous insp findings, calibr source 
recovery, plant tours & preoperationat test procedure review. 

KELLEY, D.L. BARNES.I. Region 4, Office of Director. SPESSARD,R.L. Division of In- 
spection Programs (Post 850212). 86/09/29. 6pp. 38204:337-38204:342. 


8609300125 IE Info Notice 86-085. “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

£^10080349 Final response to FOIA requests for records re evaluation of ISAPs for 
plantApp E documents in PDR.App F,G & H documents end & in PDR.App I & J doc- 
uments withheld (ref FOIA Exemption 5). 

GRIMSUEY,D.H. Division of Rules and Records. 86/10/03. GARDE.B.P. Government 
Accountability Project 25pp. 38213:007-38213:330. 

-85 11010536 Forwards,for review.documentation of applicant proposed Project Proce- 
dure CPP-022, “Supplemental Evaluation of Visual Welding Insp Techniques." Com- 
ments & SSER requested by 851125. 

NOONAN,V.S. Comanche Peak Project (Technical Review Team). 85/10/30. 
KNIGHT. J.P. Division of Engineering (pre-861125). Ip. 38220:036-38220:045. 

-8512030650 Provides list of NRR/IE staff audits/insps recorded for Oct, Nov & Dec 
1985,for which trip repts must be written. 

VIETTl-COOKA. Comanche Peak Project (Technical Review Team). 85/11/26. 
SHAO.L NRC - No Detailed Affiliation Given. 4pp. 38220:021-38220:035. 

8610100429 Further response to FOIA request for all records re insp of plant on 
850826-29 & 851 105 discussion of insp findings.Encl App D documents also available 
In PDR.Portions of document withheld (ref FOIA Exemption 6). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. GARDE,B.P. Government 
Accountability Project 3pp. 38212:172-38212:225. 

-8610100437 Partially withheld Itr providing info to introduce Natl Insp & Consultants,lnc 
to utiI.Quality svcs scope document & resumes of senior SAFETEAM investigators 
end. 

NELSONJ.L NIC Testing Services. Inc., (formerly National inspection & Consultants 
Inc.). 85/01/08. WERNER.R. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 49pp. 38212:177-38212:225. 

8610060249 IE Compliance Bulletin 86-003. "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610220370 Responds to NRC 860826 Itr re violations noted in Insp Repts 50445/86- 
06 & 50-446/86-04.Corrective actions:electricat erection spec reviewed & revised to 
clarify general requirements & Procedures QI-QP-1 1.3-26 & EEI-23 revised. 
COUNSIUW.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/09. JOHNSON, E.H. Region 4, Office of Diredor. 5pp. 
38327:134-38327:138. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E,L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610270002 Forwards revised procedure manuals re Comanche Peak response team 
checklists.Future revs will be sent periodically. Related documentation end. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. NOONAN,V.S. Office of Nuclear Reactor Regulation, Director (post 
851125). 500pp. 38362:289-38364:293. 

-8610270264 Change Notice 001 to Rev 2 to Quality Instructton QI-07O, “Reinsp of 
Tubing Welds/Matts.” 

PATT|rSON.AA, ZILL.R.D. Evaluation Research Corp. 86/08/06. 2pp. 38365:025- 
36365:026. 

-8610270284 Change Notice OOt to Rev 0 to Quality Instruction Ql-075, "Reinsp of 
Piping Bend Fabrication.*' 

PATTERS0N,A.. 2ILL,R.D. Evaluatwn Research Corp. 86/08/08. 6pp. 38365:033- 
38365:038. 

-8610270304 Change Notice 001 to Rev 2 to Project Procedure Qt-006, “Reinsp of 
Type 2 Skewed Welds.” 

* Evaluation Research Corp. 86/08/06. 8pp. 38365:254-38365:261. 

-8610270312 Change Notice 002 to Rev 4 to Quality instruction Ql-008, ''Reinsp of 
Conduit/l-E-CDUT.” 

* Evaluation Research Corp. 86/07/25. 2pp. 38365:262-38365:263. 


8610080442 Ack receipt of 860303 Itr informing NRC of steps taken to correct deficien- 
cies noted in Insp Repts 50-445/85-15 & 50-446/85-12. 

JOHNSON,E.H. Region 4. Office of Director. 86/10/01. COUNSIL.W.G. Texas Utilities 
Electric Co. (former^ Texas Utitities Geiwating Co.). 2pp. 38166:099-38166:107. 


-8610270327 Change Notice 003 to Rev 2 to Quality Instruction Ql-021, "Reinsp of 
Piping Sys Bolted Joint/Matts.'* 

H0C^E,D.A.. HANSEUJ.L., PATTERSONA Evaluation Research Corp. 86/09/05. 
3pp. 38365:264-38365:266. 


-6610080449 Responds to NRC 860203 Itr re nine defidendes noted lit Insp Repts 50- 
445/85-15 & 50-446/85-12.Corrective actions: Procedure EPP-203 & notification call 
list revised & first round of drills will be completed by 860627. 

COUNSIUW.G. T^s Utifities Electric Co. (formerly Texas Utilities Generating Co.). 
86/03/03. JOHNSON,Ea Region 4, Office of Director. 7pp. 38166:101-38166:107. 


-6610270363 Change Notice 001 to Rev 2 to Quality Instruction QI-051, “Reinsp of 
Pipe Whip Restraints." 

PATTERSON,A.A., ZILUR-D., HANSEL.J.L Evaluation Research Corp. 86/08/18. 2pp. 
38365:091-38365:092. 


0610100117 Rnat response to FOIA request for documents re Insp Repts 50-445/85-07 
& 50-446/85-05 conducted on 850401 -0621 .App A documents available in PDR./M>p 
B 6 C documents completely wHItheld {ref FOIA Exemptions 5 & 4). 

GRIMSLEY,D.a Division o# Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountabaity PipjecL 4pp. 38205:156-38205:159. 


88101^0378 Responds to NRC 860829 itr re violations & deviations noted in insp Repts 
50-445/86-01 & 50-446/86-01. Corrective actions:nonconformance repts issued for all 
deviation repts not previousty documented. 

COUNSIL,W.G. Texas Utilities Bectric Co. (formerly Texas Utilities Generating Co.). 
86/10/13. JOHNSON,E.H. Region 4, Office of Director. 17pp. 38327:139-38327:155. 


-6610100774 Responds to NRC 860203 Itr re violations noted in Insp Repts 50-445/86- 
07 0 50-446/85-05.Corrective actions:specific finding accompIlOTed lor fadfity per 
Startup Work Penmfts 2-2912 & 2-2914 in Dec 1984. 

COUNSIUW.G. Texas Utilities Electric Co. (former^ Texas Utitities Generating (3o.). 
86/04/02. dOHNSON.E.R Region 4. Office of Director. 9pp. 38205:161-38205:169. 


8610280277 Forwards cover page & synopsis of Ofc of investigations Rept 4-85-008 re 
util improperly withholding Mgt Analysis Co audit rept in responding to discovery Inter- 
rogatories requested in conjuction w/hearing.F(ndings under review. 

JOHNSON,E.H, Region 4. Office of Director. 86/10/15. COUNSIUW.G. Texas Utilities 
Electric Co. (form^ Texas Utitities Generating Co.). 6pp. 38379:345-38379:350. 



234 DOCKETED ITEMS 


8610280458 Discusses investigation of Case 4 - 84 - 01 2.lnvestigation initiated due to alle- 
gations by former B&W ironworker at facility re intimidation & harassmentEnforcement 
action handled previously. ^ ........ 

JOHNSON.E.H. Region 4. Office of Director. 86/10/15. COUNSIL.W.G. Texas Utilities 
Electric Co. (formerly Texas Utilities Generating Co.). 3pp. 38381:074-38381:080. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. ^ 

JORDAN.E.L. Division of Emergency Preparedness & Engineenng Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
a Ring Setting Adjustments." Svc list end. 

JORDAN.E.L Division of Emergency Preparedness a Engineenng Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 


8610090011 Interim Deficiency Rept CP-86-10 re Bunker Ramo electrical penetration 
assemblies.lnitially reported on 860424. Bunker Ramo modules to be replaced by 
Conax modules by 870525.Next rept will be submitted by 870427. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON.E.H. Region 4, Office of Director. Ip, 38144:348-38144:348. 

8610090024 Interim Deficiency Rept CP-86-19 re installation of steam svc pressure 
transmitters.lnitially reported on 860421. Engineering evaluated steam svc installations 
to identify affected instruments.Next rept will be submitted by 870127. 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON.E.H. Region 4, Office of Director. Ip. 38181:014-38181:014. 

8610090027 Interim Deficiency Rept CP-85-53 re Seismic Category II 
platforms.Platforms identified a documentation packages will be assembled for each 
item.Next rept will be submitted by 870130. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON.E.H. Region 4. Office of Director. Ip. 38181:034-38181:034. 


8610270195 Fonwards Insp Repts 50-445/86-03 a 50-446/86-02 on 851211-860331 a 
notices of violation a deviation. Written responses to notices requIred.Rept also Identi- 
fies eight unresolved items. ^ 

JOHNSON,E.H. Region 4. Office of Director, 86/10/17. COUNSIUW.G. Texas Utilibes 
Electric Co. (formerly Texas Utilities Generating Co.). 3pp, 38361:154-38361:239. 


-8610270201 Notice of violation from insp on 851211-860331. 

* Region 4, Office of Director. 86/10/17. 7pp. 38361:157-38361:163. 


-8610270205 Notice of deviation from insp on 860201-0331. 

* Region 4. Office of Director. 86/10/17. 4pp. 38361:164-38361:167, 


“8610270219 Comanche Peak Response Team Insp Repts 50-445/86-03 a 50-446/86- 
02 on 860201 -0331 .Five violations a five deviations noted. Violations 

included, Inadequate site operation trend analysis. 

ELLERSHAW.UE, HALE.C.J., WAGNER.D.C. Region 4, Office of Director. 86/10/16. 
49pp. 38361:168-38361:216. 


-8610270236 Cable Tray Support As-Built Program Insp Rept 50-446/86-02 on 85121 1- 
12. Violations noted:seven examples of errors identified in major attributes associated 
w/cable tray support as-buiit drawings a QC acceptance of dravirings. 

DALE.J.R.. BARNES.I. Region 4. Office of Director. 86/10/16. 8pp. 38361:217- 
38361:224. 


-8610270247 HVAC Duct Support As-Built Program Insp Rept 50-446/86-02 on 
860225-0307. Violation noted:four examples of errors identified re major attributes as- 
sociated w/HVAC duct support final QC accepted as as-built drawings. 

DALE.J.R.. JEW.aU, BARNES.I. Region 4. Office of Director. 86/10/16. 7pp. 
38361:225-38361:231. 


—8610270256 Conduit Support As-Built Program Insp Rept 50-446/86-02 on 860324- 
27.\riolations noted:two examples of errors In as-built insp program a two examples of 
omissions in engineering documents. 

DALE,J.R., J^.D.U, BARNES,!, Region 4. Office of Director. 86/10/16. 8pp. 
38361:232-38361:239. 


S. Reportable occurrences, LERs a related correspondence 


8610090132 Interim Deficiency Rept CP-85-54 re seismic qualification of HVAC 
supports.initially reported on 851220.Engineering evaluations will be performed to 
ensure compliance w/FSAR commitments. Next rept will be submitted on or about 
861120. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4, Office of Director. 3pp. 38181:302-38181:304. 

8610090139 Interim Deficiency Rept CP-86-36 re pipe support mods. Initially reported 
on 860609.No addi instances reportable per 10CFR50.55(e) identified during continu- 
ing engineering evaluation.Next rept will be submitted on or about 861029. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38182:021-38182:022. 

8610090192 Final Part 21 a Deficiency Rept CP-86-43 re environ qualification of ITT 
Barton Model 580 series indication switches.lnitialiy reported on 860604.Switches do 
not require qualificatlon.ltem not reportable per 10CFR50.55(e). 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.}. 
86/09/26. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38181:320-38181:321. 

6610100218 Final Deficiency Rept CP-86-21 re Raychem methodology for testing of en- 
viron qualification rendering Kit NPKS-02-01 unacceptable.lnitially reported on 
860324.Raychem justification received.Not reportable per 10CFR50.55(e). 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/09/26. JOHNSON, E.H. Region 4. Office of Director. 2pp. 38189:015-38189:016. 

8610100336 Final Deficiency Rept CP-86'15 re diesel generator controls. Initially report- 
ed on 86031 4.Controls reviewed by TDI under owners group design review & quality 
revalidation program. Condition not reportable per 10CFR50.55(e). 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/01. JOHNSON.E.H. Region 4. Office of Director. 2pp. 38195:341-38185:342. 

8610100379 Interim Deficiency Rept CP-86-1 1 re component cooling water pump impel- 
ler linear indications.lnitially reported on 860623.Requisition for offsite repair of re- 
placement spare impeller being processed.Next rept anticipated by 861205. 
COUNSIUW.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/01. JOHNSON, E.H. Region 4, Office of Director. Ip. 
38194:132-38194:132, 


8609240064 Interim Deficiency Rept CP-86-17 re min concrete coverage for reinforcing 
steel in floors & walls to maintain 3 h fire rating.lnitially reported on 860321 .Structural 
capacity of concrete elements being evaluated.Next rept by 861124. 

COUNSIUW.G., KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/17. JOHNSON, E.H. Region 4, Office of Director. 2pp. 
37971:267-37971:268. 

8610060239 Interim Deficency Rept CP-84-12 re environ qualification of equipment out- 
side containment for high energy line breaks. Initially reported on 860604.Next rept 
will be submitted by 861024. 

COUNSIUW.G., KEEL£Y,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/19. JOHNSON, E.H. Region 4, Office of Director. Ip. 
38094:358-38094:358. 

8610060271 Supplemental Deficiency Rept CP-86-18 re difficulties in starting & operat- 
ing safety chilled water chiller units. Initially reported on 860521 .Gibbs & Hill perform- 
ing review of vendor specs.Next rept will be submitted by 861217. 

COUNSIUW.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/19. JOHNSON.E.H. Region 4, Office of Director. Ip. 
38089:109-38089:109. 

8610060345 Interim Deficiency Rept CP-86-32 re through wait embedded conduit 
sleeves not identified by number & may be overfilied.InitiaTly reported on 860421 .Eval- 
uation continulng.Next rept expected by 861121. 

COUNSIUW.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/09/19. JOHNSON.E.H. Region 4, Office of Director. Ip. 
38089:138-38089:138. 

8610060449 Final Deficiency Rept CP-86-56 re fastening of standby diesel generator 
engine connecting rod assembly identified by TDl.initially reported on 860814.issue 
not reportable per 10CFR50.55(e). 

COUNSIUW.G., KELEY,G,S. Texas Utilities Electric CJo. (formerly Texas Utilities Gen- 
erathig Co.). 86/09/19. JOHNSON,E.H. Region 4, Office of Director. 1p. 38098:260- 
38098:260. 

8610060470 Interim Deficiency Rept CP-86-49 re effects of polar-organic solvents on 
sealants of Conax adaptor modules & electrical penetrations.lnvestigation 
continulng.Next rept expected by 861010. 

COUNSIUW.G., KELLl^.G.S. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). 86/09/19. JOHNSON, E.H. Region 4, Office of Director. 1p. 38099:253- 
38099:253. 


8810150146 Interim Deficiency Rept CP-86-45 re Interaction of Non-Seismic Category I 
structures & components w/Seismic Category 1 structures.lnitially reported on 860606. 
Equipment being checked.Next rept anticipated by 861203. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON.E.H. Region 4, Office of Director. 1p. 38249:093-38249:093. 

8610160041 Interim Deficiency Rept CP-86-54 re design & installation of control room 
ceiling.lnitially reported on 86091 7.Const of new celling scheduled for completion by 
861 101. Next rept anticipated by 861114. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38271:118-38271:119. 

M10160101 Interim Deficiency Rept CP-86-61 re three raii-to-rail ground wires 
broken, two shims dislodged & two cadwelds broken on polar cranalnitially reported 
on 860904. Evaluation continuing.Next rept will be submitted by 861017. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co,). 
86/10/03. JOHNSON, E.H. Region 4, Office of Director. Ip. 38270:281-38270:281. 

8610160113 Interim Deficiency Rept CP-86-64 re degradation of protective coatings for 
Unit 2 diesel fuel oil tanks, initially reported on 860904.Assessment of tank coating 
underway.Next rept expected by 870205. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating (Do.). 
86/10/03. JOHNSON, E.H. Region 4, Office of Director. Ip. 38271:147-38271:147. 

8610160164 Interim Deficiency Rept CP-86-60 re gaps between polar crane girder & 
girder support brackets-lnitially reported on 860904.Design change authorization docu- 
ment prepared to provide for shimming of all supports-Next rept by 861217. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38265:027-38265:028. 

8610160175 Interim Deficency Rept CP-86-62 re misinterpretation of polar crane load 
cases.fnitially reported on 860904.Weld mods at girder seat & for replacing existing 
rail clips w/ stronger clips will be implemented.Next rept by 861219. 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/03. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38265:025-38265:026. 

8810200172 Interim Deficiency Rept CP-86-60 re nut alignment & torque requirements 
for Unlstrut spring nuts on instrument mounts, initially reported on 86071 6.Drawings 
for instrument racKs & tubing supports revised.Next rept expected by 870221. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38294:137-38294:138. 


S610070128 Supplemental Deficiency Rept CP-86-07 re svc water sys leakageJnitially 
reported on 860411. Design mods being implemented on Train A to be completed by 
861107. Evaluation of comective action & rept scheduled for 870130. 

COUNSIUW.G., KE£LEY,G.S. Texas Utilities Electric Co. (formerly T^<as Utilities 
Generating Co.). 86/09/19. JOHNSON, E.H. Region 4, Office of Director. Ip. 
38117:041-38117:041. 


8610200198 Interim Deficiency Rept CP-85-39 re conduit not installed In accordance w/ 
design.lnitlally reported on 85091 S.Possible conduit orientation problems 
studied-Cable slack & conduit- to-equipment studies underway.Next rept expected by 
861215. ■ , 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38296:303-38296:304. 
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8610200331 Interim Deficiency Rept CP--86-49 re effects of polar-orqanic solvents on 
sealants of Conax adaptor modules & electrical penetrations.lnitially reported on 
860711. Affected modules will be replaced.Next rept anticipated by 861117. 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating O).). 
86/10/10. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38301:290-38301:291. 


8610290376 Interim Deficiency Rept CP-86-46 re Gould battery racks transverse 
bracing.Originally reported on 860611. Engineering procedure revised to provide more 
detailed Instructions. Next rept anticipated by 870501. 

COUNSIL,W.G.. KEELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON, E.H. Region 4. Office of Director. 2pp. 
38402:142-38402:143. 


8610200343 Interim Deficiency Rept CP-86-40 re procurement & use of nonqualified 
Agastat relays in several Class 1 E applications.lnitially reported on 860528.Nonqual- 
ifted relays will be replaced by 861231. 

C0UNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/10. JOHNSON,E.H. Region 4. Office of Director. 2pp. 38303:314-38303:315. 

8610220054 Interim Deficiency Rept CP-86-72 re plant mods resulting from pipe support 
reverification program.lnitially reported on 860606.lssue divided to segregate small 
bore piping & supports from large bore.Next rept expected by 861201. 

COUNSIUw.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON,E.H. Region 4. Office of Director. 3pp. 38326:349-38326:351. 

8610230064 Interim Deficiency Rept CP-86-65 re unconsolidated concrete in exterior 
wall of reactor containment bldg.lnltially reported on 86091 5.Evaluatlon underway re 
effects of concrete void.Next rept by 861217, 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Ck>.). 
86/10/15. JOHNSON, E.H. Region 4, Office of Director. Ip. 38345:158-38345:158. 

8610230071 Final Deficiency Rept CP-86-58 re drilling/cutting of reinforcing steel in fuel 
handling bldg.lnltially reported on 860829.Design change document revised.ltem not 
reportable per 10CFR50.55(e). ^ . 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON, E.H. Region 4, Office of Director. Ip. 38345:161-38345:161. 

8610230138 Interim Deficiency Rept CP-86-37 re firing board assemblies & amplifier 
boards used in Class IE battery chargers not conforming to vendor assembly 
drawings.lnitlally reported on 86051 4.Next rept will be submitted on 861217. 
COUNSIL,W.G, Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/15. JOHNSON, E.H. Region 4, Office of Director. Ip. 38344:222-38344:222. 

8610280378 Interim Deficiency Rept CP-86-36 re large bore piping supporlsjnitially re- 
ported on 860609.Scope revised to delete small bore ASME Class 2 & 3 piping to 
provide more accurate results.Next rept will be submitted by 861201. . « . 

COUNSIL,W.G, Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. JOHNSON, E.H. Region 4. Office of Director. 3pp. 38376:161-38376:163. 

8610310100 Interim Deficiency Rept CP-86-61 re restraints for polar crane.lnitially re- 
ported on 860904.Evaluation continuing. Next rept will be submitted by 861219. 
COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/17. JOHNSON.EH. Region 4, Office of Director. Ip. 38416:253-38416:253. 


8610290394 Interim Deficiency Rept CP-86-52 re cable tray splices/ connections. Initially 
reported on 860726.Testing program initiated to evaluate conditions.Next rept antici- 
pated by 861212. 

COUNSIUW.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON,E.H. Region 4, Office of Director. 2pp. 
38402:175-38402:176. 


8610290404 Interim Deficiency Rept CP.85-19 re conduit support spans. Initially report- 
ed on 85051 S.Field verifications & engineering evaluations continuing for Unit 
1. Design verification conducted for Unit 2.Next rept by 870310. 

COUNSIL,W.G.. KEELEY.G,S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON, E.H. Region 4, Office of Director. 2pp. 
38402:177-38402:178. 


8610310053 Interim Deficiency Rept CP-86-53 re deficient seismic design condition in- 
volving support of electrical conduit Initially reported on 860725.Testing program 
scheduled to evaluate adhesives or clamps.Next rept by 861210. 

COUNSIL.W.G., KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON, E.H. Region 4, Office of Director. 2pp. 
38420:146-38420:147. 


8610310230 Interim Deficiency Rept CP-86-52 re cable tray splices/ connections. Initially 
reported on 860725.Testing program initiated to evaluate conditions.Next rept will be 

COUNSIL,W.g!VeELEY.G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.). 86/10/21. JOHNSON.E.H. Region 4, Office of Director. 2pp. 
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T. Hearing transcripts on non-antitrust matters 


8610030311 Board Notification 86-020:provides followup to Board Notifications 85-067 
& 85-076 re Ofc of Investigations Rept 4-85-008 concerning facts surrounding util un- 
timely response to inten/enors discovery request. 

NOONAn7v.S. PWR Project Directorate 5. 86/09/22. ZECH Commissioners. 63pp. 
38267:108-38268:015. 


-8610160048 Transcript of 850731 investigative interview of A Jones in Dailas,TX re 
Mot Analysis Co reptPp 1-10. 

* Office of Investigations. 85/07/31. 12pp. 38268:109-38268:120. 


8610280389 Interim Deficiency Rept CP-86-48 re adequacy of nonconformance 
dispositlons.lnitially reported on 860616. Review of nonconforrnance rept samples 
conducted to determine safety significance.Next rept will be submitted by 870715. 
COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38376:147-38376:148. 

8610280435 Interim Deficiency Rept CP-86-44 re welded attachments to embedded 
strip plates-lnitially reported on 860605.Civil Engineering Instruction CEl-20 revised to 
clarify anchor spacing crIteria.Next rept will be submitted by 870206. t 

COUNSIUW.G. Texas Utilities Electric Co, (formerly Texas Utilities Generafing Co.). 
86/10/20. JOHNSON.E.H. Region 4. Office of Director. 2pp. 38381:113-38381:114. 

8610280446 Interim Deficiency Rept CP-86-14 re Brown Boveri 6-? kV switchgear 
breaker jack shaft weld failure.lnitially reported on 86031 1 .Vendor initiated evaluation 
of design criterla.Next rept will be submitted by 86121^ \ 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas UtHities Generating^ 
86/10/20. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38381:349-38381:350. 

8610280488 Interim Deficiency Rept CP-86-04 re P>acement of Richmond inserts in 
proximity of loaded embedded plates.lnitially reported o” 8 Wl 13 .Spec 2323-SS-30, 
Structural Embedments” & CP Instruction CEl-20 revised.Ne^ rept by 870206 
COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utijffs 
86/10/20. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38381:260-38381.261. 

8610310211 Interim Deficiency Rept CP-86-16 re.detrimental effects of low ^ 
point metals on stainless steel instrument tubing during ^re-lnitially /©ported on 
860321 .Testing program developed for zinc detection.Next rept by 87^21. 
COUNSIL,W.G. Texas Utilities Electric Co. (forrnerly Texas Utjjes Generafi^^^^^ 
86/10/20. JOHNSON, E.H. Region 4, Office of Director. Ip. 38419:014-38419.014. 

8610280365 Interim Deficiency Rept CP-84-12 re impact of high 
on qualified equipment outside containment. Initially reported on 840604.Companson 
of cable temp to existing qualified temps unresolved.Next rept by 861219. 
COUNSIUW.G., KELLEY, G.S. Texas Utilities Electric Co. 

orating Co,). 86/10/21. JOHNSON.E.H. Region 4, Office of Director. 2pp. 38376.188- 
38376:189. 

8610280425 Interim Deficiency Rept CP-85-50 re improper welding processes u^ 
mfg of cable tray tee fittings.l nit ally reported on 851 ^SOJesting program 
implemented.Vendor identifying min weld requirements.Ne)d rept by 861219 
CCSUNSIUW.G., KEELEY,G.S. Texas Utilities Electnc Co. (formerly Te)ras Utiira^ 
GenerSing Co.). 86/10/21. JOHNSON, E.H. Region 4, Office of Director. 2pp. 
38381:322-38381:323. 

8610280431 Interim Deficiency Rept CP-85-35 re design & const activities of cable fray 
hanger programJnitially reported on 850906.VerificatTon program implemented.As.built 

drawings for supports developed. Next rept expected by 870130. Tovae i itiiitir fg 

COUNSIUW.G.; KEELEY,G.S. Texas Utilities Electric Co.^rmerly Tex^ Utiles 
^n^Ung Co.). 86/10/21. JOHNSON, E.H. Re^on 4, Office of Director. 3pp. 
38381:056.38381:058. 

88102M305 Interim Defloienoy Rept CP.8M9 re ofshte^sed 

in coniuncMon w/O-Type clamps on cable trays. Initia^^report^ on 8^27.Tesnng 

GenSSng Si.). 86/10/21. JOHNSON, E.H. Region 4, Office of Director. 2pp. 
38401:051-38401:052, 


-8610160052 Transcript of 850731 investigation interview of H Schmidt in Dallas, TX.Pp 
‘Office of Investigations. 85/07/31. 17pp. 38268:122-38268:138. 

-8610160055 Transcript of 850710 investigative interview of WG Counsil in 

* Office of Investigations. 85/07/10. 25pp. 38268:139-38268:163. 

-8610160071 Transcript of 850731 investigative interview of JS Marshall in 

^Office of Investigations. 85/07/31. 22pp. 38268:165-38268:186. 

-8610160086 Transcript of 850808 interview of J Werrtt in D^las,TX. Pp 1-14. 

* Office of Investigations. 85/08/08. 14pp. 38268:190-38268:203. 

-8610160090 Transcript of 850808 interview ©1 J G®®^?®^!" 

* Office of Investigations. 85/08/08. 14pp. 38268:204-38268.217. 

-8610160097 Transcript of 850808 interview of 

* Office of Investigations. 85/08/08. 21pp. 38268:218-38268:238. 

-8610160102 Transcript of 850731 interview of D Chaprnan in Dallas, TX. Pp 1-32. 

* Office of Investigations. 85/07/31. 34pp. 38268:239-38268.272. 

-8610160121 Transcript of 850808 interview Spence In Dallas.TX. Pp 1-25. 

‘ Office of Investigations, 85/08/08. 25pp. 38268:275-38268.299. 

-8610160125 Transcript of 850808 interview Jn^fign in toilas.TX. Pp 1-22. 

* Office of Investigations. 85/08/08. 23pp. 38268.300-38268.322. 

-8610160129 Transcript of 850821 Investigative interview of LF Fikar in Arlington, TX.Pp 

* Office of Investigations. 85/08/21, 38pp. 38268:323-38268:360. 

-8610160132 Transcript of 850819 investigative interview of BR Clements in 
85/08/19. ZSpp. 38269^)01.38269:026. 


Govemmen. 

Accountability Project. 3pp. 38259:277-3^59.322. 

-8610150450 Partially withheld transcript of 850619 interview w/alleger in 
^NRC^^fjto^b^ailed Affiliation Given. 85/06/19. 28pp. 38259:280-38259.307. 

V. Operator Examinations 

aftinn 9 nioi Forwards addi info re Generic Ltr 85-12, "Automatic Trip of Reactor Cool- 

cS)l?sWGClu«^Sfcr(lS UWes Grating Co.) 
M/09/24 Regulation, Director (post 

851125). 3pp. 38066:300-38066:302. 



236 DOCKETED ITEMS 


DOCKET STN-50-447 GESSAR-238 


A. Appiication/construction stage documents & correspondence 

8610010128 Forwards Amend 2 to Final Design Approval FDA-1 for BWR/6 Nuclear 
Island desig^n (GESSAR-II) a notice of issuance of amend.Amend removes constraints 
on issuing CPs & OLs to applicants ref QESSAR-II design. 

BERNERO.R.M. BWR Project Directorate 4. 86/09/22. SHERWOOD, G.G. General 
Electric Co. 3pp. 38056:023-38056:033. 

-8610010154 Amend 2 to Final Design Approval FDA-1 for GESSAR-II BWR/6 Nuclear 
Island design.Amend removes constraints on issuing CPs & OLs to applicants ref 
GESSAR-II design. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/22. Gener- 
al Electric Co. 4pp. 38056:026-38056:029. 

-8610010170 Notice of issuance of Amend 2 to Final Design Approval FDA-1 for 
GESSAR-II BWR/6 Nuclear Island design.Amend 2 allows issuance of CPs or OLs to 
applicants ref GESSAR-II design. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/22. 4pp. 
38056:030-38056:033. 


DOCKET STN-SO-454 BYRON STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610220203 Informs that all equipment installed in facility environmentally qualified, per 
SSER 5 (NUREG-0876) & Reg Guide 1.97.Maint& surveillance program implemented 
to maintain qualification. 

AINGER.K.A. Commonwealth Edison Co. 86/10/15. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38323:266-38323:266. 


F. Security, medical, emergency & fire protection plans 

8610070079 Provides procedural summary addressing Item T1 from util 860922 Itr re 
use of jumpers to attain hot standby.per NRC requestControi room inaccessibility pro- 
cedure will be revised to include Attachment K re hot standby conditions. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/25. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp- 38117:075-38117:076. 

8610070249 Forwards Rev 18 to security plan, upgrading security in anticipation of fuel 
toad.Rev withheld (ref 10CFR73.21). 

FARRAR.D.L. Commonwealth Edison Co. 86/09/26. KEPPLER,J, Region 3, Office of 
Director. Ip. 38119:319-38119:319. 

8610090338 Suppis 860916 Itr re procedures generation package used to generate 
emergency operating procedures (EOPs).Action taken re review of EOPs & accessibil- 
ity of EOPs to control room operators described. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38182:289-38182:290. 

8610160376 Revised emergency procedures, including Rev 2 to BZP 100-T2 re checklist 
for operations director & Rev 8 to BZP 600-A2 re directors phone list. 

* Commonwealth Edison Co. 86/10/01. 18pp. 38274:181-38274:198. 

8610210054 Revised emergency plan implementing procedures, including Rev 5 to BZP 
500-1, “Operation Checks of Communication Sys (Primary Responsibility-Operations 
Director)" & Rev 4 to BZP 50O-T6, "Checklist-Technical Support Ctr.” 

* Commonwealth Edison Co. 86/10/09. 10pp. 38306:117-38305:126, 

8610240337 Revised emergency plan implementing procedures,including Rev 7 to BZP 
200-Al, "Byron Emergency Action Levels," Rev 2 to BZP 320-8, "A-Model Operation" 
& Rev 4 to BZP 500-T10, “Checklist - Inventory of Emergency Operations Facility," 

* Commonwealth Edison Co. 86/10/15. 97pp. 38350:120-38350:216. 

8610270244 Forwards Security Insp Rept 50-454/86-38 on 860922-25.No noncompli- 
ance noted. 

AXELSON.W.L Region 3. Office of Director. 86/10/21. REED.C. Commonwealth 
Edison Co. 2pp. 38362:114-38362:116. 

-8610270257 Partially withheld Physical Security Insp Rept 50-454/86-38 on 860922-25 
(ref 10CFR73.21).No noncompliance or deviation noted.Major areas inspected:review 
of security plan & implementing procedures. 

DROUIN.B., CREED, J.R. Region 3, Office of Director. 86/10/21. Ip. 38362:116- 


8610310137 Rev 3 to BZP 300-A5, "Guidance for Augmentation of Onsite Emergency 
Organization Within 60 Minutes." W/revised procedures index. 

* (Commonwealth Edison Co. 86/10/21. 4pp. 38417:167-38417:170. 

B61027O397 Forwards Safety Insp Repts 50-454/86-30 & 50-455/86-26 on 860929- 
1003.No violation noted. 

SHAFER.W.D. Region 3. Office of Director. 86/10/22. REED.C. Commonwealth 
Edison Co. 2pp. 38374:136-38374:146. 

-8610270434 Insp Repts 50-454/86-30 A 50-455/86-26 on 860929-1 003.No violation 
not 0 d.Major areas inspected:emergency preparedness program.including licensee ac- 
tions on previously identified items & emergency detection & classification, 

ALLEN,!., PATTERSON,J., SNELL, W. Region 3, Office of Director. 86/10/21. 9pp 
38374:1 38.3a374?1Afi 


861028(^79 Advises that 860926 Rev 18 to physical security plan consistent w/provi- 
sion of 10CFR50.54(p) & acceptable. 

AXELSON,W.L. Region 3. Office of Director. 86/10/22. FARRAR.D.L Commonwealth 
Edison Co. 3pp. 38368:356-38368:358. 

8610260438 Forwards Safety Insp Repts 50-454/86-41 & 50-455/86-37 on 86101 0.No 
violations noted. 

SHAFER.W.a Region 3, Office of Director. 86/10/23. REED.C. Commonwealth 
Edison Co. 2pp. 38381:059-38381:065. 


-8610280444 Insp Repts 50-454/86-41 & 50-455/86-37 on 861010.No violations or de- 
viations identified, Major areas inspected: plant chemistry & radiochemistry, including 
emergency preparedness of chemistry group & facilities & equipment. 

HOLTZMAN.R.B., SCHUMACHER, M. Region 3, Office of Director. 86/10/22. 5pp 
38381:061-38381:065, ^ 


P. Operating license stage documents & correspondence 


860923(>296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR 50.49, "Environ Qualification of Electric Equipment important to 
Safety for Nuclear Power Plants.’’ Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125) 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


8610080024 Forwards topical rept evaluation of WCAP-10858, "ATWS Mitigation Sys 
Actuation Circuitry (AMSAC) Generic Design Package." Generic design 
acceptable.Plant-specific details require approvaI.Response requested 
OLSHAN,L. PWR Project Directorate 5. 86/09/25. FARRAR.D.L 
Edison Co. 2pp. 38142:304-38142:323. 


within 30 days. 
Commonwealth 


8610090375 Informs of human engineering deficiency re location of range & vol controls 
for instrumentation channels in control rooms.Controls relocated to Unit 2 main con- 
trol board.Mods will be made on Unit 1 prior to startup. 

AINGER,K.A. Commonwealth Edison Co. 86/09/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38149:337-38149:337. 


8610170099 Forwards Rev 5 to Section 3, “Preservice/Inservice Testing Program Plan 
for Pumps" & Rev 6 to Section 4, "Preservice/ Inservice Testing Program for Valves." 
AINGER.K.A. Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nudear 
Reactor Regulation, Director (post 851125). 185pp. 38279:101-38279:285. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem I.A.1.1, "Shift Technical Advisor...” for plants excluding 
Braldwood Units 1 & 2.Program meets Commission policy statements criteria. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 86/10/01. FARRAR.D.L Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 


-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem I.A.1.1, "Shift Technical Advisor...," meets criteria contained in 
Commission policy statements. 

* Office of Nudear Reactor Regulation, Director (post 851125). 86/10/01. 4 dd. 
38251:285-38251:288. 


8610160185 Requests addl title rev to offsite organizational chart in Tech Spec Section 
6,changing supervisor of offsite review to superintendent of offsite review. 

JOHNSON, I.M. Commonwealth Edison Co. 86/10/07. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38269:029-38269:029. 

8610200347 Requests temporary exemption from requirements of lOCFRSO.App A, GDC 
13 & 17 re emergency diesel generator engine auxiliary support sys until startup fol- 
lowing first refueling outage.Arguments supporting request presented. 

JOHNSON, I.M. Commonwealth Edison Co. 86/10/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38301:300-38301:303. 

8610280073 Application for amend to License NPF-37, temporarily removing physicd 
stops from fuel handling bldg crane to allow installation of high density spent fuel 

AING’eR,K.A. Commonwealth Edison Co. 86/10/15. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38368:016-38368:022. 

-8610280083 Proposed Tech Specs.removing physical stops for fuel handling crane in 
spent fuel storage facility during reracking. 

* Commonwealth Edison Co. 86/10/15. 4pp. 38368:019-38368:022. 

8610230011 Notification of 861021 meeting w/util In Bethesda,MD to discuss facilities 
designs to ensure testing of diesel generators does not impair capability to provide 
emergency power when needed. 

OLSHAN.L PWR Project Directorate 3. 86/10/16. VARGA.S.A. PWR Project Director- 
ate 3. 4pp. 38335:138-38335:141, 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351 :075-3835 1:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

•Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTON, T.M. Chicago Tribune, Chicago, IL 86/09/04. NRC - No Detaiied Affiliation 
Given. 2pp. 38388:242-38388:243. 

8610060279 Responds to NRC 860815 Itr re violations noted in Insp Rept 50-454/86- 
25.Corrective actions:channel calibr of Power Range Channel N41 completed & chan- 
nel declared operable on 860630. 

FARRAR.D.L Commonwealth Edison Co. 86/09/15. KEPPLER,J.G. Region 3. Office 
of Director. 4pp. 38089:268-38089:271 . 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212), 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp, 38058:266-38058:332. 
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8610150052 Forwards Safety Insp Repts 50-454/86-32 & 50-455/86-28 on 860902- 
05.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/02. REED.C. Commonwealth 
Edison Co. 2pp. 38239:099-38239:113. 

-8610150060 Insp Repts 50-454/86-32 & 50-455/86-28 on 860902-05,09 & 11. No vio- 
lation or deviation noted.Major areas lnspected:piant chemistry & 
radiochemlstry,including mgt controls & organization & readiness for operation. 
HOLTZMAN.R.B., SCHUMACHER.M.C. Region 3, Office of Director. 86/10/01. 13pp. 
38239:101-38239:113. 

8610160124 Forwards addi info re environ effects on main steam line break outside 
containment (IE Info Notice 84-90).lnfo provides parallel evaluation, based on compo- 
nent surface temp, demonstrating components qualified. 

M10SI.A.D. Commonwealth Edison Co. 86/10/02. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 5pp. 38252:187-38252:191. 

8609300125 IE Info Notice 86-085. "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Mlsadminlstratlons." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610100088 Forwards Insp Repts 50-454/86-35 & 50-465/86-22 on 860711-0917 & 
notice of violation. 

HEHUC.W. Region 3, Office of Director. 86/10/03. REED,C. Commonwealth Edison 
Co. 2pp. 38191:239-38191:253. 

-8610100106 Notice of violation from insp on 860711-0917. 

HEHL,C.W. Region 3, Office of Director. 86/10/03. 2pp. 38191:241-38191:242. 

-8610100110 Insp Repts 50-454/86-35 & 50-455/86-22 on 860711-0917. Violations 
noted:failure to follow procedures - Paragraph 3.C & failure to follow requirements of 
App J - Paragraph 6.a. 

MAURA,F.A., MENDE2.R., RING.M.A. Region 3, Office of Director. 86/10/02. 11pp. 
38191:243-38191:253. 

8610160322 Forwards Insp Repts 50-454/86-34 & 50-455/86-29 on 860908-19.No vio- 
lations noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/07. REED.C. Commonwealth 
Edison Co. 2pp. 38265:268-38265:279. 

-8610160327 Insp Repts 50-454/86-34 & 50-455/86-29 on 860908-1 9.No violations or 
deviations noted.Major areas inspected: radiation protection & solid radwaste 
programs,including ALARA activities & IE info notice. 

GRANT.W.B., GREGER,LR. Region 3. Office of Director. 86/10/07. 10pp. 38265:270- 
38265:279. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08, 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610150413 Forwards Safety Insp Rept 50-454/86-33 on 860903-30.No violations 
noted. 

WARNICK.R.F. Region 3, Office of Director. 86/10/08. REED.C, Commonwealth 
Edison Co. 2pp. 38251:292-38251:300. 

—8610150418 Insp Rept 50-454/86-33 on 860903-30.No violations or deviations 
noted-Major areas inspected:LERs,operations summary, surveillance, maint 
proaram.operational safety & 10CFR21 repts. 

FORNEY.W.L Region 3, Office of Director. 86/10/08. 7pp. 38251:294-38251:300. 

8610080068 IE Info Notice 86-086. "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end, 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co, of New York, inc. 67pp. 38234:262- 
38234:328. ^ 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610200249 Forwards Safety Insp Repts 50-454/86-37 & 50-455/86-32 on 860923- 
26.No violations noted. 

SHAFER,W.D. Region 3, Office of Director. 86/10/14. REED.C. Commonwealth 
Edison Co. 2pp. 38298:351-38298:358. 

-8610200258 Insp Repts 50-454/86-37 & 50-455/86-32 on 8e0923-26.No violations or 
deviations noted.Major areas inspected: preoperati'onal gaseous & liquid radwaste pro- 
gram for Unit 2 re status of demonstrations & tests of sys, 

HUETEauJ.. SCHUMACHER, M.C, Region 3, Office of Director. 86/10/10. 6pp. 
38298:353-38298:358. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison CJo. of New York, Inc. 107pp. 38331:086- 
38331:191. ^ 

8610270244 Forwards Security Insp Rept 50-454/86-38 on 860922-25.No noncompli- 
ance noted. 

AXELSON.W.L, RegiPn 3, Office of Dlrdctor. 86/10/21. REED,C. Commonwealth 
Edison Co. 2pp. 38362:114-^82:116. 

-8610270257 P^ally withheid Riept 50-454/86-38 on 860922-25 

(ref 10CFR73.21),No noncompliance or deviation noted.Major areas inspected:review 
of security plan & impiementing procedures. 

DROUlNtB., CREED. J.R. Region 3, Office of Director. 86 / 1 6/21. 1p* 38362:116- 
38362:116. ^ 


8610270397 Forwards Safety Insp Repts 50-454/86-30 & 50-455/86-26 on 860929- 
1003.No violation noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/22. REED.C. Commonwealth 
Edison Co. 2pp. 38374:136-38374:146, 

-8610270434 Insp Repts 50-454/86-30 & 50-455/86-26 on 860929-1 003.No violation 
noted.Major areas inspected:emergency preparedness program, including licensee ac- 
tions on previously identified items & emergency detection & classification. 

ALLEN.T., PATTERSON,J., SNELL.W. Region 3, Office of Director. 86/10/21. 9pp. 
38374:138-38374:146. 

8610280438 Forwards Safety Insp Repts 50-454/86-41 & 50-455/86-37 on 861010.No 
violations noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/23. REED.C. Commonwealth 
Edison Co. 2pp. 38381:059-38381:065. 

-8610280444 Insp Repts 50-454/86-41 & 50-455/86-37 on 861010.No violations or de- 
viations identified.Major areas inspected: plant chemistry & radiochemistry.including 
emergency preparedness of chemistry group & facilities & equipment. 

HOLTZMAN.R.B., SCHUMACHER, M. Region 3, Office of Director. 86/10/22. 5pp. 
38381:061-38381:065. 


R. Periodic operating reports & related correspondence 

8610210324 Monthly operating rept for Sept 1986.W/861010 Itr. 

DANDREA,P.H., QUERIO.R.E. Commonwealth Edison Co. 86/09/30. 8pp. 38314:119- 
38314:126. 


S. Reportable occurrences, LERs & related correspondence 

8610240321 LER 86-007-01 :on 86021 2, process radiation monitor 0PR34J went Into 
interlock mode due to noise spike on monitor gas channel.Caused by bad edge com- 
ponent or connector on motherboard.Motherboard rep!aced.W/8610l6 Itr. 
HORNBEAK.F., QUERIO.R.E. Commonwealth Edison Co. 86/10/16. 4pp. 38356:244- 
38356:247. 

8610240336 LER 84-01 9-01 :on 841 127, boron dilution protection sys actuated, resulting 
in charging pump suction switchover to RWST.Caused by electronic noise 
spike.Triaxial cable connectors disassembled & cieaned.W/861016 Itr. 

HORNBEAK,F.. QUERIO.R.E. Commonwealth Edison Co. 86/10/16. 4pp. 38356:236- 
38356:239. 

8610240344 LER 84-010-01 :on 841112 & 19, noise spikes occurred on source range 
channel N31 resulting in boron dilution protection sys actuation.Caused by personnel 
error.Operator awareness enhanced & note added to procedures.W/861016 Itr. 
HORNBEAK,F., QUERIO.R.E. Commonwealth Edison Co. 86/10/16. 3pp. 38354:245- 
38354:247. 

8610240357 LER 84-031 -01 :on 84121 S.boron dilution protection sys actuated.Caused 
by electrical noise $pikes.Triaxiai cable connectors disassembled & cleaned & heavier 
gauge grounding wire installed on cabinets.W/861016 Itr. 

HORNBEAK.F., QUERIO.R.E. Commonwealth Edison Co. 86/10/16. 4pp. 38350:280- 
38350:263. 

8610270146 LER 86-012-01 :on 860327, RPI surveillance not performed within 4 
h.Caused by personnel error.Bank demand vs digital RPI surveillance reinstated.W/ 
861016 Itr. 

SCHUSTER, T., QUERIO.R.E. Commonwealth Edison Co. 86/10/16. 5pp. 38359:354- 
38359:358. 

8610270153 LER 86-026-00:on 860921 .actuation of control room ventilation 
occurred.Caused by lightning strike on offsite 138 kV transmission line.Mods installed 
In 1985 to reduce undervoltage trip setpolnt.W/861016 Itr. 

TULON.T., QUERIO,R.E. Commonwealth Edison Co. 86/10/16. 4pp. 38362:037- 
38362:040. 

8610230028 Revised Final Deficiency Rept 84-07 re crush strength of energy absorbing 
matl used in pipe whip restraints.Hemovai of four addI restraints in Unit 1 took place 
on 851004 during Unit 1 outage. 

AINGER,K,A, Commonwealth Edison Co. 86/10/17. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 38344:129-38344:130. 


T. Hearing transcripts on non-antltrust matters 

8610170117 Forwards Employees Legal Project 860925 list of addi safety concerns & 
transcript of 860805 meeting between Region III, Computer Interference Elimination & 
Comm Ed in Redmond, WA re Byron Unit 1 as-built drawing. 

KANE,W.F. Region 1, Office of Director. 86/10/09. HARRISON.R.J. Public Service 
Co. of New Hampshire. 7pp. 38287:110-38287:316. 

-8610170124 Transcript of 860805 meeting between Region III, Computer Interference 
Elimination & utjl in Redmond.WA re plant as-built drawing review.Pp 1-200. 

* Region 3, Office of Director. * Computer Interference Elimination, Inc. 86/08/05. 
200pp. 38287:117-38287:316. 


DOCKET STN-50-455 BYRON STATION, UNIT 2 


A. Application/construction stage documents A correspondence 

860923029$ Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic 0% Electric Co, 49pp. 38058:216-38058:265. 

8610090375 Informs of human engineering deficiency re location of range & vol controls 
for instrumentation channels in control rooms.Controls relocated to Unit 2 main con- 
trol board.Mods will be made on Unit 1 prior to startup. 

AINGER,K.A. Commonwealth Edison Co. 86/09/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38149:337-38149:337. 
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8610170099 Forwards Rev 5 to Section 3, “Preservice/lnservice Testing Program Plan 
for Pumps" & Rev 6 to Section 4, ‘‘Preservice/ Inservice Testing Program for Valves." 
A1NQER,K.A. Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 185pp. 38279:101-38279:285. 

8610140260 Forwards safety evaluation re util 860623 request that one startup test be 
modified & five startup tests be eliminated. Mod to rod drop measurement test & elimi- 
nation of certain other startup tests acceptable. 

NOONAN, V.S. PWR Project Directorate 5. 86/10/01. FARRAR.D.L. Commonwealth 
Edison Co. 5pp. 38233:275-38233:283. 

-8610140270 Safety evaluation re util 860623 request that one startup test be modified 
& five startup tests be etiminated.Mod to rod drop measurement test & elimination of 
certain other startup tests acceptable. 

* NRC - No Detailed Affiliation Given. 86/10/01. 5pp. 38233:280-38233:283. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ttem j.A.1.1, “Shift Technical Advisor..." for plants excluding 
Braidwood Units 1 & 2. Program meets Commission policy statements criteria. 
2WOUNSKI.J.A. BWR Project Directorate 1. 86/10/01. FARRAR.D.L Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737.1tem I.A.1.1. “Shift Technical Advisor...," meets criteria contained in 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 

8610170106 Requests scheduler relief for 13 sys contained in initial test program.Sys 
Involved, status of testing & nature of deferrals described in Attachment A.Safety as- 
pects of plant operation re auxiliary bldg ventilation described in End B. 

FARRAR.D. Commonwealth Edison Co. 86/10/01. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 19pp. 38277:265-38277:304. 

8610080150 Notification of 861009 meeting w/utii in Byron, IL to discuss operational 
readiness. 

OLSHAN.L.N. PWR Project Directorate 3. 86/10/02. VARGA.S.A. PWR Project Direc- 
torate 3. Ip. 38144:341-38144:342. 

8610160303 Delays 861015 estimated fuel load date until 861 031. Add! 2 wks required 
to complete final const activities. 

REED.C. Commonwealth Edison Co. 86/10/02. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). Ip. 38264:234-38264:234. 

8610090181 Notifies that site visits planned for 861008 & 09 as part of licensing review 
for scheduled fuel loading on 861015. Requests to be advised of availabiity & any 
addi items to be included in agenda.Proposed agenda end. 

NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/03. ROSSI.C.E. Assistant Director for Technical Support (PWR-A). SPEISJ.P. Divi- 
sion of Safety Review & O/ersight (post 851125). RUSSELL, W.T. Division of Human 
Factors Technology (post 851125). 3pp. 38185:111-38185:113. 

8610100620 Forwards revised heatup & cooldown curves for incorporation into Tech 
Spec Section 3/4.4.9 re RCS,pressure/temp limits & Figures 3.4-26 & 3.4-3b.Curves 
take into account vessel flange region & supersede curves submitted by 860822 Itr. 
JOHNSON.I.M, Commonwealth Edison Co. 86/10/03. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 5pp. 38202:273-38202:277. 

8610160185 Requests addI title rev to offsite organizational chart In Tech Spec Section 
6,changing supervisor of offsite review to superintendent of offsite review. 
JOHNSON.I.M. Commonwealth Edison Co. 86/10/07. DENTON.H.R. Office of Nuclear 
Reactor R^ulatlon, Director (post 851125). Ip. 38269:029-38269:029. 

8610200347 Requests temporary exemption from requirements of 10CFR50.App A, GDC 
13 & 17 re emergency diesel generator engine auxiliary support sys until startup fol- 
lowing first refueling outage.Arguments supporting request presented. 

JOHNSON.I.M. Commonwealth Edison Co. 86/10/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38301:300-38301:303. 

8610220310 Forwards FR notice of issuance of environ assessment & finding of no sig- 
nificant impacLapprovIng 861009 request for partial exemption from Apps A & J of 
10CFR50 re full pressure requirements & GDC 13 & 17. 

OLSHAN.LN. PWR Project Directorate 3. 86/10/14. FARRAR.D.L Commonwealth 
Edison Co. 3pp. 38331:285-38331:292. 

-8610220314 Environ assessment & finding of no significant impact of 861009 request 
for exemption from Apps A & J of 10CFR50 re full pressure test requirements & GDC 
13& 17. 

VARGA,S.A. PWR Project Directorate 3. 86/10/14. 5pp. 38331:288-38331:292. 

8610220324 Requests FR publication of end 861014 notice of environ assessment & 
finding of no significant impact,approwng exemptions from Apps A & J & GD(} 13 & 
17.Pubiicatlon requested as soon as possible so licenses can be issued. 

VARGA,S.A. PWR Project Directorate 3. 86/10/14. Office of the Federal Register. Ip. 
38333:207-38333:212. 

8610230011 Notification of 861021 meeting w/util in Bethesda.MD to discuss fadlities 
designs to ensure testing of diesel generators does not impair capability to provide 
emergency power when needed. 

OLSHAN.L PWR Project Directorate 3. 86/10/16. VARGA.S.A. PWR Project Director- 
ate 3. 4pp. 38335:138-38335:141 . 

8610220369 Generic Ltr 86-16 to ail PWR applicants & licensees re Westinghouse 
ECCS evaluation modeis.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22, Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


E. NRC Safety Evaluation Report <SER), suppis & correspondence 

8610220203 Informs that all equipment installed in fadlity environmentally quallfied,per 
SSER 5 (NUREG-0876) & R^ Guide 1 ,97.Maint & surveillance program implemented 
to maintain quarrrtcatk)n. 

AINGER,K.A. (Commonwealth Edison (^. 86/10/15. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38323:266-38323:266. 


F. Security, medical, emergency & fire protection plans 


8610010463 Forwards listing of NFPA code deviations identified by fire protection engi- 
neering consultant but not identified on 860730 Unit 1 list of deviations. 

AINGER,K.A. Commonwealth Edison Co. 86/09/23. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38059:125-38059:127. 

8610070079 Provides procedural summary addressing item T1 from util 860922 Itr re 
use of jumpers to attain hot standby.per NRC request.Control room inaccessibility pro- 
cedure will be revised to include Attachment K re hot standby conditions. 

MiOSi,A.D. Commonwealth Edison Co. 86/09/25. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38117:075-38117:076. 

8610070249 Forwards Rev 18 to security plan.upgrading security in anticipation of fuel 
load.Rev withheld (ref 10CFR73.21). 

FARRAR.D.L (Commonwealth Edison Co. 86/09/26. KEPPLER.J. Region 3. Office of 
Director. Ip. 38119:319-38119:319. 

8610090338 SuppIs 860916 itr re procedures generation package used to generate 
emergency operating procedures (EOPs).Action taken re review of EOPs & accessibil- 
ity of EOPs to control room operators described. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38182:289-38182:290. 

8610160376 Revised emergency procedures, Including Rev 2 to BZP 100-T2 re checklist 
for operations director & Rev 8 to BZP 600-A2 re directors phone list. 

* Commonwealth Edison Co. 86/10/01. 18pp. 38274:181-38274:198. 

8610210054 Revised emergency plan implementing procedures.including Rev 5 to BZP 
500-1, “Operation Checks of Communication Sys (Primary Responsibility-Operations 
Director)" & Rev 4 to BZP 500-T6, “Checklist-Technical Support Qr." 

* Commonwealth Edison Co. 86/10/09. 10pp. 38305:117-38305:126. 

8610240337 Revised emergency plan implementing procedures.including Rev 7 to BZP 
200-A1, “Byron Emergency Action Levels." Rev 2 to BZP 320-8, "A-Model Operation" 
& Rev 4 to BZP 500-T10, “Checklist - Inventory of Emergency Operations Facility." 

* CJommonwealth Edison Co. 86/10/15. 97pp. 38350:120-38350:216. 

8610270087 Forwards Safety Insp Rept 50-455/86-31 on 860913-1015 & notice of vio- 
lation. 

WARNICK,R.F. Region 3, Office of Director. 86/10/20. REED.C. Commonwealth 
Edison Co. 2pp. 38359:334-38359:345. 

-8610270090 Notice of violation from insp on 860913-1015. 

WARNICK,R.F. Region 3, Office of Director. 86/10/20. Ip. 38359:336-38359:336. 

-8610270092 Insp Rept 50-455/86-31 on 86091 3-1 01 S.Violation noted: failure to con- 
trol flammable matls. 

FORNEY, W.L. Region 3, Office of Director. 86/10/20. 9pp. 38359:337-38359:345. 

8610310137 Rev 3 to BZP 300-A5. “Guidance for Augmentation of Onsite Emergency 
Organization Within 60 Minutes." W/revised procedures index. 

* (Commonwealth Edison Co. 86/10/21. 4pp. 38417:167-38417:170. 

8610270397 Forwards Safety Insp Repts 50-454/86-30 & 50-455/86-26 on 860929- 
1003.No violation noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/22. REED.C. CJommonwealth 
Edison Co. 2pp. 38374:136-38374:146. 

-8610270434 Insp Repts 50-454/86-30 & 50-455/86-26 on 860929-1 003.No violation 
noted.Major areas inspected:emergency preparedness program.inciuding licensee ac- 
tions on previously identified items & emergency detection & classification. 

ALLEN.T. Region 3, Office of Director. 86/10/21. 9pp. 38374:138-38374:146. 

6610280079 Advises that 860926 Rev 18 to physical security plan consistent w/provi- 
sion of 10CFR50.54(p) & acceptable. 

AXELSON.W.L Region 3. Office of Director. 86/10/22. FARRAR.D.L. Commonwealth 
Edison Co. 3pp. 38368:356-38368:358. 

8610280438 Forwards Safety Insp Repts 50-454/86-41 & 50-455/86-37 on 861010.No 
violations noted. 

SHAFER, W.D. Region 3. Office of Director. 86/10/23. REED.C. Commonwealth 
Edison Co. 2pp. 38381:059-38381:065. 

-8610280444 Insp Repts 50-454/86-41 & 50-455/86-37 on 861010.No violations or de- 
viations identified.Major areas inspected: plant chemistry & radiochemistry.including 
emergency preparedness of chemistry group & facilities & equipment. 

HOLfZMAN,R.B. Region 3, Office of Director. 86/10/22. 5pp. 38381:061-38381:065. 

8610280591 Forwards Preoperational Security Insp Rept 50-455/86-35 on 860922- 
1007.No violations noted.Notification of when remaining access portal detection sys 
becomes operational requested. 

AXELSON.W.L Region 3. Office of Director. 86/10/23. REED.C. Commonwealth 
Edison Co. 2pp. 38388:191-38388:193. 

-8610280596 Partially withheld Insp Rept 50-455/86-35 on 860922-1007 (ref 
10CFR73.21).Ma]or areas inspectedisecurily program, including actions to correct se- 
curity findings.completion of objectives & security force performance. 

DROUIN,B„ CREED, J.R. Region 3. Office of Director. 86/10/23. Ip. 38388:193- 
38388:193. 


M. Antitrust correspondence 

8610210428 Requests, on behalf of util.reevaluation of finding that no significant 
changes occurred in licensee activities or proposed activities since completion of pre- 
vious antitrust review re CP.based on listed reasons. 

LIE8ERMAN,M.S. Zuckert, Scoutt, Rasenberger & Johnson. 86/10/16. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 5pp. 38312:030-38312:034. 

8610300223 Draft Commission paper informing Commission of completed staff action re 
finding that no significant antitrust changes occurred since CP review of facility. 
STELLO.V. Office of the Executive Director for Operations. 86/10/17. 1p. 38408:304- 
38408:304. 
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Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators.” W/o 
SVC list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Mails." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & inspector & Auditor investigations of listed facilities. 

BURTON, T.M. Chicago Tribune. Chicago. IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8610100431 Fonwards Exam Rept 50-455/OL-86-03 of exam administered during wk of 
860908.Concern re operating procedure for local control at remote shutdown panel 
lack of method for dealing w/accidents discussed. 

HEHL,C.W. Region 3, Office of Director. 86/09/24. REED.C. Commonwealth Edison 
Co. 2pp. 38187:068-38187:072. 

--8610100438 Exam Rept 50-455/OL-86-03 of exam administered during wk of 
860903.Exam results:all five reactor operators & seven senior reactor operators 
passed exam. 

REIDINGER.T.D.. PICKER.B., ISAKSEN.P. Region 3, Office of Director. 86/09/22. 
3pp. 38187:070-38187:072. 

8610160225 Advises that one insp finding Involved unretrlevable radiographic film, per 
util 860124 response to Const Appraisal Team insp reptWestinghouse developed 
action plan to account for mislocated radiographs. 

AINQER.K.A. Commonwealth Edison Co. 86/09/26. KEPPLER.J.G. Region 3. Office 
of Director. Ip. 38269:321-38269:321. 

8609250062 IE Info Notice 86-084, “Rupture of Nomina! 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 85021 2). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610160016 Forwards Safety Insp Rept 50-455/86-23 on 86071 7-0929.No violations 
noted. 

HEHL,C.W. Region 3, Office of Director. 86/10/08. REED.C. Commonwealth Edison 
Co. 2pp. 38270:023-38270:028. 

-8610160022 Insp Rept 50-455/86-23 on 86071 7-0929.No violations noted. Major 
areas inspected:evaluations & verification of preoperational test results & RCS hydro- 
static test results. 

MCCORMICK-BARGE, BROCHMAN.P.G., GUNTHER.W.E. Region 3, Office of Direc- 
tor. 86/10/07. 4pp. 38270:025-38270:028. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610200249 Forwards Safety Insp Repts 50-454/86-37 & 50-455/86-32 on 860923- 
26.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/14. REED.C. Commonwealth 
Edison Co. 2pp. 38298:351-38298:358. 

-8610200253 Insp Repts 50-454/86-37 & 50-455/86-32 on 860923-26.No violations or 
deviations noted.Major areas inspected: preoperational gaseous & liquid radwaste pro- 
gram for Unit 2 re status of demonstrations & tests of sys. 

HUETER.LJ.. SCHUMACHER, M.C. Region 3, Office of Director. 86/10/10. 6pp. 
38298:353-38298:358. 


8610170096 Forwards revised preservice insp program plan notes & relief requests.per 
860922 telcon.Summary of changes also end. 

AINGER.KA Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 26pp. 38279:075-38279:100. 

8610220026 Forwards addi info re final disposition of 12 unacceptable steam generator 
weld indications noted during preservice insp & described in 860521 rept.per 86091 7 
request 

AINGER,K.A. Commonwealth Edison Co. 86/09/30. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38326:328-38326:331. 

8610150052 Forwards Safety Insp Repts 50-454/86-32 & 50-455/86-28 on 860902- 
05.No violations noted. 

SHAFER,W.D. Region 3, Office of Director. 86/10/02. REED.C. Commonwealth 
Edison Co. 2pp. 38239:099-38239:113. 

-8610150060 Insp Repts 50-454/86-32 & 50-455/86-28 on 860902-05,09 & 11. No vio- 
lation or deviation noted.Major areas inspected:plant chemistry & 
radiochemistry.including mgt controls & organization & readiness for operation. 
HOLTZMAN.R.B., SCKUMACHER.M.C. Region 3. Office of Director. 86/10/01. 13pp. 
38239:101-38239:113. 

8610160124 Forwards addI info re environ effects on main steam line break outside 
containment (IE Info Notice 84-90).lnfo provides parallel evaluation.based on compo- 
nent surface temp.demonstrating components qualified. 

MiOSI,A.D. Commonwealth Edison Co. 86/10/02. DENTON.H.R. Office of Nudeau' 
Reactor Regulation, Director (post 851125). 5pp. 38252:187-38252:191, 

86093(K)125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp, 38126:237-38126:303. 

8610100088 Forwards Insp Repts 50-454/86-35 & 50-455/86-22 on 860711-0917 & 
notice of violation. 

HEHL,C,W. Region 3, Office of Director. 86/10/03. REED.C. Commonwealth Edison 
Co. 2pp. 38191:239-38191:253. 

—8610100106 Notice of violation from Insp on 860711-0917. 

HEHL.C.W. Region 3, Office of Director. 86/10/03. 2pp. 38191:241-38191:242. 

-8610100110 Insp Repts 50-454/86-35 & 50-455/86-22 on 860711-0917. Violations 
noted:failure to follow procedures - Paragraph 3.C & failure to follow requirements of 
App J - Paragraph 6.a. 

MAURA, FA, MENDEZ, R.. RING.M.A. Region 3, Office of Director. 86/10/02. 11pp. 
38191:243-38191:253. 


8610100105 IE Info Notice 86-089. "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppi 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610270430 Forwards Rev 0 to Relief Request NR-Note 5,addressing limited ultrasonic 
exams of four Class 1 welds in safety injection sys.per NRC request.Request will be 
incorporated Into preservice insp program.Related Info end. 

A1NGER,K.A. Commonwealth Edison Co. 86/10/16. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 8pp. 38373:144-38373:151. 

8610270087 Forwards Safety Insp Rept 50-455/86-31 on 860913-1015 & notice of vio- 
lation. 

WARNICK,R.F. Region 3, Office of Director. 86/10/20. REED.C. Commonwealth 
Edison Co. 2pp. 38359:334-38359:345. 

-8610270090 Notice Of violation from Insp on 860913-1015. 

WARNICK,R.F. Region 3, Office of Director. 86/10/20. Ip. 38359:336-38359:336. 

-8610270092 Insp Rept 50-455/86-31 on 86091 3-1 01 S.Violation noted: failure to con- 
trol flammable mails. 

FORNEY, W.L. Region 3. Office of Director. 86/10/20. 9pp. 38359:337-38359:345. 

8610270397 Forwards Safety Insp Repts 50-454/86-30 & 50-455/86-26 on 860929- 
1003.No violation noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/22. REED.C. Commonwealth 
Edison Co. 2pp. 38374:136-38374:146. 

-8610270434 Insp Repts 50-454/86-30 & 50-455/86-26 on 860929-1 003.No violation 
noted.Major areas inspected:emergency preparedness program.including licensee ac- 
tions on previously identified items & emergency detection * classification. 

ALLEN.T.. PATTERSON, J., SNELL.W. Region 3, Office of Director, 86/10/21, 9pp. 
38374:138-38374:146. 

8610280438 Forwards Safety Insp Repts 50-454/86-41 & 50-455/86-37 on 861010.No 

violations noted. ^ 

SHAFER.W.D. Region 3, Office of Director. 86/10/23. REED.C. Commonwealth 
Edison Co. 2pp. 38381:059-38381:065. 


8610150049 Forwards list of insp milestones to be closed prior to issuance of low 
power license.Revs to milestones should be forwarded by 861010.Milestones will be 
irKiludeid in 94300 status Itr to be issued in mid-Oct. 

FORNEY.W.L. Region 3, Office of Director. 86/10/03. NORELlUS,C.E.. 
PAPERIELLO.C.J.. HIND,J.A. NRC - No Detailed Affiliation Given. 22pp. 38239:334- 
38239:355. 

8610160322 Fontvards insp Repts 50-454/86-34 & 50-455/86-29 on 860908-1 9.No vio- 
lations noted. 

SHAFER,W.D. Region 3. Office of Director. 86/10/07. REED.C. Commonwealth 
Edison Co. 2pp. 38265:268-38265:279. 


-8610280444 Insp Repts 50-454/86-41 & 50-455/86-37 on 861010,No violations or de- 
viations Identified-Major areas inspected: plant chemistry & radiochemistry.including 
emergency preparedness of chemistry group & facilities & equipment 
HOLTZMAN,R.B., SCHUMACHER.M. Region 3. Office of Director. 86/10/22. 5pp. 
38381:061 -38381 ;065. 

8610280591 Forwards Preoperational Security Insp Rept 50-455/86-35 on 860922- 
1007,No violations noted.Notification of when remaining access portal detection sys 
becomes operational requested. 

AXELSON.W.L Region 3, Office of Director. 86/10/23. REED.C. Commonwealth 
Edison Co. 2pp. 38388:191-38388:193, 


-8610160327 Insp Repts 50-454/86-34 & 50-455/86-29 on 860908-1 9.No violations or 
deviations ndted.MaJor areas inspected: radiation protection & solid radwaste 
programsjnduding ALARA activities 8 IE info notice. 

GRANT, W.B., GF#GER,LR. Region 3, Office of Director. 86/10/07. IQpp. 38265:270- 
38265:279. 


-8810280596 Partially withheld Insp Rept 50-455/86-35 on 860922-1007 (ref 
10CFR73.21).Major areas inspected:securlty program, including actions to correct se- 
curity findings, completion of objectives & security force performance. 

OROUIN.B., CREEO.J.R; Region 3, Office of Director. 86/10/23. Ip. 38388:1 93- 
38388:193. 
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S. Reportable occurrences, LERs & related correspondence 

8610030133 Deficiency rept re 860818 inadvertent discharge of water into spent fuel pit 
where 64 new fuel assemblies for initial core load being stored.lnitially reported on 
86081 0.Event not report^le per 10CFR50.55(e). 

AINGER.K.A. Commonwealth Edison Co. 86/09/19. KEPPLER.J.G. Region 3. Office 
of Director. 2pp. 38088:250-38088:251. 

8610230028 Revised Final Deficiency Rept 84-07 re crush strength of energy absorbing 
mati used in pipe whip restraints.Removal of four addi restraints in Unit 1 took place 
on 851004 during Unit 1 outage. 

AINGER.K.A. Commonwealth Edison Co. 86/10/17. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 38344:129-38344:130. 


V. Operator Examinations 

8610100431 Fonvards Exam Rept 50-455/OL-86-03 of exam administered during wk of 
860908,Concern re operating procedure for local control at remote shutdown panel 
lack of method for dealing w/accidents discussed. 

HEHL.C.W. Region 3, Office of Director. 86/09/24. REED.C. Commonwealth Edison 
Co. 2pp. 38187:068-38187:072. 

••8610100438 Exam Rept 50-455/OL-86-03 of exam administered during wk of 
860903.Exam results:all five reactor operators & seven senior reactor operators 
passed exam. 

REIDINGER.T.D., PICKER.B., ISAKSEN.P. Region 3. Office of Director. 86/09/22. 
3pp. 38187:070-38187:072. 


DOCKET STN-50-456 BRAIOWOOD STATION, UNIT 1 


A. Application/construction stage documents & correspondence 

8610010210 Forwards lists of valves isolating unborated water sources to RCS.per 
860905 discussion of plans for special valve alignment & control during Modes 3-6 
while operating under provisions of 860818 motion per 10CFR50-10CFR67. 
FARRAR.D.L. Commonwealth Edison Co. 86/09/05. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38059:250-38059:253. 

8610070028 Forwards revised valve lists reflecting alignment & control during Modes 3- 
6 while operating under provisions in 860818 motion per 10CFR50.57(c} & 860905 & 
08 discussions.Const priorities can be arranged to assure stated activity. 

FARRAR.D.L. Commonwealth Edison Co. 86/09/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 5pp. 38118:283-38118:287. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080173 Notifies that respiratory protective equipment wilt be available concurrent 
w/planned initial criticality on 861130.per 10CFR20 requirements. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/23. KEPPLER.J.G. Region 3, Office of 
Director. Ip. 38137:116-38137:116. 

8610020261 Informs that master list of electrical equipment prepared, per 
10CFR50.49(d).Equlpment required to satisfy Reg Guide 1.97 environmentally quali- 
fied & subj to maint & surveillance program. 

SMITH.D.H. Commonwealth Edison Co. 86/09/25. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38068:017-38068:017. 

8610030223 Forwards final draft License NPF-59.License authorizes fuel loading & pre- 
critlcal t 0 Sting,per 10CFR50,57(c).Comments requested by 861001 In order to support 
861015 fuel load. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
09/25. SPEIS.T.P. Division of Safety Review & Oversight (post 851125). ROSSI.C.E. 
Division of Pressurized Water Reactor Licensing - A (post 851125). BERNERO.R.M. 
Division of Boiling Water Reactor (BWR) Licensing. 14pp. 37669:289-37669:302. 

8610070015 Confirms actions to implement Tech Spec requirements for testing of reac- 
tor protection sys instrumentation.Analog channnel operational surveillance tests will 
be conducted at quarterly intervals. 

MIOSI.A.D. Commonwealth Edison Co. 86/09/25. DENTON,H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38118:260-38118:261. 

8610070125 Provides location of sixth seismic monitor at Elevation 338 ft in auxiliary 
bldg on Column Row 18 wait adjacent to Column L wall.Location discussed w/D Jeng 
& acceptabIe.Tech Spec 3/4 3-45 listing sensor location end. 

M10SI.A.D, Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38125:355-38125:356. 

8610080187 Requests incorporation of listed changes to Section 6.0 to final draft Tech 
$pecs.per 860925 telcon re B60922 submittal. 

JOHNSON,I.M. Comnrionwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38137:176-38137:176. 

8610150386 Submits revised grid piane locations to be included in Tech Spec Section 
4.2.2.2, Page 3/4 S-T.RgLH-es revised based on info from Westinghouse. 

JOHNSON, I.M. Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38252:001-38252:001. 

8610170071 Fonvards interim Tech Specs to be applied to final draft In support of de- 
ferral of limited aspects of preoperational test program.Tech Specs intended to sup- 
port operation of facility up to 5% power. 

MtOSI,A,D. Commonwealth Edison Co. 86/09/30. DENTC»M,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 9pp. 38277:341-38277:349. 

861QQ90501 Asserts that plant designed, constructed & pieoperationaiiy tested consist- 
ent w/FSAR,SER,addl licendng-related documents & NRC regulations & merits 
license,per 830311 & 820408 transntittals.FSAR will be updated per NRC 860827 itr. 
REED, a Commonwealth Edison Co. 86/10/01. DENTON,H.R, Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 38179:117-38179:118. 


8610140260 Forwards safety evaluation re util 860623 request that one startup test be 
modified & five startup tests be eliminated. Mod to rod drop measurement test & elimi- 
nation of certain other startup tests acceptable. 

NOONAN.V.S. PWR Project Directorate 5. 86/10/01. FARRAR.D.L Commonwealth 
Edison Co. 5pp. 38233:275-38233:283. 

-8610140270 Safety evaluation re util 860623 request that one startup test be modified 
& five startup tests be eiiminated.Mod to rod drop measurement test & elimination of 
certain other startup tests acceptable. 

* NRC - No Detailed Affiliation Given. 86/10/01. 5pp. 38233:280-38233:283. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem I.A.1.1, "Shift Technical Advisor..." for plants excluding 
Braidwood Units 1 & 2.Program meets Commission policy statements criteria. 
ZWOLINSKI.J.A. BWR Project Directorate 1. 86/10/01. FARRAR.D.L. Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. 

-8610150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem I.A.1.1, “Shift Technical Advisor...," meets criteria contained in 
Commission policy statements. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/01. 4pp. 
38251:285-38251:288. 

8610080403 Notification of 861008 meeting w/util in Joliet, IL to discuss operational 
readiness of plant. 

STEVENS.J.A. PWR Project Directorate 3. 86/10/02. VARGA, S. A. PWR Project Dlrec- 
torate 3. 2pp. 38177:357-38177:358. 

8610090181 Notifies that site visits planned for 861008 & 09 as part of licensing review 
for scheduled fuel loading on 861015. Requests to be advised of availabiity & any 
addi items to be included in agenda.Proposed agenda end. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 86/ 
10/03. ROSSI.C.E. Assistant Director for Technical Support (PWR-A). SPEIS.T.P. Divi- 
sion of Safety Review & Oversight (post 851125). RUSSELL, W.T. Division of Human 
Factors Technology (post 851 125). 3pp. 38185:1 1 1-38185:1 13. 

8610100580 Forwards excerpts from pressurizer control test performed during hot func- 
tional testing.Confirmation Is basis for request for deferral of pressurizer test approval. 
TOMASHEK.C.J. Commonwealth Edison Co. 86/10/03. HICKMAN NRC - No Detailed 
Affiliation Given. 13pp. 38193:224-38193:258. 

-8610100584 Rev 0 to test rept of results of pressurizer control test. 

STRCH.D., NAGY.E.M. Commonwealth Edison Co. BWPT-RY-17 RO. 86/07/07. 22pp. 
38193:237-38193:258. 

8610140127 Provides confirmation that Tech Specs accurately reflect as-built plant & 
FSAR.Confirmation submitted to satisfy NRC 860822 request. 

REED.C. Commonwealth Edison Co. 86/10/03. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 4pp. 38227:245-38227:249. 

8610150423 Further response to FOIA request for records re Insp Repts 50-456/85-21 
& 50-457/85-22.Portions of documents in App C & all documents in App 0 withheld 
(ref FOIA Exemptions 5,6 & 7).App C documents also In PDR. 

QRIMSLEY.D.H. Division of Rules and Records. 86/10/07. GUILD, R. Business & Pro- 
fessional People for the Public Interest 6pp. 38259:123-38259:206. 

-8610150434 Partially withheld memo re allegation review board 850412 meeting re 
listed allegations. 

PELKE,P.R. Region 3. Office of Director. 85/04/17. WEIL,C.H. Region 3. Office of Di- 
rector. 5pp. 38259:180-38259:184. 

-8610150438 Provides summary of 840329 meeting w/six QC Inspectors from LK Com- 
stock Engineering Co re allegations which affect quality of work being accomplished 
by electrical contractor. 

MCGREGOR.L, SCHULZ, R. Region 3. Office of Director. 85/03/29. WARNICK,R.F., 
WEILC. Region 3, Office of Director. 8pp. 38259:130-38259:137. 

-8610150448 Partially withheld memo documenting util corrective action program to al- 
leviate Immediate problems & inspire conscientious QA & QC program at LK Com- 
stock Engineering to based on allegations brought to NRC attention. 

MCGREGOR.L.. SCHULTZ, R. Region 3, Office of Director. 85/03/29. WARNICK,R.. 
WILLIAMS.C. Region 3. Office of Director. 4pp. 38259:166-38259:159. 

8610160047 Forwards description of allegation re sale of cocaine at plant by individuals 
who may have worked at another nuclear power plant & identity of personnel alleged- 
ly involved in prohibited actlvities.Encl withheld (ref 10CFR2.790). 

HIND,J.A. Region 3, Office of Director. 86/10/08. REED.C. Commonwealth Edison 
Co. 2pp. 38271:094-38271:095. 

8610240136 Forwards revised environ protection plan (nonradlologica!) for 
plantChanges discussed on 861007. 

M10SI.A.D. Commonwealth Edison Co. 66/10/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38348:221-38348:233. 

-8610240142 Environ protection plan (nonradiological) for facility. 

* Commonwealth Edison Co. 86/10/08. 12pp. 38348:222-38348:233. 

8610200347 Requests temporary exemption from requirements of 10CFR50,App A, GDC 
13 & 17 re emergency diesel generator engine auxiliary support sys untif startup fol- 
lowing first refueling outage.Arguments supporting request presented. 

JOHNSON, l.M. Commonwealth Edison Co. 86/10/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 4pp. 38301:300-38301:303. 

8610270168 Provides technical basis to support relief request from proviaions of Tech 
Spec 3/4.9.4 re auxiliary bidg ventilation sys.Having hatch open would enhance ability 
to respond & mitigate potential for personnel injury. 

MIOSI.A.D. CJommonwealth Edison Co. 86/10/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38362:007-38362:008. 

8610220081 Advises that title will be provided on SPDS iconic displays to Indicate wide 
& narrow range, to correct human engineering deficiency identified during audit. 
MIOSI.A.D. a)mmonwealth Edison Co. 86/10/10. DENTON.H.R. cSfifce of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38326:206-38326:205. 
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8610280098 Withdraws 860919 request for schedular relief from preoperational test 
program.Withdrawal based on satisfactory completion of listed testa, including VQ-10, 
"Containment Purge" & VQ-11, "Hydrogen Recombiner." 

MIOSI.A.D. Commonwealth Edison Co. 86/10/13. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38368:015-38368:015. 

8610280103 Informs of completion of repair of six Category I masonry walls, per util 
860822 commitment. 

MIOSI,A.D. Commonwealth Edison Co. 86/10/13. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 1p. 38367:241-38367:241. 

8610220310 Fonwards FR notice of issuance of environ assessment & finding of no sig- 
nificant impact, approving 861009 request for partial exemption from Apps A & J of 
10CFR50 re full pressure requirements & GDC 13 & 17. 

OLSHAN.LN. PWR Project Directorate 3. 86/10/14. FARRAR, D.L Commonwealth 
Edison Co. 3pp. 38331:285-38331:292. 

—8610220314 Environ assessment & finding of no significant impact of 861009 request 
for exemption from Apps A & J of 1 0CFR50 re full pressure test requirements & GDC 
13 & 17. 

VARGA, S.A. PWR Project Directorate 3. 86/10/14. 5pp. 38331:288-38331:292. 

8610220324 Requests FR publication of end 861014 notice of environ assessment & 
finding of no significant impact,approving exemptions from Apps A & J & GDC 13 & 
17.Publication requested as soon as possible so licenses can be issued. 

VARGA, S. A. PWR Project Directorate 3. 86/10/14. Office of the Federal Register. Ip. 
38333:207-38333:212. 

8610230011 Notification of 861021 meeting w/util In Bethesda,MD to discuss facilities 
designs to ensure testing of diesel generators does not impair capability to provide 
emergency power when needed. 

OLSHAN,L. PWR Project Directorate 3. 86/10/16. VARGA,S.A. PWR Project Director- 
ate 3. 4pp. 38335:138-38335:141. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610220157 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION,UNlTS 1 & 2.Docket Nos. 50-456 And 50-457.(Common. 
wealth Edison Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1002 

501. 86/09/30. 65pp. 38332:281-38333:087. 

8610090501 Asserts that plant designed,constructed & preoperationally tested consist- 
ent w/FSAR,SER,addl licensing-related documents & NRC regulations & merits 
license, per 83031 1 & 820408 transmittals.FSAR will be updated per NRC 850827 Itr. 
REED,C. Commonwealth Edison Co. 86/10/01. DENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 38179:117-38179:118. 

8610090385 Informs of completion of human engineering deficiency as identified in 
SSER 4 {NUREG-0876).Source range & vol controls relocated & successfully tested 
at Unit 1. Controls will be relocated at Unit 2 prior to fuel load. 

MIOSI.A.D. Commonwealth Edison Co. 86/10/02. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38149:334-38149:334. 

8610160100 Lists commitments to perform inservice exam & test requirements in SSER 
1 (NUREG-1002) re Loop 1 steam generator pressurizer. 

MIOSI,A.D. Commonwealth Edison Co. 86/10/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38270:284-38270:285. 

8610170005 Forwards SSER 1 (NUREG-1002).W/o end. 

NOONAN, V.S. PWR Project Directorate 5. 86/10/08. FARRAR, D.L. Commonwealth 
Edison Co. 1p. 38282:313-38282:313. 

8610170314 Forwards final draft of SSER 2,for review.comment & approval. 

VARGA,S.A. PWR Project Directorate 3. 86/10/14. ROSSI, C.E. Assistant Director for 
Technical Support (PWR-A). BALLARD.R. Engineering Branch (PWR-A). MILHOAN.J. 
Plant Systems Branch (PWR-A). Ip. 38288:283-38288:283. 

8610280582 Forwards SSER 2 for review & approval.Safety evaluation inputs formally 
transmitted at assistant director mgt level. All minor mods approved at appropriate 
mgt level.W/o end. 

VARGA,S.A. PWR Project Directorate 3. 86/10/17. NOVAK,T.M, Division of Pressur- 
ized Water Reactor Licensing - A (post 851 125). Ip. 38382:318-38382:318. 

8610310144 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION,UNlTS 1 AND 2.Docket Nos. STN 50-456 And STN 50- 
457. (Commonwealth Edison Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1002 

502. 86/10/31. 131pp. 38425:198-38425:328. 


F. Security, medical, emergency & fire protection plans 

8610100786 Forwards response to open items identified during Aug 1986 fire protection 
audit,per 860912 discussion w/NRC.Data on obstructed sprinkler heads for approx 
one half of sprinkler sys, including justification for not moving head.also end. 
MIOSI,A.D. Commonwealth Edison Co. 86/09/22. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 18pp. 38198:223-38198:240. 

8610030533 Revised block index procedures, including Rev 2 to BwZP 600-1, "Priori- 
tized Call Listing for Staff Augmentation" & Rev 4 to BwZP 600-3, "Support Group 
Directory." 

* Commonwealth Edison Co. 86/09/24. 34pp. 38086:129-38086:162. 

8610070079 Provides procedural summary addressing Item T1 from util 860922 Itr re 
use of jumpers to attain hot standby.per NRC requestControl room Inaccessibility pro- 
cedure will be revised to include Attachment K re hot standby conditions. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/25. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38117:075-38117:076. 

8610080099 Forwards info on obstructed sprinkler heads to suppl 860922 Itr re Aug 
1986 fire protection auditSprinkler head relocations will be implemented prior to ex- 
ceeding 5% power, pending agreement by NRC. 

M10SI.A.D. Qjmmonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 8pp. 38132:212-38132:219. 


8610080211 Submits clarification of commitments made in 860922 Itr re Aug 1986 fire 
protection audit.Technical data on duct smoke detectors & ventilation sys also 
included.per 860912 meeting. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 7pp. 38136:243-38136:249. 

8610090338 Suppis 860916 Itr re procedures generation package used to generate 
emergency operating procedures (EOPs).Action taken re review of EOPs & accessibil- 
ity of EOPs to control room operators described. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38182:289-38182:290. 

8610140131 Forwards "Comm Ed Co Braidwood Station NFPA Code Deviations for Unit 
1 & Common Areas." Deviations will be submitted in future amend to fire protection 
rept. 

MIOSI.A.D. Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38227:073-38227:120. 

-8610140135 "Comm Ed Co Braidwood Station NFPA Code Deviations for Unit 1 & 
Common Areas." 

* M&M Protection Consultants. 86/09/30. 46pp. 38227:075-38227:120. 

8610150148 Forwards changes to Aug 1986 fire protection audit re reactor head vent 
valves, per util 860922 Itr.Draft Procedure PRI-5 re use of jumpers to attain hot stand- 
by also end. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 8pp. 38246:085-38246:092. 

8610160459 Revised emergency procedures, including Rev 3 to BwZP 600-2, "Station 
Employee List" & Rev 3 to BwZP 600-2A1 , "Station Personnel." W/index. 

* Commonwealth Edison Co. 86/09/30. 20pp. 38274:001-38274:020. 

8610150145 Suppis 860821 response to NRC 860722 Itr re Open Item 3 noted in Insp 
Repts 50-456/86-21 & 50-457/86-1 9.Corrective actions:alternate shift foreman desig- 
nated to assume multiple emergency duties.when needed. 

FARRAR.D.L. Commonwealth Edison Co. 86/10/02. KEPPLER,J.G. Region 3, Office 
of Director. 3pp. 38241:305-38241:307. 

8610170231 Rev 3 to Emergency Plan Implementing Procedure BZP 500-3A1, “Quarter- 
ly Environs Kit Insp Checklist." W/revised index. 

* Commonwealth Edison Co. 86/10/03. 7pp. 38287:317-38287:323. 

8610170143 Rev 3 to Emergency Procedure BWZP 380-4A2, “App B Recommended 
Protective Actions for General Emergency," consisting of revised Figure 6.3-1. W/ 
index. 

* Commonwealth Edison Co. 86/10/04. 3pp. 38284:241-38284:243. 

8610160384 Forwards Appraisal Followup Insp Repts 50-456/86-46 & 50-457/86-34 on 
860915-1 9.No violations noted. 

SHAFER,W.D. Region 3, Office of Director. 86/10/08. REED,C. Commonwealth 
Edison Co. 2pp. 38274:164-38274:180. 

-8610160388 Insp Repts 50-456/86-46 & 50-457/86-34 on 86091 5-1 9.Major areas 
inspected:open & improvement items identified during 860529-0613 emergency pre- 
paredness implementation appraisal. 

PLOSKI,T.J., WILLIAMSEN,N.R., SNEIL,W.G. Region 3, Office of Director. 86/10/07. 
15pp. 38274:166-38274:180. 

8610210255 Revised emergency plan procedures,includlng Rev 0 to BwZP 300-9, "A- 
Model Operation," Rev 0 to BwZP 300-9A1, "App A - wind Speed Rept," & Rev 0 to 
BwZP 300-9A2, "App B - Containment Radiation Rept." 

* Commonwealth Edison Co. 86/10/10. 18pp. 38315:095-38315:112. 

8610210285 Rev 2 to Emergency Procedure BwZP 380-5, "Post-Accident Sampling Sys 
(Primary Responsibility - Rad/Chem Director)" & Rev 2 to Procedure BwZP 400-3A6, 
“Computer Terminal Operation." 

* Commonwealth Edison Co. 86/10/10. 15pp. 38313:340-38313:354. 

8610270364 Rev 0 to Emergency Plan Implementing Procedure BwZP 380-6, "Manual 
Determination of Release Rate Via Steam Line Safety Reiief Valves." 

* Commonwealth Edison Co. 86/10/15. 14pp. 38373:153-38373:166. 

8610280168 Revised emergency plan implementing procedures, including procedure 
index,Rev 0 to Procedure BwZP 300-10, "Rescue'*^ A Rev 1 to App A of Procedure 
BwZP 380-2A1, "1-131 Dose Equivalent to Thyroid," 

* Commonwealth Edison Co. 86/10/16. 9pp. 38366:219-38366:227. 

8610230072 Forwards Preoperational Safeguards Insp Rept 50-456/86-58 on 861008- 
09.No violations noted. 

AXELSON,W.L. Region 3, Office of Director. 86/10/17. REED,C. Commonwealth 
Edison Co. 2pp. 38344:035-38344:037. 

-8610230086 Partially withheld Preoperational Matl Control & Accountability Insp Rept 
50-456/86-58 on 861008-09 (ref 10CFR2.790).No noncompliance noted.Major areas 
inspected: SNM control & accounting. 

MA0EDA,T.J., CHRISTOFFER.G,, CREED, J.R. Region 3. Office of Director. 86/10/17. 
ip. 38344:037-38344:037. 

8610310228 Forwards Appraisal Followup Insp Repts 50-456/86-55 & 60-457/86-42 on 
861007-08 & 14.No violations noted. 

SHAFER,W.D. Region 3, Office of Director. 86/10/24. REED.C. Commonwealth 
Edison Co. 2pp. 38418:061-38418:070. 

-8610310239 Insp Repts 50-456/86-55 & 50-457/86-42 on 861007-08 & 14.No viola- 
tions noted.Major areas inspected:open items identified during June 1986 emergency 
preparedness implementation appraisal. 

SNELL, W., PLOSKI,T., PATTERSON,J. Region 3, Office of Director. 86/10/23. 8pp. 
38418:063-38418:070. 


G. Adjudicatory correspondence 
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8610020056 Summarizes informal discovery during 860923-29.Reinsp checklists & 
BCAP observation records re CBP-034,CPH-104 & ElN-144 provided on 860923.A1I re- 
quested info provided. Related correspondence. 

STEPTOEpP.P. Isham, Lincoln & Beale. #486 928. 86/09/29. GUILD.R. Business & 
Professional People for the Public Interest. 2pp. 38066:31 0-38066:311. 

8610020151 Forwards more legible copy of K Kostal tabulation of insp & discrepancy 
points,Documents AR004758-4777 & Sargent & Lundy evaluation for BCAP Observa- 
tion CSR-1-E-CBL-130-2.W/O encls.Related correspondence. 

STEPTOE.P.P. Isham. Lincoln & Beale. #486 926. 86/09/29. GUILD.R. Business & 
Professional People for the Public Interest. 1p. 38066:289-38066:289. 

8610060431 Forwards addi corrections to CSR data base as result of miscommunica- 
tion between Orlov & McCraney during interpretation of LK Comstock insp 
records.Related correspondence. 

STEPTOE,P.P. Commonwealth Edison Co. STEPTOE.P.P. Isham, Lincoln & Beale. 
#486 0938. 86/09/30. GUILD.R. Business & Professional People for the Public inter- 
est 48pp. 38099:301-38099:348. 

8610060452 Forwards correction to util Section 50.12 request dtd 860822 & util re- 
sponse to Commission statement of policy on emergency planning 
std.l 0CFR50.47(b)(1 2).Related correspondence. 

EDGAR.G.L Commonwealth Edison Co. EDGAR.G.L Newman & Holtzinger. #486 
0939. 86/10/02. GROSSMAN.H., COLE.R.F.. CALLIHAN.A.D. Atomic Safety and Li- 
censing Board Panel. 3pp. 38098:261-38098:263. 

8610100277 Forwards complete copy of NRC 451, memo from G Orlov re changes in 
CSR data base & tables indicating number of items in each const category declared 
invalid or out of scope.W/o encl.Related correspondence. 

STEPTOE,P.B. Isham, Uncoln & Beale. #486 1020. 86/10/06. GUILD,R. Business & 
Professional People for the Public Interest. 2pp. 38189:024-38189:025. 

8610080286 Informs parties that Commissioner Bemthal will tour facility on 
861 021. Served on 861007. 

* Commissioners. #486 1006. 86/10/07. Office of the General Counsel. Ip. 
38137:343-38137:343. 

8610210185 Notice of evidentiary hearing reconvening in Chicago, IL. 

GROSSMAN.H. Atomic Safety and Ucensing Board Panel. #486 1148. 86/10/16. Ip. 
38308:176-38308:176. 

8610210101 Notifies that Commissioner KM Carr will tour facility on 861027.lf parties 
wish to attend, notification must be made to W Little by 861024.Served on 861017. 
BURNS.S.G. Commissioners. #486 1117. 86/10/17. Office of the General Counsel. 
Ip. 38307:118-38307:118. 

8610280349 Forwards seven affidavits of nondisclosure on behalf of applicant per ASLB 
851206 order. 

KEZELIS,E.2. Isham, Uncoln & Beale. #486 1271. 86/10/23. CLEMENTS,W.L Dock- 
eting & Sen/ices Branch. Ip. 38382:263-38382:281. 

--8610280353 Fonwards affidavits of nondisclosure per 851206 protective order for NK 
Jones,CW Flynn, JP Ratnaswamy.WS Ettelson, DJ Choate, MK Askins & RL 
Fenton.Certificate of Svc end. 

KE2ELIS,E.Z. Isham, Lincoln & Beale. 86/10/23. GUILD.R. Business & Professional 
People for the Public Interest 18pp. 38382-.264-38382:281. 


Jl. insurance & indemnity information 

8610300368 Forwards License NPF-59,Tech Specs,envlron protection plan, FR 
notice,lndemnity Agreement B-102 & SSER 2 authorizing fuel loading & precritical 
testing of facility. 

NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851 125). 86/ 
10/17. FARRAR,D.L Commonwealth Edison Co. 3pp. 38409:106-38409:137. 

8610300214 Forwards executed Amend 1 to Indemnity Agreement B-102. 

OSTER,J. Commonwealth Edison Co. 86/10/28, NASH,D.A, Assistant Director for 
State & Ucensee Relations. 3pp. 38404:185-38404:187. 


M. Antitrust correspondence 

8610070147 Draft Commission paper informing of finding of no significant change per 
OL antitrust revlew.Flnding concurred by Ofc of General Counsel. 

STELLO,V. Office of the Executive Director for Operations. 86/09/19. Ip. 38127:220- 
38127:220. 

8610210426 Requests, on behalf of utiLreevaiuation of finding that no dgnificant 
changes occurred In licensee activities or proposed activities since completion of pre- 
vious antitrust review re CP.based on Hsted reasons. 

L{EBERMAN,M.S. Zuckert, Scoutt, Rasenberger & Johnson. 86/10/16. Office of Nu- 
clear Reactor Regulation, Director (post 851 125). 5pp. 3831 2:030-383 12:034. 


P. Operating license stage documents & correspondence 

8610230001 Recommends issuance of fuel load & precritical testing Hoense based on 
end rept, ‘'initiai OL Readiness Assessment for Braidwood Station,Unit 1.” Util ready 
to load fuel & capable of safely performing tests. 

KEPPLER,J.Q. Region 3, OffK^e of Director. 86/10/17. DBlTON,H.R. Office of Nude- 
ar Reactor Regulation, Director (post 851125). 3dd. 000.1 E.n<^o 


-8610300382 License NPF-59 for facility. 

VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
17. 11pp. 38409:109-38409:119. 

-8610300391 Environ protection plan (nonradiologicai) for facility, App B to License 
NPF-59. 

* NRC - No Detailed Affiliation Given. 86/10/17. 12pp. 38409:120-38409:131. 

-8610300395 FR notice of issuance & availability of License NPF-59. 

VARGA,S.A. PWR Project Directorate 3. 86/10/17. 6pp. 38409:132-38409:137. 

8610270148 Requests review of Allegation Rlil-86-A-0167 received at NRC on 861002 
re missing electrical cable & failure of quality first to review issue.ldentification of 
safety issue should be brought promptly to NRC attention. 

GREENMAN,E.G. Region 3, Office of Director. 86/10/21. REED,C. Commonwealth 
Edison Co. 2pp. 38360:215-38360:216. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, ‘Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610140296 Responds to NRC 850702 itr re violations noted in Insp Repts 50-456/84- 
05 & 50-457/84-05.Corrective actions:non-yellowed radiographic film interleaved using 
interleaving paper & new storage envelopes & sample of film tested for quality. 
FARRAR, D.L Commonwealth Edison Co. 86/06/12, KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 38225:233-38225:234. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURTON.T.M. Chicago Tribune, Chicago, IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi I-12S Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co, of New York, Inc. 67pp. 38058:266-38058:332. 

8610100040 Informs that IE Bulletin 86-002 not applicable to plant. No Static 0-Ring 
Model 102 or 103 differential pressure switches installed at plant 
JOHNSON,I.M. Commonwealth Edison Co. 86/10/02. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 38190:221-38190:222. 

8610150145 Suppis 860821 response to NRC 860722 Itr re Open Item 3 noted in Insp 
Repts 50-456/86-21 & 50-457/86-1 9.Corrective actions:alternate shift foreman desig- 
nated to assume multiple emergency duties, when needed, 

FARRAR, D.L Commonwealth Edison Co. 86/10/02. KEPPLER.J.G. Region 3. Office 
of Director. 3pp. 38241:305-38241:307. 

8610150384 Suppis response to IE Bulletin 86-002 re Static O-Ring differential pressure 
svwtches Models 102 or 103 Installed in electric equipment important to safety.Subj 
switches not installed at facilities. 

JOHNSON, I.M. Commonwealth Edison Co. 86/10/02. KEPPLER,J.G. Region 3, Office 
of Director, 2pp. 38252:002-38252:003. 

8610160124 Forwards add) info re environ effects on main steam line break outside 
containment (IE Info Notice 84-90).lnfo provides parallel evaiuation.based on compo- 
nent surface temp, demonstrating components qualified. 

M!OSI,A.D. Commonwealth Edison Co. 86/10/02. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 5pp. 38252:187-38252:191. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
^Ultol Failure to Rept Misadministratlons.” Svc list encl. 

PW=lTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Ecfison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150423 Further response to FOIA request for records re Insp Repts 50-456/85-21 
& 50-457/85-22.Poftions erf documents in App C & ail documents in App D withheld 
(ref FOIA Exemptions 5,6 a 7).App C documents also in PDR. 

GRIMSLEY,O.H. Division of Rules and Records. 86/10/07. GUILD.R. Business a Pro- 
fessional People for the Public Interest 6pp. 38259:123-36269:206. 

-8610150424 Partially withheld Itr ack receipt of 850329 Info re LK Comstock Engineer- 
ing Co.Util requests to immediately investigate concems.Completion of insps expect- 
ed within 90 days. 

WElLCJi Region 3, Office of Director. 85/04/08. Affiliation Not Assigned. 16pp. 
38259:160-38^175. 

-^10150428 Partially withheld Itr ack receipt of 850329 info re LK Comstock Englneer- 
^ ^.[Jt BgBq^ied to immediately investigate concems.Completion of Insps expect- 

Rtegfpri 3, Office of Director. ^/04/^ Affiliation Not Assigned. 4pp. 
38259:176-38^6Jl7a ■ 

-8610150442 Partially withheld Itr ack receipt of 850320 Info re LK Comstock Engineer- 
ing Co at plantinsp into concerns complete a documented in Paragraph 2o of encl 
insp reptW/o end. 

WEJLC.H. Regiorr 3, Office of Director. 85/1 1/08. Affiliation Not Assigned. 20pp. 
38259:185-38259:206'. 
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-8610150444 Partially withheld memo documenting allegations re LK Comstock Engi- 
neering Co QA program, per resident inspector 850329 telcon w/Region III ofc. 
WEIUC.H. Region 3. Office of Director. 85/04/05. NOREUUS.C.E. Region 3. Office of 
Director. 7pp. 38259:149-38259:155. 

-8610150447 Partially withheld Itr ack receipt of 850320 info re LK Comstock Engineer- 
ing Co production emphasis base metal reduction & inspector qualifications at 
facility.Completion of insps expected within next 90 days. 

WEIL,C.H. Region 3, Office of Director. 85/04/04. Affiliation Not Assigned. 2pp. 
38259:138-38259:148. 

8610060248 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co, of New York, Inc. 106pp. 38258:276-38259:017. 

8610160384 Forwards Appraisal Followup Insp Repts 50-456/86-46 & 50-457/86-34 on 
86091 5-1 9.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/08. REED.C. Commonwealth 
Edison Co. 2pp, 38274:164-38274:180. 

-8610160388 Insp Repts 50-456/86-46 & 50-457/86-34 on 86091 5-1 9.Major areas 
inspectedropen & improvement items identified during 860529-0613 emergency pre- 
paredness implementation appraisal. 

PLOSKI.T.J.. WILLIAMSEN.N.R., SNEIL.W.G. Region 3, Office of Director. 86/10/07. 
15pp. 38274:166-38274:180. 

8610160128 Forwards Safety Insp Repts 50-456/86-49 & 50-457/86-36 on 860902- 
15. No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 86/10/09. REED,C. Commonwealth 
Edison Co. 2pp. 38265:034-38265:047. 

-8610160135 Insp Repts 50-456/86-49 & 50-457/86-36 on 860902-1 5.No violations or 
deviations noted.Major areas inspected: allegations & followup on previous insp items. 
NEISLER.J.H., MUFFETT,J. Region 3, Office of Director. 86/10/09. 12pp. 38265:036- 
38265:047. 

8610160412 Forwards Safety Insp Repts 50-456/86-51 & 50-457/86-39 on 860917-19 
& 22-23.No violation noted. 

SHAFER,W.D. Region 3, Office of Director. 86/10/09. REED,C. Commonwealth 
Edison Co. 2pp. 38273:247-38273:261. 

-8610160426 Insp Repts 50-456/86-51 & 50-457/86-39 on 860917-19 & 22-23. No vio- 
lations or deviations noted.Major areas inspected: chemistry/ radiochemistry 
program,includlng water chemistry control, procedures,facilities & mgt control. 
HOLTZMAN.R.B., OESTMANN,M.J., SCHUMACHER, M.C. Region 3. Office of Director. 
86/10/09. 13pp. 38273:249-38273:261. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type 6 Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co, of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610230072 Forwards Preoperational Safeguards Insp Rept 50-456/86-58 on 861008- 
09.No violations noted. 

AXELSON.W.L. Region 3, Office of Director. 86/10/17. REED.C. Commonwealth 
Edison Co. 2pp, 38344:035-38344:037. 

-8610230086 Partially withheld Preoperational Matl Control & Accountability Insp Rept 
50-456/86-58 on 861008-09 (ref 10CFR2.790).No noncompliance noted.Major areas 
inspected: SNM control & accounting. 

MADEDA.T.J., CHRISTOFFER.G., CREED.J.R. Region 3. Office of Director. 86/10/17. 
Ip. 38344:037-38344:037, 

8610270096 Forwards Safety Insp Rept 50-456/86-38 on 86081 8-091 8.No violation 
noted. 

HARRISON, J.J. Region 3, Office of Director. 86/10/17, REED.C. Commonwealth 
Edison Co. 2pp. 38360:187-38360:205. 

-8610270100 Insp Rept 50-456/86-38 on 86081 8-091 8.No violation or deviation 
noted.Major areas inspected:plant operations program procedures for document con- 
trol & receipt, storage & handling of equipment. 

VANDEUT.E., CHOULES.NX., SUTPHIN.R.N. Region 3, Office of Director. 86/10/17. 
17pp. 38360:189-38360:206. 

861028Q590 Forwards Safety Insp Repts 50-456/86-47 & 50-457/86-35 on 860827- 
1 01 6.No violation noted; 

HARRISON,J.J. Region 3, Office of Director. 86/10/24. REED.C. Commonwealth 
Edison Co. 2pp. 38388:179-38388:190. 

-8610280595 Insp Rapts 50-486/86-47 & 50-457/86-35 on 860827-101 6.No violation 
or deviation noted.Major areas inspected: resolution of previous insp findings, followup 
on allegation, deficiency repts & QC weld insp practice. 

JACOBSON.J.M., GAVULA,J.A., DANIELSON, D.H. Region 3, Office of Director. 86/ 
1 0/24. 1 0pp. 38388:181 t38388:1 90. 


8610310228 Forwards Appraisal Followup Insp Repts 50-456/86-55 & 50-457/86-42 on 
861007-08 & 14.No violations noted. 

SHAFER. W.D. Region 3, Office of Director. 86/10/24. REED.C. Commonwealth 
Edison Co. 2pp. 38418:061-38418:070. 

-8610310239 Insp Repts 50-456/86-55 & 50-457/86-42 on 861007-08 & 14.No viola- 
tions noted.Major areas inspected:open items identified during June 1 986 emergency 
preparedness implementation appraisal. 

SNELL, W., PLOSKI.T., PATTERSON, J. Region 3, Office of Director. 86/10/23. 8pp. 
38418:063-38418:070. 


S. Reportable occurrences, LERs & related correspondence 

8610060606 Final Deficiency Rept 85-06 re failure of diesel generators 1A & IB to sus- 
tain adequate prime during testing.lnitially reported on 850822.Fuel oil sys modified & 
tested. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/26. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 38108:358-38108:359. 


T. Hearing transcripts on non-antitrust matters 

8610060495 Rebuttal testimony of XD Kafcas on Rorem QA Subcontention 2 re harass- 
ment & intimidation.Certificate of Svc end. Related correspondence. 

KAFCAS, X.D. Commonwealth Edison Co. KAFCAS,X.D. United Airlines, Inc. #486 
0943. 86/09/29. 62pp. 38101:053-38101:114. 

8610100771 Transcript of 860930 hearing in Chicago,IL.Pp 12,852-12,961. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 138pp. 38201:194-38201:331. 

8610090428 Transcript of 861001 hearing in Chicago,IL.Pp 12,962-13,206. Supporting 
documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/01. 409pp. 38148:001-38149:049. 

8610100552 Transcript of 861002 hearing in Chicago, IL.Pp 13,207-13,453. 

* Atomic Safety and Licensing Board Panel. 86/10/02. 249pp. 38196:001-38196:249. 

8610150027 Transcript of 861003 hearing in Chicago.lL.Pp 13,454-13,552. 

* Atomic Safety and Licensing Board Panel. 86/10/03. 103pp. 38240:058-38240:160. 

8610100517 Transcript of 861006 hearing in Chicago,IL.Pp 13,553-13,677. 

* Atomic Safety and Licensing Board Panel. 86/10/06. 128pp. 38201:333-38202:100. 

8610150263 Transcript of 861007 hearing in Chicago.lL.Pp 13,678-13,858. 

* Atomic Safety and Licensing Board Panel. 86/10/07. 183pp. 38243:046-38243:228. 

8610150129 Transcript of 861008 hearing in Chicago, IL re facllity.Pp 13,859-14,131. 

* Atomic Safety and Licensing Board Panel. 86/10/08. 275pp. 38245:138-38246:052. 

8610160320 Transcript of 861009 hearing in Chicago, IL.Pp 14,132-14,353. Supporting 
documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/09. 282pp. 38266:001-38266:282. 

8610170230 Transcript of 861010 hearing in Chicago,IL.Pp 14,354-14,471. 

* Atomic Safety and Licensing Board Panel. 86/10/10. 120pp. 38286:064-38286:183. 

8610200255 Transcript of 861015 hearing In Chicago,ILPp 14,472-14,746. 

* Atomic Safety and Licensing Board Panel. 86/10/15. 277pp. 38295:308-38296:224. 

8610220175 Transcript of 861016 hearing in Chicago,IL re facllities.Pp 14,747-14,912. 

* Atomic Safety and Licensing Board Panel. 86/10/16. 169pp. 38323:041-38323:209. 

8610220307 Rebuttal testimony of CL Hulin re intervenor 850801 allegations of harass- 
ment & intimidation of QC inspectors. Certificate of Svc encI.Related correspondence. 
HULIN,C.L Commonwealth Edison Co. #486 1159. 86/10/16. 43pp. 38327:328- 
38328:009. 

8610210230 Rebuttal testimony of DL Shamblin re involvement w/Comstock QC 
dept, Puckett termination, Seeders transfer & actions taken to address Comstock QC 
inspector concerns in Summer & Fail 1984.W/Certificate of Svc.Related correspond- 
ence. 

SHAMBLIN, D.L. Commonwealth Edison Co. #486 1126. 86/10/17. 54pp. 38314:009- 
38314:063. 

8610280280 Transcript of 861017 hearing in Chicago,IL.Pp 14,913-15,019. 

* Atomic Safety and Licensing Board Panel. 86/10/17. 109pp. 38377:123-38377:231. 

8610240069 Forwards testimony of AT Simile & L Bossong re Rorem/ Archambeault 
contention.Related correspondence. 

THORNTON,P. Commonwealth Edison Co. THORNTON,?. Isham, Lincoln & Beale. 
#486 1238. 86/10/21. GROSSMAN, H., COLE,R.F., CALLIHAN,A.D. Atomic Safety 
and Licensing Board Panel. Ip. 38346:188-38346:203. 

-8610240077 Testimony of AT Simile re Rorem/Archambeault contention. Related cor- 
respondence. 

SIMILE, A.T. Commonwealth Edison Co. 86/10/23. 9pp. 38346:189-38346:197. 

-8610240085 Testimony of L Bossong re Rorem/Archambeault contention. Related info 
encl.W/Certificate of Svc & svc list.Related correspondence, 

BOSSONG, L Commonwealth Edison Co. 86/10/23. 6pp. 38346:198-38346:203. 

8610240126 Fonwards testimony of JM Dominique,PG Kosieniak & IF DeWald re custo- 
dy of weld test coupons.Guild requested to stipulate admissibility of Applicant Exhibit 5 
& to waive cross- examination.Related correspondence. 

THORNTON, P. Isham, Lincoln & Beale. #486 1239. 86/10/21. GROSSMAN, H., 
COLE,R.F., CALLIHAN,A.D. Atomic Safety and Licensing Board Panel. 2pp. 
38366:174-38356:188. 

-8610240146 Testimony of JM Dominique re custody of weld test coupons used for 
Puckett 840822 mock weld practical test.Related correspondence. 

DOMINQUE,J.M. Commonwealth Edison Co. 86/10/23. 6pp. 38356:176-38356:181. 

—8610240181 Testimony of PG Kosieniak re possession of certain weld coupons which 
Comstock used for testing QC weld inspectors. Related correspondence. 
KOStENIAK.P.G. Sargent & Lundy, Inc. 86/10/23. 3pp. 38356:182-38356:184. 
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~861024018d Testimony of IF Dewald re mock practical test taken by WO Puckett on 
B40822.Certificate of Svc encI.Related correspondence. 

DEWALD.I.F. Comstock Engineering. Inc. 86/10/23. 4pp. 38356:185-38366:188. 

8610280293 Transcript of 861021 hearing in Chicago, ILPp 15,020-15,270. 

* Atomic Safety and Licensing Board Panel. 86/10/21. 253pp. 38375:203-38376:095. 

8610280284 Transcript of 861022 hearing In Chicago, ILPp 15.271-15,473. 

* Atomic Safety and Licensing Board Panel. 86/10/22. 205pp. 38382:058-38382:262. 

8610290156 Transcript of 861023 hearing in Chicago, IL re testimony of TB Thorsell,KT 
Kostat.GF Marcus,AJ D’Antonio.FD Forrest & TC Frazier.Pp 15,474-15,695. 

* Atomic Safety and Licensing Board Panel. 86/10/23. 224pp. 38392:241-38393:104. 

8610300291 Transcript of 861024 hearing in Chicago.lLPp 15,696-15,801. 

* Atomic Safety and Licensing Board Panel. 86/10/24. 108pp. 38410:167-38410:274. 

8610300127 Notice of filing of J Hii rebuttal testimony.Certificate of Svc encI.Related 
correspondence. 

KEZELIS,E.Z. Isham, Uncoln & Beale. #486 1302. 86/10/27. 4pp. 38405:061- 
38405:107. 

-8610300139 Rebuttal testimony of J Hii re search for all matl receipt repts signed by J 
Seeders during 840808-17 & response to other testimony re Form 19 checklist signed 
by DeWald. Supporting documentation encI.Related correspondence. 

H11.J. Comstock Engineering, Inc. 86/10/27. 43pp. 38405:065-38405:107. 

8610310214 Transcript of 861027 hearing in Chicago.lLPp 15,802-15,911. 

* Atomic Safety and Licensing Bosu’d Panel. 86/10/27. 112pp. 38419:019-38419:130. 


V. Operator Examinations 

8610020117 Corrects info provided in 860618,0730 & 0615 Itrs re shift engineer/li- 
censed operator hot participation experience resumes.Practical factors lacking for P 
Smith & R Schorie listed. 

M10SI,A.D. Commonwealth Edison Co. 86/09/19. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 2pp. 38066:261-38066:262. 


DOCKET STN-50-457 BRAIDWOOO STATION, UNIT 2 


A. Application/construction stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080173 Notifies that respiratory protective equipment will be available concurrent 
w/planned initial criticality on 861130.per 10CFR20 requirements. 

MIOSl,A.D. Commonwealth Edison Co. 86/09/23. KEPPLER.J.G. Region 3, Office of 
Director. 1 p. 381 37:1 1 6-381 37:1 1 6. 

8610070015 Confirms actions to implement Tech Spec requirements for testing of reac- 
tor protection sys lnstrumentation.Analog channnel operational surveillance tests will 
be conducted at quarterly intervals. 

MIOSl,A.D. Commonwealth Edison Co. 86/09/25. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38118:260-38118:261. 

8610070125 Provides location of sixth seismic monitor at Elevation 338 ft in auxiliary 
bldg on Column Row 18 wall adjacent to Column L walLLjocation discussed w/D Jeng 
& acceptable.Tech Spec 3/4 3-45 listing sensor location end. 

MIOSI,A.D. Commonwealth Edison Co, 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38125:355-38125:356. 

8610080187 Requests incorporation of listed changes to Section 6.0 to final draft Tech 
Specs, per 860925 telcon re 860922 submittal. 

JOHNSON,I.M. Commonwealth Edison Co. 86/09/29. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38137:176-38137:176. 

8610150386 Submits revised grid plane locations to be included in Tech Spec Section 
4.2.2.2,Page 3/4 3-7.Figures revised based on info from Westinghouse. 

JOHNSON,LM. Commonwealth Edison Co. 86/09/30. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38252:001-38252:001. 

8610140260 Forwards safety evaluation re util 860623 request that one startup test be 
modified & five startup tests be eliminated. Mod to rod drop measurement test & elimi- 
nation of certain other startup tests acceptable. 

NOONAN.V.S. PWR Project Directorate 5. 86/10/01. FARRAR.D.L Commonwealth 
Edison Co. 5pp. 38233:275-38233:283. 

-8610140270 Safety evaluation re util 860623 request that one startup test be modified 
& five startup tests be eliminated.Mod to rod drop measurement test & elimination of 
certsun other startup tests acceptable. 

* NRC - No Detailed Affiliation Given. 86/10/01. 5pp. 38233:280-38233:283. 

8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem LA.1.1, “Shift TeCTnical Advisor...” for plants excluding 
Braidwood Units 1 & 2.Program meets Commission policy statements criteria. 
2WOLlNSKt,J.A. BWR Project Directorate 1. 86/10/01. FARRAR,D,L Commonwealth 
Edison Co. 6pp. 38251:279-38251:288. . ^ w 


8610140127 Provides confirmation that Tech Specs accurately reflect as-built plant & 
FSAR.Confirmation submitted to satisfy NRC 860822 request. 

REED.C. Commonwealth Edison Co. 86/10/03. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 4pp. 38227:245-38227:249. 

8610150423 Further response to FOIA request for records re Insp Repts 50-456/85-21 
& 50-457/85-22.Portions of documents in App C & all documents in App D withheld 
(ref FOIA Exemptions 5,6 & 7).App C documents also In PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/07. GUILD.R. Business & Pro- 
fessional People for the Public Interest. 6pp. 38259:123-38259:206. 

-8610150434 Partially withheld memo re allegation review board 850412 meeting re 
listed allegations. 

PELKE.P.R. Region 3. Office of Director. 85/04/17. WEIL,C.H. Region 3, Office of Di- 
rector. 5pp. 38259:180-38259:184. 

-8610150438 Provides summary of 840329 meeting w/six QC inspectors from LK Com- 
stock Engineering Co re allegations which affect quality of work being accomplished 
by electrical contractor. 

MCGREGOR.L, SCHULZ.R. Region 3. Office of Director. 85/03/29. WARNICK.R.F., 
WEIL,C. Region 3, Office of Director. 8pp. 38259:130-38259:137. 

-8610150448 Partially withheld memo documenting util corrective action program to al- 
leviate immediate problems & inspire conscientious QA & QC program at LK Com- 
stock Engineering Co based on allegations brought to NRC attention. 

MCGREGOR.L, SCHULT2.R. Region 3. Office of Director. 85/03/29. WARNICK.R.. 
WILLIAMS.C. Region 3, Office of Director. 4pp. 38259:156-38259:159. 

8610240136 Forwards revised environ protection plan (nonradiological) for 
planLChanges discussed on 861007. 

MIOSI,A.D. Commonwealth Edison Co. 86/10/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38348:221-38348:233. 

-8610240142 Environ protection plan (nonradiological) for facility. 

• Commonwealth Edison Co. 86/10/08. 12pp. 38348:222-38348:233. 

8610200347 Requests temporary exemption from requirements of lOCFRSO.App A, GDC 
13 & 17 re emergency diesel generator engine auxiliary support sys until startup fol- 
lowing first refueling outage.Arguments suppporting request presented. 

JOHNSON.I.M. Commonwealth Edison Co. 86/10/09. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 4pp. 38301:300-38301:303. 

8610220081 Advises that title will be provided on SPOS iconic displays to indicate wide 
& narrow range.to correct human engineering deficiency identified during audit. 
MIOSI,A.D. Commonwealth Edison Co. 86/10/10. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38326:205-38326:205. 

8610280103 Informs of completion of repair of six Category I masonry walls.per util 
860822 commitment 

MIOSI.A.D. Commonwealth Edison Co. 86/10/13. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). Ip. 38367:241-38367:241. 

8610230011 Notification of 861021 meeting w/utll in Bethesda.MD to discuss facilities 
designs to ensure testing of diesel generators does not impair capability to provide 
emergency power when needed. 

OLSHAN.L. PWR Project Directorate 3. 86/10/16. VARGA,S.A. PWR Project Director- 
ate 3. 4pp. 38335:138-38335:141. 

8610280333 Provides schedule for procurement, installation & testing of sixth seismic 
monitor, per 86091 1 meeting.Locatlon for monitor provided In util 860929 Itr.Sixth mon- 
itor will be operational by 870301 . 

MIOSI,A.D. Commonwealth Edison Co. 86/10/17. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). Ip. 38376:237-38376:237. 

8610270148 Requests review of Allegation RIII-86-A-0167 received at NRC on 861002 
re missing electrical cable & failure of quality first to review issue.ldentification of 
safety issue should be brought promptly to NRC attention. 

GREENMAN.E.G. Region 3. Office of Director. 86/10/21. REED.C. Commonwealth 
Edison Co. 2pp. 38360:215-38360:216, 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851126), 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:061. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 

8610220157 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION.UNITS 1 & 2.Docket Nos. 50-456 And 50-457.(Common- 
wealth Edison Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1Q02 
SOI. 86/09/30. 65pp. 38332:281-38333:087. 

8610090385 Informs of completion of human engineering deficiency as identified In 
5SER 4 (NUREG-0876).Source range & vol controls relocated & successfully tested 
at Unit 1. Controls will be relocated at Unit 2 prior to fuel load. 

MIOSl,A.D. Commonwealth Edison Co. 86/10/02. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 1p. 38149:334-38149:334. 


-8810150452 Safety evaluation concluding that util 860425 revised training program for 
NUREG-0737,ltem 1A1.1, “Shift Technical Advisor...," meets criteria con^ned in 
Commission policy statements. 

• Office of Nuclear Reactor Regulation. Wrector (post 851125). 86/10/01. 4dd 
38251:285-38251:288. ^ 

8610100580 Forwards excerpts from pressurizer control test performed during hot func- 
tionai tj^nc|.Confirmation Is basis for request for deferral of pressurizer test approval. 

Comnnonweaith Edison Co. 86/10/03. HICKMAN NRC - No Detailed 
Affiliation Given. 13pp. 38193:224-38193:258. 


—8810100584 Rev 0 to test rept of results of pressurizer controi test. 

STROH,D.. NAGY,E.M. Commonwealth Edison Co. BWPT-RY-17 RO. 86/07/07 22do 
38193:237-38193:258. 


8610170005 Forwards SSER 1 (NUREG-1002).W/o end. 

NOONAN, V.S. PWR Project Directorate 5. 86/10/08. FARRAR.D.L. Commonwealth 
Edison Co. Ip. 38282:313-38282:313. 

8610170314 Forwards final draft of SSER 2, for review, comment & approval. 

VARGA, S.A. PWR Project Directorate 3. 86/10/14. ROSSI, C.E. Assistant Director for 
Technical Support (PWR-A). BALURD.R. Engineering Branch (PWR-A). MILHOAN,J. 
Plant Systems Branch (PWR-A). Ip. 38288:283-38288:283. 

8610280582 Fonvards SSER 2 for review & approval.Safety evaluation Inputs formally 
transmitted at assistant director mgt level. All minor mods approved at appropriate 
mgtleveLW/oencl. kk kk k 

VARGA, S.A. PWR Project Directorate 3. 86/10/17. NOVAK,T.M. Division of Pressur- 
ized Water Reactor Licensing - A (post 861125). Ip. 38382:318-38382:318. 
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8610310144 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BRAIDWOOD STATION, UNITS 1 AND 2.Docket Nos. STN 50-456 And STN 50- 
457.(Commonwealth Edison Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-1002 
S02. 86/10/31. 131pp. 38425:198-38425:328. 


P. Security, medical, emergency & fire protection plans 

8610030533 Revised block index procedures, including Rev 2 to BwZP 600-1, “Priori- 
tized Call Listing for Staff Augmentation" & Rev 4 to BwZP 600-3, "Support Group 
Directory." 

* Commonwealth Edison Co. 86/09/24. 34pp. 38086:129-38086:162. 

8610070079 Provides procedural summary addressing Item T1 from util 860922 Itr re 
use of jumpers to attain hot standby, per NRC request.Control room inaccessibility pro- 
cedure will be revised to include Attachment K re hot standby conditions. 

MIOSLA.D. Commonwealth Edison Co. 86/09/25. DENTON, H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 2pp. 38117:075-38117:076. 

8610090338 Suppis 860916 itr re procedures generation package used to generate 
emergency operating procedures (EOPs).Action taken re review of EOPs & accessibil- 
ity of EOPs to control room operators described. 

LEBLOND.P.C. Commonwealth Edison Co. 86/09/29. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38182:289-38182:290. 

8610160459 Revised emergency procedures.including Rev 3 to BwZP 600-2, "Station 
Employee List” & Rev 3 to BwZP 600-2A1, "Station Personnel." W/Index. 

* Commonwealth Edison Co. 86/09/30. 20pp. 38274:001-38274:020. 

8610150145 Suppis 860821 response to NRC 860722 Itr re Open Item 3 noted in insp 
Repts 50-456/86-21 & 50-457/86-1 9.Corrective actions:alternate shift foreman desig- 
nated to assume multiple emergency duties, when needed. 

FARRAR.D.L. Commonwealth Edison Co. 86/10/02. KEPPLER.J.G. Region 3, Office 
of Director. 3pp. 38241:305-38241:307. 

8610170231 Rev 3 to Emergency Plan Implementing Procedure BZP 500-3A1. "Quarter- 
ly Environs Kit Insp Checklist." W/revised index. 

* Commonwealth Edison Co. 86/10/03. 7pp. 38287:317-38287:323. 

8610170143 Rev 3 to Emergency Procedure BWZP 380-4A2, "App B Recommended 
Protective Actions for General Emergency," consisting of revised Figure 6.3-1 .W/ 
index. 

* Commonwealth Edison Co. 86/10/04. 3pp. 38284:241-38284:243. 

8610160384 Forwards Appraisal Followup Insp Repts 50-456/86-46 & 50-457/86-34 on 
86091 5-1 9.No violations noted. 

SHAFER, W.D. Region 3, Office of Director. 86/10/08. REED,C. Commonwealth 
Edison Co. 2pp. 38274:164-38274:180. 

-8610160388 Insp Repts 50-456/86-46 & 50-457/86-34 on 86091 5-1 9. Major areas 
inspected-.open & improvement items identified during 860529-0613 emergency pre- 
paredness implementation appraisal. 

PLOSKI,T.J. Region 3, Office of Director. 86/10/07. 15pp. 38274:166-38274:180. 

8610210255 Revised emergency plan procedures.including Rev 0 to BwZP 300-9, "A- 
Model Operation," Rev 0 to BwZP 300-9A1, “App A - Vvind Speed Rept,” & Rev 0 to 
BwZP 300-9A2, "App B - Containment Radiation Rept." 

* Commonwealth Edison Co. 86/10/10. 18pp. 38315:095-38315:112. 

8610210285 Rev 2 to Emergency Procedure BwZP 380-5, “Post-Accident Sampling Sys 
(Primary Responsibility - Rad/Chem Director)" & Rev 2 to Procedure BwZP 400-3A6, 
"Computer Terminal (operation." 

* Commonwealth Edison Co, 86/10/10. 15pp. 38313:340-38313:354. 

8610270364 Rev 0 to Emergency Plan Implementing Procedure BwZP 380-6, “Manual 
Determination of Release Rate Via Steam Line Safety Relief Valves." 

* Commonwealth Edison Co. 86/10/15. 14pp. 38373:153-38373:166. 

8610280168 Revised emergency plan implementing procedures,including procedure 
Index, Rev 0 to Procedure BwZfP 300-10, "Rescue’^ & Rev 1 to App A of Procedure 
BwZP 380-2A1, "1-131 Dose Equivalent to Thyroid." 

* Commonwealth Edison Co. 86/10/16. 9pp, 38366:219-38366:227. 

8610310228 Forwards Appraisal Followup Insp Repts 50-456/86-55 & 50-457/86-42 on 
861007-08 & 14.No violations noted, 

SHAFER, W.D. Region 3, Office of Director. 86/10/24. REED,C. Commonwealth 
Edison Co. 2pp. 38418:061-38418:070. 

-8610310239 Insp Repts 50-456/86-55 & 50-457/86-42 on 861007-08 & 14.No viola- 
tions noted.Major areas inspected'.open items identified during June 1986 emergency 
preparedness implementation appraisal. 

SNELUW., WILLIAMSEN.N. Region 3, Office of Director. 86/10/23. 8pp. 38418:063- 
38418:070. 


G. Adjudicatory correspondence 

8610020056 Summarizes informal discovery during 860923-29.Reinsp checklists & 
BCAP observation records re CBP-034,CPH-104 & EIN-144 provided on 860923.AII re- 
quested info provided. Related correspondence. 

STEPTOE,P.P. Isham, Lincoln & Beale. #486 928. 86/09/29. GUILD.R, Business & 
Professional People for the Public Interest 2pp. 38066:310-38066:311. 

8610020151 Fonwards more legible copy of K Kostal tabulation of Insp & discrepancy 
points, Documents AR004758-4777 & Sargent & Lundy evaluation for BCAP Observa- 
tion CSR-l-E-CBL-130-2,W/o ends.Related correspondence. 

STEPTOE,P.P. Isham. Lincoln & Beale. #486 926. 86/09/29. GUILD, R. Business & 
Professional People for the Public Interest Ip. 38066:289-38066:289. 

8610060431 Fomrards addi corrections to CSR data base as result of mtscommunica- 
tion between Orlov & McCraney during interpretation of LK Comstock insp 
reco(xJs.Related correspondence. 

STEPTOE.P,P. Commonwealth Edison Co. STEPTOE.P.P. Isham. Lincoln & Beale. 
#486 0938. 86/09/30. GUILD.R. Business & Professional People for the Public Inter- 
est. 48pp. 38099:301-38099:348. 


8610060452 Forwards correction to util Section 50.12 request dtd 860822 & util re- 
sponse to Commission statement of policy on emergency planning 
std.1 0CFR50.47(b)(1 2).Related correspondence. 

EDGAR.G.L Commonwealth Edison Co. EDGAR.G.L. Newman & Holtzinger. #486 
0939. 86/10/02. GROSSMAN, H., COLE.R.F., CALLIHAN,A.D. Atomic Safety and U- 
censing Board Panel. 3pp. 38098:261-38098:263. 

8610100277 Forwards complete copy of NRC 451 .memo from G Orlov re changes in 
CSR data base & tables indicating number of items in each const category declared 
invalid or out of scope.W/o encI.Related correspondence. 

STEPTOE,P.B. Isham, Lincoln & Beale. #486 1020. 86/10/06. GUILD.R. Business & 
Professional People for the Public Interest. 2pp. 38189:024-38189:025. 

8610080286 Informs parties that Commissioner Bernthal will tour facility on 
861021 .Served on 861007. 

* Commissioners. #486 1006. 86/10/07. Office of the General Counsel. Ip. 
38137:343-38137:343. 

8610210185 Notice of evidentiary hearing reconvening in Chicago, IL. 

GROSSMAN, H. Atomic Safety and Licensing Board Panel. #486 1148. 86/10/16. Ip. 
38308:176-38308:176. 

8610210101 Notifies that Commissioner KM Carr will tour facility on 861027.lf parties 
wish to attend,notification must be made to W Little by 861024.Served on 861017. 
BURNS,S.G. Commissioners. #486 1117. 86/10/17. Office of the General Counsel. 
1p. 38307:118-38307:118. 

8610280349 Forwards seven affidavits of nondisclosure on behalf of applicant per ASLB 
851206 order. 

KEZELIS,E.Z. Isham, Lincoln & Beale. #486 1271. 86/10/23. CLEMENTS, W.L Dock- 
eting & Services Branch, ip. 38382:263-38382:281. 

-8610280353 Forwards affidavits of nondisclosure per 851206 protective order for NK 
Jones, CW Flynn,JP Ratnaswamy,WS Ettelson, DJ Choate,MK Askins & RL 
Fenton.Certificate of Svc end. 

KEZELIS.EZ. Isham. Lincoln & Beale. 86/10/23. GUILD.R. Business & Professional 
People for the Public Interest. 1 8pp. 38382:264-38382:281 . 


J. Insurance & indemnity information 

8610300214 Forwards executed Amend 1 to Indemnity Agreement B-102. 

OSTER,J. Commonwealth Edison Co. 86/10/28. NA5H,D.A. Assistant Director for 
State & Licensee Relations. 3pp. 38404:185-38404:187. 


M. Antitrust correspondence 

8610210426 Requests, on behalf of util, reevaluation of finding that no significant 
changes occurred in licensee activities or proposed activities since completion of pre- 
vious antitrust review re CP, based on listed reasons. 

LIEBERMAN.M.S. Zuckert, Scoutt, Rasenberger & Johnson. 86/10/16. Office of Nu- 
clear Reactor Regulation, Director (post 851125). 5pp. 38312:030-38312:034. 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8610140296 Responds to NRC 850702 Itr re violations noted in Insp Repts 50-456/84- 
05 & 50-457/84-05.Corrective actions:non-yeilowed radiographic film interleaved using 
interleaving paper & new storage envelopes & sample of film tested for quality. 
FARRAR, O.L. Commonwealth Edison Co. 86/06/12. KEPPLER.J.G. Region 3. Office 
of Director. 2pp. 36225:233-38225:234. 

8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor Investigations of listed facilities. 

BURTON, T.M. Chicago Tribune. Chicago, IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388:242-38388:243. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610100040 Informs that IE Bulletin 86-002 not applicable to plant. No Static 0-Ring 
Model 102 or 103 differential pressure switches installed at plant. 

JOHNSON, I.M. Commonwealth Edison Co. 86/10/02. KEPPLER.J.G, Region 3, Office 
of Director. 2pp. 38190:221-38190:222. 

8610150145 Suppis 860821 response to NRC 860722 Itr re Open Item 3 noted in Insp 
Repts 50-456/86-21 & 50-457/86-1 9.Corrective actions:alternate shift foreman desig- 
nated to assume multiple emergency duties,when needed. 

FARRAR, D.L. Commonwealth Edison Co. 86/10/02. KEPPLER,J.G. Region 3, Office 
of Director. 3pp. 38241:305-38241:307. 

8610150384 Suppis response to IE Bulletin 86-002 re Static O-Ring differential pressure 
switches Models 102 or 103 installed in electric equipment important to safety.Subj 
switches not installed at facilities. 

JOHNSON, I.M. Commonwealth Edison Co. 86/10/02. KEPPLER.J.G. Region 3, Office 
of Director. 2pp. 38252:002-38252:003. 

8610160124 Forwards addI info re environ effects on main steam line break outside 
containment (IE Info Notice 84-90).lnfo provides parallel evaluatlon.based on compo- 
nent surface temp.demonstrating components qualified. 

MIOSI,A.D. Commonwealth Edison Co. 86/10/02. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 5pp. 38252:187-38252:191. 
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8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610150423 Further response to FOIA request for records re Insp Repts 50-456/85-21 
& 50-457/85-22.Portions of documents in App C & all documents in App D withheld 
(ref FOIA Exemptions 5,6 & 7).App C documents also in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/07. GUILD, R. Business & Pro- 
fessional People for the Public Interest. 6pp. 38259:123-38259:206. 


-8610280595 Insp Repts 50-456/86-47 & 50-457/86-35 on 860827-1 01 6.No violation 
or deviation noted.Major areas inspected: resolution of previous insp findings,followup 
on allegation, deficiency repts & QC weld insp practice. 

JACOBSON,J.M., GAVULA,J.A., DANIELSON,D.H. Region 3, Office of Director. 86/ 
10/24. 10pp. 38388:181-38388:190. 

8610310228 Fonvards Appraisal Followup Insp Repts 50-456/86-55 & 50-457/86-42 on 
861007-08 & 14.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/24. REED,C. Commonwealth 
Edison Co. 2pp. 38418:061-38418:070. 


-8610150424 Partially withheld Itr ack receipt of 850329 info re LK Comstock Engineer- -8610310239 Insp Repts 50-456/86-55 & 50-457/86-42 on 861007-08 & 14.No viola- 

ing Co.Util requested to immediately investigate concerns.Completion of insps expect- tions noted.Major areas inspected:open items identified during June 1 986 emergency 

ed within 90 days. preparedness implementation appraisal. 

WEIUC.H. Region 3. Office of Director, 85/04/08. Affiliation Not Assigned. 16pp. SNELL,W.. PLOSKI.T., PATTERSON, J. Region 3, Office of Director, 86/10/23. 8pp. 

38259:160-38259:1 75. 38418:063-3841 8:070. 


-8610150428 Partially withheld Itr ack receipt of 850329 Info re LK Comstock Engineer- 
ing Co.Utll requested to immediately investigate concerns.Completion of insps expect- 
ed within 90 days. 

WEIL,C.H. Region 3. Office of Director. 85/04/11. Affiliation Not Assigned. 4pp. 
38259:176-38259:179. 

-8610150442 Partially withheld Itr ack receipt of 850320 info re LK Comstock Engineer- 
ing Co at plant.lnsp into concerns complete & documented in Paragraph 2c of end 
insp rept.W/o end. 

WEIL.C.H. Region 3, Office of Director. 85/11/08. Affiliation Not Assigned. 20pp. 
38259:185-38259:206. 

-8610150444 Partially withheld memo documenting allegations re LK Comstock Engi- 
neering Co QA program, per resident inspector 850329 telcon w/Region ill ofc. 
WEIL,C.H. Region 3. Office of Director. 85/04/05. NORELIUS.C.E. Region 3, Office of 
Director. 7pp. 38259:149-38259:155. 

-8610150447 Partially withheld Itr ack receipt of 850320 info re LK Comstock Engineer- 
ing Co production emphasis base metal reduction & inspector qualifications at 
facility.Completion of insps expected within next 90 days. 

WEIL,C.H. Region 3. Office of Director. 85/04/04. Affiliation Not Assigned. 2pp. 
38259:138-38259:148. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR.J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610160384 Forwards Appraisal Followup Insp Repts 50-456/86-46 & 50-457/86-34 on 
86091 5-1 9.No violations noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/08. REED.C. Commonwealth 
Edison Co. 2pp. 38274:164-38274:180. 


S. Reportable occurrences. LERs & related correspondence 

8610060606 Final Deficiency Rept 85-06 re failure of diesel generators 1A & IB to sus- 
tain adequate prime during testing. Initially reported on 850822.Fuel oil sys modified & 
t0St6Cl 

MIOSLA.D. Commonwealth Edison Co. 86/09/26. KEPPLER.J.G. Region 3, Office of 
Director. 2pp. 38108:358-38108:359. 


T. Hearing transcripts on non-antitrust matters 

8610060495 Rebuttal testimony of XD Kafcas on Rorem QA Subcontention 2 re harass- 
ment & intlmidation.Certificate of Svc end. Related correspondence. 

KAFCAS.X.D. Commonwealth Edison Co. KAFCAS.X.D. United Airlines, Inc. #486 
0943. 86/09/29. 62pp. 38101:053-38101:114. 

8610100771 Transcript of 860930 hearing In Chicago, ILPp 12,852-12,961. 

* Atomic Safety and Licensing Board Panel. 86/09/30. 138pp. 38201:194-38201:331. 

8610090428 Transcript of 861001 hearing In Chicago,IL.Pp 12,962-13,206. Supporting 
documentation end. ^ ^ 

* Atomic Safety and Licensing Board Panel. 86/10/01. 409pp. 38148:001-38149:049. 

8610100552 Transcript of 861002 hearing In Chicago,ILPp 13,207-13,453. 

* Atomic Safety and Licensing Board Panel. 86/10/02. 249pp. 38196:001-38196:249. 

8610150027 Transcript of 861003 hearing in Chicago, ILPp 13,454-13,552. 

* Atomic Safety and Licensing Board Panel. 86/10/03. 103pp. 38240:058-38240:160. 

8610100517 Transcript of 861006 hearing in Chicago, ILPp 13,553-13,677. 

* Atomic Safety and Licensing Board Panel. 86/10/06. 128pp. 38201:333-38202:100. 


-8610160388 Insp Repts 50-456/86-46 & 50-457/86-34 on 86091 5-1 9.Major areas 
inspected:open & improvement items identified during 860529-0613 emergency pre- 
paredness implementation appraisal. 

PLOSKl,T.J., WILL1AMSEN,N.R.. SNEIL,W.G. Region 3. Office of Director. 86/10/07. 
15pp. 38274:166-38274:180. 


8610150263 Transcript of 861007 hearing in Chicago,ILPp 13,678-13,858. 

* Atomic Safety and Licensing Board Panel. 86/10/07. 183pp. 38243:046-38243:228. 

8610150129 Transcript of 861008 hearing in Chicago, IL re faciiity.Pp 13,859-14,131. 

* Atomic Safety and Licensing Board Panel, 86/10/08. 275pp. 38245:138-38246:052. 


8610160128 Forwards Safety Insp Repts 50-456/86-49 & 50-457/86-36 on 860902- 
15.No violations noted. 

HARRISON, J.J. Region 3, Office of Director. 86/10/09. REED.C. Commonwealth 
Edison Co. 2pp. 38265:034-38265:047. 

-8610160135 Insp Repts 50-456/86-49 & 50-457/86-36 on 860902-1 5.No violations or 
deviations noted.Major areas inspected: allegations & followup on previous insp items. 
NEISLER,J.H., MUFFETT,J. Region 3, Office of Director. 86/10/09. 12pp, 38265:036- 
38265:047. 

8610160412 Forwards Safety Insp Repts 50-456/86-51 & 50-457/86-39 on 860917-19 
& 22-23.No violation noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/09. REED.C. Commonwealth 
Edison Co. 2pp. 38273:247-38273:261. 

-8610160426 Insp Repts 50-456/86-51 & 60-457/86-39 on 860917-19 & 22-23. No vio- 
lations or deviations noted.Major areas inspected: chemistry/radlochemistry 
program, including water chemistry control, procedures,facillties & mgt control. 
HOLT2MAN,R.B., OESTMANN,M.J., SCHUMACHER,M.C. Region 3, Office of Director. 
86/10/09. 13pp. 38273:249-38273:261. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fdr ** Svc list dnci 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8810100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co, of New York, Inc, 93pp. 38331:192- 
38331:284. 


8610160320 Transcript of 861009 hearing in Chicago, IL,Pp 14,132-14,353. Supporting 
documentation end. 

* Atomic Safety and Licensing Board Panel. 86/10/09. 282pp. 38266:001-38266:282. 

8610170230 Transcript of 861010 hearing in Chicago, I L.Pp 14,354-14,471. 

* Atomic Safety and Licensing Board Panel. 86/10/10, 120pp. 38286:064-38286:183. 

8610200255 Transcript of 861015 hearing in Chicago, ILPp 14.472-14,746. 

* Atomic Safety and Licensing Board Panel. 86/10/15. 277pp. 38295:308-38296:224. 

8610220175 Transcript of 861016 hearing in Chicago, IL re facilities.Pp 14,747-14,912. 

* Atomic Safety and Licensing Board Panel. 86/10/16. 169pp. 38323:041-38323:209. 

8610220307 Rebuttal testimony of CL Hulin re intervenor 850801 allegations of harass- 
ment & intimidation of QC inspectors. Certificate of Svc encI.Related correspondence. 
HULIN.C.L Commonwealth Edison Co. #486 1159. 86/10/16. 43pp. 38327:328- 
38328:009. 

8610210230 Rebuttal testimony of DL Shamblin re involvement w/Comstock QC 
depLPuckett termination, Seeders transfer & actions taken to address Comstock QC 
inspector concerns in Summer & Fall 1984.W/Certlflcate of Svc.Related correspond- 
ence. 

SHAMBLIN.D.L Commonwealth Edison Co. #486 1126. 86/10/17. 54pp. 38314:009- 
38314:063. 

8610280280 Transcript of 861017 hearing in Chicago.lLPp 14,913-16,019. 

* Atomic Safety and Licensing Board Panel. 86/10/17. 109pp. 38377:123-38377:231. 

8610240069 Forwards testimony of AT Simile & L Bossong re Rorem/Archambeault 
contention.Related correspondence. 

THORNTON,?, Commonwealth Edison Co. THORNTON.P. Isham, Lincoln & Beale. 
#486 1238. 86/10/21. GROSSMAN.H., COLE.R.F., CALLIHAN,A.D. Atomic Safety 
and Licensing Board Panel. Ip. 38346:188-38346:203. 

-8610240077 Testimony of AT Simile re Rorem/Archambeault contention. Related cor- 
respondence. 

S1M1LE,A.T. Commonwealth Edison Co. 86/10/23. 9pp. 38346:189-38346:197. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
a Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610280590 Forwards Safety Insp Repts 50-456/86-47 & 50-457/86-35 on 860827- 
1 01 6.NO violation noted. 

HARRISON, JJ. Region 3, Office of Director. 86/10/24. REED,C. Commonwealth 
Edison Co. 2pp. 38388:1 79-38388:1 90. 


-8610240085 Testimony of L Bossong re Rorem/Archambeault contention. Related info 
enci.W/Certificate of Svc & svc listHelated correspondence. 

BOSSONG,L. Commonwealth Edison Co. 86/10/23. 6pp. 38346:198-38346:203. 

8810240126 Forwards testimony of JM Dominique,PG Koslenlak & IF DeWaid re custo- 
dy of weld test coupons.Guild requested to stipulate admissibility of Applicant Exhibit 5 
& to waive cross- examinatlon.Rdated correspondence. 

THORNTON,?. Isham, Lincoln & Beale, #486 1239. 86/10/21. GROSSMAN,H.. 
COLE,R.F., CALLIHAN,A.D. Atomic Safety and Licensing Board Panel. 2pp. 
38356:174-38356:188. 
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-8610240146 Testimony of JM Dominique re custody of weld test coupons used for 
Puckett 840822 mock weld practical test.Related correspondence. 

DOMINQUE,J.M. Commonwealth Edison Co. 86/10/23. 6pp. 38356:176-38356:181. 

-8610240181 Testimony of PG Kosieniak re possession of certain weld coupons which 
Comstock used for testing QC weld inspectors. Related correspondence. 
KOSIENlAK,P.G. Sargent & Lundy, Inc. 86/10/23. 3pp. 38356:182-38356:184. 

-8610240189 Testimony of IF Dewald re mock practical test taken by WO Puckett on 
840822.Certificate of Svc encI.Related correspondence. 

DEWALD, I.F. Comstock Engineering, Inc. 86/10/23. 4pp. 38356:185-38356:188. 

8610280293 Transcript of 861021 hearing in Chicago, ILPp 15,020-15,270. 

* Atomic Safety and Licensing Board Panel. 86/10/21. 253pp. 38375:203-38376:095. 

8610280284 Transcript of 861022 hearing In Chicago,IL.Pp 15,271-15,473. 

* Atomic Safety and Licensing Board Panel. 86/10/22. 205pp. 38382:058-38382:262. 

8610290156 Transcript of 861023 hearing In Chicago,IL re testimony of TB Thorsell.KT 
Kostal,GF Marcus,AJ D’ Antonio, FD Forrest &TC Frazier.Pp 15,474-15,695. 

* Atomic Safety and Licensing Board Panel. 86/10/23. 224pp. 38392:241-38393:104. 

8610300291 Transcript of 861024 hearing in Chicago,ILPp 15,696-15,801. 

* Atomic Safety and Licensing Board Panel. 86/10/24. 108pp. 38410:167-38410:274. 

8610300127 Notice of filing of J Hii rebuttal testimony.Certificate of Svc encI.Related 
correspondence. 

KEZELIS,E.2. Isham, Lincoln & Beale. #486 1302. 86/10/27. 4pp. 38405:061- 
38405:107. 

—8610300139 Rebuttal testimony of J Hii re search for all matl receipt repts signed by J 
Seeders during 840808-17 & response to other testimony re Form 19 checklist signed 
by DeWald. Supporting documentation encI.Related correspondence. 

HI1,J. Comstock Engineering, Inc. 86/10/27. 43pp. 38405:065-38405:107. 

8610310214 Transcript of 861027 hearing in Chicago,ILPp 15,802-15,911. 

* Atomic Safety and Licensing Board Panel. 86/10/27. 112pp. 38419:019-38419:130. 


V. Operator Examinations 

8610020117 Corrects info provided in 860618,0730 & 0815 Itrs re shift engineer/li- 
censed operator hot participation experience resumes. Practical factors lacking for P 
Smith & R Schorie listed. 

MIOSI,A.D. Commonwealth Edison Co. 86/09/19. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38066:261-38066:262. 
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F. Security, medical, emergency & fire protection plans 

8610140357 Corrected ltr,forwarding Rev 8 to station physical security plan.Plan with- 
held (ref 10CFR2.790(d)). 

CAHILL,W.J. Gulf States Utilities Co. 86/08/22. MARTIN,R.D. Region 4, Office of Di- 
rector. 2pp. 38226:278-38226:279. 

8610090193 Suppis 860228 & 850515 responses to Generic Ltr 82-33, "Requirements 
for Emergency Response Capability." Status of SPDS & digital radiation monitoring 
sys discussed. 

BOOKER,J.E. Gulf States Utilities Co. 86/09/29. DENTON,H.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 2pp. 38181:322-38181:323. 

8610160089 Ack receipt of 860730 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/86-10. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/08. CAHILL. W.J. Gulf States 
Utilities Co. 2pp. 38271:080-38271:082. 

-8610160094 Partially withheld response to NRC 860630 ltr re violations noted in Insp 
Rept 50-458/86-10 (ref 10CFR73.21). 

CAHILL,W.J. Gulf States Utilities Co. 86/07/30. MARTIN.R.D. Region 4. Office of Di- 
rector. Ip. 38271:082-38271:082. 


8610160342 Forwards addi info re 860917 application for amend to License NPF- 
47,changing RCIC sys Tech Specs as result of 860908 valve inoperability event.Fuel 
failure not expected due to provision of makeup water from feedwater or HPCS sys. 
DEDDENS.J.C. Gulf States Utilities Co. 86/09/19. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 6pp. 38274:354-38274:359. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENtON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610080239 Partial response to FOIA requestJ\pp D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8506260730 Submits licensing status for Diablo Canyon Unit 2 & Fermi Unit 2 full 
power licenses & River Bend Unit 1 low power license in response to H Denton 
850607 memo.lssuance of all licenses recommended. 

RUSSELL, W.T. Division of Safety Technology (800428-851124). 85/06/17. 

THOMPSON,H.L. Division of Licensing (800428-851124). 2pp. 38231:353-38231:354. 

8610090322 Responds to NRC 860904 ltr re NSHC for util request concerning Tech 
Specs for TDl diesel generator insp/ reliability program.Proposed change will not in- 
crease probability of accident 

DEDDENS,J.C. Gulf States Utilities Co. 86/09/26. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38182:291-38182:292. 

8610160311 Forwards alternative methods of compliance w/10CFR50.55a. Item a.2 for 
consid6ration.Vendor documentation of compliance to matt,production & testing re- 
quirements of applicable code also end. 

BOOKER, J.E. Gulf States Utilities Co. 86/10/06. DENTON, H.R. Office of Nuclear Re- 
actor Regulation, Director (post 851125). 4pp. 38265:320-38265:323. 

8610150004 Requests fee for 860731 application re use of RHR sys in steam condens- 
ing mode. Application requires review of util response to open Mark III issues before 
approval can be granted to use RHR sys in steam condensing mode. 

DIGGS.R.M. License Fee Management Branch. 86/10/07. CAHILL,W.vf. Gulf States 
Utilities Co. Ip. 38255:024-38255:024. 

8610170209 Fonvards Amend 2 to License NPF-47 & safety evaluation. Amend 
changes Table 3.6.4-1 .Item a-1 of Tech Spec 3.6.4 by adding footnote applicable to 
Isolation Valve M0V076,that would exempt operability requirements until 861004. 
BUTLER.W.R. BWR Project Directorate 4. 86/10/09. CAHILL, W.J. Gulf States Utilities 
Co. 3pp. 38289:197-38289:213. 

-8610170211 Amend 2 to License NPF-47,changing Table 3.6.4-1,lt8m a-1 of Tech 
Spec 3.6.4 by adding footnote.applicable to Isolation Valve M0VF076,to exempt oper- 
abilify requirements for valve until 861004. 

BUTLER.W.R. BWR Project Directorate 4. 86/10/09. 8pp. 38289:200-38289:207. 

-8610170213 Safety evaluation supporting Amend 2 to Ucense NPF-47. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/09. 6pp- 
38289:208-38289:213. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169. “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Ucensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


Q. Inspection reports, IE Bulletins & correspondence 

8610160352 Discusses EPA intention to make periodic insps to ascertain degree of 
compliance w/requirements of NPDES Permit LA0047112.EPA acting vwthin jurisdic- 
tion under Public Law 92-500, Federal Water Pollution Control Act.W/o stated ends. 
HIGGINBOTHAM, L. Office of Inspection & Enforcement. Office of the Director. 76/04/ 
14. BROWN, G.D. Region 4, Dallas. Fuel Facility & Materials Safety Branch. 2pp. 
38275:248-38275:249. 


8610200205 Ack receipt of 860912 ltr informing NRC of steps taken to correct violation 
noted in Insp Rept 50-458/86-25.Corrective actions will be reviewed during future 
insp. 

GAGLIARDO.J.E. Region 4, Office of Director. 86/10/10. CAHILL.W.J. Gulf States 
Utilities Co. 2pp. 38294:352-38294:358. 

—8610200218 Responds to notice of violation & deficiencies noted in Insp Rept 50-458/ 
86-25.Conrective actionsiEmergency Implementing Procedure EIP-2-104 revised to 
delete requirement to update emergency phone lists daily. 

CAHILL,W.J. Gulf States Utilities Co. 86/09/12. MARTIN.R.D. Region 4. Office of Di- 
rector. 5pp. 38294:354-38294:358. 


P. Operating license stage documents A correspondence 

8610080802 Forwards description of facility cooler sys & simulation in 1/4 scale test 
facility, addressing last open question on 1/4 scale test facility & closing Subtask 9.5 
of hydrogen control program plan.W/one oversize figure. , 

LANGL^,J.R. Hydrogen Control Owners Group. 86/07/30, BERNERO.R. Office of 
Nuclesu’ Reactor Regulation, Director (post 851125). 14pp. 38108:260-38108:274. 

8610210410 FOIA request for three classes of documents re use of Western Piping & 
Engineering clamps at Perry Nuclear Power Plant & all complaints/correspondence in- 
volving deficiency complaint at River Bend Plant , 

SCHLEMMER.D.L Government Accountability Project 86/09/12. Division of Rules 
and Records. 2pp. 38332:039-38332:040. 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Ck)nsoUdated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioacth/e Matls.” W/o svc list 

* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610070535 Responds to NRC 860528 ltr re violations noted in Insp Rept 50-458/86- 
22.Corrective actions:new mixing blade assembly designed, installed & tested w/satis- 
factory results & containers processed w/old blade assembly inspected. 

CAHIlCw.J. Gulf States Utilities Co. 86/09/19. MARTIN, R.D. Region 4, Office of Di- 
rector. 10pp. 38120:278-38120:287. 

8610090322 Responds to NRC 860904 ltr re NSHC for util request concerning Tech 
Specs for TDl diesel generator insp/ reliability program.Proposed change will not in- 
crease probability of accident 

DEDDENS,J.C. Gulf States Utilities Co. 86/09/26. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 2pp. 38182:291-38182:292. 

8609250062 IE Info Notice 86-084, “Rupftjre of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332, 


8610070411 Notification of rescheduled 861001 meeting w/Mark III Containment Hydro- 
gen Control Owners Group in Bethesda.MD to discuss methods used to calculate 
heat transfer to equipment during hydrogen combustion-Meeting rescheduled for 
861022 

KINTNER,L.L BWR Project Directorate 4. 86/09/16, BUTLER.W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 


8610100374 Requests review of end Allegation 4-86-A-045 re operations, insps neces- 
sary to prove or disprove allegation & submittal of info & records re resolution of alle- 
aation also requested.W/o end. 

GAGLIARD(d!j.E. Region 4, Office of Director. 86/10/02. CAHILL,W.J. Gulf States 
Utilities Co. 2pp. 381 95:265-381 95:266. 
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8610160223 Suppis 860514 response to Item a of IE Bulletin 85*003.BWR Owners 
Group efforts to develop generic position for meeting Item a documented in 860902 
submittaLCompletion of Items b-d anticipated by 8711 15. 

BOOKER.J.E. Gulf States Utilities Co. 86/10/02. MARTIN.R.D. Region 4. Office of Di- 
rector. 5pp. 38269:335-38269:339. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610160008 Forwards Insp Rept 50-458/86-28 on 860825-29.No violations or devi- 
ations noted.Concern expressed re lack of ALARA program effectiveness. 
GAGLIARDO,J.E. Region 4, Office of Director. 86/10/06. CAHILL.W.J. Gulf States 
Utilities Co. 2pp. 38271:107-38271:114. 

-8610160012 Insp Rept 50-458/86-28 on 860825'29.No violations or deviations 
notsd.Maior areas inspected:radiation protection program.including organization & mgt 
controls, ALARA program, training & qualifications. 

BAER,R.E.. MURRAY, B. Region 4, Office of Director. 86/10/01. 6pp. 38271:109- 
38271:114. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR. J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610150192 Ack receipt of 860919 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-458/86-22 & 860820 notices of violation & deviation. 
GAGLIARD6.J.E. Region 4. Office of Director. 86/10/08. CAHILL. W.J. Gulf States 
Utilities Co. 2pp. 38252:150-38252:161. 

86101^089 Ack receipt of 860730 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-458/86-10. 

GAGLIARDO.J.E. Region 4. Office of Director. 86/10/08. CAHILL.W.J. Gulf States 
Utilities Co. 2pp. 38271:080-38271:082. 

"8610160094 Partially withheld response to NRC 860630 Itr re violations noted In Insp 
Rept 50-458/86-10 (ref 10CFR73.21). 

CAHILL.W.J. Gulf States Utilities Co. 86/07/30. MARTIN.R.D. Region 4. Office of Di- 
rector. Ip. 38271:082-38271:082. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610200205 Ack receipt of 860912 Itr informing NRC of steps taken to correct violation 
noted in insp Rept 50-458/86-25.Corrective actions will be reviewed during future 
insp. 

GAGLIARDO.J.E. Region 4. Office of Director. 86/10/10. CAHILL, W.J. Gulf States 
Utilities Co. 2pp. 38294:352-38294:356. 

-8610200218 Responds to notice of violation & deficiencies noted in Insp Rept 50-458/ 
86-25.Corrective actions:Emergency Implementing Procedure El P-2-1 04 revised to 
delete requirement to update emergency phone lists daily. 

CAHILL,W.J. Gulf States Utilities Co. 86/09/12. MARTIN.R.D. Region 4, Office of Di- 
rector. 5pp. 38294:354-38294:358. 

8610100105 IE info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc, 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610280427 Forwards Insp Rept 50-458/86-24 on 860818-22 & notice of deviation.One 
unresolved item noted. 

GAGL1ARDO.J.E. Region 4, Office of Director. 86/10/23. CAHILL.W.J. Gulf States 
Utilities Co. 2pp. 38381:324-38381:330. 

-8610280429 Notice of deviation from insp on 860818-22. 

* Region 4, Office of Director. 86/10/23. Ip. 38381:326-38381:326. 

—8610280432 Insp Rept 50-458/86-24 on 86081 8-22. Deviation noted:failure to verify 
certain abnormal operating procedures. 

BENNETT, W.R., JAUDON.J.P. Region 4, Office of Director. 86/10/21. 4pp. 
38381:327-38381:330. 

8610280471 Forwards Insp Rept 50-468/86-27 on 860801-0915 & notice of violation. 
GAGLIARDO,J.E Region 4. Office of Director. 86/10/24. CAHILUW.J, Gulf States 
Utilities Co. 2pp. 38381:001-38381:018. 

-8610280479 Notice of violation from insp on 860801-091 5. 

* Region 4, Office of Director. 86/10/24. 2pp. 38381:003-38381:004. 

—8610280484 Insp Rept 50-458/86-27 on 860801 -091 5. Violations noted: failure to meet 
electrical spec requirements & failure to follow surveillance test procedure. 
CHAMBERLAIN^D., JONES, W.B., BENNETT, W.R. Region 4, Office of Director. 86/10/ 
16. 14pp. 38381:005-38381:018. 


R. Periodic operating reports & related correspondence 

8610220042 Monthly operating rept for Sept 1986.W/861013 Itr. 

MARTIN.R.H., BOOKER.J.E. Gulf States Utilities Co. 86/09/30. SCROGGINS.R.M. 
Office of Resource Management, Director. 5pp. 38327:026-38327:030. 


S. Reportable occurrences, LERs & related correspondence 

8610020166 LER 86-049-01 :on 860805 & 25, fuel bldg filtration sys initiated.Caused by 
undersized General Semiconductor voltage transient suppressor creating spurious ra- 
diation monitor spIke.Design mod requested.W/860923 Itr. 

GRANT.E.R.. BOOKER.J.E. Gulf States Utilities Co. 86/09/23. 3pp. 38068:317- 
38068:319. 

8610030198 LER 86-052-00:on 860822, main control room ventilation sys isolation 
occurred. Caused by induced signal on radiation monitor.resulting from maint work per- 
formed on monitor. Electrical noise reduced. W/860924 Itr, 

GRANT.E.R., BOOKER.J.E. Gulf States Utilities Co. 86/09/24. 4pp. 38082:353- 
38082:356. 

8610080365 Special rept:on 860827, valid failure of facility Div I diesel generator 
experienced.Caused by mechanical governor speed control setting being decreased 
internally.causlng governor to limit max attainable loading to approx 2,700 kW. 
BOOKER.J.E. Gulf States Utilities Co. 86/09/25. MARTIN.R.D. Region 4. Office of Di- 
rector. 2pp. 38165:268-38165:269. 

8610100448 LER 86-046-00:on 860611, while routine filter & cartridge replacement on 
monitors performed, wide-range gas monitor found turned off.Caused by min number 
of channels not operable.Conditlon Rept 86-0726 written.W/860926 Itr. 

GRANT.E.R., BOOKER.J.E. Gulf States Utilities Co. 86/09/26. 5pp. 38193:345- 
38193:349. 

8610100456 LER 86-055-00:on 860831, reactor scrammed due to loss of reactor protec- 
tion sys bus A concurrent w/failure of sys backup scram circuitry B.Caused by failure 
of cooling tower feeder transformer. Mod request generated. W/861 001 Itr, 

GRANT, E.R., BOOKER.J.E. Gulf States Utilities Co. 86/10/01. 4pp, 38194:281- 
38194:284. 

8610100462 LER 86-020-01. -on 860227, automatic initiation of Div 1 annulus mixing fan 
& standby gas treatment sys occurred. Caused by induced signals resulting from 
maint work on nearby equipment.AddI noise filter added.W/861001 Itr. 
BURMEISTER.B., BOOKER.J.E. Gulf States Utilities Co. 86/10/01. 4pp. 38194:266- 
38194:269. 

8610150075 LER 86-056-00:on 860902,reactor scrammed on ROIC initiation. Caused by 
entrapped air in instrument sensing line following malnt.Air vented from instrumenta- 
tion & loose transmitter connection reworked & corrected. W/861 002 Itr. 

GRANT, E.R.. BOOKER.J.E. Gulf States Utilities Co. 86/10/02. 4pp. 38239:088- 
38239:091. 

8610210160 LER 86-051 -01:on 860810, RWCU isolation occurred when daily surveil- 
lance on leak detection temp modules conducted.Caused by bypass switch inadvert- 
ently left in normal position.Temp modules modified. 

GRANT.E.R.. BOOKER.J.E. Gulf States Utilities Co. 86/10/13. 3pp. 38307:127- 
38307:129. 

8610210237 LER 86-043-01 :on 860628, circuit breaker ACB-450 opened after ACB- 
472, causing loss of power to reactor protection sys A motor generator setCaused by 
maladjustments in ACB-450. Maladjustments corrected.W/861013 Itr. 

GRANT, E.R., BOOKER.J.E. Gulf States Utilities Co. 96/10/13. 4pp. 38312:093- 
38312:096. 

8610210371 NPDES noncompliance notification:on 861 007, failure of sludge return pump 
threatened to flood pump well.Sludge pumped from well to ground.Approx 3,000 gal- 
lons reached storm drain leading to Outfall 006. 

DEDDENS.J.C. Gulf States Utilities Co. 86/10/14. GIVENS, J.D. Louisiana, State of. 
2pp. 38312:174-38312:175. 

8610270408 LER 86-053-00:on 86091 6,thermolag matl removed from equipment neces- 
sary for safe shutdown w/o initiation of fire watch per Tech Spec 3/4.7. 7,Caused by 
personnel oversight. Personnel counseled.W/861017 Itr. 

GRANT, E.R.. BOOKER.J.E. Gulf States Utilities Co. 86/10/17. 3pp. 38374:189- 
38374:191. 

8610270287 LER 86-047-01 :on 860731 & O8O2.feed0r breaker 1EJS*SWG2A 
tripped, causing automatic start of both divs of annulus mixing, standby gas treatment & 
fuel bldg ventilation sys. Possibly caused by faulty relay .W/861 020 Itr. 

GRANT,E.R., BOOKER.J.E. Gulf States Utilities Co. 86/10/20. 4pp. 38362:086- 
38362:089. 


DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appilcatlon/constructlon stage documents & correspondence 

8609230296 Generic Ltr 86-15 to ail licensees <& holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:266. 

8610160417 Forwards “WPPS 1 Position on Nonmechanistic Piping Failures in Main 
Steam & Feedwater Isolation Area (MSFIA)." Design features adequately address 
concern re assuring plant safe shutdown, per NUREG-0800. 

SORENSEN.G.C. Washington Public Power Supply System. 86/10/01, STOLZ,J.F. 
PWR Project Directorate 6. 2pp. 38273:135-38273:169. 

-8610160418 "WPPS 1 Position on Nonmechanistic Piping Failures in Main Steam & 
Feedwater Isolation Area (MSFIA)." 

* United Engineers & Constructors, Inc. (subs, of Raytheon Co.). $6/10/01. 33pp. 
38273:137-38273:169. 
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8610300123 Forwards safety evaluation accepting util response to Generic Ltr 83- 
28, Item 4.4, "Improvements in Maint & Test Procedures for B&W Plants." 

STOLZ.J.F. PWR Project Directorate 6. 86/10/20. CAMPBELL.G. Arkansas Power & 
Ught Co. 2pp. 38407:283-38407:286. 

—8610200058 "Conformance to Generic Ltr 83-28, Item 4.4.Arkansas Nuclear One Unit 
1. Crystal River Unit 3.Davis-Besse Unit 1, Oconee Units 1.2 & 3, Rancho Seco,TMI-1 & 
Washington Nuclear Plant 1 technical evaluation rept. 

FARMER,F.G. EGaG Idaho, Inc. (subs, of EGaG, Inc.). FIN D-6001. EGG-NTA.7910. 
86/10/31. NRC - No Detailed Affiliation Given. 18pp. 38407:287-38407:304. 

8610220369 Generic Ltr 86-16 to all PWR applicants a licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


A. Appllcatlon/constructlon stage documents a correspondence 

8610100329 FOIA request for SECY-85-386 a EGG-EA-6829 re environ qualification 
audit for plant 

CONNOR, L Doc-Search Associates. 86/05/20. Division of Rules and Records. Ip. 
38212:090-38212:090. 

8610070411 Notification of rescheduled 861001 meeting w/Mark III Containment Hydro- 
en Control Owners Group in Bethesda.MD to discuss methods used to calculate 
eat transfer to equipment during hydrogen combustion.Meeting rescheduled for 
861022. 

KINTNER.LL. BWR Project Directorate 4. 86/09/16. BUTLER.W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 

8609230296 Generic Ltr 86-15 to all licensees a holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


D. NRC Draft/Final Environmental Statements, suppis a correspondence 

8610070227 Forwards License NPF-55,envlron protection plan.FR notice of license 
issuance,Amend 2 to Indemnity Agreement B-91 a assessment of effect of license 
duration on FES. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/29. 
SPANGENBERG,F. Illinois Power Co. 5pp. 38130:158-38130:198. 

—8610070279 Notice of issuance of License NPF-55,authori2ing 5% of full 
power.Amend 2 to Indemnity /^reement B-91 a assessment of effect on license dura- 
tion on matters discussed in FES dtd Jan1986 end. 

BUTLER,W.R. BWR Project Directorate 4. 86/09/29. 8pp. 38130:191-38130:198. 


E. NRC Safety Evaluation Report (SER), suppis a correspondence 

8610030414 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
CLINTON POWER STATION,UNIT NO. 1. Docket No. 50-461. (Illinois Power 
Company,et al) 

* Division of Boiling Water Reactor (BWR) Licensing. NUREG-0853 S07. 86/09/30. 
56pp. 37669:220-37669:284. 


F. Security, medical, emergency a fire protection plans 

8610080063 Requests exemption from 10CFR50,App E,re emergency planning a pre- 
paredness for production a utilization facilities. Affidavit supporting request end. 
HALUD.P. Illinois Power Co. 86/10/01. BUTLER.W.R. BWR Project Directorate 4. 
6pp. 38132:220-38132:225. 

8610080341 Forwards Safety Insp Rept 50-461/86-61 on 860922.No violations noted. 
SHAFER.W.D. Region 3, Office of Director. 86/10/01. GERSTNER.W.C. Illinois Power 
Co. 2pp. 38177:180-38177:184. 

-8610080344 Safety Insp Rept 50-461/86-61 on 860922.No violations, deficiencies or 
deviations noted.Major areas inspected: emergency preparedness to evaluate actions 
on previously identified emergency preparedness Items. 

PATTERSON, J.P.. SNELL.W. Region 3, Office of Director. 86/10/01. 3pp. 38177:162- 


8610100498 Forwards Insp Rept 50-461/86-15 on 860909-12 a 17-18.No violations 
noted. 

HARRISON,J.J. Region 3. Office of Director. 86/10/02. GERSTNER.W.C. Winds 
Power Co. 2pp. 38193:275-38193:286. 

-8610100506 Insp Rept 50-461/86-15 on 860909-12 a 17-18.No violation or deviation 
noted.Major areas inspected:readiness of fire protection program In preparation to 
load fuel a followup of previous insp items. 

ULIE,J.M., HOLMES. J., MUFFETT.J.W. Region 3, Office of Director. 86/10/02. 10pp. 
38193:277-38193:286. 

8610200291 Forwards Preoperational Physical Protection Insp Repts 50-461/86-56 a 
70-2947/86-02 on 860811-0917 a notice of violation.CJorrective action should address 
repetittve nature of access control of SNM.Notice withheld (ref 10CFR73.21). 
^ELSON.W.L Region 3, Office of Director. 86/10/08. GERSTNER.W.C. Illinois 
Power Co- 3pp. 38295:001-38295:007. 

-8610200294 Partially withheld Preoperational Physical Protection Insp Repts 50-461/ 
86-56 a 70-2947/86-02 on 860811-0911 (ref 10CFR73.21).Vjolation 
observed:inadequate access control within security area. 

PiFiTLE,G.L., CREED,J.R, Region 3, Office of Director. 86/10/08. 4pp. 
38295:004-38295:007. 


8610200158 Forwards FEMA 860915 ltr a “Clinton Power Station, Site-Specific Offsite 
Radiological Emergency Preparedness Alert a Notification Sys QA Verification.” con- 
cluding sys satisfies criteria of NUREG-0654/FEMA-REP-1 ,Rev 1. 

SHAFER.W.D. Region 3, Office of Director. 86/10/14. GERSTNER.W.C. Illinois Power 
Co. 2pp. 38297:242-38298:163. 

8610290029 Rev 2 to Emergency Plan Implementing Procedure FE-05, "Emergency 
Equipment a Supplies" a Rev 3 to Procedure AP-02, "Revs a Advance Change No- 
tices." 

* Illinois Power Co. 86/10/15. 78pp. 38393:218-38393:295. 

8610220252 Forwards Safety Insp Rept 50-461/86-60 on 860908-1006 a notice of 
vIolation.No reply to Violation 2 required since corrective action already taken. 
WARNICK.R.F. Region 3, Office of Director. 86/10/17. GERSTNER.W.C. Illinois 
Power Co. Ip. 38324:248-38324:290. 

-8610220257 Insp Rept 50-461/86-60 on 860908-1 006. Violations noted: inadequate 
corrective action re post-maint testing program a failure to follow procedures a identi- 
fy a correct Improperly installed instrumentation. 

KNOP.R.C. Region 3, Office of Director. 86/10/17. 37pp. 38324:254-38324:290. 


J. Insurance a indemnity information 


8610070227 Forwards License NPF-55,environ protection plan.FR notice of license 
lssuance,Amend 2 to Indemnity Agreement B-91 a assessment of effect of license 
duration on FES. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/29. 
SPANGENBERG.F. Illinois Power Co. 5pp. 38130:158-38130:198. 

-8610070279 Notice of issuance of License NPF-55, authorizing 5% of full 
power.Amend 2 to Indemnity ^reement B-91 a assessment of effect on license dura- 
tion on matters discussed in FES dtd Janl986 end. 

BUTLER.W.R. BWR Project Directorate 4. 86/09/29. 8pp. 38130:191-38130:198. 

8610270370 Forwards Amend 2 to Indemnity Agreement B-91. 

SPANGENBERG.F. Illinois Power Co. 86/10/21. BUTLER.W.R, BWR Project Director- 
ate 4. 3pp. 38373:173-38373:175. 


P. Operating license stage documents a correspondence 


8610030547 Recommends Issuance of low power OL for plantSummarizes results of 
evaluation a highlights.Plant constructed in accord w/CPPR-l37,FSAR & NRC 
regulations.Plant ready for fuel load a low power operation. 

KEPPLER,J.G. Region 3. Office of Director. 86/09/29. DENTON.H.R. Office of Nucle- 
ar Reactor Regulation, Director (post 851125). 2pp. 38088:275-38088:304. 

-8610030S49 "Initial OL Readiness Assessment for Clinton Power Station." 

* Region 3, Office of Director. 86/09/29. 28pp, 38088:277-38088:304. 

8610070227 Forwards License NPF-55, environ protection plan.FR notice of license 
issuance, Amend 2 to Indemnity Agreement B-91 a assessment of effect of license 
duration on FES. 

BERNERO,R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/09/29. 
SPANGENBERG.F. Illinois Power Co, 5pp. 38130:158-38130:198. 

-8610070236 License NPF-55 for facility. 

VOLLMER.R.H. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
29. 12pp. 38130:163-38130:198. 

-8610070248 Environ protection plan (nonradiological) for facility, App B to License 
NPF-55. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/29. 16pp. 
38130:175-38130:190. 

-8610070279 Notice of issuance of License NPF-55,authorizing 5% of full 
power.Amend 2 to Indemnity ^reement B-91 a assessment of effect on license dura- 
tion on matters discussed in FES dtd Janl986 end. 

BUTLER.W.R. BWR Project Directorate 4. 86/09/29. 8pp. 38130:191-38130:198. 

8610030421 TECHNICAL SPECIFICATIONS FOR CLINTON POWER STATION, UNIT 1. 
Docket No. 50-461 .(Illinois Power Company, et al) 

* Division of Boiling Water Reactor (BWR) Licensing. NUREQ-1203. 86/09/30. 554pp. 
37673:001-37674:194. 

8610100351 Responds to FOIA request for SECY-85-386 a EGG-EA-6829 re environ 
qualification audit for Clinton Power Station. Fonwards App A a B documents.App A 
documents completely a partially withheld (ref FOIA Exemptions 5 a 6,respectively). 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. CONNOR, L Doc-Search 
Associates. 5pp. 38212:091-38212:156, 

-8610100402 "Audit of Environ Qualification of Safety-Related Eiectricai Equipment for 
Clinton Power Station," informal rept. 

BEAHM.D.M., FEHRINGER,J.M., TROJOVSKY.M. EGaG Idaho, Inc. (subs, of EGaG. 
Inc.). FIN A-6415. EGG-EA-6829. 85/05/31. NRC - No Detailed Affiliation Given. 
55pp. 38212:101-38212:156. 

8610100578 Fonwards "Clinton Single Loop Operation Analysis." Proposed Tech Spec 
changes.neces8ary to implement operation.also end. 

SPANGENBERQ,F. Illinois Power Co. 86/10/07. BUTLER.W.R. BWR Project Director- 
ate 4. 1p. 38195:178-38195:242. 

-8610100583 "Clinton Single Loop Operation Analysis." 

* General Electric Co. MDE-45-t5386. 86/03/31. 64pp. 38195:179-38195:242. 

8610160263 Forwards summary of results of preoperational phase testing of piping 
vibration, thermal expansion a dynamic eff6cts,per FSAR Subsection 3.9.2.Tests com- 
plete preoperational phase evaluation of piping sys. 

SPANGENBeRG.F. Illinois Power Co. 86/10/13. BUTLER.W.R. BWR Project Director- 
ate 4. 5pp. 38273:351 -38273:355. 
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8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1 169, “Technical Findings re Generic Issue C8;8WR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. ^ 

BERNERO.RM. Division of Soiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 3841 1:266-3841 1:296. 


-8610100506 Insp Rept 50-461/86-15 on 860909-12 & 17-18.No violation or deviation 
noted.Major areas inspectedireadiness of fire protection program in preparation to 
load fuel & followup of previous insp items. 

ULIE,J.M., HOLMES, J., MUFFETT,J.W. Region 3, Office of Director. 86/10/02. 10pp. 
38193:277-38193:286. 


8610240074 Submits info re seismically unqualified components in nuclear boiler & com- 
bustible gas control sys.per 861006 telcon.GE-CR120A relays will be modified prior to 
initidl criticdlitv 

SPANGENBERG,F. Illinois Power Co. 86/10/21. BUTLER, W.R. BWR Project Director- 
ate 4. 2pp. 38346:158-38346:159. 


8610280031 Ack receipt of 860915 response to NRC 860825 ltr re allegations concern- 
ing contract employee use of cocaine, evasion of drug testing & lack of supervisor 
action. Alleqations unsubstantiated. _ ^ 

HIND J A Region 3. Office of Director, 86/10/22. GERSTNER.W.C. Illinois Power Co. 
2pp. 38367:225-38367:230. 

-8610280037 Responds to 860825 ltr re allegations concerning employee use of 
cocaine, evasion of drug testing & lack of supervisor arfion. 

HALUD.P. Illinois Power Co. 86/09/15. KEPPLER.J.G. Region 3, Office of Director. 
2pp. 38367:227-38367:230. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list 

• Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 


8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Mails.” W/o svc list 
* Office of Inspection & Enforcement Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 


8610090147 Responds to NRC 860312 ltr re violations noted In Insp Rept 50-461/86- 
04.Corrective actions:Administrative Practice 12, “Investigation of Potential Wrongdo- 


ing Concerns,” issued on 860425. ^ 

SPANGENBERG.F. Illinois Power Co. 86/06/18. NORELIUS.C.E. Region 3, Office of 


Director. 3pp. 38181:343-38181:345. 


8610090289 Responds to NRC 860723 ltr re violations noted in Insp Rept 50-461/86- 
37.Corrective actions:Procedure CPS 9052.02, “LPCS Valve Operability Checks,” re- 
vised to incorporate criteria for opening time of LPCS injection valve, 
SPANGENBERG.F. Illinois Power Co. 86/08/25. KEPPLER.J.G. Region 3. Office of 
Director. 6pp. 38146:093-38146:098. 


8610090137 Responds to NRC 860822 ltr re violations noted in Insp Rept 50-461/86- 
48.Corrective actionsrfunctional test of annunciator window & computer points satis- 
factorily completed. ^ . 

SPANGENBERG.F. Illinois Power Co. 86/09/17, KEPPLER.J.G. Region 3. Office of 
Director. 2pp. 38181:341-38181:342. 


8610140364 Responds to NRC 860822 ltr re deviation noted In Insp Rept 50-461/86- 
48.CofTective actions:FSAR Subsections 6.3.2.8 & 13.5.2,1.1 revised in Amend 39 to 
clarify Independent verification criterion associated w/safety-related sys. 
SPANGENBERG.F. Illinois Power Co. 86/09/18. KEPPLER,J.G. Region 3. Office of 
Director. 4pp. 38226:271-38226:274. 


8610020144 Forwards Safety Insp Rept 50-461/86-59 on 860902-05 & 08-12. No viola- 
tions noted. 

WARNICK.R.F. Region 3, Office of Director. 86/09/26. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38061:294-38061:306. 


8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610140095 Forwards Insp Rept 50-461/86-57 on 860811 -091 5.No violation noted. 
WARNICK,R.F. Region 3. Office of Director. 86/10/06. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38225:297-38225:312. 

-8610140174 Insp Rept 50-461/86-57 on 86081 1-0915.No violation or deviation 
noted.Major areas inspected:actlons on 10CFR50.55(e) & repts, allegation on 
review, site surveillance tours & review of turnover processing. 

KNOP.R.C. Region 3. Office of Director. 86/10/06. 14pp. 38225:299-38225:312. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M, Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610200291 Forwards Preoperational Physical Protection Insp Repts 50-461/86-56 & 
70-2947/86-02 on 860811-0917 & notice of violation.Corrective action should address 
repetitive nature of access control of SNM. Notice withheld (ref 10CFR73.21). 
AXELSON.W.L. Region 3, Office of Director. 86/10/08. GERSTNER.W.C. Illinois 
Power Co. 3pp. 38295:001-38295:007. 

-8610200294 Partially withheld Preoperational Physical Protection Insp Repts 50-461/ 
86-56 & 70-2947/86-02 on 860811-0911 (ref 10CFR73.21).Violation 

observed'.inadequate access control within security area. 

DROUIN.B., PIRTLE.G.L., CREED, J.R. Region 3. Office of Director. 86/10/08. 4pp. 
38295:004-38295:007. 

8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed in App K. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. RILLO.C.J. Thelen, Mam'n, 
Johnson & Bridges. 2pp. 38288:167-38288:183. 

-8610170276 Forwards Rev 1 to IE Info Notice 82-34 re deficiencies in main control 
panels.Recommendations for Board Notification 82-90 modified. Records of 821006 
telcons also end. 

JORDAN.E.L Division of QA. Safeguards & Insp Programs (830103-850212). 82/10/ 
01. EISENHUT.D.G. Division of Licensing (800428-851124). 10pp. 38288:174- 
38288:183. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certan Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
for *'* 3vc list ooci 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


-8610020155 Safety Insp Rept 50-461/86-59 on 860902-05 & 08-1 ENo 

violations, de'riations or safety issues noted.Major areas inspected:TMI Action Plan re- 

§ uirem€nts & IE info notice followup. 

CHEIBELHUT.C.. KNOP.R.C. Region 3, Office of Director. 86/09/25. 11pp. 
38061:296-38061:306. 


8610200090 Forwards Safety Insp Rept 50-461/86-63 on 860923-25.No violations 
noted. 

HARRISON, J.J. Region 1, Office of Director. 86/10/10. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38298:216-38298:223. 


8610070007 Forwards Safety Insp Rept 50-461/86-54 on 860728-0908 & notice of vio- 
lation. 

WARNICK,R.F. Region 3, Office of Director. 86/09/26. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38118:192-38118:223. 

—8610070008 Notice of violation from insp on 860728-0908. 

WARNICK.R.F. Region 3, Office of Director. 86/09/26. Ip. 38118:194-38118:194. 

-8610070012 Safety Insp Rept 50-461 /86-54 on 860728-0908.Violatjon noted:fallure to 
initiate condition rept when mgt waikdown identified steel plate installed w/o approved 
design & work documentation. 

KNOP,R.C. Region 3. Office of Director. 86/09/26. 29pp. 38118:195-38118:223. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G, Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co, of New York, Inc, 87pp. 38058:266-38058:332. 


-8610200094 Safety Insp Rept 50-461/86-63 on 860923-25.No violations or deviations 
noted-Major areas inspected:licensee QA program administration, design change & 
mods, surveillance, QA record & test equipment controls. 

NEISLER.J.H.. JABLONSKLF.J. Region 3, Office of Director. 86/10/10. 6pp. 
38298:218-38298:223. 


8610210125 Forwards Safety Insp Rept 50-461 /86-64 on 860922-26 & 0929- 1003.No 
violations noted. 

WARNICK,R.F. Region 3, Office of Director. 86/10/15. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38307:166-38307:177. 


-8610210147 Safety Insp Rept 50-461/86-64 on 860922-26 6 0929-1 OOENo 
violations,deviations,or safety significant issues identified.Major areas inspected:action 
re TMI Action Plan requirements, IE bulletins & previous findings. « ^ 

SHEIBELHUT.C.H., GWYNN.T.P., KNOP.R.C. Region 3, Office of Director. 86/10/15. 
10pp. 38307:168-38307:177. 


8610270098 Responds to NRC 860827 ltr re violations noted in Insp Rept 50-461/86- 
55.Corrective actionsrprocedures reviewed & Rev 18 to Procedure CPS 1006,01 
issued to provide specific directions for procedure training. 

SPANGENBERG.F, IHinois Power Co. 86/09/30. KEPPLER.J.G. Region 3, Office of 
Director. 4pp. 38359:140-38359:143. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure," Svc list end. . 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 


8610080341 Forwards Safety Insp Rept 50-461/86-61 on 860922.No violations noted. 
SHAFER.W.D. Region 3. Office of Director. 86/10/01. GERSTNER.W.C. Illinois Power 
Co. 2pp. 38177:180-38177:184, 

—8610080344 Safety Insp Rept 50-461/86-61 on 860922.No n^olations, deficiencies or 
deviations noted.Major areas inspected: emergency preparedness to evaluate actions 
on previously identified emergency preparedness items. 

PATTERSON, J,P.. SNELUW. Region 3. Office of Director. 86/10/01 . 3pp. 38177:182- 
38177:184. 

8610100498 Forwards Insp Rept 50-461/86-15 on 860909-12 & 17-iaNo violations 
noted. 

HARRISON, J.J. Region 3. Office of Director. 86/10/02. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38193:275-38193:286. 


8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610220252 Forwards Safety Insp Rept 50-461/86-60 on 860908-1006 & notice of 
violation.No reply to Violation 2 required since corrective action already taken. 
WARNICK.R.F. Region 3, Office of Director. 86/10/17. GERSTNER.W.C. Illinois 
Power Co. Ip. 38324:248-38324:290, 


-8610220253 Notice of violation from insp on 860908-1006. 
WARNICK.R.F, Region 3, Office of Director. 86/10/17. 2pp. 


38324:262-38324:253. 
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•^610220257 insp Rept 50-461/86-60 on 860908-1 006. Violations noted: inadequate 
corrective action re post-maint testing program & failure to follow procedures & identi- 
fy & correct improperly installed instrumentation. 

KNOP.R.C. Region 3. Office of Director. 86/10/17. 37pp. 38324:264-38324:290. 


S. Reportable occurrences, LERs & related correspondence 

8610070385 PNO-lll-86-109:on 860929, OL issued to util for facility. License limited to 
fuel loading & operation up to 5% power. Fuel loading will begin on 860929 & takes 3 
wks to complete. State of IL notified. 

KNOP.R., WARNICK,R. Region 3. Office of Director. 86/09/29. Ip. 38119:345- 
38119:345. 

8610080207 Interim Deficiency Rept 55-86-07 re broken tack welds on valves 
1G33F042A & B.lnitially reported on 860828.Anchor/ Darling valves found to fail from 
vibration caused by extreme throttling conditions.Investigation continuing. 

HALUD.P. Illinois Power Co. 86/09/30. KEPPLER.J.G. Region 3, Office of Director. 
5pp. 38137:323-38137:326. 

8610150407 Potentially reportable interim Deficiency Rept 55-86-08 re improper installa- 
tion of Raychem insulation on splices in Class IE circuits.lnitially reported on 
860902.Splice installations will be inspected & reworked. 

HALLpD.P. Illinois Power Co. 86/10/03. KEPPLER.J.G. Region 3, Office of Director. 
4pp. 38251:301-38251:304. 

8610170232 Forwards rept submitted to State of IL EPA re 860930 release of ignitable 
hazardous waste due to failure of container during loading of waste hauling vehicle. 
SPANGENBERG.F. Illinois Power Co. 86/10/08. BUTLER, W.R. BWR Project Director- 
ate 4. 3pp. 38287:107-38287:109. 

8610200340 Interim Deficiency Rept 55-86-06 re watertight seals & openings in vital 
area boundaries. Initially reported on 860828.Screenhou8e walked down to identify 
floodproofing deficiencies.Final rept due prior to initial criticality. 

HALL.D.P. Illinois Power Co. 86/10/14. KEPPLER.J.G. Region 3. Office of Director. 
8pp. 38301:292-38301:299. 

8610280111 Interim Deficiency Rept 55-86-10 re plant mods performed w/o adequate 
spec & required testing & test criteria. Initially reported on 860919.Mods affecting 
structures.sys or components reviewed. 

HALL.D.P. Illinois Power Co. 86/10/21. KEPPLER.J.G. Region 3. Office of Director. 
5pp. 38375:062-38375:066. 

8610270310 Forwards LERs 86-001-00.86-003-00,86-004-00 & 86-005-00. 
SPANGENBERG.F. Illinois Power Co. 86/10/23. Record Services Branch (Document 
Control Desk). 2pp. 38374:033-38374:046. 

-8610270324 LER 86-001 -00:on 860930, RWCU Pump Room 3 temp high annunciator 
alarmed in main control room.Probably caused by grounds in temp module coincident 
w/thermocouple grounds. Ground corrected. 

MORGENSTERN.R.. PALCHAK,J.F. Illinois Power Co. 86/10/23. 3pp. 38374:035- 
38374:037. 

-6610270337 LER 86-003-00:on 860930,control room ventilation sys Train B shifted to 
high chlorine mode of operation.Caused by broken detector tape in chlorine detector 
due to excess spring tension causing excessive drag on tape.Tape rethreaded. 
MORGENSTERN.R. Illinois Power Co. 86/10/23. 3pp. 38374:038-38374:040. 

-6610270376 LER 86-004-00:on 861001 .automatic initiation of standby gas treatment 
sys occurred following containment fuel transfer vent plenum high radiation 
signaLCaused by personnel error & faulty procedures. 

MORGENSTERN.R., PALCHAK.J.F. Illinois Power Co. 86/10/23. 3pp. 38374:041- 
38374:044. 

-8610270387 LER 86-005-00;on 861007,firewatch rounds for impaired barriers started 
late.Caused by personnel negligence. Contract employee suspended & subsequently 
resiqned 

MORGENSTERN.R., PALCHAK.J.F. Illinois Power Co. 86/10/23. 3pp. 38374:045- 
38374:046. 

8610280089 Requests copies of util investigations re five potential equipment tampering 
incidents which occurred between 860617 & 0903, to facilitate Region III evaluation of 
adequacy of investigations & corrective actions. 

AXELSON.W.L. Region 3. Office of Director. 86/10/23. GERSTNER.W.C. Illinois 
Power Co. 2pp. 38367:284-38367:285. 

8610280542 LER 86-006-00:on 861008 & 15, essential svc water sys initiated.Caused by 
transient pressure drop in nonessential svc water.Callbr of low pressure switches will 
be checked & operating procedures revi8ed.W/861027 Itr. 

MORGENSTERN.R., PALCHAK.J.F.. SPANGENBERG.F. Illinois Power Co. 86/10/27. 
5pp. 38380:133-38380:137. 

8610280564 LER 86-002-00:on 860930.secondary containment negative pressure 
tosLCaused by deliberate defeat of interlock switches on airlock doors by contractor 
foreman.Foreman terminated.W/861027 Itr. 

PALCHAK,J.F., SPANGENBERG.F. Illinois Power Co. 86/10/27. 5pp. 38380:167- 
38380:171. 
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F. Security, medical, emergency & fire protection plans 

8610290029 Rev 2 to Emergency Plan Implementing Procedure FE-05, “Emergency 
Equipment & Supplies” & Rev 3 to Procedure AP-02, "Revs & Advance Change No- 
tices.” 

* Illinois Power Co. 86/10/15. 78pp. 38393:218-38393:295. 


DOCKET STN-50-470 CESSAR SYSTEM 80 


A. Application/construction stage documents ak correspondence 

8610270413 Notification of 861024 meeting w/C-E in Bethesda.MD to discuss submittal 
re CESSAR. 

DiCK.G.F. PWR Project Directorate 7. 86/10/22. DENTON, H., VOLLMER,R., 
LYONS, J. NRC - No Detailed Affiliation Given. 2pp. 38372:181-38372:182. 


DOCKET STN-SO-482 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8610070076 Forwards Security Insp Rept 50-483/86-19 on 860804-08 & notice of 
violation. Notice of violation & insp rept details withheld (ref 1 0CFR73.21). 
GAGLIARDO,J.E. Region 4. Office of Director. 86/09/26. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 38114:066-38114:069, 

-8610070088 Partially withheld Insp Rept 50-482/86-19 on 860804-08 (ref 
10CFR73.21).Violation8 noted re locks,keys & combinations, security contingency plan 
& reporting. 

KELLY, J.A., CALDWELL,R.A., EARNEST,A.B. Region 4, Office of Director. 86/09/22. 
2pp. 381 14:068-381 14:069. 

8610140371 Ack receipt of 860717 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-482/86-07.Addl info re redesign of foyer to control 
room,discussed during 860814 telcon.requested within 30 days. 

GAGLlARDO,J.E. Region 4, Office of Director. 86/10/06. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38226:267-38226:269. 

-8610140373 Responds to NRC 860625 Itr re violations noted in Insp Rept 50-482/86- 
07.Correctlve actions withheld (ref 10CFR73.21). 

KOESTER.G.L Kansas Gas & Electric Co. 86/07/17. JOHNSON.E.H. Region 4, 
Office of Director. Ip. 38226:269-38226:269. 

8610150168 Forwards Insp Rept 50-482/86-18 on 860803-31 & notice of violation. 
GAGLIARDO,J.E. Region 4, Office of Director. 86/10/06. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 38249:052-38249:073. 

-8610150186 Insp Rept 50-482/86-18 on 860803-31. Violations noted:failure to comply 
w/licensee temporary mod procedure & failure to lock valve. 

CUMMINS.J.E., BARTLETT.B.L, MULLIKIN.R.P. Region 4. Office of Director. 86/09/ 
29. 17pp. 38249:057-38249:073. 

8610270157 Notification of significant meeting on 861027 w/util to discuss safeguards 
issues re access control & to clarify regulatory requirements established by 
10CFR73.55. 

* Region 4, Office of Director. 86/10/21. Region 4, Office of Director. 2pp, 
38362:041-38362:042. 

8610270316 Confirms 861017 telcon w/0 Maynard re meeting on 861027 in Region IV 
ofc to discuss safeguards issues re access controls & specific concerns raised in 
NRC Insp Rept 50-482/86-07. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/21. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38362:283-38362:284. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610070289 Forwards addi info re NUREG-0737 Item II.D.1 re performance testing of 
relief & safely valves, per NRC 860422 requests. Response to Question 10 revised to 
incorporate new info re safety valve ring settings. 

PETRICK.N.A. Standardized Nuclear Unit Power Plant System. 86/09/26. 
DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 19pp. 
38125:145-38125:163. 

8610080080 Fourth partial response to FOIA request for Region IV allegation data forms 
& background records.Porlions of App E & F documents forwarded & available in PDR 
& App G & H documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. STEPHENS, S. Nuclear 
Awareness Network. 6pp. 38144:004-38144:023. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & 0 documents end & in PDR.Mp O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8602130506 Forwards draft test application of Tech Spec Improvement Project (TSIP) 
Tech Spec selection criteria, in response to 860121 requestPlans for testing TSIP cri- 
teria Include trial application to both Wolf Creek & Limerick.W/o end. 

STELLO,V. Office of the Executive Director for Operations. 86/02/07. PALLADINO 
Commissioners. 1p. 38253:072-38253:072. 

8610090030 Forwards large break LOCA analysis, per License Condition 2.C. 12. Analysis 
performed using revised BART evaluation model & recent mods in WCAP-9561- 
P,Addendum 3.Analysis demonstrates compliance w/10CFR50.46,Fee paid. 
KOESTER,G.L Kansas Gas & Electric Co. 86/10/01. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 61pp. 38181:040-38181:101. 

8610090194 Provides final response to Generic Ltr 83-28, “Required Actions Based on 
Generic Implications of Salem ATWS Events,” Items 3.1.3 & 3.2.3 re post-maint test- 
ing-Tech Specs, 

KOESTER.G.L. Kansas Gas & Electric Co. 86/10/03. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38181:324-38181 :326. 

8610090485 Grants 850530 request for withholding safety evaluations for increased 
RdF Corp resistance temp detectors & Rosemount transmitter installations from public 
disclosure, per 10CFR2.790. 

O’CONNOR.P.W. PWR Project Directorate 4. 86/10/06. WIESEMANN,R.A. Westing- 
house Electric Corp. 2pp. 38183:134-38183:135. 

8610140217 Forwards SER re licensee resTOnse to Generic Ltr 83-28, Item 4.5.1, “Re- 
actor Trip Sys Reliability (Sys Functional Testing).” Reactor trip sys functional testing 
acceptable. 

O'CONNOR, P.W. PWR Project Directorate 4. 86/10/07. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38233:259-38233:262. 
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-8610140230 SER re licensee response to Generic Ltr 83-28.ltem 4.5.1, “Reactor Trip 
Sys Reliability (Sys Functional Testing).” Reactor trip sys functional testing accepta- 

* NRC - No Detailed Affiliation Given. 86/10/07. 2pp. 38233:261-38233:262. 

8610140241 Forwards SER re util 840229 & 860529 responses to Generic Ltr 83- 
28,(tem8 3.2.1 & 3.2.2 re post-maint testing of other safety-related components.Post- 
maint testing program accepts^le. ^ « 

O’C0NNOR,P.W. PWR Project Directorate 4. 86/10/07. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38233:263-38233:266. 

-8610140320 SER re util 840229 & 860529 responses to Generic Ltr 83-28, Items 3.2.1 
& 3-2,2 re post-maint testing of safety-related components.Post-maint testing program 
acceptable 

* NRC - No Detailed Affiliation Given. 86/10/07. 2pp. 38233:265-38233:266, 


8610140259 Requests review of end Allegation 4-85-A-057 re facility operatlons.Review 
should consist of insps or investigation necessary to prove or disprove 
a]iegation.Corrective action may be warranted for resolution.W/o end. 

GAGLIARDO.J.E. Region 4. Office of Director. 86/10/07. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38224:227-38224:228. 


8610160472 Advises that both RHR trains operable in Modes 5 & 6 w/one emergency 
diesel generator removed from svc, provided nonemergency power available to affect- 
ed RHR train & emergency power available to unaffected train. 

KOESTER.G.L Kansas Gas & Electric Co. 86/10/10. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 3pp. 38273:306-38273:308. 


8610200085 Accepts util 860502 & 0625 requests for mod of RHR sys alarm logic to 
allow alarm only if either Suction Valves 8702A or 8701 B open above interlock set- 
points. ^ 

0’CONNOR.P.W. PWR Project Directorate 4. 86/10/14. KOESTER.G.L Kansas Gas 
& Electric Co. 4pp. 38299:202-38299:216. 


-8610070088 Partially withheld Insp Rept 50-462/86-19 on 860804-06 (ref 
10CFR73.21).Violations noted re locks, keys & combinations, security contingency plan 
& reporting. 

KELLY.J.A.. CALDWELUR.A., EARNEST, A.B. Region 4, Office of Director. 86/09/22. 
2pp. 38114:068-38114:069. 

8610080080 Fourth partial response to FOIA request for Region IV allegation data forms 
& background records. Portions of App E & F documents forwarded & available in PDR 
& App G & H documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. STEPHENS.S. Nuclear 
Awareness Network. 6pp. 38144:004-38144:023. 

-8610080084 Partially withheld ltr extending appreciation for cooperation re const 
deflciencies.lnsp Rept 50-483/84-30 discussing technical concerns encl.Other con- 
cerns forwarded to Regions li & IV, 

WEIL,C.H. Region 3, Office of Director. 84/09/28. Affiliation Not Assigned. Ip. 
38144:013-38144:013. 

-8610080088 Partially withheld memo re Section 210 complaint against util.No enforce- 
ment action should be initiated until Dept of Labor enforcement process 
compieted.Supporting documentation end. 

BROWN.W.L Region 4, Office of Director. 83/10/03. WESTER MAN.T.F. Region 4. 
Office of Director. 10pp. 38144:014-38144:023. 

8609250062 IE info Notice 86-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison C^o. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-065, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Ck)nsolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610280238 Requests FR publication of notice of issuance of Amend 2 to License NPF- 
42, changing Tech Specs to reflect title change, change in reporting 
relationOTip.correction of typos & addition & deletion of groups from unit organteatlon 

Y?}UNGBLOOD.B.J. PWR Project Directorate 4, 86/10/21. NRC - No Detailed Affili- 
ation Given. 3pp. 38387:283-38387:285. 

8610220369 Generic Ltr 86-16 to ait PWR applicants & licensees re Westinghouse 
EGGS evaluation modets.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp, 38420:326-38421:051, 

8610280407 Forwards SER supporting util 831115 & 860812 responses to Generic Ltr 
83-28, Items 3.1.3 & 3.2.3 re post-maint testing program for reactor trip sys & other 
safety-related components. 

0’CONNOR.P.W. PWR Project Directorate 4. 86/10/22. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38386:081-38386:085, 

-8610260412 SER supporting util 831115 & 860812 responses to Generic Ltr 83- 
28.ltems 3.1.3 & 3.2.3 re post-maint testing requirements for safety-related 
components, based on plans to address diesel generator testing concerns. 

^ NRC - No Detailed Affiliation Given. 86/10/22, 3pp. 38386:083-38386:085. 

8610310067 Forwards Amend 2 to License NPF-42 & safety evaluation. Amend modi- 
fies Tech Specs to reflect title change in reporting relationship, correct typos & add & 
delete groups from unit organization figure. 

O’CONN0R,P.W. PWR Project Directorate 4. 86/10/22. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 38412:024-38412:036. 

-8610310072 Amend 2 to License NPF-42.modifylng Tech Specs to reflect title change 
in reporting relationship.correct typos & add & delete groups from unit organization 
figure. 

OTONNOR.P.W. PWR Project Directorate 4. 86/10/22. 7pp. 38412:026-38412:032. 

-8610310076 Safety evaluation swporting Amend 2 to License NPF-42. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/22. 4pp. 
38412:033-38412:036. 

8610300186 Advises that util 840531 submittal re elimination of protective devices 
against dynamic loads, acceptable per revised GDC 4.However.changing load support 
path design would involve unreviewed safety question. 

OWNNOR.P.W. PWR Project Directorate 4. 86/10/28. KOESTER,G,L Kansas Gas 
& Electric Co. 2pp. 38409:048-38409:049. 


CL Inspection reports, IE Bulletins i. correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list, 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of CJertain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610300394 FOIA request for documentation re 850527-31 special insp of quality first 
prc»ram, including Insp Rept 50-482/85-28. 

STEPHENS,S, Nuclear Awareness Network. 86/05/09. Office of Administration, 2pp. 
38409:090-38409:091. 

8810010131 Further response to FOIA request for documents re util Corrective Action 
Rept T.Forwards RP Denise 850304 memo. Other documents available In PDR, 
GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. STEPHENS.S. Nuclear 
Awareness Network. Ip. 38071:001-38071:006. 

8810070076 Forwards Security Insp Rept 50-483/86-19 on 860804-08 & notice of 
vlolatlon.Notic 0 of violation & insp rept details withheld (ref 10CFR73.21). 
GAGLIARDO,J.E. Region 4, Office of Director. 86/09/26. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 381 1 4:066-381 1 4:069. 


8610140371 Ack receipt of 860717 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-482/86-07.Addl info re redesign of foyer to control 
room.dlscussed during 860814 telcon, requested within 30 days. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/06. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 38226:267-38226:269. 

-8610140373 Responds to NRC 860625 ltr re violations noted in Insp Rept 50-482/86- 
07.Corrective actions withheld (ref 10CFR73.21). 

KOESTER.G.L Kansas Gas & Electric Co. 86/07/17. JOHNSON.E.H. Region 4. 
Office of Director. Ip. 38226:269-38226:269. 

8610150168 Forwards Insp Rept 50-482/86-18 on 860803-31 & notice of violation. 
GAGLIARDO.J.E. Region 4, Office of Director. 86/10/06. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38249:052-38249:073. 

-8610150177 Notice of violation from insp on 860805 & 20. 

* Region 4, Office of Director. 86/10/06. 3pp. 38249:054-38249:056. 

-8610150186 Insp Rept 50-482/86-18 on 860803-31. Violations notedrfailure to comply 
w/licensee temporary mod procedure & failure to lock valve. 

CUMMINS, J.E., BARTLETT.B.L, MULLIKIN.R.P. Region 4. Office of Director. 86/09/ 
29- 17pp. 38249:057-38249:073. 

8610140259 Requests review of end Allegation 4-85-A-057 re facility operatlons-Review 
should consist of insps or Investigation necessary to prove or disprove 
allegation-Corrective action may be warranted for resoiution.W/o end. 
GAGLIARDO.J.E. Region 4, Office of Director. 86/10/07. KOESTER.G.L. Kansas Gas 
& Electric Co. 2pp. 38224:227-38224:228. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
36234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. , 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. CJonsolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-006, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. , 

JORD^,E.L. Division of Emergency ^^aredness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610220093 Forwards response to 860827 request for addi info re first 10-yr interval 
Inservice insp plan.Containment cooling sys predominately built to ASME Class 3 re- 
quirements. . . 

KOESTER;G.L Kansas Gas & Electric Co. 86/10/17. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851 125). 4pp. 38327:001-38327:004. 

8610270318 Confirms 861017 telcon w/O Maynard re meeting on 861027 in Region iV 
ofc to discuss saf^uards Issues re access controls & specific concerns raised In 
NRC Insp Rept 5Q.482/66-07. 

GAGLIARDO,J.E, Region 4, Office of Director. 86/10/21. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 38362:283-38362:284. 
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8610270349 Forwards Insp Rept 50-482/86-17 on 860706-0802 & notice of 
violatjon.Actions taken on previously identified insp findings discussed in end rept. 
GAGLIARDO.J.E. Region 4, Office of Director. 86/10/22. KOESTER.G.L Kansas Gas 
& Electric Co. 2pp. 38374:047-38374:064. 

-8610270356 Notice of violation from insp on 860718. 

* Region 4. Office of Director. 86/10/22. 2pp. 38374:049-38374:050. 

—8610270366 Insp Rept 50-482/86-17 on 860706-0802. Violation noted: failure to per- 
form activities in accordance w/specified procedure. 

CUMMINS.J.E.. MULLIKIN.R.P. Region 4, Office of Director. BARTLETT.B-L Region 
3, Office of Director. 86/10/21. 14pp. 38374:051-38374:064. 

8610300399 Final response to FOIA request.Forwards App B documents. App A docu- 
ment available In PDR.App C documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/24. STEPHENS.S. Nuclear 
Awareness Network. 5pp. 38409:092-38409:098. 

-8610300400 Record of review form for util quality first review. 

* NRG - No Detailed Affiliation Given. 86/10/24. 2pp. 38409:097-38409:098. 


R. Periodic operating reports & related correspondence 

8610210221 Monthly operating rept for Sept 1986.W/861010 Itr. 

WILLIAMS.M., KOESTER.G.L. Kansas Gas & Electric Co. 86/09/30. JOHNSON.E.H. 
Region 4. Office of Director. 8pp. 38313:291-38313:298. 


S. Reportable occurrences, LERs & related correspondence 

8610100561 LER 86-044-00:on 860902, partial loss of offsite power occurred.Caused by 
personnel error during routine substation switchyard maint activity.Increase in testing 
frequency of valve Ep HV-38 implemented. W/ 861 002 Itr. 

WILUAMS.M.G., KOESTER.G.L. Kansas Gas & Electric Co. 86/10/02. 4pp. 
38194:351-38194:354. 

8610090079 LER 86-046-00:on 860904, control room ventilation isolation signal initiated 
due to typo in keyboard command when returning process radiation monitor to 
svc.Caused by personnel error.Rept added to required reading.W/861003 Itr. 
WILLIAMS.M.G.. KOESTER.G.L. Kansas Gas & Electric Co. 86/10/03. 

JOHNSON.E.H. Region 4. Office of Director. 4pp. 38181:218-38181:221. 

8610090310 LER 86-047-00:on 860904, waste gas decay tank 8 found slowly decreasing 
in pressure during planned release from tank 2. Caused by leak into tank 2 via drain 
connections w/common header.Drain valve repaired. W/861 003 Itr. 

WILLIAMS, M.G.. KOESTER.G.L Kansas Gas & Electric Co. 86/10/03. 

JOHNSON.E.H. Region 4. Office of Director. 3pp. 38144:355-38144:357. 

8610200082 LER 86-048-00:on 86091 2, violation of Tech Spec 3.7.10.3 re Halon sys 
occurred.Caused by cognitive personnel error. Std work instructions applicable to 
Halon storage tanks revised.W/861010 Itr. 

WILLIAMS.M.G.. KOESTER.G.L. Kansas Gas & Electric Co. 86/10/10. 

JOHNSON.E.H. Region 4. Office of Director. 4pp. 38290:050-38290:053. 
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F. Security, medical, emergency & fire protection plans 

8610210052 Forwards "Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 860730." Two noted deficiencies will 
be rectified at rescheduled 861022 remedial exercise. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/07. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
38305:067-38305:116. 

-8610210057 "Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans Conducted 860730." 

• Federal Emergency Management Agency. 86/09/30. 48pp. 38305:068-38305:116. 

8610230018 Forwards Safety Insp Rept 50-483/86-19 on 860801-1004 & notice of vio- 
lation. 

WARNICK,R.F. Region 3. Office of Director. 86/10/17. SCHNELL.D.F. Union Electric 
Co. 2pp. 38344:210-38344:221. 

-8610230021 Notice of violation from insp on 860801-1004. 

WARNICK,R.F. Region 3, Office of Director. 86/10/17. Ip. 38344:212-38344:212. 

-8610230027 Safety Insp Rept 50-483/86-19 on 860801 -1004. Violation noted:failure to 
establish continuous fire watch while preaction sprinkler sys inoperable. 

FORNEY, W.L Region 3. Office of Director. 86/10/17. 9pp. 38344:213-38344:221. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance w/lOCFR50.49, "Environ Qualification of Electric Equipment Important to 
Safe^ for Nuclear Power Plants," Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 

8610070289 Forwards addi info re NUREG-0737 Item lt.D.1 re performance testing of 
relief & safety valves.per NRC 860422 requests. Response to Question 10 revised to 
incorporate new info re safety valve ring settings. 

PETRICK.N.A. Standardized Nuclear Unit Power Plant S^tem. 86/09/26. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851 125). 19pp. 
38125:145-38125:163. 

8610080435 Application for amend to License NPF-30.revising Tech Specs to increase 
emergency diesel generator reliability & prevent undue stress & tear on generators, per 
Generic Ltr 84-1 S.Fee oaid. 

SCHNELL,D.F, Union Electric Co. 86/09/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851 1 25). 5pp. 381 66:1 35-381 66:1 79. 

-8610080452 Proposed Tech Spec, reflecting changes to increase emergency diesel 
generator reliability & reduce stress & wear. 

* Union Electric Co. 86/09/29. 40pp. 38166:140-38166:179. 


8610100449 Application for amend to License NPF-30, revising Tech Specs re main 
steam & main feedwater isolation valves. Fee paid. 

SCHNELL.D.F. Union Electric Co. 86/09/29. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 6pp. 38185:323-38185:338. 

-8610100458 Proposed Tech Specs, changing ESF response times, containment isola- 
tion valves, main feedwater sys limiting condition for operation & surveillance require- 
ments & feedwater isolation valves. 

* Union Electric Co. 86/09/29. 10pp. 38185:329-38185:338. 

8610140379 Forwards SER re util 831118 & 860812 responses to Generic Ltr 83- 
28, Items 3.1.3 & 3.2.3 re post-maint testing (reactor trip sys components, all other 
safety-related components). Post-maint testing program acceptable. 

O’CONNOR.P.W. PWR Project Directorate 4. 86/10/07. SCHNELL.D.F. Union Electric 
Co. 2pp. 38254:261-38254:265. 

-8610140392 SER re utit 8311 18 & 860812 responses to Generic Ltr 83-28, Items 3.1.3 
& 3.2.3 re post-maint testing (reactor trip sys components.all other safety-related 
components). Responses acceptable. 

• NRC - No Detailed Affiliation Given. 86/10/07. 3pp. 38254:263-38254:265. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, inc. 37pp. 38420:326-38421:051. 

8610300157 Advises that util analysis re elimination of protective devices against dy- 
namic loads resulting from ruptures of primary coolant loops, acceptable per GDC 
4. However, changing load support path design raises unreviewed safety question. 
O’CONNOR.P.W. PWR Project Directorate 4. 86/10/28. SCHNELL.D.F. Union Electric 
Co. 2pp. 38407:225-38407:226. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610080080 Fourth partial response to FOIA request for Region IV allegation data forms 
& background records.Portions of App E & F documents forwarded & available in PDR 
& App G & H documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. STEPHENS.S. Nuclear 
Awareness Network. 6pp. 38144:004-38144:023. 

-8610080084 Partially withheld Itr extending appreciation for cooperation re const 
deficiencies. Insp Rept 50-483/84-30 discussing technical concerns encl.Other con- 
cerns forwarded to Regions H & iV. 

WEIL,C.H. Region 3, Office of Director. 84/09/28. Affiliation Not Assigned. Ip. 
38144:013-38144:013. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610200073 Documents 861001 agreement between PW O'Conner & D Shafer that 
addI Info re InservIce Insp program will be provided by 861107. 

CAPONE, D.W. Union Electric Co. 86/10/06. DENTON,H.R. Office of Nuclear Reactor 
Regulation. Director (post 851 125). 3pp. 38293:263-38293:265. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp, 38258:276-38259:017. 

8610200355 Responds to NRC 860909 itr re violations noted in Insp Repts 50-483/86- 
10 & 50-483/86-17 on 860415-0531 & 0604-11 & proposed imposition of civil penalty 
of $25,000.00. Corrective actions:outage planning personnel counseled. 

SCHNELLD.F. Union Electric Co. 86/10/09. TAYLORJ.M. Office of Inspection & En- 
forcement, Director (Post 820201). 8pp. 38303:270-38303:277. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages. Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-069, "Uncontidled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Osnsolidated Edison Co. of New York. Inc. 93pp. 38331:192- 
38331:284. 
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8610100107 Suppi 1 Is iE info Notice 86-005, “Main Steam Safety Valve Test Failures 
i Fine Settr^ Adiastments.” Sve list end. . _ 

cf Emerge:^ Prep^edne^ * sly 

S3C!03i 86/ 1C '‘6, Gonsdsdati^ Edson Co. of New York, Inc. 107pp. 38331.080 

3633' ^’51. 


8610230018 Foifwa''ds Safety I.nsp Rept 50-483/86-19 on 860801-1004 & notice of vio- 

A^kiCK,F.F- Re^cn 3, Office cf [^rector. 86/10/17. SCHNELL,D.F. Union Electric 
Cc. 2pp. 38344'.21 3-38344:221. 


-8610230021 Notice of violation from insp on 860801-10(M. 

WAFN;CK.n.F. Regton 3, OffK» of Director. 86/10/17. Ip. 38344:212-36344:212. 

-8610230027 Safer/ ’nsp Rept 50-483/86-19 on 860801-1 004.Vio!ation noted:failure to 
estabiish sentsniious fire watdh wtiile preaction sprinkler sys inoperable. 

FORNEY, Region 3, Office of Director, 86/10/17. 9pp. 38344:213-38344:221. 


8610020210 Notification of 861001 meeting w/util in Bethesda.MD to discuss submittals 
re leak-before-break & other pipe break postulation methods roviowed or being re- 

|SdaMb\n.P?PWR Project Directorate 5. 86/09/24. NOONAN,V.S. PWR Projoct Oi- 


8610150462 Fonwards Rev 15 to QA program for design & const rovs, roflocting orguni- 

^LDBERcCj-kf. Houston Lighting & Power Co. 86/09/26. MARTIN, R.O. Flogion 4, 
Office of Director. 8pp. 38249:281*38250:173. 


-8610150469 Rev 15 to “QA Program Description, QA During Design & Const.” 
* Houston Lighting & Power Co. 86/09/26. 245pp. 38249:289-38250:173. 


8610060466 Forwards minutes from SQRT/Pump & Valve Operability Review Toam 
860916 pre-audit meeting in Bethesda.MD.Related correspondonco, 

WISENBURG.M.R. Houston Lighting & Power Co. /M86 0940. 86/09/29, 
NOQNAN,V.S. PWR Project Directorate 5. 55pp. 38105:264-38105:318. 


ft. Pttdocic cfMtratirtg reports & related correspondence 

8610100084 ooerati.no rept for Jul 1 986.W/860808 Itr. 

E'*.ANSS.F., R.ANDClPH.S.:- Union Electric Co, 86/07/31. 6pp. 38191:119- 

38^31:124. 

8610100189 .forwards revised monthly operating repts for May & June 1986, correcting 
forced outage fxxirs to reflect generator breaker-to-breaker outages. 

RANDCL?h,G.L UfWR Electric Co. 86/08/12, Office of Resource Management. Di- 
rector. 2pp. 38225:235-38225:244. 

-8610100528 Revised monthly (gating rept for May 1986. 

EVANS.S.R. Union Electric 63. 86/05/31. 4pp. 38225:237-38225:240. 

-6610100541 Revised monthly operating rept for June 1986. 

EVANS, SR. Ur^. Electric Co. 86/06/30. 4pp. 38225:241-38225:244. 


S RpportiMale occurrences, LERs & related correspondence 


8610030445 Special Rept S6-Q7:on 860825, RCS sampled & found to exceed Tech Spec 
3.4.S lin^tior!.Caused by defects in cladding of fuel.Appropriate sampling & analysis 
requirements performed until RCS specific activity restored within limits. 
RANOOLPH.G.L Union Electric Co. 86/09/23. MILHQAN,J.L Plant Systems Branch 
iPWR-A}. B£RUNGER,C.H. Reactor Systems Branch (PWR-A). 5pp. 38085:336- 
38065:340. 

8610170170 LER 864)34-00;on 860908, pre-action sprinkler sys protecting cable trays of 
auxiaiv bldg inqperaWe w/o continuous fire watch.Caused by personnel error.Design 
& annunciator response procedure evaluated. W/861 008 Itr. 

DAV1S,J.E, RANDOLPH, G.L Union Electric Co. 86/10/08. 6pp. 38281:267- 


8610200002 LER 86-030-00:on 860909, automatic RCS Loop 2 low flow (P8) reactor 
trip,auxiafy feedwater actuation & feedwater isolation occurred.Caused by failure of 
five-valve marafold equalization valve to fully seatW/861009 Itr. 

RCeiNSON.W.R., RANDOLPH, G.L Union Electric Co. 86/10/09. 5pp. 38292*208- 


861(^(070 LER 86-031 -00:on ^091 2, boron dilution setpoint not properly 
’ f^ANDOLPH.G.L Union Electric Co. 86/10/13. 5pp. 38312:176- 

38312iii80. 


86C920, control room ventilation Isolatior 

o^urred.C^u^ by fuse on control room radiation monitor.Fuse 

actuation feature to be removed fron 

^^J^^,W.R., RANDOLPH.aL Union Electric Co. 86/10/14. 5pp. 38326:344 


pr»oedures.Mod 

RANOOLPH.G.L Union Electric Co. 86/10/17. 6pp. 38347:07' 
^ ^®®Pwater Isolation occurred du 
Bectric Co. 86/10/24. 5pp. 38380:17J 
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JL. idage documents & correspondence 

2^. Project 85/06/16. Office of Administration. 


22, A8anlcC% eteclrfc^1^.*^2%S^^ (Post 851125). 86/ 


OTSrtaiteHer turned over to 


s^tegation re Bechtel engines 
orgarazation for appropi 




8610310010 Partial response to FOIA request. Documents in Apps A-l availatato in FOR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GAR0E,8,P. Govornment 
Accountability Project. 32pp. 38426:098-38442:240. 

-8610310146 Forwards Apr surveillance schedule & const milestone events. Activities 
in Mar included concrete placement for portion of ninth lift & completion of eighth on 
Unit 1 exterior wall & containment liner for Unit 2. 

PHILLIPS, N.N. Houston Lighting & Power Co. 78/04/03. HU8ACEK.W.G, Region 4, 
Dallas, Office of the Director. 1p. 38435:1 1 1-38435:1 1 1 . 

-8610310155 Clarifies statements in newspaper article re facilities, per Commissioner 
Bradford 791019 request,W/791031 draft memo from V StoHo to Commissioner Brad- 
ford. 

HUBACEK.W.G. Redon 4. Dallas, Office of the Director. 79/10/26. REINMUTH.G.W. 
Division of Reactor Operations Inspections. 15pp, 38435:176-38435:208. 

-8611030152 Forwards Sept surveillance schedule & const milestone events.Activities 
In Aug included ASME piping installation, placement of Unit 1 steam generators & 
completion of setting Unit 1 containment liner dome courses. 

STANLEY, T.D. Houston Lighting & Power Co. 79/08/30. HUBACEK.W.G. Region 4, 
Dallas, Office of the Director. 4pp. 38435:112-38435:175. 

8610140160 Advises that CAW-86-056, “Supplemental Info R® Momentary Fuel Aaaem- 
bly Liftoff, Specific Data - TGX Fuel Assembly Forces,” will be withheld from public dis- 
closure (ref 10CFR2.790), 

NOONAN.V.S. PWR Project Directorate 5. 86/10/02. GOLDBERG, J.H. Houston Light- 
ing & Power Co. 5pp. 38222:085-38222:089. 

8610150276 Forwards rept on third audit of qualified display processing sys design proc- 
ess & verification & validation plan on 8607i5-l6,Continuation of design 8i mfg of ays 
& execution of plan generally acceptable. 

KADAMBI.N.P. PWR Project Directorate 5. 86/10/07. GOLDBERG, J.H. Houston Light- 
ing & Power Co. 25pp. 38256:068-38256:092. 

8610200270 Notification of 861015 & 16 meetings w/utll in Bethiesda.MO to discuss ap- 
plication of leak-before-break technology & application of Reg Guide 1.75 re separa- 
tion criteria at plant. 

KADAMBI.N.P. PWR Project Directorate 5. 86/10/08. NOONAN.V.S. PWR Project Di- 
rectorate 5. 4pp. 38299:066-38299:069. 


8610170294 Forwards responses to SORT & Pump & Valve Operability Review Team 
pre-audit questions.Rev A to STP-33186.1. “Qualification Test Procedure on Valve 6 
Actuator for Valtek.lnc.SpringsvlIle.UT," also end. 

WISENBURG.M.R. Houston Lighting & Power Co. 86/10/09. NOONAN.V.S. PWR 
Project Directorate 5. 17pp. 38288:013-38288:063. 

-8610170299 Rev A to STP-33186-1, “Qualification Test Procedure on Valve & Actua- 
tor for Valtek.lnc,Springsville,UT.“ 

MOLNAR.J.S. American Environments Co, 86/09/09, 

44 pp. ao2oB:030-36288:06S. 

coricerns re compilation of insp documentation errors discov- 
applicable documentation & amount of work performed by Indi- 
records group.Related correspondence. 

Lightina & Power Co. #486 1226. 86/10/09, MARTIN.R.O. 
Region 4, Office of Director. 6pp. 38347:298-38347:303. 

technical justification for 
connected to reactor <^ant 
®iPMDnS5?9®r?^ changes.Retated correspondence. 

NOONAN.V.S. PWR Project Directorate 5. 4pp, 38273:322-38273:325. 

*^ioo?man?fni?2!!^^^ changos associated vw/elimination of bypass 

duetto measurement sy8.includlng Chapter 15 analyses revised 

PM.® " Slower response time for temp measurement, 

Um. I A. 


**S'nUoS,T,SMSl‘° 860813 safety-related tubing prooram, InclucSno eom- 
ttoSj IreteUe^QC ASMS S~- 

I it Power Co. 86 / 10 / 16 . NOONAN*V,S. PWR 
1-38331:049. 

ne? investigation of afleoation re Bechtel engineering 

GOLD^ERg^j R elate correspopdence. 

8^10/1?. MARTIN.aa 

**sump®addltiv©SrLm^^ deletion of containment 

toK^acceSrL considering change to SRP Section 66,2 

NOONAN V S sump control.Chai^ weera acceptabfe. 

InTO* CeX QdE:DSlRG.j.H. HSuston Ught- 
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8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280392 Notification of 861030 meeting w/util & Westinghouse in Bethesda,MD to 
discuss application of probabilistic methods for accident analysis re boron dilution. 
KADAMBI,N.P. PWR Project Directorate 5. 86/10/22. NOONAN.V.S. PWR Project Di- 
rectorate 5. 5pp. 38387:108-38387:112. 


D. NRC Draft/Final Environmental Statements, supple & correspondence 

8610300388 Discusses two phases of fog monitoring prqgram.in response to NRC re- 
quest to revise original program in Section 5.13.3 of FES (NUREG-1171).Requests 
prompt NRC review of program to support program initiation in Dec 1986. 
WISENBURG,M.R. Houston Lighting & Power Co. 86/10/30. NOONAN,V.S. PWR 
Project Directorate 5. 2pp. 38409:228-38409:229. 


E. NRC Safety Evaluation Report (SER), suppis 6 correspondence 

8610060467 Forwards Harza Engineering Co rept, “Main Coolirw Reservoir Perform- 
ance Evaluation for Filling to Elevation 35,” in response to SER Confirmatory Item 
4.Related correspondence. 

WISENBURG,M.R, Houston Lighting & Power Co. #486 0944. 86/09/29. 

NOONAN,V.S. PWR Project Directorate 5. 3pp. 38099:075-38099:252. 

-8610060489 “Main Cooling Reservoir Performance Evaluation for Filling to Elevation 
35.“ Related correspondence. 

BAIER.D.R. Harza Engineering Co. 86/09/15. 172pp. 38099:081-38099:252. 

8610060383 Forwards change to FSAR Page 3.5-2 re evaluation of temp detectors in- 
stalled in high energy piping.inadvertently omitted from 860617 transmittal, per SER 
(NUREG-0781) Open Item 2.Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0953. 86/09/30. 

NOONAN, V.S. PWR Project Directorate 5. 4pp. 38089:008-38089:011. 

8610060436 Forwards response to Generic Ltr 85-1 2.Section A “Implementation of TMl 
Action ltem,il.K.3.5 'Automatic Trip of Reactor Coolant Pumps." Info should close 
SER (NUREG-0781) confirmatory item.Related correspondence. 

W1SENBURG.M.R. Houston Lighting & Power Co. #486 0950. 86/09/30. 

THOMPSON,H.L. Division of Pressurized Water Reactor Licensing - A (post 851125). 
8pp. 38157:096-38164:033. 

8610060455 Forwards “Probd}iiistic Boron Dilution Analysis" final rept, per SER Open 
Item 15.Analysi8 demonstrates that at least 15 minutes available for operator re- 
sponse in event of boron dilution transientRelated correspondence. 
WISENBURG,M.R. Houston Ughting & Power Co. #486 0965. 86/09/30. 

NOONAN,V.S. PWR Project Directorate 5. 4pp. 38098:269-38099:060. 

-6610060463 “Probabilistic Boron Dilution Analysis," final rept. Related conrespond- 
ence. 

* Westinghouse Electric Corp. 86/09/30. 148pp. 38098:273-38099:060, 


-8610160154 Rev 0 to 1 PCP08-AP-0002, “Operation & Maint of Post-Accident Sam- 
pling Sys." 

LOSCH.J.W. Houston Lighting & Power Co. 86/06/16. 68pp. 38269:076-38269:133. 

-8610160160 Rev 0 to 1 PCP08-AP-0003, “Sampling & Analysis of RCS.RHR & Reactor 
Containment Bldg Sump - Post-Accident." 

LOSCH.J.W. Houston Lighting & Power Co. 86/06/24. 45pp. 38269:134-38269:178. 

-8610160166 Rev 0 to 1PCP08-AP-0004. “Sampling & Analysis of Reactor Coolant 
Bldg Atmosphere - Post-Accident." 

LOSCH.J.W. Houston Lighting & Power Co. 86/06/24. 30pp. 38269:179-38269:208. 

-8610160170 Rev 0 to 1 PCP08-AP-0005, “Determination of Radionuclides - Post-Acci- 
dent” 

KINSEY, W.H. Houston Ughting & Power Co. 86/09/22. 12pp. 38269:209-38269:220. 

-8610160162 Rev 0 to OPCP08-AP-0006, “Backup Determination of Boron - Post-Acci- 
dent" 

UNDERWOOD.J.E. Houston Lighting & Power Co. 86/09/22. 3pp. 38269:221- 
38269:223. 

-8610160186 Rev 0 to 1 PCP08-Z2-0007, “Backup Determination of Chlorides - Post- 
Accident." 

UNDERWOOD, J.E Houston Lighting & Power Co. 86/09/23. 3pp. 38269:224- 
38269:226. 

-8610160169 Rev 0 to 1 PCP08-AP-0009, “Sampling & Analysis for Release Assess- 
ment - Post-Accident.” 

KINSEY. W.H. Houston Lighting & Power Co. 86/09/22. 7pp. 38269:227-38269:233. 

-8610160193 Rev 0 to 1 PCP08-AP-0001 , “Post-Accident Core Damage Assessment 
Sampling & Analysis.” 

KINSEYJv.H. Houston Lighting & Power Co. 86/09/18. 11pp. 38269:234-38269:244. 

-8610160194 Rev 0 to OPCP01-ZA-0017, “Post-Accident Sampling & Analysis Pro- 

S'lNSEY.W.H. Houston Lighting & Power Co. 86/06/13. 18pp. 38269:245-38269:262. 

8610220241 Informs of issuance of SSER 1 (NUREG-0781 ,Suppl 1) for plants.W/o 
SSER 1 

NOONAN.V.S. PWR Project Directorate 5. 86/10/16. GOLDBERG.J.H. Houston Light- 
ing & Power Co. Ip. 38331:360-38331:360, 

8610240259 Forwards marked-up FSAR revs re MSIV closure logic, closing SER Con- 
firmatory Item 1 7.MSIV closure on safety injection modified to MSIV on HI-2 contain- 
ment pressure signal & on low steam line pressure signal & lo-lo Tcold signal. 
WISENBURG.M.R, Houston Lighting & Power Co. 86/10/20. NOONAN.V.S. PWR 
Project Directorate 5. 44pp. 38356:130-38356:173. 

8610270119 Forwards annotated FSAR revs re MSIV closure logic to enable resolution 
of SER Confirmatory Item 17.Related correspondence. 

WISENBURG,M.R. Houston Lighting & Power Co. #486 1253. 86/10/20. 
NOONAN, V.S. PWR Project Directorate 5. 44pp. 38359:285-38359:328. 


8610060488 Submits detailed description of plant emergency lighting sys in response to 
telcon re utii response to closing of SER (NUREG-0781) Confirmatory Item 20.Related 
correspondence. 

W(SENBURG,M.R, Houston Lighting & Power Co. #486 0949. 86/09/30. 

NOONAN.V.S. PWR Project Directorate 5. 4pp. 38098:180-38098:183. 

8610060980 Forwards info re SER Open Item 16 & Confirmatory Item 13 concerning 
long-term cooling, including Westinghouse "Long-Term Cooling Analysis for South 
Texas Project" & Repts WCAP-11232 & WCAP-11297.W/0 repts.Related correspond- 
ence. 

WISENBURG,M.R. Houston Ughting & Power Co. #486 0952. 86/09/30. 

NOONAN.V.S. PWR Prr^ect Directorate 5. 17pp. 38115:064-38115:166. 

-8610060967 “Long-Term Cooling Analysis for South Texas Project" Related corre- 
spondence. 

* Westinghouse Electric Corp. 86/09/30. 86pp. 381 15:081-38115:166. 

-8610100051 Requests proprietary WCAP-11232, “Comparison of TREAT & NOTRUMP 
Small Break LOCA Transient Results," be withheld, per 10CFR2.790. Affidavit AW-76- 
45 & proprietary matl previously submitted end. 

WIESEMANN,R.A. Westinghouse Electric Corp. 86/09/25. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 9pp. 38192:135-38192:143. 


-8610100056 “Comparison of TREAT & NOTRUMP Small Break LOCA Transient Re- 
sults.” 

FRANTZ, E.R., HUANG.P.H,, OFSTUN,R.P. Westinghouse Electric Corp. WCAP-11297. 
86/09/22. 120pp. 38192:144-38192:263. 


8610270122 Forwards FSAR changes to facilitate NRC review of util conformance to 
ATWS rule & of ATWS mitigation sys actuation circuitry.Info supports closure of SER 
Confirmatory Item 29. Related correspondence. 

WISENBURG,M.R. Houston Lighting & Power Co. #486 1252. 86/10/20. 
NOONAN,V.S. PWR Project Directorate 5. 28pp. 38360:001-38360:027. 


F. Security, medical, emergency & fire protection plans 

8610060488 Submits detailed description of plant emergency lighting sys in response to 
telcon re util response to closing of SER (NUREG-0781) Confirmatory Item 20.Related 
correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0949. 86/09/30. 

NOONAN, V.S. PWR Project Directorate 5. 4pp. 38098:180-38098:183. 

8610160410 Rev 0 to “Emergency Mgt Plan for Matagorda County, Bay City & Palacios." 
W/861007 ltr. 

WISENBURG.M.R. Houston Lighting & Power Co. 86/09/30. NOONAN.V.S. PWR 
Project Directorate 5. 318pp. 38272:173-38273:130. 

6610100597 Forwards draft Rev 2 to Emergency Classification Procedure OEPP01-ZA- 
0001, "Safety-Related (Non-Q) Emergency Classification," per 860903 
agreementEmergency procedures will be submitted by 861 101 .Related correspond- 
ence. 

WISENBURG.M.R. Houston Ughting & Power Co. #486 1038. 86/10/06. 

NOONAN, V.S. PWR Project Directorate 5. 3pp. 38196:308-38196:339. 


-8610100047 “Long Term Cooling Analysis for South Texas Project." Revs to be incor- 
porated into future FSAR amend end. 

* Westinghouse Electric Corp. 86/09/01. 88pp. 38192:049-38192:134. 


-8610100605 Draft Rev 2 to Emergency Classification Procedure OEPPOI-ZA-0001, 
“^fety-Related (Non-Q) Emergency Classification." W/861O06 ltr. 

* Houston Lighting & Power Co. 86/10/06. 29pp. 38196:311-38196:339. 


6610070270 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROIECT.gNITS 1 AND 2.Docket Nos. 50-498 And 50-499. (Houston 


U^j^^nd^ Power Cbmpar^) 


' Pressurized Water Reactor Licenslr^g - A <post 851125). NURB3-0781 

SOI. 86/09/30, 13rpp, 38128:323-38129:099. 


8610090199 Forwards change te FSAR Page 35-2 re evaluation of temp detectors In- 
stalled in high energy pipirig,p4r SERi (NUwpG-OT^I) Open Item 2 concerning internal 
missile analysis. 

WISENBURG,M.R. Houston Lighting 6 Power Co, 86/09/30, NOONAN.V.S. PWR 
Projed Directorate 5. 6pp. 381^013-1818^016. 


6610160143 Forwards procedures used to estirnate core damage in response to SER 
Confirmatory Item 18 re NUREG-0737,ltem ll.B 3, “Post-Accident Sampling Sys." 
WISENBURG,M.R. Houston Lighting 6 Power Co. 86/10/09. NOONAN,V.S. PWR 
Project Directorate 5. 3pp. 38269K)32-38269‘.262. 


-8810160149 Rev 0 to OPEP02-ZG-0007, “Coolarti Activity & Radionucfide Trend for 
Failed Fuel." 

* Houston Ughting & Power Co. 85/12/31. 41pp. 38269:035-38269:075. 


8610150514 Forwards Insp Repts 50-498/86-28 & 50-499/86-26 on 860825-28.No vio- 
lations or deviations noted. 

GAGLIARDO,J,E. Region 4, Office of Director. 86/10/06. GOLDBERG,J,H, Houston 
Lighting 6 Power Co. 3pp. 38252:192-38252:201. 

-8610150523 Insp Repts 50-498/86-28 & 50-499/86-25 on 860825-28.No violation or 
deviation noted-Major areas lnspected:revlew of emergency plan implementing 
procedures.Emergency preparedness appraisal scheduled for 881 110-21 . 

BAIRD, J.B., YANDELL,UA, Region 4, Office of Director. 86/09/20. 7pp. 38252:195- 
38252:201. 

8610210454 Forwards Rev 3 to emergency plan.Augmentation study re emergency post 
response tirrie expected to be completed by 861 101 .per requestUpdated itrs of 
agreement expected to be available prior to emergency preparedness appraisal. 
WISENBURG.M.R. Houston Ughting & Power Co. 86/10/15, NOONAN.V.S. PWR 
Project Direcforate 5. 2pp. 38308:236-3831 0:1 09. 

-8610210457 Rev 3 to emergency plan. 

* Houston Lighting 6 Power Co. 86/10/15, 592pp. 38308:238-38310:109. 
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8610240176 Forwards Rev 3 to emergency plan, incorporating NRC comments as dis- 
cussed at 860903 meeting.Augmentatlon study expected to be completed by 
861101 .Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 1221. 86/10/15. 
NOONAN.V.S. PWR Project Directorate 5. 2pp. 38348:245-38350:119. 

*-8610240180 Rev 3 to emergency plan.Related correspondence. 

* Houston Lighting &. Power Co. 86/10/15, 593pp. 38348:247-38350:119. 

8610300411 Summary of 860903 meeting w/util re detailed exam of draft emergency 
plan.List of attendees end. 

KADAMBI.N.P. PWR Project Directorate 5. 86/10/24. PWR Project Directorate 5. 7pp. 
38409:058-38409:064. 


G. Adjudicatory correspondence 


-8106190079 Summary of 800426-27 meeting in Bethesda.MD re resolution of review 
of facing investigation findings on structural backfilLDesign requirements satisfied 
based on results of in-place density test & field investigation borinqs. 

GALLAGHER, E.J. Mechanical, Structural & Metallurgical Section. 81/05/29. 
WILBER, H.A. Mechanical,Structural & Metallurgical Section. 182pp. 38427:064- 
38427:250. 

-8610310020 Marked-up notice of violation from insp on 791110-800207, draft investi- 
gation rept & proposed enforcement actions. 

^ NRC - No Detailed Affiliation Given. 86/09/30. 282pp. 38426:130-38427:047. 

-8610310024 Advises that coversheet of end Insp Repts 50-498/80-17 & 50-499/80- 
17 signed w/understanding that comments discussed In 800710 telcon will be incor- 
porated except comment on vibration frequency.Supporting documentation end. 
LANDSMAN, R.B. Region 3, Chicago. Office of the Director. 80/07/10. HAYES.D.W. 
Region 3, Chicago, Office of the Director, 16pp. 38427:048-38427:063. 


8610310010 Partial response to FOIA requesLDocuments in Apps A-l available In PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE, B.P. Government 
Accountability Project, 32pp. 38426:098-38442:240. 

-8610310043 Certifies that 10CFR50.App B as existed on 721031 & each subsequent 
amend taie & accurate copy of document. 

MALUSCH.M.G. Office of the General Counsel. 84/07/02. 10pp. 38430:247- 
38430:256. 


-8610310052 Forwards Insp Repts 50-498/78-04 & 50-499/78-04 on 780321-23 & 
notice of violation.Certaln activities in noncompliance w/ 10CFR50,App B.Corrective 
actions completed prior to conclusion of insp. 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/04/11. OPREA,G.W. Houston Lighting & Power Co. 2pp. 38430:276-38430:277, 

-8610310063 Notice of violation from insp on 780321-23. 

* Region 4, Dallas, Office of the Director. 78/04/11. 1p. 38430:278-38430:278. 


-8610310045 Certifies that IE document listed & end true & accurate copy of docu- 
ment. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 84/06/14. 
3pp. 38430:257-38430:275. 

-6610310096 Certifies that 860421 staff requirements memo from SJ Chilk to WJ 
Dircks re briefing on investigation of QA/QC problems at facilities true & accurate 
copy of document 

HOYLE. J.C. Office of the Secretary of the Commission. 84/06/29. Ip. 38431:336- 
38431:337. 

-8610310103 Certifies that end 22 pages contain true copy of 810819 Itr from KV Sey- 
frit to Brown & Root, Inc re licensee contractor vendor insp program insp by DF Fox 
on 810720-24. 

SHELBURNE, E. Office of the Secretary of the Commission. 84/08/10. Ip. 38431:338- 
38431:360, 

-8610310108 Certifies that end 18 pages contain true copy of 810518 Itr from JT Col- 
lins to Brown & Root,lnc re licensee contractor vendor insp program insp by DF Fox 
on 810413-17, 

SHELBURNE,E.C, Office of the Secretary of the Commission. 84/08/10. Ip. 
38432:001-38432:019. 

-8610310113 Certifies that end 26 pages contain true copy of 810128 Itr from KV Sey- 
frit to Brown & Root.lnc re licensee contractor vendor Insp program audit by DF Fox 
on 810105-08,Supporting documentation end. 

SHELBURNE.E.C. Office of the Secretary of the {Commission. 84/08/10. 26pp. 
38432:020-38432:045. 

-8610310118 Certifies that end 359 pages contain true copy of ASLB 840314 partial 
initial decision (OL-Phase I). 

SHELBURNE,E.C, Office of the Secretary of the Commission, 84/08/10. 29pp. 
38432:046-38433:093. 

8610100146 Memorandum & Order affirming LBP-86-15 & LBP-86-29 re issuance of OL 
for Units 1 & 2.Served on 861008. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #486 1011. 86/10/08. 
2pp, 38193:078-38193:079. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


-8610310074 Insp Repts 50-498/78-04 & 50-499/78-04 on 780321-23. Noncompliance 
noted:fallure to follow procedures for control of special processes.W/draft order to 
show cause whether licensee required to take actions per Section V(A). 
HUBACEK,W.G., RCSENBERG.A.B., G1LBERT,L.D. Region 4. Dallas, Office of the Di- 
rector. 78/04/11. 30pp. 38430:279-38430:308. 

-8610310080 Forwards Insp Repts 50-498/77-13 & 60-499/77-08 on 771 21 9-21 .No 
noncompliance noted. 

SEIDLE.W.C, Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/01/04. OPREA.G.W. Houston Lighting & Power Co. 2pp. 38430:309-38430:310. 

-8610310090 Insp Repts 50-498/77-13 & 50-499/77-08 on 771219-21 .No noncompli- 
ance or deviations noted.Major areas inspected: repair of structural steel columns & 
review of records for containment basemat concrete placements. 

TAYLOR.R.G., GILBERT, LD.. CROSSMAN,W.A. Region 4, Dallas. Office of the Direc- 
tor. 78/01/04. 4pp. 38430:31 1-38431:335. 

-8610310103 Certifies that end 22 pages contain true copy of 810819 Itr from KV Sey- 
frit to Brown & Root, Inc re licensee contractor vendor insp program insp by DF Fox 
on 810720-24. 

SHELBURNE, E. Office of the Secretary of the Commission. 84/08/10. Ip. 38431:338- 
38431:360. 

-8610310108 Certifies that end 18 pages contain true copy of 810518 Itr from JT Fi- 
lins to Brown & Root, Inc re licensee contractor vendor insp program insp by DF Fox 
on 810413-17. 

SHELBURNE, E.C. Office of the Secretary of the Commission. 84/08/10. 1p. 
38432:001-38432:019. 

-8610310113 Certifies that end 26 pages contain true copy of 810128 (tr from KV ^y- 
frit to Brown & Root, Inc re licensee contractor vendor insp program audit by DF Fox 
on 810105-08.Supporting documentation end. 

SHELBURNE, E. Office of the Secretary of the Commission. 84/08/10. 464pp. 
38432:020-38432:045. 

-8610310165 Discusses insp on 750317-20 re implementation of QA program for conj 
activities concerning CP application.QA program deficient, per lOCFRSO.App B, QA 
Criteria for Nuclear Power Plants.” Responses requested within 30 days. 
MADSEN.G.L Region 4. Dallas. Office of the Director. 75/04/02. OPREA,G.W. Hous- 
ton Lighting & Power Co. 16pp. 38435:301-38436:014. 


8610170020 Forwards Amend 65 to FSAR, incorporating revised criteria re jet 
length.increased cumulative usage factor, inservIce surveillance of post-irradiated fuel 
assemblies & general updates & revs. 

GOLDBERG.J,H. Houston UghOng & Power Co, 86/10/10. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director (post 851125). 9pp. 38276:001-38277:264. 

-8610170024 Amend 55 to FSAR for South Texas Project Units 1 & 2. 

* Houston Lighting a Power Co. 86/10/10. 615pp. 38276:010-38277:264. 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
SVC list. 


* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. ConsolkJaled 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 


8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Excfusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Clffice of Inspection & Enforcement. Director (Post 820201). 82/02/12, Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 


8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Spread of Radioactive Contamination.” Svc list end. 
division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. e7pp. 38058:266-38058:332. 


/l?*^*®* response to FOIA requestDocuments In Apps A-l available in PDR. 
GRIMSLEY,D.h. Division of Rules and Records, 86/09/30. GARDE.B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 


-8610310169 Forwards Insp Repts 50-498/78-03 & 50-499/78-03 on 780221-24.No 
noncompliance noted. ^ „ u 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/03/03. OPREA.G.W. Houston Lighting & Power Co. 2pp. 38436:015-38436:016. 

-8610310173 Insp Repts 50-498/78-03 & 50-499/78-03 on 780221-24.No noncor^li* 
ance or deviations noted.Major areas inspected: const activities, including receipt of 
Class IE electrical cables & observation of concrete placement for Unit 1. 
HUBACEK.W.G.. TAYLOR.R.G., KELLEY, D.L. Region 4, Dallas. Office of the Director. 
78/03/03. 8pp. 38436:017-38436:024. 

-8610310177 Forwards Insp Repts 50-498/78-07 & 50-499/78-07 on 780417-20 & 
notice of violation. ^ ^ « u 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/05/08. OPREA,G.W, Houston Ughting & Power Co. 2pp. 38436:025-38436:026, 


-8610310182 Notice of violation from insp on 780417-20. ^ 

* Region 4, Dallas. Office of the Director. 78/05/08. 2pp. 38436:027-38436:028. 


-8610310184 Insp Repts 50-498/78-07 & 50-499/78-07 on 780417-20. Nwrompliai^ 
notedriailure to provide revised drawings & incomplete insp of structorat steel docu- 
mented as complete. , .. 

HUBACEK.W.G., ROSENBERG, A.B., GILBERT.LD. Region 4, Dallas, Office of the Di- 
rector. 78/05/05. 9pp. 38436:029-38436:052. 

-8610310187 Ack receipt of 791116 A 800125 itrs in response to NRC 791016 & 
801111 Itrs re Insp Repts 50-498/78-14 A 50-499/79-1 4.Supporting documentation 

SEIDLE,W.C. Region 4. Dallas. Office of the Director. 80/02/20. TURNER, HA Hous- 
ton Lighting A Power Co. 1 6pp. 38436:175-38436:238. 


-8003040562 Responds to 791030 referral of constituent 791020 itr re const deficien- 
cies A recommendations.Discusses NRC process for overseeing quality of const A 
plantlnvestigation of South TX reactors underway. 
GOSSICK.L.V. Office of the Executive Director for Operations. 80/01/10. DOLE.R. 
Senate. 2pp. 38433:099-38433:100. 


—8610310190 Fonivards SALP Board rept released on 82061 S.Deposition of WC Huba- 
cek on 840920 in District Court of Matagorda County, TX end. 

GUTIERREZ, J.M. Office of the Executive Legal Director (Pre 8697OI). 82 /^/^. 
BECHHOEFER.C., LAMB, J.C.. HtLL.E.E. Atomic Safety and Licensing Board Panel. 
688pp. 38436:239-38438:198. 
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-8610310193 Forwards Insp Repts 50-498/78-10 & 50-499/78-10 on 780530-0602.No 
noncompliance noted. 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/06/20. TURNER, E.A. Houston Lighting & Power Co. 2pp. 38438:225-38438:226. 

-8610310194 Forwards Insp Repts 50-498/78-01 & 50-499/78-01 on 780110-13 & 
notice of violation. 

SE1DLE,W.C. Region 4, Dallas, Office of the Director. 78/01/27. OPREA.G.W. Hous- 
ton Lighting & Power Co. 2pp. 38438:199-38438:200. 

-8610310197 Insp Repts 50-498/78-10 & 50-499/78-10 on 780530-0602.No noncom- 
pliance or deviations noted.Major areas inspected: records re concrete placement in 
Unit 2.Supporting documentation end. 

HUBACEK,W.G., TAPIA,J.l., CROSSMAN.W.A. Region 4. Dallas. Office of the Direc- 
tor. 78/06/20. 1,250pp. 38438:227-38442:240. 

-8610310199 Notice of violation from insp on 7801 10-13. 

* Region 4, Dallas, Office of the Director. 78/01/27. Ip. 38438:201-38438:201. 

-8610310203 Insp Repts 50-498/78-01 & 50-499/78-01 on 780110-13. Noncompliance 
noted:failure to follow procedures for concrete placements. 

TAYLOR,R.G.. TAPIA.J.L, CROSSMAN.W.A. Region 4, Dallas, Office of the Director. 
78/01/27. 6pp. 38438:202-38438:207. 

-8610310205 Responds to NRC 780127 Itr re violations noted in Insp Repts 50-498/78- 
01 & 50-499/78-01. Corrective actions:Const Procedure A040KPCCP-4 revised to clari- 
fy cold weather conditions for concrete pouring. 

OPREA,G.W. Houston Lighting & Power Co. 78/02/28. SEIDLE,W.C. Region 4, 
Dallas, Reactor Construction & Engineering Support Branch. 3pp. 38438:208- 
38438:210. 

-8610310207 Ack receipt of 780228 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-498/78-01 & 50-499/78-01. 

SEIDLE,W.C. Region 4, Dallas, Office of the Director. 78/03/03. OPREA,G.W. Hous- 
ton Lighting & Power Co. 6pp. 38438:211-38438:224. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610150514 Forwards Insp Repts 50-498/86-28 & 50-499/86-25 on 860825-28.No vio- 
lations or deviations noted. 

GAGLIARDOJ.E. Region 4. Office of Director. 86/10/06. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 38252:192-38252:201. 

-8610150523 Insp Repts 50-498/86-28 & 50-499/86-25 on 860825-28.No violation or 
deviation noted.Major areas inspected:review of emergency plan implementing 
procedures.Emergency preparedness appraisal scheduled for 861110-21. 

BAIRD,J.B.. YANDELL,LA. Region 4. Office of Director. 86/09/20. 7pp. 38252:195- 
38252:201. 

8610160294 Confirms 860923 telcon request for deferral in response date for 860820 
notice of violation. Request to respond by 861010 acceptable. 

GAGLIARDO,J.E. Region 4, Office of Director. 86/10/06. GOLDBERG.J.H. Houston 
Lighting & Power Co. 2pp. 38264:320-38264:321. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office Of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610160159 Forwards Insp Repts 50-498/86-13 & 50-499/86-13 on 860405-0630.No 
violations or deviations noted, 

GAGLIARDO,J.E. Region 4. Office of Director. 86/10/08. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 38270:187-38270:206. 

-8610160176 Insp Repts 50-498/86-13 & 50-499/86-13 on 860405-0630.No violations 
or deviations noted.Major areas inspected:site tours.licensee action on previous 
findings, allegations & receipt, storage & handling of equipment at plant warehouse. 
CARPENTER.D.R., BRESLAU, B.A. BUNDY.H.F. Region 4, Office of Director. 86/09/ 
26. 17pp. 38270:190-38270:206. 

8610160353 Forwards Insp Repts 50-498/86-23 & 50-499/86-21 on 860601- 0830 & 
notice of violation.Actions taken re previously identified insp findings also examined. 
GAGLIARDO,J.E, Region 4, Office of Director. 86/10/08. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 38274:331-38274:351. 

— 86101603S6 Notice Of violation from insp on 860601-0830. 

* Region 4, Office of Director. 86/10/08. 2pp. 38274:334-38274:335. 

-8610160359 Insp Repts 50-498/86-23 8 50-499/86-21 on 860601-0830. Violation 
notedrfailure to follow storage requirements & work procedures. 

JOHNSON.C.E.. GARRISON.D.L, CONSTABLE, G.L Region 4. Office of Director. 86/ 
09/25. 16pp. 38274:336-38274:361. 

8610200001 Forwards response to 860820 notice of violation re Insp Repts 50-498/85- 

21.50- 499/85-19,50-498/85-24.50-499/85-21, 50-498/86-12 & 50-499/86-1 ^Correc- 
tive actions:work stopped on safety instrument installations. Related correspondence. 
GOLDBERG.J.H. Houston Lighting & Power Co. #486 1098. 86/10/09. MARTIN, R.D. 
Region 4, Office of Director. 31pp. 38292:177-38292:207. 

8610230201 Responds to NRC 860820 itr re violations noted in Insp Repts 50-498/85- 

21.50- 499/85-19,50-498/85-24,50-499/85-21, 50-498/86-12 & 50-499/86-1 2.Correc- 
tive actionsitraining program & inspector certification program improved. 

GOLDBERG, J.H. Houston Ughting & Power Co. 86/10/09, MARTIN, R.D. Region 4, 
Office of Director. 31pp. 38344:076-38344:106. 

8610080068 IE info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages,*’ Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp. 38331:086- 
38331:191. 

8610200354 Forwards Insp Rept 50-498/86-27 on 860818-0912.No violations or devi- 
ations noted. 

GAGLIARDO.J.E. Region 4, Office of Director. 86/10/16. GOLDBERG.J.H. Houston 
Lighting & Power Co. 3pp. 38300:260-38300:267. 

-8610200363 Insp Rept 50-498/86-27 on 86081 8-091 2.No violations or deviations 
noted.Major areas lnspected:QA programs & procedures for 
receipt,storage,installation,const testing & calibr & change control for instrument com- 
ponents & sys. 

BESS.J.E., IRELAND, R.E. Region 4. Office of Director. 86/10/10. 5pp. 38300:263- 
38300:267. 


S. Reportable occurrences, LERs & related correspondence 

8610060228 First Interim deficiency rept re qualification of Agastat timing relays.! nitially 
reported on 860820.Steps Initiated to verify qualification for each relay 
application.Next rept by 861024.Related correspondence. 

GOLDBERG,J.H. Houston Lighting & Power Co. #486 0873. 86/09/19. MARTIN, R.D. 
Region 4, Office of Director. 4pp. 38109:311-38109:314. 

8610060504 Revised final deficiency rept re interaction of safety-related & nonsafety- 
related instruments connected to same process taps.lnitia)ly reported on 85l009.ltem 
not reportable per 10CFR50.55(e).Related correspondence. 

GOLDBERG,J.H. Houston Ughting & Power Co. #486 0941. 86/09/26. MARTIN.R.D. 
Region 4, Office of Director. 5pp. 38098:251 -38098:255. 


T. Hearing transcripts on non-antitrust matters 

8610310010 Partial response to FOIA request.Documents in Apps A-l available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE, B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 

—8610310033 Advises that oral depositions of NRC witnesses RE Hall, WC Seidle.HS 
Phillips,R Landsman & V Stello & original exihibits sent under separate cover for 
review, correction & signature.Supporting documentation end. 

MORRIS, J. Jack Morris, Inc. 84/09/25. BERKOVITZ,D. Office of the General Counsel. 
334pp. 38427:251-38428:220. 

-8610310158 Transcript of 820120 hearing In Houston, TX.Pp 105-109. 

* Atomic Safety and Licensing Board Panel. 82/01 /20. 5pp. 38435:209-38435:300. 

-8610310190 Forwards SALP Board rept released on 82061 8.Deposition of WC Huba- 
cek on 840920 In District Court of Matagorda County, TX end. 

GUTIERRE2,J.M. Office of the Executive Legal Director (Pre 860701). 82/06/28. 
BECHHOEFER,C. Atomic Safety and Licensing Board Panel. 333pp. 38436:239- 
38438:198. 


U. Congressional/Executive Correspondence 

8610310010 Partial response to FOIA request. Documents in Apps A-l available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/09/30. GARDE, B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 

-7909120297 Responds to 790709 Itr re discovery of new voids In concrete contain- 
ment bldg.Discusses discovery of defect by util & steps taken by NRC & util to correct 
defidency.No difficulty is envisioned in repairing voids. 

SEYFRIT,K.V. Region 4, Dallas, Office of the Director. 79/07/26. PICKLE, J.J. House 
of Rep. 2pp. 38428:221-38428:222. 

-8001130081 Responds to C Gage concerns re corrst practices at facility. Allegations re 
structural flaws & threats to insp personnel investigated by NRC.In light of other 
agency investigations & new ailegations,investigation is reopening. 

STELLO, V. Office of Inspection & Enforcement, Office of the Director. 79/11/21. 
BENTSEN,L. Senate. Ip. 38433:094-38433:098. 

-8002200255 Forwards Senator Tower 791109 Itr forwarding allegations of structural 
flaws & threats to insp personnel at facility. Requests comment. 

SEYFRIT.K.V. Region 4, Dallas, Office of the Director. 79/12/07. THORNBURG.H.D. 
Division of Reactor Construction Inspection. Ip. 38429:020-38429:022. 

-8005200107 Responds to 800314 Itr requesting response to 791019 inquiry re investi- 
gation of structural flaws & threats to insp personnel at fadlity, Forwards NRC 791121 
response to 791019 inquiry.investigation rept briefing scheduled wk of 800414. 
DIRCKS,W.J. Office of the Executfve Director for Operations. 80/04/08. BENTSEN.L. 
Senate. 10pp. 38433:101-38433:124. 


V. Operator Examinations 

8610060388 Forwards updated list of ref matls applicable for 861113 written reactor op- 
erator & senior operator licensing exams, per 860811 request.Related correspond- 

WISENBURG.M.R. Houston Lighting & Power Co, #486 0572, 86/08/27. 
GAGLIARDO,J.E. Region 4, Office of Director. 10pp. 38099:350-3809iJ:359. 

8610060273 Forwards estimates of needs for operator licensing exams for FY87-90,in 
response to Generic Ltr 86-14.tnfo also provided on dates for scheduled requaliffca- 
tion exams & dates for each licensing exam site visit.Related correspondence. 
GOLDBERG.J.H. Houston Lighting & Power Co. #486 0956. 86/09/30. BOGER.B. 
Operator Licensing Branch. 5pp. 38089:070-38089:07^'. 
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A. Appiication/constructlon stage documents & correspondence 

8610310004 FOIA request for ail documents re deposition of NRC personnel deposed in 
litigation between util & Brown & Root, Inc over facilities. 

GARDE,B.P. Government Accountability Project. 85/05/16. Office of Administration. 
2pp. 38426:096-38426:097. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610060235 Notifies that util received anonymous allegation re Bechtel engineering 
efforts.Matter turned over to SAFCTEAM organization for appropriate 
investigation.Related conrespondence. 

GOLDBERG, J.H. Houston Lighting & Power Co. #486 0890. 86/09/22. MARTIN.R.D. 
Region 4, Office of Director. 3pp. 38094:355-38094:357. 

8610020210 Notification of 861001 meeting w/util in Bethesda,MD to discuss submittals 
re leak-before-break & other pipe break postulation methods reviewed or being re- 
viewed by NRC. 

KADAMBI,N.P. PWR Project Directorate 5. 86/09/24. NOONAN.V.S. PWR Project Di- 
rectorate 5. 4pp. 37669:099-37669:102. 

8610150462 Fonvards Rev 15 to QA program for design & const revs, reflecting organi- 
zational changes. 

GOLDBERG.J.H. Houston Ughting & Power Co. 86/09/26. MARTIN.R.D. Region 4. 
Office of Director. 8pp. 38249:281-38250:173. 

-8610150469 Rev 15 to “QA Program Description.QA During Design & Const.” 

* Houston Lighting & Power Co. 86/09/26. 246pp. 38249:289-38250:173. 


8610220431 Forwards rev to util 860813 safety-related tubing program, including com- 
mitment to perform 10% surveillance of fitting makeup in future for ASME Code Sec- 
tion III tubing by installer QC personnel. 

WISENBURG.M.R. Houston Lighting & Power Co. 86/10/16. NOONAN,V.S. PWR 
Project Directorate 5. 5pp. 38331:045-38331:049. 

8610220095 Discusses SAFETEAM investigation of allegation re Bechtel engineering 
efforts,per 860922 Itr.Concerns unsubstantiated. Related correspondence. 
GOLDBERG,J.H. Houston Lighting & Power Co. #486 1152. 86/10/17. MARTIN.R.D. 
Region 4, Office of Director. 2pp. 38322:359-38322:360. 

8610280155 Discusses 860828 request for approval of deletion of containment spray 
sump additive tank from plant design.NRC considering change to SRP Section 6.5.2 
to modify acceptance criterion for pH sump control.Change appears acceptable. 
NOONAN.V.S. PWR Project Directorate 5. 86/10/17. GOLDBERG.J.H. Houston Light- 
ing & Power Co. 4pp. 38387:304-38387:307. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 

8610280392 Notification of 861030 meeting w/util & Westinghouse in Bethesda.MD to 
discuss application of probabilistic methods for accident analysis re boron dilution. 
KADAMBI.N.P. PWR Project Directorate 5. 86/10/22. NOONAN.V.S. PWR Project Di- 
rectorate 5. 5pp. 38387:108-38387:112. 


D. NRC Draft/Final Environmental Statements, suppis & correspondence 


8610300388 Discusses two phases of fog monitoring program, In response to NRC re- 
quest to revise original program in Section 5.13.3 of FES (NUREG-1171).Requests 
prompt NRC review of program to support program initiation in Dec 1986. 
WISENBURG.M.R. Houston Lighting & Power Co. 86/10/30. NOONAN.V.S. PWR 
Project Directorate 5. 2pp. 38409:228-38409:229. 


8610060466 Forwards minutes from SQRT/Pump & Valve Operability Review Team 
860916 pre-audit meeting in Bethesda,MD.Related correspondence. 

WISENBURG.M.R. Houston Ughting & Power Co. #486 0940. 86/09/29. 
NOONAN.V.S. PWR Project Directorate 5. S6pp. 38105:264-38105:318. 

8610310010 Partial response to FOIA requestDocuments in Apps A-l available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE.B.P. Government 
Accountability Project 32pp. 38426:098-38442:240. 

-8610310146 Forwards Apr sunreiliance. schedule & const milestone events. Activities 
in Mar included concrete placement for portion of ninth lift & completion of eighth on 
Unit 1 exterior wall & contsunment liner for Unit 2. 

PHILUPS.N.N. Houston Ughting & Power Co. 78/04/03. HUBACEK.W.G. Region 4, 
Dallas, Office of the Director. Ip. 38435:11 1-38435:11 1. 

-8610310155 Clarifies statements in newspaper article re facilities, per Commissioner 
Bradford 791019 requestW/791031 draft memo from V Stello to Commissioner Brad- 
ford. 

HUBACEK.W.G. Region 4, Dallas, Office of the Director, 79/10/26. REINMUTH.G.W. 
Division of Reactor Operations Inspections. 15pp. 38435:176-38435:208. 

-8611030152 Forwards Sept surveillance schedule & const milestone events.Activities 
in Aug included ASME piping installation, placement of Unit 1 steam generators & 
completion of setting Unit 1 containment liner dome courses. 

STANLEY.T.D. Houston Ughting & Power Co. 79/08/30. HUBACEK.W.G. Region 4, 
Dallas. Office of the Director. 4pp. 38435:112-38435:175. 

8610140160 Advises that CAW-86-056, “Supplemental info Re Momentary Fuel Assem- 
bly Liftoff, Specific Data - TGX Fuel Assembly Forces,” will be withheld from public dis- 
closure (ref 10CFR2.790). 

NOONAN. V.S. PWR Project Directorate 5. 86/10/02. GOLDBERG.J.H. Houston Light- 
ing & Power Co. 5pp. 38222:085-38222:089. 


E. NRC Safety Evaluation Report (SER), suppis & correspondence 


8610060487 Fonvards Harza Engineering Co rept, “Main Cooling Resen/oir Perform- 
ance Evaluation for Filling to Elevation 35," In response to SER Confirmatory Item 
4.Retated correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0944. 86/09/29. 
NOONAN.V.S. PWR Project Directorate 5. 3pp. 38099:075-38099:252. 

-8610060489 “Main Cooling Reservoir Performance Evaluation for Filling to Elevation 
35." Related correspondence. 

BAIER.D.R. Harza Engineering Co. 86/09/15. 172pp. 38099:081-38099:252. 

8610060383 Forwards change to FSAR Page 3.5-2 re evaluation of temp detectors in- 
stalled in high energy pipinalnadvertently omitted from 860617 transmittal.per SER 
(NUREG-0781) Open Item 2.Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0953. 86/09/30. 

NOONAN.V.S. PWR Project Directorate 5. 4pp. 38089:008-38089:011. 

8610060436 Forwards response to Generic Ltr 85-1 2, Section A "Implementation of TMI 
Action ltem,II.K.3.5 ’Automatic Trip of Reactor Coolant Pumps."’ Info should close 
SER (NUREG-0781) confirmatory item.Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0950. 86/09/30. 

THOMPSON, H.L Division of Pressurized Water Reactor Licensing - A (post 851125). 
8pp. 38157:096-38164:033. 

8610060455 Forwards “Probabilistic Boron Dilution Analysis" final rept, per SER Open 
Item 15.Analy$is demonstrates that at least 15 minutes available for operator re- 
sponse In event of boron dilution transientRelated correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0955. 86/09/30, 

NOONAN, V.S. PWR Project Directorate 5. 4pp. 38098:269-38099:060. 


8610150276 Forwards rept on third audit of qualified display processing sys design proc- 
ess & verification & validation plan on 86071 5-1 6.Continuation of design & mfg of sys 
& execution of plan generally acceptable. 

KADAMBI.N.P. PWR Project Directorate 5. 86/10/07. GOLDBERG, J.H. Houston Ught- 
ing & Power Co. 25pp. 38256^)68-38256:092. 


8610200270 Notification of 861015 & 16 meetings w/util in Bethesda,MD to discuss ap- 
plication of leak-before-break technology & application of Reg Guide 1.75 re separa- 
tion criteria at plant. 

KADAMBI,N.P. PWR Project Directorate 5. 86/10/08. NOONAN.V.S. PWR Project Di- 
rectorate 5. 4pp. 38299:066-38299:069. 


8610170294 Forwards responses to SORT & Pump & Valve Operability Review Team 
pre-aucfit questions.Rev A to STP-33186-1, “Qualification Test Procedure on Valve & 
Actuator for Valtek,lnc,Springsvill6.UT.” also end. 

W1SENBURG.M.R. Houston Ughting & Power Co, 86/10/09. NOONAN.V.S. PWR 
Project Directorate 5. 17pp. 38288:013-38288:063. 


8610240090 Advises of concerns re compilation of insp documentation errors discov- 
ered dicing review of applicable documentation 8 amount of work performed by indi- 
viduate within Ebasco site quality records group.Related correspondence. 

GOLDBERG, J.H. Houston Ughting & Power Co. #486 1226. 86/10/09. MARTIN.R.D 
RegkHi 4. Office of Director, 6pp. 38347:298-38347:303. 

8610160477 Forwards response to 861001 request for addi technical justification for 
use of coupled analysis for 12Hnch & larger piping connected to reactor coolant 
loopjper 860915 FSAR change8.Related correspondence. 

WISENBURG,M.a Houston Ughting & Power Co. #486 1110. 86/10/10, 
NGONAN.V.S. PWR Project Directorate 5. 4pp. 38273:322-38273:325. 


861(tt20265 fp^cte remamtng FSAR changes assodated w/elimination of bypass 
loop ma^old from RCS temp measurement sys,induding Chapter 15 arialyses revised 
due to slower response time for temp measurement. 

WiSENBUBG,M.R. Houston Ughting A Power Co. 86/10/16. NOONAN,V.S, PWR 
Project Directorate 5. 137pp. 38326:001-38326:137. 


-8610060463 "Probabilistic Boron Dilution Analysis," final rept. Related correspond- 
ence. 

* Westinghouse Electric Corp. 86/09/30. 148pp. 38098:273-38099:060. 

8610060488 Submits detailed description of plant emergency lighting sys in response to 
telcon re util response to closing of SER (NUREG-0781) Confirmatory Item 20.Related 
correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0949. 86/09/30. 

NOONAN. V.S. PWR Project Directorate 5. 4pp. 38098:180-38098:183. 

8610060980 Forwards Info re SER Open Item 16 & Confirmatory Item 13 concerning 
long-term cooling.Including Westinghouse “Long-Term Cooling Analysis for South 
Texas Project" A Repts WCAP-11232 A WCAP-1 1 297.W/0 repts.Related correspond- 
ence. 

W!SENBURG,M.R. Houston Lighting A Power Co. #486 0952. 86/09/30. 

NOONAN,V.S. PWR Project Directorate 5. 17pp. 38115:064-38115:166. 

-8610060987 “Long-Term Cooling Analysis for South Texas Project." Related corre- 
spondence. 

* Westinghouse Electric Corp. 86/09/30. 86pp. 38115:081-38115:166. 

-8610100051 Requests proprietary WCAP-11232. “Comparison of TREAT A NOTRUMP 
Small Break LOCA Transient Results," be withheld, per 10CFR2.790. Affidavit AW-76- 
45 A proprietary matl previously submitted end. 

WIESEMANN,R.A. Westinghouse Electric Corp. 86/09/25. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851126). 9pp. 38192:135-38192:143, 

-8610100056 “Comparison of TREAT A NOTRUMP Small Break LOCA Transient Re- 
sults." 

FRANTZ.E,R.. HUANG, P.H„ OFSTUN.R.P. Westinghouse Electric Corp. WCAP-1 1297. 
86/09/22. 120pp. 38192:144-38192:263. 

-8610100047 “Long Term Cooling Analysis for South Texas Project." Revs to be incor- 
porated into future FSAR amenof end. 

* Westinghouse Electric Corp. 86/09/01. 88pp. 38192:049-38192:134. 



DOCKETED ITEMS 259 


8610070270 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SOUTH TEXAS PROJECT, UNITS 1 AND 2.Docket Nos. 50-498 And 50-499. (Houston 
Lighting And Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). NUREG-0781 
SOI. 86/09/30. 137pp. 38128:323-38129:099. 

8610090199 Forwards change to FSAR Page 3.5-2 re evaluation of temp detectors in- 
stalled in high energy piping, per SER (NUREG-0781) Open Item 2 concerning internal 
missile analysis. 

WISENBURG.M.R. Houston Lighting & Power Co. 86/09/30. NOONAN, V.S. PWR 
Project Directorate 5. 6pp. 38182:013-38182:016. 

8610160143 Forwards procedures used to estimate core damage in response to SER 
Confirmatory Item 18 re NUREG-0737,ltem II.B 3, “Post-Accident Sampling Sys.” 
WISENBURG.M.R. Houston Lighting & Power Co. 86/10/09. NOONAN.V.S. PWR 
Project Directorate 5. 3pp. 38269:032-38269:262. 

—8610160149 Rev 0 to OPEP02-2G-0007, “Coolant Activity & Radionuclide Trend for 
Failed Fuel." 

* Houston Lighting & Power Co. 85/12/31. 41pp. 38269:035-38269:075. 

-8610160154 Rev 0 to 1 PCP08-AP-0002, “Operation & Maint of Post-Accident Sam- 
pling Sys." 

LOSCH.J.W. Houston Lighting & Power Co. 86/06/16. 58pp, 38269:076-38269:133. 

-8610160160 Rev 0 to 1 PCP08-AP-0003, "Sampling & Analysis of RCS,RHR & Reactor 
Containment Bldg Sump - Post-Accident." 

LOSCH,J.W. Houston Lighting & Power Co. 86/06/24. 45pp. 38269:134-38269:178. 

-8610160166 Rev 0 to 1 PCP08-AP-0004, “Sampling & Analysis of Reactor Coolant 
Bldg Atmosphere - Post-Accident." 

LOSCH,J.^^ Houston Lighting & Power Co. 86/06/24. 30pp. 38269:179-38269:208. 

-8610160170 Rev 0 to 1PCP08-AP-0005, “Determination of Radionuclides - Post-Acci- 
dent" 

KINSEY. W.H. Houston Ughting & Power Co. 86/09/22. 12pp. 38269:209-38269:220. 

-8610160182 Rev 0 to OPCP08-AP-0006. “Backup Determination of Boron - Post-Acci- 
dent" 

UNDERWCXDDJ.E. Houston Lighting & Power Co. 86/09/22. 3pp. 38269:221- 
38269:223. 

-8610160186 Rev 0 to 1 PCP08-2Z-0007. “Backup Determination of Chlorides - Post- 
Accident" 

UNDERWOOD, J.E. Houston Ughting & Power Co. 86/09/23. 3pp. 38269:224- 
38269:226. 

-8610160189 Rev 0 to 1 PCP08-AP-0009, “Sampling & Analysis for Release Assess- 
ment - Post-Accident" 

KINSEY.W.H, Houston Lighting & Power Co. 86/09/22. 7pp. 38269:227-38269:233. 

-8610160193 Rev 0 to 1 PCP08-AP-0001 , “Post-Accident Core Damage Assessment 
Sampling & Analysis." 

KINSEy!w.H. Houston Lighting & Power Co. 86/09/18. 11pp. 38269:234-38269:244. 

-8610160194 Rev 0 to OPCP01-ZA-0017, “Post-Accident Sampling & Analysis Pro- 
gram." 

KINSEY.W.H. Houston Ughting & Power Co. 86/06/13. 18pp. 38269:245-38269:262. 

8610220241 Informs of issuance of SSER 1 (NUREG-0781, SuppI 1) for plants.W/o 
SSER 1. 

NOONAN,V.S. PWR Project Directorate 5. 86/10/16. GOLDBERG, J.H. Houston Light- 
ing & Power Co. Ip. 38331:360-38331:360. 

8610240259 Forwards marked-up FSAR revs re MSIV closure looic,ciosing SER Con- 
firmatory Item 17.MSIV closure on safety injection modified to MSIV on HI-2 contain- 
ment pressure signal & on low steam line pressure signal & io-lo Tcold signal. 
WISENBURG,M.R. Houston Lighting & Power Co. 86/10/20. NOONAN.V.S. PWR 
Project Directorate 5. 44pp. 38356:130-38356:173. 

8610270119 Fon/vards annotated FSAR revs re MSIV closure logic to enable resolution 
of SER Confirmatory Item IT.Related correspondence. 

WiSENGURG.M.R. Houston Ughting & Power Co. #486 1253. 86/10/20. 

NOONAN,V.S. PWR Project Directorate 5. 44pp. 38359:285-38359:328. 

8610270122 Forwards FSAR changes to facilitate NRC review of util conformance to 
ATWS rule & of ATWS mitigation sys actuation circuitry. Info supports closure of SER 
Confirmatory Item 29, Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 1252. 86/10/20. 

NCX)NAN,V.S. PWR Project Directorate 5. 28pp. 38360:001-38360:027. 


F. Security, medical, emergency & fire protection plane 

8610060488 Submits detailed description of plant emergency lighting sys in response to 
telcon re util response to closing of SER (NUREG-0781) Confirmatory Item 20.Related 
correspondence. 

WISENBURa.M.R. Houston Lighting 8 Power Co. #486 0949, 86/09/30. 

NOONAN.V.S. PWR Project Directorate 5. 4pp. 38098:1 80-38098:1 83. 

8610160410 Rev 0 to "Emergency Mgt Plan for Matagorda County, Bay City & Palacios." 
W/861007ltr, 

WISENBURQ,M.R. Houston Lighting & Power Co. 86/09/30. NOONAN,V.S. PWR 
Project Directorate 5. 3t8pp. 38272:173-38273:130. 

8610100597 Fonwards draft Rev 2 to Emergency Classification Procedure OEPPOI-ZA- 
0001, “Safety-Related (Non-Q) Emergency Classification." per 860903 
agreementEmergency procedures will be submitted by 861 101. Related correspond- 
ence. 

WISENBURG.M.R. Houston Ughting 8 Power Co. #486 1038. 86/10/06. 

NCX>NAN,V.S. PWR Project Directorate 5. 3pp. 38196:308-38196:339. 

-8610100605 Draft Rev 2 to Emergency Classification Procedure OEPPO1-ZA-0001, 
"Safety-Related ^bn-O) Emergency Classification." W/861006 Itr. 

* Houston Ughting 8 Power Co. 86/10/06. 29pp. 38196:31 1-38196:339. 

8610150514 Poiwaftre Inep Repts 50-498/86-28 8 50-499/86-25 on 860825-28.No vio- 
lations or deviations nbted. 

GAGUARDO,J.E. Region 4, Office of Director. 86/10/06. GOLDBERG, J.H. Houston 
Lighting 8 Power Co. 3pp. 38252:192-38252:201. 


-8610150523 Insp Repts 50-498/86-28 8 50-499/86-25 on 860825-28.No violation or 
deviation noted.Major areas lnspected:review of emergency plan implementing 
procedures.Emergency preparedness appraisal scheduled for 861110-21. 

BAIRD, J.B. Region 4. Office of Director, 86/09/20. 7pp. 38252:195-38252:201. 

6610210454 Forwards Rev 3 to emergency plan.Augmentation study re emergency post 
response time expected to be completed by 8611 01 .per request.Updated Itrs of 
agreement expected to be available prior to emergency preparedness appraisal. 
v7iSENBURG,M.R. Houston Lighting 8 Power 5o. 86/10/15. NOONAN.V.S. PWR 
Project Directorate 5. 2pp. 38308:236-38310:109. 

-8610210457 Rev 3 to emergency plan. 

* Houston Lighting 8 Power Co. 86/10/15. 592pp. 38308:238-38310:109. 

8610240176 Forwards Rev 3 to emergency plan,lncorporating NRC comments as dis- 
cussed at 860903 meeting.Augmentation study expected to be completed by 
661101 .Related correspondence. 

WISENBURG.M.R. Houston Lighting 8 Power Co. #486 1221. 86/10/15. 
NCXDNAN.V.S. PWR Project Directorate 5. 2pp. 38348:245-38350:119. 

-8610240180 Rev 3 to emergency plan.Related correspondence. 

* Houston Lighting 8 Power Co. 86/10/15. 593pp. 38348:247-38350:119. 

8610300411 Summary of 860903 meeting w/util re detailed exam of draft emergency 
plan.List of attendees end. 

KADAMBI.N.P. PWR Project Directorate 5. 86/10/24. PWR Project Directorate 5. 7pp. 
38409:058-38409:064. 


G. Adjudicatory correspondence 

8610310010 Partial response to FOiA requestDocuments in Apps A-l available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE,B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 

-8610310043 Certifies that 10CFR50,App B as existed on 721031 8 each subsequent 
amend true 8 accurate copy of document. 

MALUSCH.M.G. Office of the General Counsel. 84/07/02. 10pp. 38430:247- 
38430:256. 

—8610310045 Certifies that IE document listed 8 end true 8 accurate copy of docu- 
ment. 

TAYLOR, J.M. Office of Inspection 8 Enforcement, Director (Post 820201). 84/06/14. 
3pp. 38430:257-38430:275. 

-8610310096 Certifies that 860421 staff requirements memo from SJ Chilk to WJ 
Dircks re briefing on investigation of QA/QC problems at facilities true 8 accurate 
copy of document. 

HOYLE, J.C. Office of the Secretary of the Commission. 84/06/29. Ip. 38431:336- 
38431:337. 

-6610310103 Certifies that end 22 pages contain true copy of 810819 Itr from KV Sey- 
frit to Brown 8 Root, Inc re licensee contractor vendor Insp program insp by DF Fox 
on 810720-24. 

SHELBURNE, E. Office of the Secretary of the Commission. 84/08/10. Ip. 36431:338- 
38431:360. 

-8610310106 CJertifies that end 18 pages contain true copy of 810518 Itr from JT Col- 
lins to Brown 8 Root, Inc re licensee contractor vendor insp program insp by DF Fox 
on 810413-17. 

SHELBURNE, E.a Office of the Secretary of the Commission. 84/08/10. Ip. 
38432:001-38432:019. 

-8610310113 Certifies that end 26 pages contain true copy of 810128 Itr from KV Sey- 
frit to Brown 8 Root,lnc re licensee contractor vendor Insp program audit by DF Fox 
on 810105-08.Supporting documentation end. 

SHELBURNE, E.C. Office of the Secretary of the Commission. 84/08/10. 26pp. 
38432:020-38432:045. 

-6610310118 Certifies that end 359 pages contain true copy of ASLB 840314 partial 
initial decision (OL-Phase I). 

SHELBURNE, E.C. Office of the Secretary of the Commission. 84/08/10. 29pp. 
36432:046-38433:093. 

8610100146 Memorandum 8 Order affirming LBP-86-15 8 LBP-86-29 re issuance of OL 
for Units 1 8 2.S6rved on 861008. 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel. #486 1011. 86/10/08. 
2pp. 38193:078-38193:079. 


K. Utility Final Safety Analysis Report (FSAR) ft amends 

8610170020 Forwards Amend 55 to FSAR, Incorporating revised criteria re jet 
length, increased cumulative usage fador, inservice surveillance of post-irradiated fuel 
assemblies 8 general updates 8 revs. 

GOLDBERG,J.H. Houston Lighting 8 Power Co, 86/10/10. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 9pp. 38276:001-38277:264. 

-8610170024 Amend 55 to FSAR for South Texas Project Units 1 8 2. 

* Houston Ughting 8 Power Co. 86/10/10. 615pp. 38276:010-38277:264. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8103300409 IE Info Notice 81-32, "Transfer 8/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection 8 Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Metis." W/o svc list. 

* Oftica of Inspection 8 Enforcement, Director (Post 820201), 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38361:082. 
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8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.’’ Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8610310010 Partid response to FOiA requestDocuments in Apps A-l available in POR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE, B.P. Government 
Accountability Project 32pp. 38426:098-38442:240. 

-8003040562 Responds to 791030 referral of constituent 791020 itr re const deficien- 
cies & recommendations.Discusses NRC process for overseeing quality of const & 
safety of operation of each plant! nvestigation of South TX reactors underway. 
GOSSICK.lv. Office of the Executive Director for Operations. 80/01/10. DOLE.R. 
Senate. 2pp. 38433:099-38433:100. 

-8106190079 Summary of 800426-27 meeting in Bethesda,MD re resolution of review 
of fadiity investigation findings on structural backfiil.Design requirements satisfied 
based on results of in-place density test & field investigation borings. 

GALLAGHER, E.J. Mechanical.Structural & Metallurgical Action. 81/05/29. 
WILBER, H.A. Mechanical.Structural & Metallurgical Section. 182pp. 38427:064- 
38427:250. 

-8610310020 Marked-up notice of violation from insp on 791110-800207, draft investi- 
gation rept & proposed enforcement actions. 

* NRC - No Detailed Affiliation Given. 86/09/30. 282pp. 38426:130-38427:047. 

-8610310024 Advises that coversheet of end Insp Repts 50-498/80-17 & 50-499/80- 
17 signed w/ understanding that comments discussed in 800710 telcon will be Incor- 
porated except comment on vibration frequency.Supporting documentation end. 
LANDSMAN.R.B. Region 3. Chicago, Office of the Director. 80/07/10. HAYES.D.W. 
Region 3, Chicago, Cmice of the Director. 16pp. 38427:048-38427:063. 


-8610310187 Ack receipt of 791116 & 800125 Itrs In response to NRC 791016 & 
801111 Itrs re Insp Repts 50-498/78-14 & 50-499/79-1 4.Supporting documentation 
end. 

SEIDLE,W.C. Region 4. Dallas, Office of the Director. 80/02/20. TURNER.E.A. Hous- 
ton Lighting & Power Co. 16pp. 38436:175-38436:238. 

-8610310190 Forwards SALP Board rept released on 82061 8.Deposition of WC Huba- 
cek on 840920 In District Court of Matagorda County, TX end. 

GUTIERREZ. J.M. Office of the Executive Legal Director (Pre 860701). 82/06/28. 
BECHHOEFER.C., LAMB,J.C., HILL,E.E. Atomic Safety and Licensing Board Panel. 
688pp. 38436:239-38438:198. 

-8610310193 Fonwards insp Repts 50-498/78-10 & 50-499/78-10 on 780530-0602.No 
noncompliance noted. 

SEIDLE,W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/06/20. TURNER, E.A. Houston Lighting & Power Co. 2pp. 38438:225-38438:226. 

-8610310194 Forwards insp Repts 50-498/78-01 & 50-499/78-01 on 780110-13 & 
notice of violation. 

SEIDLE,W.C. Region 4, Dallas. Office of the Director. 78/01/27. OPREA,G.W. Hous- 
ton Lighting & Power Co. 2pp. 38438:199-38438:200. 

-8610310197 Insp Repts 50-498/78-10 & 50-499/78-10 on 780530-0602.No noncom- 

G liance or deviations noted.Major areas inspected: records re concrete placement in 
nit 2.Supporting documentation end. 

HUBACEK,W.G., TAPIA.J.I., CROSSMAN.W.A. Region 4, Dallas. Office of the Direc- 
tor. 78/06/20. 1.250pp. 38438:227-38442:240. 

-8610310199 Notice of violation from insp on 780110-13. 

* Region 4, Dallas. Office of the Director. 78/01/27. Ip. 38438:201-38438:201. 


-8610310052 Forwards insp R^ts 50-498/78-04 & 50-499/78-04 on 780321-23 & 
notice of vioIation.Certain activities In noncompliance w/ 10CFR50.App B.Corrective 
actions completed prior to conclusion of insp. 

SEIDLE,W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/04/11. OPR^G.W. Houston Lighting & Power Co. 2pp. 38430:276-38430:277. 

-8610310063 Notice of violation from insp on 780321-23. 

* Region 4, Dallas, Office of the Director. 78/04/11. Ip. 38430:278-38430:278. 

-8610310074 Insp Repts 50-498/78-04 & 50-499/78-04 on 780321-23. Noncompliance 
noted:fallure to follow procedures for control of special processes.W/draft order to 
show cause whether licensee required to take actions per Section V(A). 
HUBACEK.W.Q.. ROSENBERG, A.B., GILBERT.LD. Region 4. Dallas. Office of the Di- 
rector. 78/04/11. 30pp. 38430:279-38430:308. 

-8610310080 Forwards insp Repts 50-498/77-13 & 50-499/77-08 on 771219-21.No 
noncompliance noted. 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/01/04. OPREA,G.W. Houston Lighting & Power Co. 2pp. 38430:309-3M30:310. 

-8610310090 insp Repts 50-498/77-13 & 50-499/77-08 on 771219-21.No noncompli- 
ance or deviations noted.Major areas inspected: repair of structural steel columns & 
review of records for containment basemat concrete placements. 

TAYLOR.R.G., GILBERT.LD., CROSSMAN,W.A, Region 4, Dallas. Office of the Direc- 
tor. 78/01/04. 4pp. 38430:311-38431:335. 

-8610310103 Certifies that end 22 pages contain true copy of 810819 Itr from KV Sey- 
frit to Brown & RooLInc re licensee contractor vendor insp program insp by DF Fox 
on 810720-24. 

SHELBURNE.E. Office of the Secretary of the Commission. 84/08/10. Ip. 38431:338- 


-8610310108 Certifies that end 18 pages contain true copy of 810518 Itr from JT Col- 
lins to Brown & Root, Inc re licensee contractor vendor Insp program insp by DF Fox 
on 810413-17. 

SHELBURNE,E.C. Office of the Secretary of the Commission. 84/08/10. 1o. 
38432:001-38432:019. 


-^0310113 Certifies that end 26 pages contain true copy of 810128 Itr from KV Sey- 
fnt to Brown & Root Inc re licensee contractor vendor Insp program audit by DF Fox 
on 810105-08.Sumpohing documentation end. 

Secretary of the Commission. 84/08/10. 464pp. 

38432:020-38432:045. 

->8610310165 Discusses insp on 750317-20 re implementation of QA program for const 
a^vi^ concerning CP application.QA program deficient,per 10CFR50,App B. “QA 
Powe'” Plants." Responses requested within 30 days. 
MADSEN,G.L Region 4, Dallas, Office of the Director. 75/04/02. OPREA,Q.W. Hous- 
ton Lighting & Power Co. 1 5pp. 38435:301 -38436:01 4. 


-8610310203 Insp Repts 50-498/78-01 & 50-499/78-01 on 780110-13. Noncompliance 
noted:faiiure to follow procedures for concrete placements. 

TAYLOR,R.G., TAPIA.J.I., CROSSMAN,W.A. Region 4, Dallas, Office of the Director. 
78/01/27. 6pp. 38438:202-38438:207. 

-8610310205 Responds to NRC 780127 Itr re violations noted in Insp Repts 50-498/78- 
01 & 50-499/78-01 .Corrective actlons:Const Procedure A040KPCCP-4 revised to clari- 
N cold weather conditions for concrete pouring. 

OPREA,G.W. Houston Lighting & Power Co. 78/02/28. SEIDLE,W.C. Region 4, 
Dallas, Reactor Construction & Engineering Support Branch. 3pp. 38438:208- 


-8610310207 Ack receipt of 780228 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-498/78-01 & 50-499/78-01. 

SEIDLE,W.C. Region 4, Dallas, Office of the Director. 78/03/03. OPREA.G.W. Hous- 
ton Lighting & Power C^. 6pp. 38438:211-38438:224. 


8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadminlstrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 


8610150514 Fonvards Insp Repts 50-498/86-28 & 50-499/86-25 on 860825-28.No vio- 
lations or deviations noted. 

GAGUARDO,J.E. Region 4, Office of Director. 86/10/06. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 38252:192-38252:201. 


-86101^523 Insp Repts 50-498/86-28 & 50-499/86-25 on 860825-28.No violation or 
deviation noted.Major areas in$pected:review of emergency plan implementing 
procedures.Emergency preparedness appraisal scheduled for 861110-21. 

BAIRD,J.B., YANDELL,LA. Region 4, Office of Director. 86/09/20. 7pp. 38252:195- 


8610160294 Confirms 860923 telcon request for deferral in response date for 860820 
notice of vlolation.Reque8t to respond by 861010 acceptable. 

GAGLIARDO.J.E. Region 4, Office of Director. 86/10/06. GOLDBERG, J.H. Houston 
Lighting & Power Co. 2pp. 38264:320-38264:321. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve In Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610160159 Forwards Insp Repts 50-498/86-13 & 50-499/86-13 on 860405-0630.No 
violations or deviations noted. 

Region 4. Office of Director. 86/10/08. GOLDBERG, J.H. Houston 
Lighting & Power Co. 3pp. 38270:187-38270:206. 


“8610310169 Forwards Insp Repts 50-498/78-03 A 50-499/78-03 on 780221 -24.No 
rKsncompiiance noted. 

Reactor Construction & Engineering Support Branch. 
78/03/03. OPR^G.W. Houston Lighting & Power Co. 2pp. 38436:01 5-38436:01€. 

“8610310ip Insp Repts 50-498/78-03 & 50-499/78-03 on 780221-24.No noncomoli- 
anc» w devils notsd,Maior aree^ inspected: const activities, induding receipt of 
^ observation of concrete placement for Unit 1 . 

78«3m Dalte Office of the Directo,. 

“8610310177 Forwards Insp Repts 50-498/78-07 8 50-499/78-07 on 780417-20 8 
notice of vidation. 

Reactor Construction & Engineering Support Branch 
78/05/08, OPREA,G.W. Houston Lighting & Power Co. 2pp. 38436:025-38436:026. 

“8610310182 Notice of viotation from Insp on 780417-20. 

* Beffon 4, Dallas, Office of the Diredor, “V05/08. 2pp. 38436:027-38436:028. 

“8610310184 1^ Repts 50-498/78-07 & 50-499/784)7 on 780417-20. Noncompliance 
drawings & incomplete Insp of stiuctural 

HUSACEK,W.G.. ROSENBERG AB,. GILBERT.LD. Region 4 Dallas Office of the ni 
rector. 78/05/05. 9pp, 38436:0^458436^2. 


“8810160176 Insp R^ 50-498/86-13 8 50-499/86-13 on 860405-0630.No violations 
or deviations notedMajor areas inspectedrsite tours,licensee action on previous 
5 raceipLstorage 8 handling of equipment at plant warehouse. 

®^NDY,H.F. Region 4, Office of Director. 86/09/ 

26. 17pp. 38270:190^8270:206. 

86101603M Forwards Insp Repts 50-498786-23 8 50-499/86-21 on 860601- 0830 8 
JSSf f® previously Identified insp findings also examined. 

^®® Director. 86/10/08. GOLDBERG, J.H. Houston 
Lighting 8 Power Co. 3pp. 38274:331-38274:361 . 

“M10160356 Notice of violation from insp on 860601-0830. 

Region 4, Office of Director. 86/10/00. 2pp. 38274:334-38274:335, 

“8610160359 insp Repte 50-498/86-23 8 60-499/86-21 on 860601-0830. Violation 
Storage requirements 8 work procedures. 

0?r2W:t2?^3™& 

SS®*® notl(»f 0 f.vlotetion re Insp Repts 60-498/85- 

21,50^/85-19,50-498/85-24,50-499/85-21, 50-498/86-12 8 50-499/86-1 2.Correc- 
rvv instrument installations.Related correspondence. 

GOLDBERGjJ.H. Heston Ughting 8 Power Co. #486 1098. 86/10/09. MARTIHR.D. 
Region 4, Office of Director. 31pp. 38292:177-38292:207. 
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8610230201 Responds to NRC 860820 Itr re violations noted in Insp Repts 50-498/85- 
21,50-499/85-19.50-498/85-24.50-499/85-21. 50-498/86-12 & 50-499/86-1 2.Correc- 
tive actions:training program & inspector certification program improved. 

GOLDBERG. J.H. Houston Lighting & Power Co. 86/10/09. MARTIN, R.D. Region 4, 
Office of Director. 31pp. 38344:076-38344:106. 

8610080068 IE info Notice 86-086. “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


8610060273 Fonvards estimates of needs for operator licensing exams for FY87-90,in 
response to Generic Ltr 86-14,info also provided on dates for scheduled requatifica- 
tion exams & dates for each licensing exam site visit. Related correspondence. 
GOLDBERG.J.H. Houston Lighting & Power Co. #486 0956. 86/09/30. BOGER.B. 
Operator Licensing Branch. 5pp. 38089:070-38089:074. 
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A. Application/construction stage documents & correspondence 


8610170035 Forwards “Final Rept of Earthwork Module C3-01 of Facility Const Assur- 
ance Program of Facility Readiness Review Program." Earthwork acceptable & meets 
FSAR,engineerlng & const requirements. 

MA2UR,D.W. Washington Public Power Supply System. 86/09/10. MARTIN, J.B. 
Region 5, Office of Director. 3pp. 38278:102-38278:316. 

-8610170044 "Final Rept of Earthwork Module C3-01 of Facility Const Assurance Pro- 
gram of Facility Readiness Review Program." 

MCCORMICK.T.A., BLAIS.N.F., TEAGUE.F.G. Washington Public Power Supply 
System. 86/09/08. 212pp. 38278:105-38278:316. 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 


S. Reportable occurrences, LERs & related correspondence 


8610060228 First interim deficiency rept re qualification of Agastat timing relays.lnitially 
reported on 860820.Steps initiated to verify qualification for each relay 
applicatlon.Next rept by 861024.Related correspondence. 

GOLDBERG.J.H. Houston Lighting & Power Co. #486 0873. 86/09/19. MARTIN.R.D. 
Region 4, Office of Director. 4pp. 38109:311-38109:314. 


8610060504 Revised final deficiency rept re interaction of safety-related & nonsafety- 
related instruments connected to same process taps.lnltially reported on 851009.ltem 
not reportable per 10CFR50.65(e). Related correspondence. 

GOLDBERG.J.H. Houston Lighting & Power Co. #486 0941. 86/09/26. MARTIN.R.D. 
Region 4, Office of Director. 5pp. 38098:251-38098:255. 


8610300154 Forwards pages to FSAR QA program description reflecting addi changes 
incoiporated into Amend 6 FSAR Change Notices SCN 740, SCN 778, SON 784 & SCN 
788.Changes pose no reduction in commitments. 

SORENSEN, G.C. Washington Public Power Supply System. 86/10/16. MARTIN.J.B. 
Region 5, Office of Director. 11pp. 38405:166-38405:176. 

8610230180 Requests approval to use ASME Code Case N-430.incorporating modified 
visual weld acceptance criteria for NF structures, at earliest opportunity. 
SORENSEN,G.C. Washington Public Power Supply System. 86/10/17. 
KNlGHTON,G.W. PWR Project Directorate 7. Ip. 38344:072-38344:072. 


Q. Inspection reports, IE Bulletins & correspondence 


T. Hearing transcripts on non-antitrust matters 

8610310010 Partial response to FOIA requesLDocuments in Apps A-l available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE.B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 

-8610310033 Advises that oral depositions of NRC witnesses RE Hall, WC Seidle.HS 
Phillips, R Landsman & V Stello & original exihibits sent under separate cover for 
review.correction & signature.SupportIng documentation end, 

MORRIS.J. Jack Morris. Inc. 84/09/25. BERKOVITZ.D. Office of the General Counsel. 
334pp. 38427:251-38428:220. 

-8610310158 Transcript of 820120 hearing in Houston,TX.Pp 105-109. 

* Atomic Safety and Licensing Board Panel. 82/01/20. 5pp. 38435:209-38435:300. 

-8610310190 Forwards SALP Board rept released on 82061 8.Deposition of WC Huba- 
cek on 840920 in District Court of Matagorda County, TX end. 

GUTIERREZ, J.M. Office of the Executive Legal Director (Pre 860701). 82/06/28. 
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. 333pp. 38436:239- 
38438:198. 


U. Congressional/Executive Correspondence 


8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201), 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Delusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610220005 Forwards Insp Rept 50-508/86-10 on 86091 5-1 9.No violations noted. 
CHAFFEE,A.E. Region 5, Office of Director. 86/10/02. MAZUR.D.W. Washington 
Public Power Supply System. 2pp. 38327:051-38327:058. 

-8610220006 Insp Rept 50-508/86-10 on 86091 5-1 9.No violations or deviations 
noted.Major areas inspected:readiness review program,const assurance program & 
site tour. 

ANG,W.P., MENDONCA,M.M. Region 5, Office of Director. 86/10/01, 6pp. 38327:053- 
38327:058. 


8610310010 Partial response to FOIA requestDocuments in Apps A-i available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE, B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 


-7909120297 Responds to 790709 Itr re discovery of new voids in concrete contain- 
ment bidg.Discusses discovery of defect by util & steps taken by NRC & util to correct 
deficiency.No difficulty is envisioned in repairing voids. 

SEYFR1T.K.V. Region 4, Dallas, Office of the Director. 79/07/26, PICKLE.J.J. House 
of Rep. 2pp. 38428:221-38428:222. 


-8001130081 Responds to C Gage concerns re const practices at facility. Allegations re 
structural flaws & threats to insp personnel investigated by NRC.In light of other 
agency investigations & new allegations,investigation is reopening. 

STELLO, V. Office of Inspection & Enforcement. Office of the Director. 79/11/21. 
BENTSEN.L Senate. Ip. 38433:094-38433:098. 


-8002200255 Forwards Senator Tower 791109 ltr forwarding allegations of structural 
flaws & threats to Insp personnel at facility. Requests comment. 

SEYFR1T,K.V. Region 4, Dallas, Office of the Director, 79/12/07. THORNBURG, H.D. 
Division of Reactor Construction Inspection. 1p. 38429:020-38429:022. 


-8005200107 Responds to 800314 Itr requesting response to 791019 inquiry re investi- 
gation of structural flaws & threats to Insp personnel at facility.Forwards NRC 791121 
response to 791019 inquiry. Investigation rept briefing scheduled wk of 800414, 
DIRCKS.W.J. Office of the Executive Director for Operations. 80/04/08. BENTSEN.L 
Senate. 10pp. 38433:101-38433:124. 


V. Operator Examinations 


8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministratlons." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.^’ Svc list encL 
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. - ^ 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 


Failure.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & 
830103). 86/10/16. Consolidated Edison Co. of New 


Engineering Response (Post 
York. Inc. 93pp. 38331:192- 


38331:284. 


8610060388 Forwards updated list of ref matls applicable for 861113 written reactor op- 
erator & senior operator licensing exams, per 860811 request.Belated correspond- 
ence. 

WfSENBURG.M.R. Houston Ughtlng & Power Co. #486 0572. 86/08/27. 
GAGLIARDO,J.E. Region 4, Office of Director. 10pp. 38099:350-38099:359. 


8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end, . , * 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 
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8610300321 Responds to IE Bulletin 85-001. “Steam Binding of Auxiliary Feedwater 
Pumps." Bulletin procedure controls unnecessary for facility operation. 

OLSON.P.D. Washington Public Power Supply System. 86/10/17. MARTIN. J.B. 
Region 5, Office of Director. 4pp. 38409:344-38409:347. 


S. Reportable occurrences, LERs & related correspondence 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitiaily reported on 841 227. No ad- 
verse effects noted during testing. 

RANDALUR.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitiaily reported on 841227.No ad- 
verse effects noted during testing. 

BROOME.E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON.W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 
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S. Reportable occurrences, LERs & related correspondence 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDAI.L.R.D. International Telephone & Telegraph Corp. 86/10/10, NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitiaily reported on 84l227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON.W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 


DOCKET 50-522 SKAGIT NUCLEAR POWER PROJECT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
SVC list 

* Office of Inspection & Enforcement. Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32. “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list. 

* Office of Inspection & Enforcement. Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084. “Rupture of Nominal 40-mCi t-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.” Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc, 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York. Inc. 107pp, 38331:086- 
38331:191. 


DOCKET 50-523 SKAGIT NUCLEAR POWER PROJECT, UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list 

* Office of Inspection A Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4f^. 38351:075-38351:078. 


8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matis." W/o svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York. Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations.” Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003. “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR. J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Supp1 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 
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F. Security, medical, emergency & fire protection plans 

8610090029 Forwards replacement pages for Amend 12 to security plan (Control 
Copies 8-3,8-4,8-9,8-12 & 8-13).Amend withheld (ref 10CFR73.21 & 2.790(d)). 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
86/09/25. MARTIN, J.B. Region 5, Office of Director. 2pp. 38181:102-38181:103. 

8610160118 Forwards order imposing civil monetary penalties in amount of $100,000 for 
physical security violations noted during 860211-0313 insps. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10, 
VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). Ip. 38271:125-38271:129. 

•^610160123 Partially withheld order imposina civil monetary penalties in amount of 
$100,000 (ref 10CFR73.21) for physical security violations. 

TAYLOR. J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Arizona Nuclear Power Project (formerly Arizona Public Senrice Co.). 4pp. 38271:126- 
38271:129. 

8610210497 Rev 8 to Emergency Plan Implementing Procedure EPIP-38, “Emergency 
Equipment & Supplies Inventory" & Rev 5 to EPIP-22, “Personnel Injury." W/861016 
Itr. 

WRIGHT, K. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/ 
10/16. MARTIN, J.B. Region 5, Office of Director. 56pp. 38312:318-38313:012, 

8610270400 Ack receipt of 860912 Itr transmitting 1966 emergency preparedness exer- 
cise scenario package.Scenario adequate to meet agreed upon exercise 
objectives, per 861003 telcon. 

FISH.R.F. Region 5. Office of Director. 86/10/20. YOWS.D.G. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 1p. 38374:155-38374:155. 

8610280112 Advises that individual identified on end should be granted unescorted 
access to fadlities on 861027-31 to observe annual emergency exercise.GM Temple 
training should be provided on 861027.W/O end. 

MARTIN, J.B. Region 5. Office of Director. 86/10/21. VAN BRUNT, E.E. Arizona Nude- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 38375:010-38375:010. 


G. Adjudicatory correspondence 

8610280209 Petition of Coalition for Responsible Energy Educ for public hearing & order 
to show cause why OLs should not be lifted based on apparent falsification of util 
documents by EE Van BruntVan Brunt polygraph exam end. 

SCOTT, M.L. Coalition for Responsible Energy Education. KOHN.S.M. Government Ac- 
countability Project. #486 1277. 86/10/20. Office of Inspection & Enforcement. Direc- 
tor (Post 820201 ). 25pp. 38366:31 3-38366:337. 


I. Financial information 

8616220232 Forwards supplemental application re sale & leaseback transactions by 
Public Svc Co of New Mexico, on behalf of utii.Fee paid. 

EDWARDS-FRAMPTO Mudge. Rose, Guthrie. Alexander & Ferden. EDWARDS- 
FRAMPTO Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/ 
10/16. KNIGHTON.G.W. PWR Project Directorate 7. Ip. 38326:167-38326:179. 
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-8610220234 Supplemental application re sale & leaseback transactions by Public Svc 
Co of New Mexico. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/10/15. 12pp. 38326:168-38326:179. 


J. Insurance & Indemnity Information 


8610090195 Forwards Endorsements 33 & 16 to NELIA Policy NF-266 & MAELU Policy 
MF-1 16, respectively. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.), 
86/09/29. Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 
38182:008-38182:010. 


P. Operating license stage documents & correspondence 


8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090499 Forwards table comparing values for present setpoints & new setpoints, per 
Licitra request.Terms BAND & STEP can be used interchangeably for values in 
860723 & 0826 Tech Spec change requests. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/26. KNIGHTON.G.W. PWR Project Directorate 7. 2pp. 38179:115-38179:116. 

8610090515 Informs that addi Info re SPDS isolation device testing not supplied by 
860901 deadline,per 860730 requestlnfo will be submitted by 861215.Reasons fcx’ 
delay listed.Requested testing of isolators incorporated into present schedule. 
HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. KNIGHTON,G.W. PWR Project Directorate 7. 3pp. 38178:340-38178:342. 

8610100502 Application for amend to License NPF-41, revising Tech Spec Section 3/ 
4.6.1, “Primary Containment," & bases.Revised containment analyses demonstrate 
acceptability of containment spray pump flow rate change.Fee paid. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/02. KNIGHTON.G.W. PWR Project Directorate 7. 6pp. 38193:296-38193:308. 

—8610100505 Proposed Tech Spec Section 3/4.6.1, “Primary Containment," revising 
containment analyses. 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/10/02. 7pp. 
38193:302-38193:308. 

8610140008 Summary of 860820 meeting w/util in Bethesda.MO to discuss util 860619 
submittal re adequacy of masonry walls. List of attendees, agenda & viewgraphs end. 
LICITRA,E.A. PWR Project Directorate 7. 86/10/06. PWR Project Directorate 7. 23pp. 
38222:209-38222:231. 

8610140287 Forwards safety evaluation on util 860619 submittal re adequacy of certain 
masonry walls at plant to meet NRC requirements.Wall$ at 74 ft elevation must be 
strengthened to meet industry stds.AA Hamid technical rept end. 

LICITRA.E.A. PWR Project Directorate 7. 86/10/06. VAN BRUNT,E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 38221:267-38221:283, 

—8610140290 Safety evaluation on util 860619 submittal re adequacy of certain mason- 
ry walls at plant to meet NRC requirements. Walls at 74 ft elevation must be strength- 
ened to meet industry stds. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 8pp. 
38221:269-38221:276. 

—8610140291 “Evaluation of Block Masonry Walls at Palo Verde Nuclear Generating 
Station," technical rept. 

HAMID, A.A. Drexel Univ.. Philadelphia. PA. 86/09/30. 7pp. 38221:277-38221:283. 

8610150208 Summary of 860924 meeting w/util & C-E in Bethesda,MO re scope & 
schedule for reload licensing activities. Viewgraphs end. 

DAVIS, M. PWR Project Directorate 7. 86/10/06. PWR Project Directorate 7. 17pp. 
38255:050-38255:066. 

8610140129 Forwards Amends 10 & 5 to Licenses NPF-41 & NPF-51, respectively & 
safety evaluation. Amends revise Tech Specs by changing setpoints involved w/low re- 
actor coolant flow reactor trip function, 

LICITRA, E,A. PWR Project Directorate 7. 86/10/07. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 4pp. 38220:288-38220:314. 

—8610140149 Amends 10 & 5 to Licenses NPF-41 & NPF-51, respectively, revising Tech 
Specs by changing setpoints involved w/low reactor coolant flow reactor trip functon. 
LICITRA,E.A. PWR Project Directorate 7. 86/10/07. 18pp. 38220:292-38220:309. 

—8610140154 Safety evaluation supporting Amends 10 & 5 to Licenses NPF-41 & NPF- 
51. respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/07. Spp. 
38220:310-38220:314. 

8610210303 Confirms plans for 861028 mat meeting in Phoenix, AZ to discuss concerns 
revealed during assessment of operating performance & util responses.Proposed 
agenda end. 

KNIGHTON.G.W. PWR Project Directorate 7. 86/10/10. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 3pp. 38315:323- 
38315:325. 

8610300109 Notification of 861028 meeting w/util in Phoenix,AZ to discuss perform- 
ance of facilities. 

LICITRA, E.A. PWR Project Directorate 7. 86/10/21. KNIGHTON.G.W. PWR Project 
Directorate 7, 3pp. 38408:067-38408:069. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp, 38420:326-38421:051. 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610150291 Forwards Insp Repts 50-528/86-28 & 50-529/86-27 on 860902-05 & notice 
of violation. 

SCARANO,R.A. Region 5, Office of Director. 86/09/26. VAN BRUNT, E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 38240:237-38240:246. 

--861 01 50293 Notice of violation from insp on 860902-05. 

SCARANO.R. Region 5. Office of Director. 86/09/26. Ip. 38240:239-38240:239. 

-8610150296 Insp Repts 50-528/86-28 & 50-529/86-27 on 860902-05. Violation 
notedriailure to shut down reactor per Tech Spec 3.4.5.1 when containment atmos- 
phere particulate monitor inoperable for more than 30 days. 

NORTH,H.S., BROWN, G.A.. YUHAS.G.P. Region 5, Office of Director. 86/09/24. 7pp. 
38240:240-38240:246. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080235 Ack receipt of 860905 ltr informing NRC of steps taken to comect violations 
noted in Insp Repts 50-528/86-23, 50-529/86-23 & 50-530/86-17. 

KIRSCH.D.F. Region 5, Office of Director. 86/09/30. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 38177:258-38177:269. 

-8610080245 Responds to NRC 860608 ltr re violations noted in Insp Repts 50-528/86- 
23,50-529/86-23 & 50-530/86-1 7.Corrective actions: preventive maint program will be 
revised & maint personnel will be instructed on proper methods of examining relays. 
VAN BRUNT,E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/09/05. MARTIN.J.B. Region 5, Office of Director. 11pp. 38177:259- 
38177:269. 

8610160014 Forwards Insp Repts 50-528/86-27.50-529/86-26 & 50-530/86-20 on 
860804-0907.No violations or deviations noted.Observation & comments on initial re- 
actor startup & low power reactor physics tests end. 

KIRSCH.D.F. Region 5. Office of Director. 86/09/30. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 38270:207-38270:238. 

-8610160020 Insp Repts 50-528/86-27,50-529/86-26 & 50-530/86-20 on 860804- 
0907.No violations noted.Major areas inspected: followup of previously identified 
items, review of plant activitles,plant tours & engineered safety sys waikdowns. 
ZIMMERMAN, R., FIORELLl.G., BOSTED,C. Region 5, Office of Director. 86/09/26. 
25pp. 38270:233-38270:233. 

-8610160024 “Observations & Comments, Initial Reactor Startup & Low Power Reactor 
Phwics Tests, Palo Verde Nuclear Generating Station, Unit 2, NRC Region V Insp." 
PETERSON, L.R. Lawrence Livermore National Laboratory. 86/05/23. Spp, 38270:234- 
38270:238. 

8610100562 Informs of 861105 regional SALP Review Board meeting re events from 
851001-860930.Member8 of Palo Verde SALP Board provided w/review guidance 
package to be used in preparing performance analyses of functional areas. 

KIRSCH.D. Region 5. Office of Director. 86/10/02. CREWS, J.. CHAFFEE.A,, 
MILLER.L Region 5, Office of Director. 37pp. 38198:307-38198:343. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Ucensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 860212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610160340 Ack receipt of 860916 ltr informing NRC of steps taken to correct violations 
noted In Insp Rept 50-528/86-24. 

KIRSCH.D.F Region 5. Office of Director. 86/10/08. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.), Ip. 38275:012-38275:017. 

-8610160344 Responds to NRC 860821 ltr re violations noted in Insp Rept 50-528/86- 
24.Correctlve adions:$uppl to annual rept will be submitted per 10CFR50.59. 

VAN BUNT,E.E, Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/16. MARTIN, J.B. Region 5, Office of Director. 5pp. 38275:013-38275:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JdRDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103), 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer," Svc list end, 

J0RDAN,EL Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10, Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8810160118 Forwards order imposing dvil monetary penalties in amount of $100,000 lor 
phydcal security violations noted durifto 86021 1 -0313 insps. 

TAYLORiJ.M, (Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
VAN BRUNT, E,E, Arizona Nuclear Power Project (formerly Arizona Public Senrice 
Co.), ip, 38271:125-38271:129. 
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-8610160123 Partially withheld order imposing civil monetary penalties in amount of 
$100,000 (ref 10CFR73.21) for physical security violations. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 4pp. 38271:126- 
38271:129. 

8610160368 EN-86-028A:on 860605, licensee responded to notice of violation & pro- 
posed imposition of civil penalties in amount of $100,000.Violations did occur as set 
forth In notice. Order imposing civil monetary penalties issued on 861010. 

ROBINSON, P., AXELRAD.J. Office of Inspection & Enforcement, Director (Post 
820201). 86/10/10. Ip. 38273:326-38273:326, 

8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments.” Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610240232 Advises that NRC 860910 recommendations re emergency operating pro- 
cedures concerning 860712 trip being reviewed along w/util initiatives from event & IE 
Info Notice 86-064. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/16. KNIGHTON,G.W. PWR Project Directorate 7. Ip. 38350:217-38350:217. 


R. Periodic operating reports & related correspondence 

8610140269 Monthly operating rept for Jul 1986.W/860818 Itr. 

HULL,J.L.. HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Serv- 
ice Co.). 86/07/31. SCROGGINS,R.M. Office of Resource Management, Director. 
6pp. 38224:248-38224:253. 


S. Reportable occurrences, LERs & related correspondence 

8610010460 LER 85-038-01 :on 850530,discovered that Tech Spec action requirement 
apparently missed since containment air temp not logged hourly since 850528 inoper- 
able fire detectors event. Computer provided continuous monitoring.W/860922 Itr, 
BRADISH,T.R.. HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/09/22. 3pp. 38055:084-38055:086. 

8610060472 LER 86-044-00:on 860902, automatic reactor protection sys actuation initiat- 
ed reactor trip.Caused by spurious low reactor coolant flow (LRCF) trip on Channels B 
& D on steam generator 2.LCRF trip setpoints evaluated.W/860926 Itr. 

BRADISH.T.R., HAYNES, J.G, Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.), 86/09/26, 6pp. 38098:125-38098:130. 

8610160054 Final Part 21 & Deficiency Rept DER 86-27 re air starting valve seat insert 
problem on Cooper Energy Svcs diesel generators.lnitially reported on 860829.Caused 
by copper plating used on cylinder heads.Cyiinder heads replaced. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. KIRSCH.D.F, Region 5, Office of Director. 4pp. 38262:357-38262:360. 

8610090319 LER 86-048-00:on 860902,Limiting Condition for Operation 3.0.3 entered 
due to inoperable MSIV accumulators A & B. Caused by oil returning to reservoir.Tech 
Spec change pursued. W/861 002 Itr. 

BRADfSH,T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/10/02. 5pp. 38182:296-38182:300. 

8610160034 PNO-V-86-071:on 861O06,reactor tripped from 20% power on low 
DNBR.Caused by feedwater perturbations.Safety injection actlvated.Alt safety sys re- 
sponded as designed. 

MILLER,L., ZIMMERMAN,R. Region 5, Office of Director. 86/10/07. Ip. 38271:124- 
38271:124. 

8610170080 LER 85-083-01 :on 851216,spurious ESP actuations occurred. Caused by 
failure of fan & resultant overheated ESF sequencer module.Fan repaired & ESF load 
sequencer replaced. W/861 007 Itr. 

BRADISH,T.R., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/10/07. 7pp. 38279:061-38279:067. 

8610220039 Special Rept l-SR-86-085:on 86l006,safety injection actuation signal & as- 
sumed safely injection flow into RCS initiated.Caused by unstable feedwater control 
sys operation.Evaluation in progress. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/09. MARTIN,J,B. Region 5, Office of Director. 4pp. 38325:167-38325:170. 

8610280397 Part 21 & Final Deficiency Rept DER 86-23 re failure of Dyson ASTM A540 
Grade B24 Class 1 nut initially reported on 860725.Spec change notice issued to limit 
hardness & min temp for ASTM A540 matl. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co,), 
86/10/09. KIRSCH.D.F, Region 5, Office of Director. 9pp. 38376:136-38376:143. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227,No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnttiat)y reported on 84l227.No ad- 
verse effects noted during testing. 

BROOMEE.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON, W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610210156 LER 86-054-O0;on 86091 4, Limiting Condition for Operation 3.0.3 entered 
due to Inoperable MSlV.Caused by inconsistent Tech Specs.Tech Spec rev to allow 
testing w/o "inoperabtliW” condition will be pursued.W/861013 Itr. 

BRADiSH,T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Senrice Co.). 86/10/1 3. 5pp. 38305:352-38305:356. 


8610210266 LER 86-053-00:on 86091 1 ,reactor tripped on low steam generator 
pressure.Caused by procedural inadequacy re use of circuit card extender board 
during maintNotice distributed & procedures revised.W/861013 Itr. 

BRADISH,T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/10/13. 6pp. 38314:153-38314:158. 

8610280294 Special Rept 1-SR-86-089:on 860911 & 14.fuel bldg ventilation sys high- 
range monitor Ru-146 declared inoperable for more than 72 h.Caused by inoperable 
monitor Ru-145 on 86091 1 due to spurious indications. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/13. MARTIN, J.B. Region 5, Office of Director. 3pp. 38379:308-38379:310. 

8610240232 Advises that NRC 860910 recommendations re emergency operating pro- 
cedures concerning 860712 trip being reviewed along w/util initiatives from event & IE 
Info Notice 86-064. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/16. KNIGHTON,G.W. PWR Project Directorate 7. Ip. 38350:217-38350:217. 

8610300367 LER 86-051 -00:on 860930, determined that 50,000 gallons of effluent 
chemical waste discharged to evaporative ponds w/o sampling since 860g27.Caused 
by cognitive personnel error. Procedure revised re valve Identification. W/861 024 Itr. 
BRADISH,T.R., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Sen/ice Co.). 86/10/24. 5pp. 38409:266-38409:270. 

8610300393 LER-86-0 14-01 ton 860411, two actuations of fuel bldg essential ventilation 
sys occurred.Cause undetermined. Low range monitor RU-145 declared 

inoperable.Action statement & sampling requirements initiated.W/861 024 Itr. 
BRADISH.T.R., HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Senrice Co.). 86/10/24. 5pp. 38409:272-38409:276. 
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F. Security, medical, emergency & fire protection plans 

8610090029 Forwards replacement pages for Amend 12 to security plan (Control 
Copies 8-3.8-4,8-9,8-12 & 8-1 3). Amend withheld (ref 10CFR73.21 & 2.790(d)). 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/25. MARTIN.J.B. Region 5, Office of Director. 2pp. 38181:102-38181:103. 

8610160118 Forwards order imposing civil monetary penalties in amount of $100,000 for 
physical security violations noted during 860211-0313 insps. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
VAN BRUNT.E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). Ip. 38271:125-38271:129. 

-8610160123 Partially withheld order imposing civil monetary penalties in amount of 
$100,000 (ref 10CFR73.21) for physical security violations. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 4pp. 38271:126- 
38271:129. 

8610210497 Rev 8 to Emergency Plan Implementing Procedure EPIP-38, "Emergency 
Equipment & Supplies Inventory" & Rev 5 to EPIP-22, “Personnel Injury." W/861016 
Itr. 

WRIGHT, K. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/ 
10/16. MARTIN, J.B. Region 5, Office of Director. 56pp. 38312:318-38313:012. 

8610270400 Ack receipt of 860912 Itr transmitting 1986 emergency preparedness exer- 
cise scenario package.Scenario adequate to meet agreed upon exercise 
objectlves,per 861003 telcon. 

FISH.R.F. Region 5, Office of Director. 86/10/20. YOWS.D.G. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). Ip. 38374:155-38374:155. 

8610280112 Advises that individual identified on end should be granted unescorted 
access to facilities on 861027-31 to observe annual emergency exercIse.GM Temple 
training should be provided on 861 027.W/0 end. 

MARTIN. J.B. Region 5, Office of Director. 86/10/21. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 38375:010-38375:010. 


G. Adjudicatory correspondence 

8610280209 Petition of Coalition for Responsible Energy Educ for public hearing & order 
to show cause why OLs should not be lifted based on apparent falsification of util 
documents by EE Van Brunt. Van Brunt polygraph exam end. 

SCOTT, M.L Coalition for Responsible Energy Education. KOHN.S.M. Government Ac- 
countability Project. #486 1277. 86/10/20. Office of Inspection 8 Enforcement, Direc- 
tor (Post 820201). 25pp. 38366:313-38366:337, 


I. Financial information 


8610200241 Forwards supplemental application re sale & leaseback transactions. Fee 
paid. 

EDWARDS-FRAMPTO Mudge, Rose, Guthrie, Alexander & Ferden. EDWARDS- 
FRAMPTO Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/ 
10/16. KNIGHTON, G.W. PWR Project Directorate 7. Ip. 38298:340-38298:350. 

-8610200243 Supplemental application re sale & leaseback transactions. 

VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/10/15. 10pp. 38298:341-38298:350. 

8610220232 Forwards supplemental application re sale & leaseback transactions by 
Public Svc Co of New Mexico,on behalf of util. Fee paid. 

EDWARDS-FRAMPTO Mudge, Rose, Guthrie, Alexander & Ferden. EDWARDS- 
FRAMPTO Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/ 
10/16. KNIGHTON, G.W. PWR Project Directorate 7. Ip. 38326:167-38326:179. 

-8610220234 Supplemental application re sale & leaseback transactions by Public Svc 
Co of New Mexico. 

VAN BRUNT,E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/10/15. 12pp. 38326:168-38326:179. 
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8610270062 Forwards supplemental application re sale & leaseback transactions by El 
Paso Electric Co.Fee paid. 

EDWARDS-FRAMPTO Mudge, Rose, Guthrie, Alexander & Ferden. 86/10/16. 
KNIGHTON.G.W. PWR Project Directorate 7. Ip, 38359:078-38359:089. 

-8610270067 Supplemental application re sale & leaseback transactions. 

VAN BRUNT, E.E. El Paso Electric Co. VAN BRUNT,E.E. Arizona Nuclear Power 
Project (formerly Arizona Public Service Co.). 86/10/15. 11pp. 38359:079-38359:089. 


J. Insurance & indemnity information 

8610090195 Forwards Endorsements 33 & 16 to NELIA Policy NF-266 & MAELU Policy 
MF-1 16,respectively. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 
38182:008-38182:010. 


P. Operating license stage documents & correspondence 

8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, "Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610030023 Remits required approval application fee for 860626 itr re Item 3.b of At- 
tachment 1 to License NPF-51,per 860904 request. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/23. DIGGS, R.M. License Fee Management Branch. Ip. 38088:114-38088:116. 

8610090499 Forwards table comparing values for present setpoints & new setpoints, per 
Licitra requesLTerms BAND & STEP can be used interchangeably for values in 
860723 & 0826 Tech Spec change requests. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/26. KNIGHTON.G.W. PWR Project Directorate 7. 2pp. 38179:115-38179:116. 

8610090515 Informs that addi info re SPDS isolation device testing not supplied by 
860901 deadline, per 860730 request.lnfo will be submitted by 861215.Reasons for 
delay listed.Requested testing of isolators incorporated into present schedule. 
HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. KNIGHTON.G.W. PWR Project Directorate 7. 3pp. 38178:340-38178:342. 

8610100446 Forwards marked-up pages re change to FSAR Chapter 14 & CESSAR 
FSAR Chapter 14.Change provides for alternate test method for unit load rejection 
test, allowing test of fast bus transfer simultaneously w/unit load rejection. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/03. MARTIN, J.B. Region 5, Office of Director. 4pp. 38185:352-38185:355. 

8610140008 Summary of 860820 meeting w/utll In Bethesda,MD to discuss util 860619 
submittal re adequacy of masonry walls. List of attendees.agenda & viewgraphs end. 
LICITRA, E.A. PWR Project Directorate 7. 86/10/06. PWR Project Directorate 7. 23pp. 
38222:209-38222:231. 

8610140287 Forwards safety evaluation on util 860619 submittal re adequacy of certain 
masonry walls at plant to meet NRC requirements.Walls at 74 ft elevation must be 
strengthened to meet industry stds.AA Hamid technical rept end. 

LICITRA,E.A. PWR Project Directorate 7. 86/10/06. VAN BRUNT, E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 38221:267-38221:283. 

-8610140290 Safety evaluation on util 860619 submittal re adequacy of certain mason- 
ry wails at plant to meet NRC requirements. Walls at 74 ft elevation must be strength- 
ened to meet industry stds. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 8pp. 
38221:269-38221:276. 

-8610140291 "Evaluation of Block Masonry Walls at Palo Verde Nuclear Generating 
Station,” technical rept. 

HAMID, A.A. Drexel Univ., Philadelphia, PA. 86/09/30. 7pp. 38221:277-38221:283. 

8610140129 Forwards Amends 10 & 5 to Licenses NPF-41 & NPF-51, respectively & 
safety evaluation. Amends revise Tech Specs by changing setpoints involved w/low re- 
actor coolant flow reactor trip function. 

LICITRA,E.A. PWR Project Directorate 7. 86/10/07. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co,). 4pp. 38220:288-38220:314. 

-8610140149 Amends 10 & 5 to Licenses NPF-41 & NPF-51 , respectively, revising Tech 
Specs by changing setpoints involved w/tow reactor coolant flow reactor trip function. 
LICITRA.E.A. PWR Project Directorate 7. 86/10/07. 18pp. 38220:292-38220:309. 

-8610140154 Safety evaluation supporting Amends 10 & 5 to Licenses NPF-41 & NPF- 
51 .respectively. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/07. 5pp. 
38220:310-38220:314. 

6610210328 Forwards regulatory analysis for backfitting power ascension testing of 
remote shutdown capability at facilities. Integrated testing required per 
lOCFRSO.IOS.Response re intent required within 30 days. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
09. VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 10pp. 38319:034-38319:043. 

8610210303 Confirms plans for 861028 mat meeting In Phoenix, AZ to discuss concerns 
revealed during assessment of operating performance & util responses.Proposed 
agenda end. 

KNIGHTON.G.W. PWR Project Directorate 7. 86/10/10. VAN BRUNT, E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 3pp. 38315:323- 
38315:325. 

8610300109 Notification of 861028 meeting w/util in Phoenix, AZ to discuss perform- 
ance of facilities. 

LICITRA, E.A. PWR Project Directorate 7. 86/10/21. KNIGHTON.G.W. PWR Project 
Directorate 7. 3pp. 38408:067-38408:069. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westlnghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:061. 


Q. inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Metis." W/o svc list. 

• Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8610150291 Fonvards Insp Repts 60-528/86-28 & 50-529/86-27 on 860902-05 & notice 
of violation. 

SCARANO.R.A. Region 5. Office of Director. 86/09/26. VAN BRUNT.E.E. Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.). 2pp. 38240:237-38240:246. 

-8610150296 Insp Repts 50-528/86-28 & 50-529/86-27 on 860902-05. Violation 
noted:failure to shut down reactor per Tech Spec 3.4.5. 1 when containment atmos- 
phere particulate monitor inoperable for more than 30 days. 

NORTH, H.S., BROWN, G.A., YUHAS.G.P. Region 5, Office of Director. 86/09/24, 7pp. 
38240:240-38240:246. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080235 Ack receipt of 860905 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 60-528/86-23, 50-529/86-23 & 50-530/86-17. 

KIRSCH.D.F. Region 5. Office of Director. 86/09/30. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). Ip. 38177:258-38177:269. 

-8610080245 Responds to NRC 860808 Itr re violations noted in Insp Repts 50-528/86- 
23,50-529/86-23 & 50-530/86-1 7.CoiTective actions: preventive maint program will be 
revised & maint personnel will be instructed on proper methods of examining relays. 
VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/09/05, MARTIN,J.B. Region 5, Office of Director. 11pp. 38177:259- 
38177:269. 

8610160014 Forwards Insp Repts 60-528/86-27.50-529/86-26 & 50-530/86-20 on 
860804-0907,No violations or deviations noted.Observation & comments on initial re- 
actor startup & low power reactor physics tests end. 

KIRSCH,D.F. Region 5, Office of Director. 86/09/30. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 38270:207-38270:238. 

-8610160020 Insp Repts 50-528/86-27,50-529/86-26 & 50-530/86-20 on 860804- 
0907.No violations noted.Major areas inspected: followup of previously identified 
items, review of plant activiti6s,plant tours & engineered safety sys waikdowns. 
ZIMMERMAN.R., FIORELLI.G., BOSTED.C. Region S, Office of Director. 86/09/26. 
25pp. 38270:233-38270:233. 

-8610160024 "Observations & Comments, Initial Reactor Startup & Low Power Reactor 
Physics Tests, Palo Verde Nuclear Generating Station, Unit 2, NRC Region V Insp." 
PETERSON, L.R. Lawrence Livermore National Laboratory. 86/05/23. 5pp. 38270:234- 
38270:238. 

8610100562 Informs of 861105 regional SALP Review Board meeting re events from 
851001 -860930.Members of Palo Verde SALP Board provided w/review guidance 
package to be used in preparing performance analyses of functional areas. 

KIRSCH.D. Region 5. Office of Director. 86/10/02. CREWS, J., CHAFFEE.A.. 
MILLER, L. Region 5. Office of Director. 37pp. 38198:307-38198:343. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection 8i Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610160118 Forwards order Imposing civil monetary penalties in amount of $100,000 for 
physical security violations noted during 860211-0313 insps. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
VAN BRUNT, E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.), ip. 38271:125-38271:129. 

-8610160123 Partially withheld order imposing civil monetary penalties in amount of 
$100,000 (ref 10CFR73.21) for physical security violations. 

TAYLOR, J.M, Office of Inspection & Enforcement, Director (Post 820201). 86/10/10. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 4pp. 38271:126- 
38271:129. 

8610160368 EN-86-028A:on 860605,licens6e responded to notice of violation & pro- 
posed imposition of civil penalties in amount of $100, 000. Violations did occur as set 
forth in notice. Order imposing civil monetary penalties issued on 861010. 

ROBINSON, P., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 
820201). 86/10/10. 1p. 38273:326-38273:326. 



266 DOCKETED ITEMS 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adlustments.” Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


R. Periodic operating reports & related correspondence 

8610140267 Monthly operating rept for Jul 1986.W/860818 Itr. 

HULL,J.L. HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Serv- 
ice Co.). 86/07/31. SCROGGINS, R.M. Office of Resource Management. Director. 
6pp. 38224:242-38224:247, 


S. Reportable occurrences, LERs & related correspondence 

8610020079 LER 86-031 -00:on 860826, hourly fire watch of 100 ft elevation in auxiliary 
bldg not performed.Caused by potential high noble gas concentration & cognitive per- 
sonnel error.Fire watch personnel counseled.W/860925 Itr. 

BRADtSH.T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/09/25. 4pp. 38066:357-38066:360, 

8610090052 LER 86-039-00:on 860903, control room essential filtration actuation signal 
(CREFAS) generated after CREFAS module removed from bypass before all trip 
inputs cleared. Appropriate disciplinary action taken.W/860929 Itr. 

BRADISH.T.R., HAYNES, T.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/09/29. 5pp. 38180:356-38180:360. 

8610160054 Final Part 21 & Deficiency Rept DER 86-27 re air starting valve seat insert 
problem on Cooper Energy Svcs diesel generators,lnjtially reported on 860829.Caused 
by copper plating used on cylinder heads.Cylinder heads replaced. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. KIRSCH,D.F. Region 5, Office of Director. 4pp. 38262:357-38262:360. 

8610150513 LER 86-017-00:on 860911, actuation of reactor protection sys initiated auto- 
matic reactor trip.Caused by effects of reactor coolant pump speed transient on core 
protection calculators (CPC).CPC software updated. W/861 007 Itr. 

BRADISHJ.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/10/07. 6pp. 38252:066-38252:071. 

8610280397 Part 21 & Rnal Deficiency Rept DER 86-23 re failure of Dyson ASTM A540 
Grade B24 Class 1 nut.lnitia!iy reported on 860725.Spec change notice issued to limit 
hardness & min temp for ASTM A540 matl. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/09. KIRSCH,D.F. Region 5. Office of Director. 9pp. 38376:135-38376:143. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz,lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL,R.D. international Telephone & Telegraph Corp. 86/10/10, NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitiaily reported on 841227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone & Telegraph Corp. 86/10/10. 

ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610240391 LER 86-046-00:on 860922, safety injection actuation signal automatically 
actuated-Caused by malfunctioning of Channel B manual actuation 1\andswitch.Faul1y 
handswitch replaced. W/861 01 7 Itr. 

BRADISH,T.R., HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/10/17. 5pp. 38354:248-38354:252. 

8610280375 LER 86-049-00:on 860923, automatic reactor protection sys actuation initiat- 
ed reactor trip due to low level in steam generator 1. Caused by inadequate operating 
procedure. Cberating procedures revised.w/861022 Itr. 

BRADISH.T.R., HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co.). 86/10/22. 6pp. 38376:164-38376:169. 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


A. AppHcation/constnJctlon stage documents & correspondsnce 

8609230296 Generic Ltr 86-15 to ail licensees & holders of application for OL re Info on 
compliance W/10CFR50.49. ‘"Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants.” Svc list end. 

DENTON, H,R, Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:216-38058:265. 

8610090515 informs that addl info re SPDS isolation device testing not supplied by 
860901 deadiine.per 860730 requestlnfo will be submitted by 861215.Reasons for 
delay listed.Requested testing of isolators incorporated into present schedule. 
HAYNES, J.G. Arizona Nucl^ Power Prdect (formerly Arizona F^blic Service Co.). 
86/09/29. KNlGHTON,G.W. PWR Project CHrectorate 7. 3pp. 38178:340-38178:342. 

8610140008 Summary of 860820 meeting w/util in Bethesda,MD to discuss util 860619 
submittal re adequacy of masonry walls. List of attendees, agenda A viewgraphs end, 
LICITRA,E.A. PWR Project Dlredorate 7. 86/10/06. PWR Project Directorate 7. 23pp. 
38222:209-38222:231. 

8610140287 Forwards safety evaluation on util 860619 submittal re adequacy of certain 
masonry walls at plant to meet NRC requirements.Wa(l8 at 74 ft elevation must be 
strengthened to meet industry stds.AA Hamid technical rept end. 

LICITRA,E.A. PWR Project DH-ectorate 7. 86/10/06, VAN BRUNT.E.E. Arizoria Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 38221:267-38221:283. 


-8610140290 Safety evaluation on util 860619 submittal re adequacy of certain mason- 
ry walls at plant to meet NRC requirements. Walls at 74 ft elevation must be strength- 
ened to meet industry stds. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/06. 8pp. 
38221:269-38221:276. 

-8610140291 “Evaluation of Block Masonry Walls at Palo Verde Nuclear Generating 
Station,” technical rept. 

HAMIDAA. Drexel Univ., Philadelphia, PA. 86/09/30. 7pp. 38221:277-38221:283. 

6610210328 Forwards regulatory analysis for backfitting power ascension testing of 
remote shutdown capability at facilities. Integrated testing required per 
10CFR50.109.Response re intent required within 30 days. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
09. VAN BRUNT,E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 1 0pp. 3831 9:034-3831 9:043. 

8610210303 Confirms plans for 861028 mgt meeting in Phoenix, AZ to discuss concerns 
revealed during assessment of operating performance & util responses. Proposed 
agenda end. 

KNIGHTON, G.W. PWR Project Directorate 7. 86/10/10. VAN BRUNT,E.E. Arizona 
Nuclear Power Project (formerly Arizona Public Service Co.). 3pp. 38315:323- 
38315:325. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
E(XS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York. Inc. 37pp. 38420:326-38421:051. 


F. Security, medical, emergency & fire protection plans 


8610090029 Forwards replacement pages for Amend 12 to security plan (Control 
Copies 8-3,8-4,8-9,8-12 & 8-13).Amend withheld (ref 10CFR73.21 & 2.790(d)). 
HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/25. MARTIN, J.B. Region 5, Office of Director. 2pp. 38181:102-38181:103. 

8610210497 Rev 8 to Emergency Plan Implementing Procedure EPIP-38, "Emergency 
Equipment & Supplies Inventory” & Rev 5 to EPIP-22, “Personnel Injury." W/861 01 6 
ltr. 

WRIGHT.K. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 86/ 
10/16. MARTIN, J.B. Region 5, Office of Director. 56pp. 38312:318-38313:012. 


G. Adjudicatory correspondence 

8610280209 Petition of Coalition for Responsible Energy Educ for public hearing & order 
to show cause why OLs should not be lifted based on apparent falsification of util 
documents by EE Van BruntVan Brunt polygraph exam end. 

SCOTT.M.L Coalition for Responsible Energy Education. KOHN.S.M. Government Ac- 
countability Project. #486 1277. 86/10/20. Office of Inspection & Enforcement, Direc- 
tor (Post 820201). 25pp. 38366:313-38366:337. 


J. Insurance & indemnity information 


8610090195 Forwards Endorsements 33 & 16 to NELIA Policy NF.266 & MAELU Policy 
MF-1 16, respectively. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 
38182:008-38182:010. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exdusive-Use Shipments of Radioactive Matls.” W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38361:079-38351:082. 

8809250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G. Division of Inspection Programs (Post 860212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8610080235 Ack receipt of 860905 ltr informing NRC of steps taken to correct violations 
noted In In^ Repts 50-528/86-23. 50-529/86-23 & 50-530/86-17. 

KIRS<>I.D.F. Region 5, Office of Director. 86/09/30. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 1 p. 38177:258-38177:269. 

--8610080245 Responds to NRC 860808 Itr re violations noted In Insp Repts 50-528/86- 
23,50-529/86-23 & 50-530/86'17.Correctjve actions: preventive maint program will be 
revised 6 maint personnel will be instruded on proper methods of examining relays. 
VAN BRUNT,E.E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co.). 86/09/05. MARTIN, J.B. Region 5, Office of Director. 11pp. 38177:259- 
38177:269. 

8610160014 Forwards Insp Repts 50-528/86-27.50-529/86-26 & 50-530/86-20 on 
860804-0907.No violations or deviations noted.Observation & comments on Initial re- 
ader startup & low power reactor physics tests end. 

KIRSCH.D.F, Region 5, Office of Director. 86/09/30. VAN BRUNT.E.E. Arizona Nucle- 
ar Power Project (formerly Arizona Public Service Co.). 2pp. 38270:207-38270:238. 

r8610160O26stosp: & SO-530/86-20 on 860804- 

0907.No violations noted.Major areas inspected: followup of previously identified 
items, review of plant activities.piant tours & engineered safety sys waikdowns. 
ZIMMERMAM,R,. RORELLI.G., BOSTED.C. Region 5, Office of Director. 86/09/26. 
25pp. 38270:233-38270:233. 
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8610100562 Informs of 861105 regional SALP Review Board meeting re events from 
851001-860930.Members of Palo Verde SALP Board provided w/revlew guidance 
package to be used in preparing performance analyses of functional areas. 

KIRSCH.D. Region 5. Office of Director. 86/10/02. CREWS, J,. CHAFFEE.A.. 
MILLER, L. Region 5, Office of Director. 37pp. 38198:307-38198:343. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J,G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610220290 Forwards Insp Rept 50-530/86-23 on 860909-16.No violation or deviation 
noted. 

PATE.R.J. Region 5, Office of Director. 86/10/06. VAN BRUNT,E.E. Arizona Nuclear 
Power Project (formerly Arizona Public Service Co.). 2pp. 38326:184-38326:191. 

—8610220293 Insp Rept 50-530/86-23 on 860909-1 6.No violation or deviation 
noted. Major areas inspected:containment structural integrity test & integrated leak rate 
test. 

CLARK,C., RICHARDS, S. Region 5, Office of Director. 86/10/05. 6pp. 38326:186- 
38326:191. 


8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610100105 IE Info Notice 86-089, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp, 38331:192- 
38331:284. 


8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


S. Reportable occurrences, LERs & related correspondence 


8610160003 Interim Deficiency Rept OER 86-20 re damper seals not meeting required 
specs. Initially reported on 860603. AddI investigations & evaluations of transportability 
& root cause needed.Final rept will be submitted by 861017. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/24. KIRSCH.D.F. Region 5, Office of Director. 2pp. 38269:359-38269:360. 

8610160216 Interim Deficiency Rept DER 86-26 re soft nuts on steam generator upper 
supports.lnitiaily reported on 860827. Conclusions about transportability of Units 1 & 2 
under investigation. Final rept will be submitted on 861030. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/25. KIRSCH,D.F. Region 5, Office of Director. 5pp. 38273:343-38273:347. 

8610160054 Final Part 21 & Deficiency Rept DER 86-27 re air starting valve seat insert 
problem on Cooper Energy Svcs diesel generators.lnitially reported on 860829.Caused 
by copper plating used on cylinder heads.Cylinder heads replaced. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. KIRSCH,D.F. Region 5, Office of Director. 4pp. 38262:357-38262:360. 

8610160395 Interim Deficiency Rept DER 86-23 re failure of ASTM A540 Grade B24 
Class 1 nut. Initially reported on 860725.Final rept will be provided by 861015 due to 
extensive Investigation & evaluation required. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/09/29. KIRSCH.D.F. Region 5. Office of Director. 2pp. 38274:118-38274:119. 

8610280397 Part 21 & Final Deficiency Rept DER 86-23 re failure of Dyson ASTM A540 
Grade B24 Class 1 nutlnitially reported on 860725.Spec change notice issued to limit 
hardness & min temp for ASiM A540 matl. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/09. KIRSCH.D.F. Region 5, Office of Director. 9pp. 38376:135-38376:143. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL,R.D. International Telephone & Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnitially reported on 841227.1^ ad- 
verse effects noted during testing. 

BROOME,E.C. International Telephone & Telegraph Corp. 86/10/10. 
ANDERSON,W.F. NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610280358 Update to interim Deficiency Rept DER 86-20 re damper seals not meeting 
required specs.lnitiaily reported on 860603. Evaluation of root cause 
continuing.Complete evaluation & final rept forecast for 861113. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
86/10/13. KIRSCH.D.F. Region 5, Office of Director. 3pp. 38376:190-38376:192. 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


A. Appllcation/construction stage documents & correspondence 


8609230296 Generic Ltr 86-15 to all licensees & holders of application for OL re info on 
compliance W/10CFR50.49, “Environ Qualification of Electric Equipment Important to 
Safety for Nuclear Power Plants." Svc list encl. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. Atlantic City Electric Co. 49pp. 38058:21 6-38058:265. 


DOCKET STN-50-546 MARBLE HILL NUCLEAR STATION, UNIT 1 


A. Appllcation/construction stage documents & correspondence 


8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list encl. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports, IE Bulletins & correspondence 


8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-126 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list encl. 
PARTLOW,J.G. Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list encl. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212), 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
encl. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-069, “Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list encl. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, “Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list encl. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


DOCKET STN-50-547 MARBLE HILL NUCLEAR STATION, UNIT 2 


A. Appllcation/construction stage documents & correspondence 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125), 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051. 


Q. Inspection reports. IE Bulletins & correspondence 

8103300409 IE Info Notice 81-32, “Transfer &/or Disposal of Spent Generators.” W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, “Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12, Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:079-38351:082, 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi i-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list encl. 
PARTLOW.iJ.G. Division of Inspection Programs (Post 850212), 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 
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8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). 86/10/03. Consolidat- 
ed Edison Co. of New York, Inc. 70pp. 38126:237-38126:303. 

8610060249 IE Compliance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line." Svc list 
end. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 106pp. 38258:276-38259:017. 

8610080068 IE Info Notice 86-086, “Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 

8610080071 IE Info Notice 86-087, “Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
8301 03^ 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 Suppl 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 

8610080228 Forwards Safety Insp Rept 70-0008/86-02 on 860908-11. No violations 
noted. 

SHAFER.W.D. Region 3, Office of Director. 86/10/01. UNGAR,E,W. Battelle Memorial 
Institute, (Columbus Laboratories. Ip. 38177:249-38177:257. 

-8610080243 Health & Safety Insp Rept 70-0008/86-02 on 860908-11. No violations or 
deviations noted.Major areas inspected:nudear criticality, radiation protection,radwaste 
mgt,fuel consolidation program & proposed decommissioning activities. 

FRANCE,G.M.. GREGER.LR. Region 3, Office of Director. 86/10/01. 8pp. 38177:250- 
38177:257. 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP., CANOGA PARK, CA 

8610280453 Ack receipt of 860828 Itr informing NRC of steps taken to correct violations 
noted in insp on 860707-1 0.CIarification re refresher training, survey records & docu- 
mentation of determination of assigned radiation dose provided. 

MONTGOMERY,J.L. Region 5, Office of Director. 86/10/24. SANCHINI,D.J. Rockbes- 
tos Co. 2pp. 38381:066-38381:072. 

-8610280465 Responds to NRC 860731 Itr re violations noted in insp on 860707- 
lO.CJorrective actions:radiatlon worker received refresher training on 86071 7. Violation 
re frequency of surveys unjustified. 

REMLEY.M.E. Rockbestos Co. 86/08/28. MONTGOMERY.J.L Region 5, Office of Di- 
rector. 3pp. 38381:070-38381:072. 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

8610240004 Requests exemption from 10CFR70.51(e){3)(i) which requires that physical 
inventories be taken at 2-month intervals. Exemption requests that Jul/Aug 1986 in- 
ventory period be extended 1 wk due to holiday.Fee paid. 

80YD.C.C. Babcock & Wilcox Co. 86/08/05. BROWN,W.B. Fuel Facility Safeguards 
□censing Branch (Pre 850707). 2pp. 38352:098-38352:099. 

8610060634 Application to renew License SNM-1 050, extending expiration to 870930 
under storage conditions established by Amend 5. Related info end. 
VERNETSON,W.G. Florida, Univ. of, Gainesville. FL 86/08/22. CROW.W.T. Uranium 
Fuel Ucensing Branch. 8pp. 38112:266-38112:273. 

8610020335 Forwards Insp Rept 70-0027/86-14 on 860825-28.No violations or devi- 
ations noted.One unresolved item identified will be pursued during future insps. 
MCALPINE,E.J. Region 2. Office of Director. 86/09/17. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 38067:001-38067:014. 

-8610020340 insp Rept 70-0027/86-14 on 860825-28.No violations or deviations 
noted-Major areas inspected:liquid & gaseous radwaste mgt & environ monitoring pro- 
grams. 

GLOERSEN.W.B., CL1NE,W.E. Region 2, Office of Director. 86/09/16. 12pp. 
38067:003-38067:014. 

8610060025 Forwards Insp Rent 70-0027/86-18 on 860825-28.No violations or devl- 


-8610220021 Partially withheld Insp Rept 70-0027/86-15 on 860905-09 (ref 
10CFR95).No violations noted.Major areas inspected:security plan & implementing 
procedures,security organization,testing & maint,locks & keys & physical barriers. 
THOMPSON.D., MC<aUIRE,D.R. Region 2. Office of Director. 86/09/23. Ip. 
38327:048-38327:048. 

8610160183 Confirms 860924 telcon re 861009 enforcement conference in Region II 
ofc to discuss radiation protection program & recent related violations.Proposed 
agenda encl.W/o end. 

STOHR,J.P. Region 2, Office of Director. 86/10/03. TETRAULT,R.E. Babcock & 
Wilcox Co. 1 p. 38264:1 1 1 -38264:1 1 1 . 

8610270017 Application for amend to License SNM-42.Encl explanation & justification 
withheld (ref 10CFR2.790).Fee paid. 

BOYD.C.C. Babcock & Wilcox Co. 86/10/03. CROW,W.T. Uranium Fuel Licensing 
Branch. Ip. 38369:066-38369:066. 

8610220089 Requests extension of procurement date for monitoring equipment for duct- 
work to 861130 per Insp Rept 70-0027/85-1 7.Development of stds will be pursued 
while awaiting delivery of equipment. 

BOYD.C.C. Babcock & Wilcox Co. 86/10/06. GRACE.J.N Region 2, Office of Director. 
Ip. 38326:355-38326:355. 

8610220287 Forwards Insp Rept 70-0027/86-16 on 860902-05.No violations or devi- 
ations noted.Unresolved item noted in rept will be pursued during future insp. 
CLINE,W.E. Region 2, Office of Director. 86/10/09. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 38325:209-38325:211. 

-8610220289 Partially withheld Insp Rept 70-0027/86-16 on 860902-05 (ref 
10CFR2.790).No violations or deviations noted.Major areas inspected:measurement 
sys.facility organization & mgt control, independent insp effort & followup. 

CLAY,E.L, NINH.S.O., MCALPINE.E.J. Region 2, Office of Director. 86/10/08. Ip. 
38325:211-38325:211. 

8610210272 Informs of operational safety assessment scheduled for wk of 861103 in 
response to 860104 event at Kerr-McGee Sequoyah facility.Operational conditions will 
be inspected to identify safety hazards that could impact public health. 

STOHR.J.P. Region 2, Office of Director. 86/10/15. TETRAULT.R.E. Babcock & 
Wilcox Co. 2pp. 38314:064-38314:065. 

8610280226 Ack receipt of 861006 Itr requesting extension on procurement date for 
monitoring equipmenLDate extended to 861130 as good cause shown, 

STOHR,J.P. Region 2. Office of Director. 86/10/16. TETRAULT.R.E. Babcock & 
Wilcox Co. Ip. 38381:351-38381:351. 

8610270240 Issues Amend 5 to License SNM-42,per 861003 application. Amend au- 
thorizes expansion of mfg facility.SER supporting amend to license end. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/10/20. BOYD.C.C. Babcock & Wilcox 
Co. ip. 38371:279-38371:283. 

-8610270243 Recommends issuance of amend to License SNM-42, authorizing expan- 
sion of mfg facility based on review of 861003 application. 

KETZLACH.N., CROW.W.T. Uranium Fuel Licensing Branch. 86/10/20. Uranium Fuel 
Licensing Branch. 2pp. 38371:280-38371:281. 

-8610270250 Concludes that no environ assessment or EIS warranted for 861003 ap- 
plication for amend to License SNM-42, expanding mfg facility. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/10/20, Uranium Fuel Licensing 
Branch. 2pp. 38371:282-38371:283. 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8610090165 Responds to NRC 860807 Itr re violations noted in Insp Rept 70-0036/86- 
01 .Corrective actions:operators instructed not to seal containers w/defective closure 
rings. 

ESKRIDGE,H.E, Combustion Engineering, Inc. 86/09/04. AXELSON.W.L Region 3, 
Office of Director. 2pp. 38182:011-38182:012. 

8610310172 Responds to NRC 860903 Itr re noncompliance noted in Insp Rept 70- 
0036/86-02.Corrective actions:personnel instructed to wear hand protection when 
handling contaminated equipment. 

ESKRIDGE, H.E. Combustion Engineering, Inc. 86/10/03. SHAFER.W.D. Region 3, 
Office of Director. Ip. 38419:215-38419:215. 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

8610060126 FOIA request for documents re NUMEC facilities & adjacent plant, Cook 
Pacemaker. 

CONROY, R. Valley News Dispatch, Tarentum, PA. 86/07/23. Division of Rules and 
Records. 3pp. 38130:035-38130:037. 

8610230257 Rept of radioactive effluents discharged to unrestricted areas for Jan-June 
1986.W/860818 Itr. 

AUSTIN, MJV. Babcock & Wilcox Co. 86/08/18. MURLEY.T.E. Region 1, Office of Di- 
rector. 4pp. 38351 :001 -38351 :003. 

8610070169 Responds to 860804 Itr re inquiries from C VIrostek concerning activities at 
B&W sites.Operations involving possession & use of radioactive matls conducted 
under authority of licenses issued by NRC.Related info end. 

STELLO.V. Office of the Executive Director for Operations. 86/09/03. MURTHA,J.P. 
House of Rep. 16pp. 38131:001-38131:016. 

8610080373 Forwards response to LH Chikar 860731 questions contained in recipient 
860804 Itr.Discharges of U into KIskiminetas River.plant licensing & missing U ad- 
dressed. 

STELLO.V. Office of the Executive Director for Operations. 86/09/12. MURTHA,J.P, 
House of Rep. 2pp, 38140:047-38140:057. 

-8610080379 Requests response to LH Chikar 860731 questions re dumping of U into 
KIskindnelas River, plant licensing 8 missing U, per attached newspaper articles. 
MURTHA,J.P. House of Rep. 86/08/04. KAMMERER.Q. Office of Congressional Af- 
fairs. 9pp. 38140:049^8140:057. 
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8610240405 Notifies that DG Culberson replaced MA Austin as manager of technical 
control effective on 860902. DG Culberson meets current qualifications per License 
SNM-145. 

COLEMAN, W.L. Babcock & Wilcox Co. 86/09/24. CROW.W.T. Uranium Fuel Ucens- 
ing Branch. 2pp. 38352:127-38352:128. 

8610070046 Responds to 860722 request for info re constituent C Virostek inquiries re 
various aspects of operations conducted by B&W & predecessor companies at Apollo 
& Parks Township, PA facilities. Related info end. 

STELLO,V. Office of the Executive Director for Operations. 86/09/25. MURTHA.J.P. 
House of Rep. 22pp. 38127:236-38127:276. 

8610060132 Partial response to FOIA request for documents re NUMEC facilities & ad- 
jacent planLForwards App A documents. Documents in App B available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. CONROY.R. Valley News 
Dispatch, Tarentum. PA. 5pp. 38130:038-38130:135. 

-8506240678 Confirms discussion held at 711015 meeting in Bethesda,MD re acquisi- 
tion of Nuclear Matls & Equipment Corp by B&W & understanding that no license 
amend or AEC authorization needed for sale of stock to B&W. 

CAMERON,W.A. Atlantic Richfield Co. (ARCO). 71/10/21. CUNNINGHAM,R.E. Atomic 
Energy Commission. 1p. 38130:043-38130:043. 

-8610060143 Forwards application for new license for possession & use of Pu-238.Am- 
241 & Sr-90. 

BLAIR, M.G. Atlantic Richfield Co. (ARCO). 71/10/25. CUNN1NGHAM,R. NRC - No 
Detailed Affiliation Given. 2pp. 38130:044-38130:045. 

8610070136 Forwards Safety Insp Repts 70-0135/86-02 & 70-0364/86-02 on 860505- 
09.No violations noted. 

MARTIN,T.T. Region 1, Office of Director. 86/09/26. COLEMAN,W.L. Babcock & 
Wilcox Co. 2pp. 38110:337-38110:348. 

-8610070143 Insp Repts 70-0135/86-02 & 70-0364/86-02 on 860505-09.No violations 
noted.Major areas inspected:organization, nuclear criticality safety,review of operations 
& radiation protection. 

ROTH,J., KE1MIQ,R.R. Region 1, Office of Director. 86/09/26. 10pp. 38110:339- 
38110:348. 

8610070118 Forwards Insp Rept 70-0135/86-03 on 860616-17 as result of Confirmatory 
Action Ltr 86-08 re elevated radioactive contamination found in parking lot.No viola- 
tions or deviations noted. 

MARTIN.T.T. Region 1, Office of Director. 86/09/29. COLEMAN, W.L. Babcock & 
Wilcox Co. 2pp. 38117:036-38117:040. 

-8610070130 Insp Rept 70-0135/86-03 on 860616-1 7.No violations or deviations 
noted.Major areas lnspected:licensee actions in response to Confirmatory Action Ltr 
86-08 re contamination of parking lot. 

ROTH,J., KEIMIG,R.R. Region 1, Office of Director. 86/09/29. 3pp. 38117:038- 
38117:040. 

8610070412 Responds to 860718 ltr re Stello 860103 ltr concerning trace amounts of 
phthalate compounds in gases emanating from sewer near ApoIlo,PA facility.B&W did 
not use substantial quantities of phthalate compounds. 

MURLEY.T.E. Region 1, Office of Director. 86/09/29. VIROSTEK.C. Affiliation Not As- 
signed. 5pp. 38124:069-38124:092. 

-8610070436 Forwards constituent C Virostek 860718 ltr,for investigation. Direct reply to 
constituent requested. 

MURTHA,J.P. House of Rep. 86/08/04. NRC - No Detailed Affiliation Given. 6pp. 
38124:074-38124:092. 

8610270305 Submits items of interest, including info re transportation incident on 
861012,meeting on 861015 w/B&W in Apollo,PA concerning Apollo & Leechburg.PA 
operations & status of listed hearings. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/10/16. DAVIS, J.G. Office of Nuclear 
Material Safety & Safeguards.Director. 2pp. 38372:1 10-38372:112. 

8610300010 Final response to FOIA request for documents re facilities. Portions of doc- 
ument listed in App C withheld (ref FOIA Exemption 5).Remaining portions of record 
fail outside scope of request. 

GRIMSLEY.D.H. Division of Rules and Records. FIN A-9093. 86/10/24. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 2pp. 38406:295-38406:298. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610140013 Forwards 860408 ltr to licensee requesting inventory prior to startup. 
STELLO. V. Office of the Executive Director for Operations. 86/04/08. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:145-38253:147. 

8610220248 Goundwater monitoring results from Well 14 for Apr 1986,per License Con- 
dition 48.W/860929 ltr. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/04/30. 2pp. 
38326:198-38326:200. 

8610240334 Groundwater monitoring results from Well 14 for Apr 1986, per License 
Condition 48.W/860929 ltr. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/04/30. 3pp. 
38354:158-38354:160. 

8610240015 Fonvards Aug 1986 Rev 85 to fundamental nuclear matl control 
plan.Section T.O.Rev withheld (ref 10CFR2.790). 

HENSLEY.K.D. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/08/21. 
BROWN, W.B. Material Licensing & International Activities Branch, ip. 38362:090- 
38352:090. 

8610230261 Fonvards amend page to be included w/IRS 87 of Rev 14 to physical safe- 
guards plan,outlinlng search procedure for processing vehicles & drivers into protect- 
ed area.W/o end. 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/09/04. 
STOHR,J.P. Region 2, Office of Director. Ip, 38342:238-38342:238. 


8610060911 Forwards insp Rept 70-0143/86-38 on 860819-22 & 26-27 & notice of 
violation.Response should address actions taken or planned to address weaknesses 
in mgt control sys implementation. 

STOHR.J,P. Region 2, Office of Director. 86/09/17. GUINN.F.K. Nuclear Fuel Serv- 
ices. Inc. (subs, of Ge^ Oil Co.). 2pp. 38109:222-38109:228. 

-8610060919 Notice of violation from insp on 860819-22 & 26-27. 

STOHR,J.P. Region 2, Office of Director. 86/09/17. 2pp. 38109:223-38109:224. 

-8610060924 Insp Rept 70-0143/86-38 on 860819-22 & 26-27.VioIation noted:failure to 
comply w/specific training & exercise requirements of radiological contingency plan. 
KREH,J.L, DECKER.T.R. Region 2, Office of Director. 86/09/10. 4pp. 38109:225- 
38109:228. 

8610010409 Forwards Insp Rept 70-0143/86-40 on 860827-28 & notice of 
violatlon.Number & type of samples that will be taken within & in vicinity of buried 
waste storage drum.completion dates & dates when analytic isotopic results expected 
requested. 

MCALPINE.E.J. Region 2, Office of Director. 86/09/18. GUINN.F.K. Nuclear Fuel 
Services, Inc. (subs, of Getty Oil Co.). 2pp. 38058:177-38058:184. 

-8610010413 Notice of violation from insp on 860827-28. 

MCALPINE,E.J. Region 2. Office of Director. 86/09/18. 1p. 38058:179-38058:179. 

-8610010418 Insp Rept 70-0143/86-40 on 860827-28.Violation noted: 1985 groundwat- 
er monitoring rept did not rept correct quantities of radionuclides In groundwater sam- 
ples for Mar. 

KUZO.G.B., STODDART.P.G. Region 2. Office of Director. 86/09/11. 5pp. 38058:180- 
38058:184. 

8610020089 Responds to licensee 860702 concerns re NRC referral of allegations to 
vendor.Referral attempts to make mgt aware of technical problems that should re- 
ceive attention. 

JENKINS.G.R. Region 2. Office of Director. 86/09/19. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 38066:312-38066:313. 

8610010521 Responds to violations noted in Insp Rept 70-0143/86-36. Corrective 
actionsiall supervisors in 302/303 area retrained re Procedure NFS-HS-GH-1 5, “Cov- 
ering of Plant Surfaces.** 

GUINN.F.K. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/09/22. BARR.K.P. 
Region 2, Office of Director. 3pp. 38058:357-38058:359. 

8610020006 Ack receipt of 860828 ltr addressing concerns discussed during 860827 
exit meeting re Insp Rept 70-01 43/86-36.Ltr appears to provide acceptable schedule 
for completing required corrective actions. 

STOHR,J.P. Region 2, Office of Director. 86/09/22. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 1 p. 38070:087-38070:087. 

8610020134 Ack receipt of 860905 ltr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-0143/86-37. 

MCALPINE,E.J. Region 2, Office of Director. 86/09/24. GUINN.F.K. Nuclear Fuel 
Services, Inc. (subs, of Getty Oil Co.). Ip. 38061:291-38061:291. 

8610030123 Transcript of Commission 860925 affirmation, discussion & vote in 
Washington,DC.Pp 1-6. 

* Commissioners. 86/09/25. 10pp. 37669:336-37669:345. 

8610080035 PNO-ll'86-068:media interest developed In reprimand of employee by com- 
pany re failure to survey himself for radioactive contamination on 86091 2.Employee & 
union contend disciplinary action stems from 860918 hearing. 

MCALPINE,E.J.. COLLINS, D.M. Region 2, Office of Director. 86/09/25. Ip. 
38132:319-38132:319. 

8610080087 Ack receipt of 860730 & 0513 Itrs Informing NRC of steps taken to correct 
violations noted in Insp Rept 70-01 43/86-03.Mgt control sys procedures will be dis- 
cussed at 861008 meeting on performance improvement program. 

GRACE,J.N. Region 2, Office of Director. 86/09/25. GUINN.F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 38132:330-38132:331. 

8610100067 Confirms agreement re 861008 mgt meeting at Enwin Plant to discuss 
status of performance improvement program, handling of employee concerns & im- 
proving communication & plans to Improve cleanliness.Proposed agenda end. 
STOHR,J.P. Region 2. Office of Director. 86/09/26. CLARK.J.R. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). 2pp. 38191:148-38191:149. 

8610240018 Forwards quarterly safeguards project rept re implementation of Safe- 
guards Guidance Group Bulletin 38.Rept withheld. 

JOHNSON.S.C. Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/09/26. 
BROWN.W.B. Division of Safeguards. 1p. 38352:089-38352:089. 

6610240050 Forwards addi page changes to Rev 9 to site training plan. Changes reflect 
organizational changes & combine Figures 1.2-A & l.2-B.Modified shotgun qualifica- 
tion course also encl.£ncls withheld. 

* Nuclear Fuel Services, Inc. (subs, of Getty Oil Co.). 86/09/26. STOHR.J.P. Region 
2. Office of Director. Ip. 38351:210-38351:210. 

8610150059 Confirms telcon w/B Knight re 861015 meeting w/NIOSH & NFS. Meeting 
will allow NIOSH to review recordkeeping sys for employee exposures & work assign- 
ments. 

STOHR.J.P. Region 2, Office of Director. 86/09/30. GUINN, F.K. Nuclear Fuel Serv- 
ices, Inc. (subs, of Getty Oil Co.). Ip. 38235:033-38235:033, 

8610240245 Forwards summary rept on status of licensee performance improvements 
program since 860528 update.Efforts to improve plant housekeeping & address em- 
ployee concerns & results of 1986 audit will be discussed during NRC 861008 site 

CLARK, J.R. Nuclear Fuel Services. Inc. (subs, of Getty Oil Co.). 86/10/01. 
STOHR,J.P. Region 2, Office of Director. 8pp. 38353:198-38353:205. 

8610100410 Confirms 861001 telcon re proprietary data concerning decommissioning 
cost at facility.Info released to PDR as courtesy to Chairman, House of Representa- 
tives Subcommittee on Energy Conservation & Power. 

NEWMAN, N,J. Nuclear Fuel Sen/ices, Inc, (subs, of Getty Oil Co.). 86/10/02. 
CROW.W.T. Uranium Fuel Licensing Branch. 2pp. 38212:226-38212:255. 
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8610070046 Responds to 860722 request lor info re constituent C Virostek inquiries re 
various aspects of operations conducted by B&W & predecessor companies at Apollo 
& Parks Township, PA facilities. Related info end. 

STELLO.V. Office of the Executive Director for Operations. 86/09/25. MURTHA,J,P. 
House of Rep. 22pp. 38127:236-38127:276. 

8610240373 Responds to 860905 comments & requests for addi info re open items 
identified in 860409 SER.Operational testing of overall incinerator offgas sys wil incor- 
porate factors listed in 860905 itr. 

CULBERSON.D.G. Babcock & Wilcox Co. 86/09/25. ROUSE.LC. Advanced Fuel & 
Spent Fuel Licensing Branch- 4pp. 38352:137-38352:140. 

8610060132 Partial response to FOIA request for documents re NUMEC facilities & ad- 
jacent plant-Forwards App A documents. Documents in App B available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. CONROY, R. Valley News 
Dispatch, Tarentum, PA. 5pp. 38130:038-38130:135. 

•-8506240678 Confirms discussion held at 711015 meeting in Bethesda.MD re acquisi- 
tion of Nuclear Matls & Equipment Corp by B&W & understanding that no license 
amend or AEC authorization needed for sale of stock to B&W. 

CAMERON,W.A. Atlantic Richfield Co. (ARCO). 71/10/21. CUNNINGHAM.R.E. Atomic 
Energy Commission. Ip. 38130:043-38130:043. 

8610060310 Notifies that NRC 860905 itr on SER open items re operation of proposed 
vol reduction facility,contained error. Equivalent valve on Page 2 should be 99.95% 
instead of 95.95 %.Reiated correspondence. 

ROUSE.LC. Advanced Fuel & Spent Fuel Licensing Branch. #486 0911. 86/09/26. 
CULBERSON.D.M. Babcock & Wilcox Co. 2pp. 38096:307-38096:308. 

8610070136 Forwards Safety Insp Repts 70-0135/86-02 & 70-0364/86-02 on 860505- 
09.No violations noted. 

MARTINJ.T. Region 1. Office of Director. 86/09/26. COLEMAN.W.L. Babcock & 
Wilcox Co. 2pp. 38110:337-38110:348. 

-8610070143 insp Repts 70-0135/86-02 & 70-0364/86-02 on 860505-0g.No violations 
noted.Major areas inspected:organization, nuclear criticality safety, review of operations 
& radiation protection. 

ROTH.J., KEIMIG.R.R. Region 1, Office of Director. 86/09/26. 10pp. 38110:339- 
38110:348. 

8610060443 Forwards Itrs to be served on parties to informal proceeding re B&W Parks 
Township vol reduction facility. Served on 861003. 

DAVIS.P.R. Commissioners. #486 0967. 86/10/03. CLEMENTS, W.L. Docketing & 
Services Branch. 1 p. 38098:088-38098:095. 

-8610060471 Requests permission for C Virostek to speak at 860930 & 1001 hearings 
in Apollo.PA. 

CHELKO.M. Affiliation Not Assigned. 86/09/17. NRC - No Detailed Affiliation Given. 
2pp. 38098:089-38098:090. 

-8610060498 Requests permission for C Virostek to speak at NRC hearing in Apollo.PA 
re B&W facility emissions.NRC criticized for not living up to original purpose of pro- 
tecting people. 

MUNKO.F.L. Affiliation Not Assigned. 86/09/18. ASSELSTINE,J. Commissioners. 3pp. 
38098:091-38098:093. 

-8610060563 Protests exclusion of C Virostek from testifying at hearing in Apollo.PA re 
proposed B&W facility. 

CARNEY, M. Affiliation Not Assigned. 86/09/25. ASSELSTINE.J. Commissioners. 2pp. 
38098:094-38098:095. 

8610150302 Supports efforts of B&W to license & operate low level radwaste vol reduc- 
tion facility in Parks Township, PA.Served on 861014. 

COONEY.M.J. Philadelphia Electric Co. 86/10/03. PARIS.O.H. Atomic Safety and U- 
censlng Board Panel. 2pp. 38249:091-38249:092. 

8610080244 Advises that transcript of hearing in Apollo.PA on Parks Township vol re- 
duction svcs facility will be delayed due to failure of subcontractor to meet expected 
deadlines.Served on 861007. 

PARIS.O.H. Atomic Safety and Licensing Board Panel. #486 1002. 86/10/06. 
AXELRAD.D.M. Newman & Holtzinger. ZAWACKI,D.P. Zawacki, D.P. AU.T.Y. Pennsyl- 
vania. Commonwealth of. 1p. 38133:322-38133:322. 

8610150133 Forwards Commonwealth of PA.Dept of Health, “Cancer Mortality in Apollo 
Area of Armstrong & Westmoreland Counties,” dtd Mar 1986.Rept ref in 861002 infor- 
mal hearing. W/Cfertificate of Svc. 

MCKINSTRY,J.R. Pennsylvania. Commonwealth of. #486 1060. 86/10/08. 

PARIS.O.H. Atomic Safety and Licensing Board Panel. 45pp. 38241:231-38241:275. 

8610270278 Comments in opposition to granting B&W permit to incinerate low level rad- 
waste at Parks, PA. Facility would release radioactivity to envIron.Served on 861024, 
COLEMAN.W. Sierra Club. #486 1257, 86/10/09. Pittsburgh Press Pittsburgh.PA. 
3pp. 36362:093-38362:099. 

-8610270285 Requests response to 860731 request for limited appearance 
statementServed on 861024. 

NEWHOUSE.P. Affiliation Not Assigned. 86/09/20. PARIS Atomic Safety and Licens- 
ing Board Panel. Ip. 38362:096-38362:096. 

-8610270293 Opposes granting of B&W application for amend to License SNM-414 to 
permit incineration & compaction of low level radwaste.Served on 861024. 
NEWHOUSE.P.E. Affiliation Not Assigned. 86/10/14. PARIS Atomic Safety and U- 
censing Board Panel. 2pp. 38362:097-38362:098. 

-8610270301 Expresses concern re B&W propose^ incineration of low level 
radwaste.Served on 861024. 

SECRETO.D. Affiliation Not Assigned. 86/10/09. NRC - No Detailed Affiliation Given. 
Ip. 38362:099-38362:099. 

8610150204 Memorandum & order rescinding 861002 hearing setting dates for pro- 
posed findings of fact & conclusions of law.RJ Monick 861009 Itr encLServed on 
861014. 

PARIS.O.H. Atomic Safety and Licensing Board Panel, #483 1071. 86/10/10. Bab- 
cock & Wilcox Co. 4pp, 38241:301-38241:304. 

8610150209 Advises that no requests for extension of proposed findings of fact & con- 
clusions of law re vol reduction facility will be submitted.W/Certificate of Svc. 
AXELRAD.M. Babcock & Wilcox Co. AXELRAD.M, Newman & Holtzinger. #488 1061. 
86/10/10, PARIS,O.H. Atomic Safety and Licensing Board Panel. 2pp. 38241:318- 
38241:319. 


8610150135 Package of four comments opposing licensing of B&W waste reduction fa- 
cility in Apollo.PA.Served on 861014. 

CRAWFORD.N.. KRAFICK.A.. HUTCHISON.H.V. Affiliation Not Assigned. #486 1079. 
86/10/14. PARIS.O.H. Atomic Safety and Licensing Board Panel. 8pp, 38249:081- 
38249:092. 

8610150135 Package of four comments opposing licensing of B&W waste reduction fa- 
cility in Apollo, PA. 

CRAWFORD.N.. NELSON.M. Affiliation Not Assigned. #486 1079. 86/10/14. 
PARIS.O.H. Atomic Safety and Licensing Board Panel. 8pp. 38249:081-38249:092. 

8610150152 Supports C Virostek petition to be late intervener at public hearing in 
Apollo.PA re B&W waste reduction facility. Served on 661014. 

FLICKINGER.D. Affiliation Not Assigned. 86/10/14. PARIS.O.H. Atomic Safety and Li- 
censing Board Panel. Ip. 38249:089-38249:089. 

8610150198 Responds to JW Hutchison 860728 Itr. Apollo Borough Council does not 
share all views expressed in sub] Itr re operation of low level radwaste vol reduction 
svcs facility.Hearing should be given to both sides of issue.Served on 861014. 

* Apollo, PA. 86/10/14. PARIS.O.H. Atomic Safety and Licensing Board Panel. Ip. 
38249:090-38249:090. 

8610220101 Memorandum & order vacating 861010 memorandum & order re reschedul- 
ing filing dates, reinstating 861002 filing dates & directing parties to file proposed cor- 
rections to transcript by 861023.Senred on 861020. 

PARIS,O.H. Atomic Safety and Licensing Board Panel. #486 1184. 86/10/17. Office 
of the General Counsel. 4pp. 38324:294-38324:297. 

8610220302 Requests that enc RA Liermann 861013 request for EIS & formal hearing 
be served on parties to B&W proceeding.Served on 861021. 

DAVIS.P.R. Commissioners. #486 1 201. 86/10/21. CLEMENTS.W.L. Docketing & 
Services Branch. 2pp. 38327:156-38327:157. 

8610270084 Advises that Commonwealth of PA will not be submitting proposed findings 
of fact or conclusions of law re 860930 & 1 001-02 informal hearings concerning Parks 
Township vol reduction facility.Certificate of Svc end. 

MCKINSTRY.J.R. Pennsylvania. Commonwealth of. #486 1247. 86/10/22. 

PARIS, O.H. Atomic Safety and Licensing Board Panel. 2pp. 38358:356-38358:357. 

8610280179 Proposed transcript corrections re B&W Parks Township, PA vol reduction 
facility.Certificate of Svc end. 

JOHNSON, G.E. Assistant General Counsel for Hearings. #486 1266. 86/10/23. 6pp. 
38366:087-38366:092. 

8610300010 Final response to FOIA request for documents re facilities. Portions of doc- 
ument listed in App C withheld (ref FOIA Exemption 5).Remainlng portions of record 
fall outside scope of request. 

GRIMSLEY.D.H. Division of Rules and Records. FIN A-9093. 86/10/24. VIROSTEK.C. 
Kiski Valley Coalition to Save Our Children. 2pp. 38406:295-38406:298. 


DOCKET 70-0371 UNC NAVAL PRODUCTS. INC.. UNCASVILLE, CT 


8610030126 Extends effective period of License Condition 9.3 to 860228, pending 
review of 860120 request re use of uncleared guards at posts. 

BROWN.W.B. Material Licensing & International Activities Branch. 86/01/30. 
GIGLIOTn,R.J. UNC Resources, Inc. Ip. 37669:335-37669:335. 

8610240252 Notifies that outmoded 150 kW emergency generator being replaced by 
400 kW generator. Licensee not committed to details of end Drawings 400-EP2 & 400- 
EPS.Projects will be completed on or about 870101 .W/o end, 

COLLOPY,T.J. United Nuclear Corp. (subs, of UNC Resources, Inc.). 86/09/12. 
BROWN.W.B. Division of Safeguards. 2pp. 38353:206-38353:207. 

8610240384 Fonvards revised pages to 860613 application for amend to License SNM- 
368.Mods contained info requested in 860815 Itr.Revised pages withheld. 

KIRK,W.F. United Nuclear Corp. (subs, of UNC Resources. Inc.). 86/09/19. 
CROW.W.T. Uranium Fuel Licensing Branch. Ip. 38352:133-38352:133. 

8610090411 Fonwards amended pages to fundamental nuclear matl control plan, per 
860814 requestPages withheld (ref 10CFR2.790). 

KAUFMAN,N.C. UNC Resources, Inc. 86/09/25. MARTIN,T.T. Region 1, Office of Di- 
rector. Ip. 38149:307-38149:309. 

8610280026 Change 3 to Rev 1 to 830926 emergency manual, Including Rev 12 to "Mgt 
Call List,” Rev 9 to “Outside Assistance Call List (A & B),” Rev 9 to “Outside Assist- 
ance Call List (C)" & Rev 12 to “NIS Dept Roster." 

KIRK,W.F. UNC Resources, Inc. 86/09/26. 25pp. 38387:308-38387:332. 

8610100653 Advises that rev to physical security plan required within 60 days,per 
10CFR70.32(e),to permit comprehensive review of changes discussed in 860908 pre- 
liminary notification. 

MARTIN,T.T. Region 1, Office of Director, 86/09/30. KAUFMAN, N.C. UNC Re- 
sources. Inc. 2pp. 38204:329-38204:330. 

8610310269 Forwards Safety Insp Rept 70-0371/86-09 on 860915-19, 

MARTIN.T.T. Region 1. Office of Director. 86/10/21, AMY.G.O. UNC Resources, Inc. 
2pp. 38418:190-38418:198. 

"8610310278 Insp Rept 70-0371/86-09 on 86091 5-1 9.No violations or deviations 
noted.Ma|or areas inspected;licen8ee radiation protection officer program.including 
status of previously identified items & mgt oversight & controls. 

CIOFFI,J.A.. SHANBAKY.M.M. Region 1. Office of Director. 86/10/20. 7pp. 
38418:192-38418:198. 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY 


8610100727 Forwards Safeguards Insp Rept 70-0687/86-04 on 86081 8-22.No violations 
noted. 

MARTIN.T.T. Region 1, Office of Director. 86/10/02. MCGOVERN, J.J. Union Carbide 
Corp. 2pp. 381 96:349-381 96:355. 
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-8610100752 Insp Rept 70-0687/86-04 on 86081 8-22.No noncompliance noted. Major 
areas inspectedinuclear mat! control & accounting, including facility operations & inter- 
nal controls, measurement sys, physical inventory & records & repts. 

DELLA RATTA.A., 2IBULSKY.H., KEIMIG,R,R. Region 1, Office of Director. 86/09/29. 
5pp. 38196:351-38196:355. 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8610240115 "Rept 15 on Results of Quarterly Groundwater Monitoring Samples at 
Waltz Mill Site." W/860925 Itr. 

GALM.D.T. General Electric Co. 86/09/30. MURLEY.T. Region 1, Office of Director. 
36pp. 38351 :21 3-38351 :249. 


DOCKET 70-0734 GA TECHNOLOGIES, INC., SAN DIEGO. CA 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8610240009 Requests 30-day delay in semiannual inventory to 861024, due to lengthen- 
ing & scheduling difficulties. Fee will be submitted under separate cover. 
LICHTENBERGER Combustion Engineering, Inc. 86/09/15. JACKSON, R. NRG - No 
Detailed Affiliation Given. 2pp. 38352:091-38352:092. 

8610080217 Forwards Safeguards Insp Rept 70-1100/86-05 on 860902-05.No violations 
noted.Steps taken to correct violation discussed in NRC 860127 Itr verified. 
MARTIN.T.T. Region 1, Office of Director. 86/10/01. LICHTENBERGER Combustion 
Engineering, Inc. 2pp. 38177:175-38177:179. 

-8610080230 Safeguards Insp Rept 70-1100/86-05 on 860902-05.No noncompliance 
noted.Major areas inspected:facility operations & internal controls & records & repts. 
DELU RATTA.A.. SCHULINGKAMP.C., KEIMIG.R.R. Region 1. Office of Director. 86/ 
09/29. 3pp. 38177:177-38177:179. 


8610020024 Ack receipt of 860305 & 0805 Itrs transmitting change to security officer 
training & qualification plan.Page changes acceptable. 

MONrGOMERY,J.L. Region 5, Office of Director. 86/09/23. ASMUSSEN.K.E. GA 
Technologies, lnc./General Atomic Co. 1p. 37669:128-37669:128. 


8610070101 Consents to transfer control of GA Co to GA Corp.per 860507, 0617 & 
0725 requests.Llcense€ ultimately responsible for decommissioning all licensed 
facHities.Approval applies to transfer of assets only & not to restricted land. 

DAVIS,J.G. Office of Nuclear Material Safety & Safeguards, Director. 86/09/23. 
PRITCHARD.J.F. Winthrop, Stimson, Putnam & Roberts. 3pp. 38127:277-38127:279. 


8610240117 Forvirards revised pages to spec vol, reflecting revs to pages of License 
SNM-696 re organizational structure & r6sponsibilities.Revs discussed. 

ASMUSSEN.K.E. GA Technologies, Inc./General Atomic Co. 86/09/25. CROW.W.T. 
Uranium Fuel Licensing Branch. 7pp. 38351:180-38351:186. 

8610090105 Forwards Safeguards Insp Rept 70-0734/86-08 on 86091 5-1 9.No violations 
obsen/ed.Encl withheld (ref 10CFR73.21). 

MONTGOMERY, J.L Region 5. Office of Director. 86/10/03. ASMUSSEN.K.E. GA 
Technologies, lnc./General Atomic Co. 2pp. 38180:284-38180:285. 


8610270262 Issues Amend 4 to License SNM-696,per 860523 application & 860925 
suppLAmend authorizes organizational changes.SER supporting amend to license 
end. 

CROW.W.T. Uranium Fuel Ucensing Branch. 86/10/20, ASMUSSEN.K.E. GA Tech- 
nologies, lnc./General Atomic Co. Ip. 38372:097-38372:102. 


—8610270268 Recommends issuance of amend to License SNM-696, authorizing change 
in organizational structure.based on review of licensee 860523 application & 860925 
suppl. 

KETZLACH.N., CROW,W.T. Uranium Fuel Ucensing Branch, 86/10/20. Uranium Fuel 
Licensing Branch. 3pp. 38372:098-38372:100. 


—8610270271 Concludes that no environ assessment or EIS warranted for 860523 ap- 
plication for amend to License SNM-696.authorizing changes in organizational struc- 
ture. 

CROW.W.T. Uranium Fuel Ucensing Branch. 86/10/20. Uranium Fuel Ucensing 
Branch. 2pp. 38372:101-38372:102. 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 

8610220171 Approves 860822 & 29 requests for end route for transport of spent reac- 
tor fuel from Monticello.MN to Morris, IL. Route meets requirements of 10CFR73.37 & 
acceptable. 

MCCORKLE.G.W. Reactor & Transportation Ucensing Branch. 86/10/14. 
KIRKLAN.M. General Electric Co. 9pp, 38332:187-38332:195. 


DOCKET 70-0824 BABCOCK & WILCOX CO., LYNCHBURG, VA 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NO 

8610070497 Forwards Rev 15 to Part I of application approved by Condition 9 of U- 
cense SNM-1097.Description of revs also end. 

WINSLOW, T.P. General Electric Co. 86/08/25. CROW.W.T. Uranium Fuel Licensing 
Branch. 11pp. 38131:034-38131:044. 

8610070023 Ack receipt of 860828 preliminary response informing NRC of steps taken 
to correct violations noted in Insp Rept 70-1 11 3/86-1 6.Date of response extended to 
861003.per 860828 request. 

STOHR,J.P. Region 2, Office of Director. 86/09/19. LEES,E.A. General Electric Co. 
1p. 38118:277-38118:277. 

8610020153 Ack receipt of 860508 & 0808 Itrs informing NRC of steps taken to correct 
violations noted in Insp Rept 70-1 113/86-01. 

STOHR,J.P. Region 2. Office of Director. 86/09/24. LEES,E.A. General Electric Co. 
1 p. 38061 :360.38061 :360. 

8610150006 Informs of operational safety assessment scheduled for wk of 861 006, to 
examine existing operational conditions, to identify potential safety hazards & to deter- 
mine if sys & procedures adequately implemented. 

STOHR.J.P. Region 2, Office of Director. 86/09/26. LEES.E.A. General Electric Co. 
2pp. 38235:039-38235:040. 

8610280326 Ack receipt of 861003 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1113/86-16. 

STOHR,J.P. Region 2, Office of Director. 86/10/16. LEES,E.A. General Electric Co. 
Ip. 38376:234-38376:234. 

8610270238 Ack receipt of 860923 2.206 petition for clarification & reconsideration of 
860829 partial Director’s Decision DD-86-11 .Comments evidenced either misunder- 
standing of how issues resolved in decision or disagreement w/resolutlon. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/20. 
RATNER.M.G. Affiliation Not Assigned. 3pp. 38371:276-38371:278. 

8610270188 Forwards proprietary Insp Rept 70-1113/86-21 on 860929-1003. No viola- 
tion or deviation noted.Rept withheld (ref 10CFR2.790 & 73.21). 

CLINE, W.E. Region 2, Office of Director. 86/10/21. LEES.E.A. General Electric Co. 
2pp. 38361:136-38361:137. 

8610270373 Forwards Insp Rept 70-1113/86-18 on 860926.No violations or deviations 
noted. 

CLINE, W.E. Region 2. Office of Director. 86/10/21. LEES,E.A. General Electric Co. 
2pp. 38373:204-38373:208. 

-8610270389 Insp Rept 70-1113/86-18 on 860926.No violations or deviations 
noted.Major areas inspected:selected areas of emergency preparedness program. 
TABAKA.A.E., DECKER, T.R. Region 2. Office of Director. 86/10/09. 3pp. 38373:206- 
38373:208. 


8610090374 Forwards sanitized version of approved primary route for transport of spent 
reactor fuel from facility, through States of IN,KY & TN,to B&W in Lynchburg, VA. Route 
meets regulatory requirements In 10CFR73,37. 

MCCORKLE,G.W. Reactor & Transportation Licensing Branch. 86/10/02. OLSEN, /LF. 
Babcock & Wilcox Co. 17pp. 38185:240-38185:256. 


DOCKET 70-0925 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 


8610290075 Partial response to FOIA requesLApp 0 documents available in 
PDR.Search continuing. 

GR1MSLEY.D.H. Division of Rules and Records. 86/10/23. CANTRELL, R, Affiliation 
Not Assigned. 2pp. 38400:081-38400:241. 

-8610290254 Forwards chronology of violation history resulting from criticailty,health 
physics, matl control & physical security insps,per S Bryan 741121 telcon request. 
HIND.J.A. Region 3, Chicago. Office of the Director. 74/11/22. THORNBURG.H.D. 
Region 3, Chicago. Office of the Director. 16pp. 38400:198-38400:213. 


DOCKET 70-0984 BATTELLE MEMORIAL INSTITUTE, RICHLAND, WA 


8610090116 Revised application for renewal of Ucense SNM-942,changing Page 1.1-1 
of 860829 submittal to reduce authorized quantities of U-233. 

WILEY, W.R. Battelle Memorial Institute. Pacific Northwest Laboratories. 86/09/15. 
CROW.W.T. Materials Ucensing Branch. 1 4pp. 381 85:1 1 4-381 85:1 27. 


8610240354 Forwards page omitted from application to renew License SNM-942. 
ASMUND.V.C. Battelle Memorial Institute, Pacific Northwest Laboratories. 86/09/16. 
CROW.W.T. Materials Ucensing Branch. 2pp. 38354:162-38354:155. 


-8610240356 Errata to application for amend to License SNM-942, consisting of Page 
1,1-1 re std conditions & special authorizations. 

* Battelle Memorial Institute, Pacific Northwest Laboratories. 86/09/16. 2po. 
38354:1 54-38354:1 55, 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP., PITTSBURGH, PA 

8610270220 Forwards Insp Rept 70-1 143/86-01 on 86061 7-1 8.No violation noted. 
MARTIN.T.T. Region 1. Office of Director. 86/10/21. SLEMBER,R. Westinghouss 
Electric Corp. 2pp. 38360:346-38360:353. 

-8610270226 Insp Rept 70-1143/86-01 on 86061 7-1 8.No violations noted. Major areas 
inspected:licensee actions re removal of buried radioactive contaminated matl from 
two areas. 

ROTH,J.. KEIMIG,R.R. Region 1, Office of Director. 86/10/20. 6pp. 38360:348- 
38360:353. 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP.. COLUMBIA, SC 

8610240003 Application to amend License SNM-1 107, enabling accountability measure- 
ment & shipment of scrap for offsite treatmentAddl info encI.EncI withheld (ref 
10CFR2.790(d)). Fee paid. 

NARDI.A.J. Westinghouse Electric Corp. 86/08/29. BROWN, W.B. Division of Safe- 
guards. ip. 38352:100-38352:100. 

8610070166 Fonwards rev to physical security plan, including update of temporary Li- 
cense Condition 9.1.1 re contingency method for deterrence of unauthorized access 
to controlled areas. Ends withheld (ref 10CFR2.790). 

NARDI,A.J. Westinghouse Electric Corp. 86/09/01. STOHR,J.P. Region 2, Office of 
Director. Ip. 38128:135-38128:135. 

8610070513 Forwards rev to "Columbia Site Emergency Plan," effective on 
86Q805.Revs update plan & do not reduce plan effectiveness. 

FISCHER,R.E, Westinghouse Electric Corp. 86/09/18. Division of Fuel Cycle A Materi- 
al Safety. 14pp. 381 31 :01 7-381 31 ;030. 

8610070233 Forwards Insp Rept 70-1151/86-14 on 860818-22 & notice of 
violatioaNotice of violation 6 insp rept withheld (ref 10CFR2.790(d) & 73.21). 
MCALPINE.E.J. Region 2, Office of Director 86/09/19. LOCH.EP. Westinghouse 
Electric Corp. 2pp. 381 1 9:346-381 1 9:347. 
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8610270008 Application for amend to License SNM-1107, revising site emergency plan 
Pages VI, VIII & 2.5-1. Fee paid. 

NARDI.A.J. Westinghouse Electric Corp. 86/09/22. CROW.W.T. Uranium Fuel Licens- 
ing Branch. 5pp. 38369:067-38369:071, 

8610070292 Forwards Insp Rept 70-1161/86-15 on 860902-05,No violations or devi- 
ations noted. 

MCALPINE,E.J. Region 2. Office of Director, 86/09/24. LOCH.E.P. Westinghouse 
Electric Corp. 2pp. 38125:127-38125:129. 

-8610070296 Partially withheld Insp Rept 70-1151/86-15 on 860902-05 (ref 
10CFR2.790 & 73.21).No violations or deviations noted.Major areas 

inspected:measurements & overseas shipments. 

BATES, J.W., MCALPINE,E.J. Region 2, Office of Director. 86/09/24. Ip. 38125:129- 
38125:129. 

8610080114 Advises that 860901 Rev 9 to fundamental nuclear matl control plan con- 
sistent w/provisions of 1 0CFR7O.32(c) & acceptable. 

STOHR,J,P. Region 2, Office of Director. 86/09/30. LOCH.E.P. Westinghouse Electric 
Corp. 1p. 38133:354-381 33:354. 

8610240377 Fonivards Rev 2 to fundamental nuclear matl control plan. Rev withheld (ref 
10CFR2.790). 

NARDI.A.J. Westinghouse Electric Corp. 86/09/30. BROWN, W.B. Material Licensing 
& International Activities Branch. Ip. 38352:136-38352:136. 

8610150365 Responds to 860904 Itr re violations noted in Insp Rept 70-1151/86- 
12.Corrective actions:retralning of personnel conducted to reinforce mgt commitment 
to personnel monitoring. 

LOCH.EP. Westinghouse Electric Corp. 86/10/02. STOHR.J.P. Region 2. Office of Di- 
rector. 3pp. 38249:022-38249:024. 

8610270058 Ack receipt of 861002 Itr informing NRC of steps taken to correct violation 
noted in Insp Rept 70-1 1 51 /86-12. 

STOHR,J.P. Region 2, Office of Director. 86/10/16. LOCH.EP. Westinghouse Electric 
Corp. Ip. 38359:093-38359:093. 

8610270294 Forwards response to 860919 Itr re noncompliance noted In Insp Rept To- 
ll 51/86-1 4 on 86081 8-22.Response withheld (ref 1 0CFR2.79O(d)). 

LOCH.E.P. Westinghouse Electric Corp. 86/10/17. MCALPINE.E.J. Region 2. Office of 
Director. Ip. 38366:012-38366:012. 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8610290075 Partial response to FOIA requesLApp D documents available In 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/23. CANTRELL.R. Affiliation 
Not Assigned. 2pp. 38400:081-38400:241. 

-8610290079 RO Insp Rept 70-1193/74-03 on 740226-27. Major areas lnspected:faciHty 
organization & operatlon.measurements & statistical controls, shipping & 

receiving.storage & internal transfers, inventory & repts & records. 

PECK.C.C., FINLEY,A.G.. HIND.J.A. Region 3. Chicago. Office of the Director. 74/04/ 
15. 17pp. 38400:085-38400:101. 

-8610290083 Summarizes 740509 meeting re F Welch 740506 internal memo entitled, 
“Rept of Exposure.” Licensee asked to explain why matter not reported to Region III 
when first known.Informant P Ellis vague.changed story & had no evidence of claim. 
DONAHUE, J.F. Region 3, Chicago, Office of the Director. 74/05/13. Region 3, Chica- 
go, Office of the Director. 5pp. 38400:102-38400:106. 

-8610290089 Discusses Insp 70-1193/74-04 on 740506-09 & forwards notice of viola- 
tion. 

KEPPLER.J.G. Region 3. Chicago, Office of the Director. 74/05/31. MOORE, M. Kerr- 
McGee Corp. 2pp. 38400:107-38400:108. 

-8610290101 Notice of violation from insp on 740506-09.Violation8 noted: TV camera 
not relocated inside dock air lock area to provide immediate visual capability of guard 
upon activation of Pu monitor alarm. 

* Region 3, Chicago, Office of the Director. 74/05/31. 4pp. 38400:109-38400:112. 

-8610290123 Forwards addi info re two suspected noncompliant items resulting from 
Insp on 750306-1 2.Packages or containers do not enter matl access area 
boundary.Rev to License Condition 3.9.16 will be requested. 

SHELLEY,W.J. Kerr-McGee Nuclear Corp. 75/07/14. HIND.J.A. Region 3, Chicago. 
Office of the Director. 2pp. 38400:113-38400:114. 

-8610290239 RO Insp Rept 70-1193/74-06 on 740723 -25. Violation noted:on three 
occasions,when delayed measurements were made.licensee failed to complete & rept 
measurements on Form AEC-741 within 30 days. 

FINLEY, A.G., HIND,J.A. Region 3, Chicago, Office of the Director. 74/08/21. 10pp. 
38400:115-38400:120. 

-8610290245 RO Insp Rept 70-1193/74-07 on 740821 -23.Noncompliance8 
noted:implemented stds program not in full compliance w/ license condition since re- 
quired frequency in measurements of radioassay stds not achieved. 

PECK,C.C., HIND.J.A. Region 3. Chicago, Office of the Director. 74/09/24. 70pp. 
38400:121-38400:195. 

-8610290249 Forwards response to NRC 741002 Itr re violations noted in Insp of Li- 
cense SNM-1174 on 7409 11. Corrective actions: balanced magnetic switch installed 
on air lock door on 741015. 

SHELLEY.W.J. Kerr-McGee Nuclear Corp. 74/10/25. KEPPLER.J.G. Region 3, Chica- 
go, Office of the Director. 2pp. 38400:196-38400:197, 

-8610290254 Forwards chronology of violation history resulting from criticality, health 
physics, matl control & physical security lnsps,per S Bryan 741121 telcon request 
HIND,J,A. Region 3, Chicago, Office of the Director. 74/11/22, THORNBURG, H.D. 
Region 3, Chicago, Office of the Director, 16pp, 38400:198-38400:213. 

-8610290261 Insp Rept 70-1193/75-04 on 750306-1 2.Noncompliances noted: transfers 
of Pu from operating hoods & boxes not observed & accompanied safeguards 
clerk or designated individual & entrances to general lab not panic locked. 

PECK,C;C., PATTERSON.J.P., MCGONNAGLE.W.J, Region 3. Chicago, Office of the 
Director. 75/04/24. 18pp. 38400:214-38400:231. 


-8610290264 Discusses Physical Security Insp 70-1193/75-01 on 750218-22 & for- 
wards notice of violation, 

HIND,J.A. Region 3, Chicago. Office of the Director. 75/03/19. SHELLEY, W.J. Kerr- 
McGee Nuclear Corp. 2pp. 38400:232-38400:233. 

-8610290269 Notice of violation from insp on 75021 8-22. Infraction noted: during ship- 
ment on 740720-24, radiotelephone in transport tractor inoperable for outboard portion 
of round trip. 

* Region 3, Chicago, Office of the Director. 75/03/19. 2pp. 38400:234-38400:235. 

-8610290274 Forwards response to NRC 750319 Itr re violations noted in Insp To- 
ll 93/75-01 on 75021 8-22.Corrective actions'.records started as proof of notification of 
shipments to consignee & receipt to shippers. 

SHELLEY.W.J. Kerr-McGee Nuclear Corp. 75/04/08. HIND.J.A. Region 3, Chicago. 
Office of the Director. 2pp. 38400:236-38400:237. 

-8610290279 Forwards response to NRC 750612 Itr transmitting results of insp of Li- 
cense SNM-1174 on 750520-22.Corrective actions: three position, changeable padlock 
purchased & used instead of key lock. 

SHELLEY.W.J. Kerr-McGee Nuclear Corp. 75/06/25. HIND.J.A. Region 3. Chicago. 
Office of the Director. 2pp. 38400:238-38400:241. 


DOCKET 70-1201 BABCOCK & WILCOX CO., LYNCHBURG, VA 


8610060283 Issues Amend 6 to License SNM-l168.authorizing storage of natural U-308 
in 55 gallon drums outside outer shipping container but in end protecting drum from 
outside environ. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/09/27. WATTERS. J.P. Babcock & 
Wilcox Co. 2pp. 38113:238-38113:244. 

-8610060304 Recommends issuance of amend to License SNM-1 168, authorizing stor- 
age of U-308 in 55 gallon drums outside outer shipping container, but still within sec- 
ondary end. 

KETZIACH.N., CROW.W.T. Uranium Fuel Licensing Branch. 86/09/27. Uranium Fuel 
Licensing Branch. 2pp. 38113:240-38113:241. 

-8610060317 Advises that neither environ assessment nor EIS warranted re 860814 & 
0909 applications for amend to License SNM-1 168 concerning storage of U-308 in 55 
gallon drums outside outer shipping container. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/09/27. Uranium Fuel Licensing 
Branch. 2pp. 38113:242-38113:244. 

8610220137 Ack receipt of 860917 Itr informing NRC of steps taken to correct violations 
noted in Insp Rept 70-1201/86-05. Requirements of 10CFR2.201 met. 

STOHR.J.P. Region 2. Office of Director. 86/10/10. ALTO,R.A. Babcock & Wilcox Co. 
1p. 38329:251-38329:251. 


DOCKET 70-1257 EXXON NUCLEAR CO., INC., RICHLAND, WA 


8610020292 Ack receipt of 860912 application for renewal of License SNM-1 227.Exist- 
ing license will remain in effect until action taken on renewal application. 

CROW.W.T. Uranium Fuel Licensing Branch. 86/09/27. MALODY,C.W, Exxon Nuclear 
Co., Inc. (subs, of Exxon Corp.). 2pp. 37669:023-37669:023. 

8610090236 Ack receipt of 860903 Itr informing NRC of steps taken to correct violation 
noted In Insp Rept 70-1257/86-06. 

MONTGOMERY, J.L. Region 5, Office of Director. 86/09/30. MALODY.C.W. Exxon 
Nuclear Co., Inc. (subs, of Exxon Corp.). Ip. 38146:346-38146:348. 

-8610090245 Responds to NRC 860806 Itr re violation noted in Insp Rept 70-1257/86- 
OS.Corrective actions:lnoperative lights will be listed in security activities log until re- 
paired. 

MALODY,C.W. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 86/09/03. 
MONTGOMERY, J.L. Region 5, Office of Director. 2pp. 38146:347-38146:348. 

8610150417 Forwards proprietary Safeguards Insp Rept 70-1257/86-07 on 860731- 
0905 & notice of vlolation.Concern noted re repeat violation & mgt control sys that 
allowed violation to occur. Insp rept & notice of violation withheld (ref 10CFR2.790). 
MONTGOMERY, J,L. Region 5, Office of Director. 86/10/08. MALODY.C.W. Exxon 
Nuclear Co., Inc. (subs, of Exxon Corp.). 2pp. 38246:154-38246:155. 

8610150491 Notifies of operational safety assessment during wk of 861103 based on 
860104 release of U hexafluoride.EmpIoyee training, waste mgt, equipment maint & fire 
protection procedures requested by 861021 . 

SCARANO,R.A. Region 5, Office of Director. 86/10/09. MCCULLOUGH,R.W, Exxon 
Nuclear Co., Inc. (subs, of Exxon Corp.), 2pp. 38252:167-38252:168. 


DOCKET 70-1308 GENERAL ELECTRIC CD., SAN JOSE, CA 


8610220470 Advises that 860917 changes to physical security plan consistent w/provi- 
sions of 10CFR72.33(e) & acceptable. 

AXELSON,W.L Region 3, Office of Director. 86/10/17. DAMM,R.G. General Electric 
Co. 1 p. 38331 :057-38331 :057. 

8610270276 Confirms 861028 meeting at Region III ofc in Glen Eiiyn,IL to discuss re- 
sults of radiation protection irtsp conducted on 861 006-10, proposed corrective actions 
& NRC enforcement options. 

HIND.J.A. Region 3, Office of Director. 86/10/21, VAN HOOMISSEN General Electric 
Co. 2pp. 38372:339-38372:340. 


DOCKET 70-1359 IRT CORP., SAN DIEGO, CA 

8610240425 Forwards revised “Physical Security Plan for Protection of SNM of Low 
Strategic Significance.” Plan involved storage & use of SNM at four facilittes.W/o 

MASGHKA,P.R. IRT Corp. 86/09/15. NORDERHAUG,L. Region 5, Office of Director. 
Ip. 38352:129-38352:129. 
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DOCKET 70-1374 IDAHO STATE UNIV., POCATELLO, ID 


DOCKET 70-3020 NUCLEAR ASSURANCE CORP., NORCROSS, GA 


8610100369 Insp Findings & Licensee Ack on 860917 of License SNM-1373.lnsp 
findings;no violations noted. 

SPITZBERG,D.B. Region 4, Office of Director. * Idaho State Univ., Pocatello, ID. 86/ 
09/17. Ip. 38194:129-38194:129. 


DOCKET 70-1396 HURLEY HOSP., FLINT, Ml 


8610200262 Transcript of 861015 hearing in Washington, DC.Pp 26-258. Supporting doc- 
umentation end. 

• Atomic Safety and Licensing Board Panel. 86/10/15. 278pp. 38296:324-38297:241. 

8610060256 Testimony of J Oagenais re Jul 1984 recruitment & hiring of radiology ad- 
ministrative director.Oct 1984 hiring of medical physics consultants & Dec 1984 estab- 
lishment of super^risor position in nuclear medicine. 

OAGENAIS.J. Hurley Medical Center. Flint, Ml. #486 0961. 86/10/03. 2pp. 
38096:309-38096:315. 

-8610060274 Testimony of Ml Bank re comments on violation from order Imposing civil 
monetary penalty.Certificate of Svc end. 

BANK,M.l. Hurley Medical Center, Flint, Ml. 86/10/03. 5pp. 38096:311-38096:315. 

8610140386 Motion to strike portions of Ml Bank 860930 testimony from record in 
proceeding.Statements contending that licensee had performed required surveys im- 
material & no longer at issue in proceeding.Certificate of Svc end. 

DEWEY.LS. Hurley Medical Center, Flint, ML DEWEY.LS. Assistant General Counsel 
for Enforcement. #486 1055. 86/10/08. Atomic Safety and Licensing Board Panel. 
4pp. 38226:245-38226:248. 

8610230013 Forwards NRC Staff Exhibits 1-4 received into evidence on 861015 at 
Flint,MI.Author departed from usual NRC practice in accepting exhibits for delivery be- 
cause subcontractor for reporting contract not instructed. W/o encl.Served on 861021. 
SMITH.LW. Atomic Safety and Licensing Board Panel. #486 1195. 86/10/20. 
CLEMENTS, W.L Docketing & Senrices Branch. Ip. 38345:217-38345:217. 


8610230223 Submits info re shipment of irradiated fuel from former NFS facility near 
West Valley, NY to Battelle Columbus Labs In West Jefferson, OH.Carco 
described.Route description & anticipated schedule details withheld. 

DANESE,F.L Nuclear Assurance Corp. 86/10/13. HILLMAN,C. Division of Safe- 
guards. 2pp. 38342:239-38342:240. 


8610280074 Approves 860930 request for end primary & alternate route for transport of 
spent reactor fuel from West Jefferson,OH to Ontario,NY. 

MCCORKLE,G.W. Reactor & Transportation Licensing Branch. 86/10/22 
DANESE,F.L. Nuclear Assurance Corp. 21pp. 38387:333-38387:353. 


DOCKET 70-3040 GEORGIA POWER CO., ATLANTA, GA 


8610240238 Forwards executed Indemnity Agreement B-107 for License SNM-1967 
CONWAY,R.E. Georgia Power Co. 86/09/19. CROW,W.T. Uranium Fuel Llcensina 
Branch. 15pp. 38353:208-38353:222. ^ 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 7m)165 NAVY, DEPT. OF 

8610270054 Forwards revised QA program organizational chart for License 39-06126- 

01 . 

86/09/24. Transportation Certification Branch. 3pp. 

38369:01 1 -38969-0 13. 


DOCKET 70-1426 TRANSNUCLEAR, INC., FALLS CHURCH, VA 

8610240253 Confirms 861002 telcon re listed dates for Category II shipments from 
ORNLtoAECL 

WROBLEWSKI.D. Trane Co. 86/10/02. HILLMAN.C. Office of Nuclear Material Safety 
& Safeguards.Diredor. 3pp. 38354:225-38354:227. 


DOCKET 70-1703 EASTMAN KODAK CO., ROCHESTER, NY 

8610100708 Advises that 860729 rev to physical security plan consistent w/provisions 
of 10CFR70.32(e) & acceptable. 

MARTIN,T.T. Region 1. Office of Director. 86/09/30. HARTER.E.S. Eastman Kodak 
Co. 2pp. 38200:255-38200:256. 


8610160462 Forwards QA program approval for radioactive mail package: 01 65, Rev 
3.Approval revised to Include organization chart submitted on 860924. 
MACDONALD.C.E. Transportation Certification Branch. 86/10/09. Navy. Dept of. Id. 

38275-31 3.9897.^-3 14 r- r 


-8610160465 QA program approval for radioactive matl package:0l65,Rev 3. 
MACDONALD.C.E. Transportation Certification Branch. 86/10/09, Ip. 38275:314- 

.38975-31 4 


DOCKET 71-0284 ULTRASONIC SPECIALISTS, INC. 

8610100090 Fonvards QA program approval for radioactive matl package: 0284, Rev 3. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/23. SOUTHERS.R. Ul- 
trasonic Specialists, Inc. Ip. 38208:162-38208:163. 


DOCKET 70-2947 ILLINOIS POWER CO., DECATUR, IL 


8610200291 Forwards Preoperational Physical Protection Insp Repts 50-461/86-56 & 
70-2947/86-02 on 860811-0917 & notice of vidation.Corrective action should address 
repetitive nature of access control of SNM.Notice withheld (ref 10CFR73.21). 
AXELSON,W.L Region 3, Office of Director, 86/10/08. GERSTNER.W.C. Illinois 
Power Co. 3pp. 38295:001 -38295:007. 


—8610100095 QA program approval for radioactive matl package:0284,Rev 3. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/23. Ip. 38208:163- 


DOCKET 71-0331 NORTH CAROLINA STATE UNIV., RALEIGH, NC 


-8610200294 Partially vrithheld Preoperational Physical Protection Insp Repts 50-461 i 
8^56 & 70-2947/86-02 on 860811-0911 (ref 10CFR73.21).Violatior 

observed:inadequate access control within security area. 

3S95-004^829^W7^'*”' ^®9ion 3. Office of Director. 86/10/08. 4pp 


8610100085 Advises that QA program approval for radioactive matl package:0331 ex- 
pires on 861 031 .Renewal must be requested within 30 days of expiration.lf renew^ 
not desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Certification Branch. 86/09/29. TURINSKY.P.L 
North Carolina State Univ., Raleigh, NC. Ip, 38208:164-38208:164. 


DOCKET 70-2972 COMMONWEALTH EDISON CO., CHICAGO. IL 

8610240348 Revised application for amend to License SNM-1916.reflecting installatior 
pt Byron Unit 2 startup sources & provisions for wet storage of Unit 2 fuel in seen 
incorporates N Ketzlach comments during review. 

JOHNSON, I.M. Commonwealth Edison Co. 86/09/23. DAVIS, J.G. Office of Nucleai 
Matenal Safety & Safeguards, Director. 59pp. 38352:148-38352:206. 

ipu^ce of Amend 1 to Ucense SNM-1916 in accordance w> 
860923 application,authonzing storage of fuel assemblies underwater in spent fue 
^ possession & installation of Cf-252 startup sources. ^ 

*^“®* Ucensing Branch. 86/10/02. JOHNSON, LM. Common' 

wealth Edison Co. 2pp. 38185:103-38185:110. common 

suppcrt'ng Amend 1 to License SNM-1916.authorizing storage o 
Sio ^2 s^p^^wf * possession & installation ol 

85^10?'^’^^^^ Uranium Fuel Licensing Branch. 86/10/02. 4pp, 


8610240020 Application for fee exempt renewal of Certificate of Compliance 0331, per 
10CFR170.il (4). 

TURINSKY.P.J. North Carolina State Univ., Raleigh, NC. 86/10/06. 
MACDONALD.C.E. Transportation Certification Branch. 2pp. 38352:087-38352:088, 


DOCKET 71-0396 RENSSELAER POLYTECHNIC INSTITUTE 


8610240215 Forwards QA program for approval to clear way for finalizing shipment 
plans.Program outline follows Reg Guide 7.10. 

RODRIGUEZ,F.J., HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 86/10/08. 
MACDONALD,C. Transportation Certification Branch. Ip. 38354:214-38354:223. 

-8610240217 Rensselaer Polytechnic Inst QA Program. 

’• Rensselaer Polytechnic Institute, Troy, NY. 86/10/31. 7pp. 38354:216-38354:223. 


DOCKET 71-0457 NAVY, DEPT. OF 


categorical exclusion for util 860923 application for amend to I 
cense SNM-19l6,authonzing wet storage of new fuel & st^e & possession S Sa 
assessment or EIA warranted. 

‘■ioensl, 


8610100076 Advises that QA program approval for radioactive matl package:0457 ex- 
pires on 861130.Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACOONALD,C.E- Transportation Certification Branch. 86/09/30. GORHAM, D.S. 
Navy. Dept. of. Ip. 38208:166-38208:166. 


DOCKET 70-3000 COMMONWEALTH EDISON CO., CHICAGO, IL 


DOCKET 71-0461 ATUNTIC RESEARCH CORP. 


Application for amend to Ucense SNM-1938.changlng license conditio 


8610100065 Advises that QA program approval for radioactive matl package:0461 ex- 
pires on 861 130,Renewal must be requested within 30 days of expiratlon.lf renewal 
not desired, NRC should be so notified. 

MACDONALD, C.E. Transportation (Certification Branch. 86/09/30. GROVE, M.W. At- 
lantic Research (Corp. Ip. 38208:170-38208:170. 
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DOCKET 71-0463 AIR FORCE, DEPT. OF 

8610100109 Advises that QA program approval for radioactive matl package:0463 ex- 
pires on 861 031 .Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Certification Branch. 86/09/23. CARTER.S.M. Air 
Force, Dept. of. ip. 38208:158-38208:158. 


DOCKET 71-0470 PENNSYLVANIA STATE UNIV. 

8610100068 Advises that QA program approval for radioactive matl package:0470 ex- 
pires on 861130.Renewal must be requested within 30 days of expiration.lf renewal 
not desired, NRC should be so notified. 

MACDONALD.C.E. Transportation Certification Branch. 86/09/30. MCMASTER.I.B. 
Pennsylvania State Univ., University Park, PA. Ip. 38208:169-38208:169. 


DOCKET 71-0528 NORTHROP RESEARCH & TECHNOLOGY CENTER 

8610100029 Forwards QA program approval for radioactive matl package: 0528, Rev 1. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/30. PENVENISTE.J. 
Northrop Corp. Ip. 38206:314-38206:315. 

->8610100030 QA program approval for radioactive matl package:0528,Rev 1. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/30. Ip. 38206:315- 
38206:315. 


DOCKET 71-0554 VIRGINIA POLYTECHNIC INSTITUTE 

8610090400 Notifies that QA program approval for radioactive matl package:0554 ex- 
pires 861130.Request for renewal should be submitted 30 days prior to expiration 
date. 

MACDONALD.C.E. Transportation Certification Branch. 86/09/30. FURR,A.K. Virginia 
Polytechnic Institute & State Univ., Blacksburg, VA. 1p. 38185:257-38185:257. 


DOCKET 71-0568 TECHNICAL WELDING & INSPECTION SERVICES, INC. 

8610100025 Fonwards QA program approval for radioactive matl package: 0568, Rev 1. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/30. DAVIS, P. Technical 
Welding & Inspection Services. Ip. 38206:316-38206:317. 

-8610100027 QA program approval for radioactive matl package:0568,Rev 1. 
MACDONALD,C.E. Transportation Certification Branch. 86/09/30. Ip. 38206:317- 
38206:317. 


DOCKET 71-0609 SCIENTIFIC MEASUREMENT SYSTEMS, INC. 

8610100183 Fonvards QA program approval for radioactive matl package: 0609, Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/17. SAVAGE,R. Scien- 
tific Measurement Systems, Inc. Ip. 38208:144-38208:145. 

—8610100188 QA program approval for radioactive matl package:0609,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/17. Ip. 38208:145- 
38208:145. 


DOCKET 71-0610 S&S INSPECTION CO. 


8610090395 Forwards QA program approval for radioactive matl package: 0610,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/17. SWEETEN. J.T. 
S&S Inspection Co. Ip. 38185:163-38185:164. 

-8610090401 QA program approval for radioactive matl package:061 0,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/17. 1p. 38185:164- 
38185:164. 

8610090404 Forwards QA program approval for radioactive matl package: 0610,Rev 1. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/30. SWEETEN, J.T. 
S&S Inspection Co. Ip. 38185:237-38185:238. 

—8610090408 QA program approval for radioactive matl package:0610,Rev 1. 
MACDONALD.C.E- Transportation Certification Branch. 86/09/30. Ip. 38185:238- 
38185:238. 


DOCKET 71-0611 INDUSTRIAL NDT CO. 

8610090406 Forwards QA program approval for radioactive matl package: 0611, Rev 0. 
MACDONALD,C.E. Transportation Certification Branch. 86/09/17. PiMrERSON,J.W. 
Industrial NDT Co. Ip. 38185:165-38185:166. 

—8610090409 QA program approval for radioactive matl package:0611,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/17. Ip. 38185:166- 
38185:166. 


DOCKET 71-0612 SPEC CONSULTANTS, INC. 

8610080422 Forwards "QA Requirements for Transportation Packaging (10CFR71) as 
Applicable to Industrial Radiography Licensees.” 

HANDRAHAN.E. Spec Consultants, Inc. 86/09/22. MACDONALD.C.E. Transportation 
Certification Branch. Ip. 38140:017-38140:022. 

—8610080431 “QA Requirements for Transportation Packaging (10CFR71) as Applica- 
ble to Industrial Radiography Licensees.” 

* Spec Consultants, Inc. 86/09/22. 4pp. 38140:018-38140:022. 

8810100132 Forwards QA program approval for radioactive mat! package: 0612.Rev 0. 
MACDONALD, C.E. Transportation Certification Branch. 86/10/02. HANDRAHAN.E. 
Spec Consultants, Inc. 1p. 38208:156-38208:157. 


-8610100137 QA program approval for radioactive matl package:0612,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/10/02. ip. 38208:157- 
38208:157. 


DOCKET 71-0613 ARMY, DEPT. OF 


8610070559 Forwards "QA Program for Packaging & Transporatation of Radioactive 
Mails." Expeditious processing of application to amend License 04-04279-01 request- 

t6yAMA,F.T. Army, Dept. of. 86/09/26. GORDON, L Transportation Certification 
Branch. 2pp. 38140:093-38140:096. 

-8610070560 "QA Program for Packaging & Transportation of Radioactive Matts.” 

* Army. Dept. of. 86/09/26. 2pp. 38140:095-38140:096. 

8610100491 Fonvards QA program approval for radioactive matl package: 0613,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/10/02. TOYAMA.F.T. 
Army, Dept. of. Ip. 38208:296-38208:297. 

-8610100501 QA program approval for radioactive matl package:0613,Rev 0. 
MACDONALD.C.E. Transportation Certification Branch. 86/10/02. Ip. 38208:297- 
38208:297. 


DOCKET 71-4888 MODEL: SENTINEL-25A, TELEDYNE ENERGY SYSTEMS 


8610100099 Forwards request for addi info re 860819 application for renewal of Certifi- 
cate of Compliance 4886 for Model Sentinel 25. Response requested within 30 days. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/23. MCGREW,J.W. Te- 
ledyne Energy Systems. 2pp. 38208:160-38208:161. 

8610230253 Informs that add! info requested in 860923 Itr in process of being located & 
assembled. 

MCGREW.J.W. Teledyne Energy Systems. 86/10/06. MACDONALD.C.E. Transporta- 
tion Certification Branch. 2pp. 38342:236-38342:237. 


DOCKET 71-4909 MODEL: GE-21PF-1, GENERAL ELECTRIC CO. 


8610090252 Forwards Rev 6 to Certificate of Compliance 4909 for Models GE-21PF-1 & 
W-21PF-1. 

MACDONALD.C.E. Transportation Certification Branch. 86/09/12. 
HOUSHOLDER.W.R. Nuclear Containers. Inc. 2pp. 38184:258-38184:262. 

-8610090261 Certificate of Compliance 4909, Rev 6.for Models GE-21PF-1 & W-21PF- 
1. Approval record end. 

MACDONALD.C.E. Transportation Certification Branch. 86/09/12. 3pp. 38184:260- 
38184:262. 


DOCKET 71-5796 MODEL 181375, 181361, ADVANCED MEDICAL SYSTEMS, INC. 


8610270198 Forwards Rev G to Drawing D1 81 368, Rev N to Drawing D181375, Rev G 
to Drawing D200016,Rev F to Drawing D200073 & Rev C to Drawing D200079 in re- 
sponse to 860528 Itr.W/five oversize drawings. 

IRWIN, H.R. Advanced Medical Systems, Inc. 86/10/01. Transportation Certification 
Branch. 21pp. 38369:090-38369:121. 


DOCKET 71-5800 MODEL: ORNL TRITIUM TARGET CONTAINER 


8610070235 Application for QA program approval for radioactive matl pack- 
ages:5800.9039 & 9187. 

SAVAGE.R. Scientific Measurement Systems, Inc. 86/09/17. Division of Fuel Cycle & 
Material Safety. 2pp. 38130:156-38130:157. 


DOCKET 71-5805 MODEL; CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC. 


6610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 
8500,1 600.CNS 1-13C,HN-1O0 Series 1.HN-100S,CNS 14-195.H,CNS 21-300.CNS 6- 
80-2 & 2A.HN-100 Series 3 & CNS 14-170 III, in response to 860820 request, 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT.E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-5942 MODEL: GE-700, GENERAL ELECTRIC CO. 


8610070522 Requests registration as user of GE Model 700. 

CARTER, R.S. Commerce, Dept, of, National Bureau of Standards. 86/09/23. 
MACDONALD, C.E. Transportation Certification Branch. 2pp. 38130:360-38130:361. 

8610100023 Notification of registration as user of Model 700, in response to 860923 re- 
quest. 

MACDONALD.C.E. Transportation Certification Branch. 86/10/02. PEVY,L.E. Com- 
merce. Dept, of, National Bureau of Standards. Ip. 38206:318-38206:318. 


DOCKET 71-6206 MODEL B, BABCOCK & WILCOX CO. 


8610080383 Application for amend to Certificate of Compliance 6206 to allow shipment 
of fuel assemblies w/matching control rod assemblies inserted in control rod guide 
tubes. W/ one oversize drawing.Fee paid. 

WATTERS.B.P. Babcock & Wilcox Co. 86/09/22. MACDONALD.C.E. Transportation 
Certification Branch. 6pp. 38177:290-38177:296. 
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DOCKET 71-«574 MODEU HN-200, WESTINGHOUSE-HITTMAN NUCLEAR, INC. DOCKET 71.9071 MODEL: AP-IOI, ANEFCO, INC. 


8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500.1600.CNS 1.13C.HN-100 Series 1 ,HN-1 OOS.CNS 14-195-H.CNS 21-300, CNS 6- 
80-2 & 2A.HN-100 Series 3 & CNS 14-170 lii.in response to 860820 request. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT, E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-6601 MODEL* CNS 8-120, CHEM-NUCLEAR SYSTEMS, INC. 

8610170169 Notification of registration as user of listed models, including CNS 8-120 
A.0H-142.0H-142 MKl.OH-142 MKIB, OH-142 MKll.NUS 10-135.NUPAC 14D-2.0 & 
HN-1 00, Series 2, In response to 860926 request 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-6697 MODEL GE-8S00, GENERAL ELECTRIC CO. 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500,1600.CNS M3C,HN-100 Series 1.HN-100S.CNS 14-195-H.CNS 21-300.CNS 6- 
80-2 & 2A.HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT.E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-6717 MODEL 6717-B, GAMMA INDUSTRIES, INC. 

8610230251 Requests registration as user of Models 6717-6.100A & C8. 
HANDRAHAN.E. Spec Resultants, Inc. 86/09/22. Office of Nuclear Material Safety & 
Safeguards.Director. 2pp. 38342:241-38342:242. 

8610170176 Notification of registration as user of Models 6717-B, 100, 100A.200.200A & 
C-8.in response to 860922 request 

MACDONALD.C.E. Transportation Certification Branch. 86/10/08. HANDRAHAN.E. 
Spec Consultants. Inc. Ip. 38289:178-38289:178. 


DOCKET 71-9006 MODEL Al 500 SU, TECH/OPS, INC. 

8610270047 Provides updated list of certified containers utilized to transport or ship ra- 
diographic sources. 

GARDNER.G.H. Navy, D^t of. 86/09/24. Transportation Certification Branch. 2pp. 
38369:009-38369:010. 


DOCKET 71-9010 MODEL NU-1/2, NUCLEAR ASSURANCE CORP. 


8610080482 Application for renewal of Certificate of Compliance 9071 for Model AP- 
101 .allowing continued use of shipping package, per 10CFR71.12.Fee paid. 

MURPHY, J.D. Anefco, Inc. 86/09/12. MCDONALD.C.E. Transportation Certification 
Branch. 2pp. 38140:001-38140:002. 

8610230269 Application for renewal of Certificate of Compliance 9071 for Model AP 
101 .Fee paid. 

MURPHY, J.D. Anefco, Inc. 86/10/06. MACDONALD.C.E. Transportation Certification 
Branch. 2pp. 38342:243-38342:244. 


DOCKET 71-9073 MODEL OH-142 SERIES, NUCLEAR PACKAGING, INC. 

8610170169 Notification of registration as user of listed models, including CNS 8-120 
A.OH-142,OH-142 MKI,OH-142 MKIB. OH-142 MKll.NUS 10-136.NUPAC 14D-2.0 & 
HN-IOO.Series 2,in response to 860926 request. 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9079 MODEL NUPAC 14D-2.0, WESTINGHOUSE-HITTMAN NUCLEAR 

8610170169 Notification of registration as user of listed models, including CNS 8-120 
A.0H-142.0H-142 MKl.OH-142 MKIB, OH-142 MKll.NUS 10-135,NUPAC 14D-2.0 & 
HN-100,Series 2, in response to 860926 request. 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9080 MODEL HN-600 & NUPAC 100, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8610170169 Notification of registration as user of listed models, including CNS 8-120 
A,0H-142.0H-142 MKI,OH-142 MKIB, OH-142 MKll.NUS 10.136,NUPAC 14D-2,0 & 
HN-1 00, Series 2, in response to 860926 request. 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9081 MODEL CNS 1-13C, CHEM-NUCLEAR SYSTEMS, INC. 

8610100161 Notification of registration as user of Models CNS 3-55. HN-200.GE- 

8500.1600.CNS 1-13C.HN-100 Series 1.HN-100S.CNS 14-195-H.CNS 21-300, CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request. 
MACDONALD.C.E. Transportation Certification Branch. 86/09>J22. VAN BRUNT.E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 1p. 38208:146- 
38208:148. 


8610240435 Notifies that on 860919 fork tine punctured aluminum cover of limiter at 
Nevada Nuclear Waste Site. Damaged aluminum cover plate section removed & all un- 
derlying crushed balsa wood replaced w/new matls. 

JOHNSON.e.R. Nuclear Assurance Corp. 86/09/29. Division of Safeguards. 3pp. 
38352:118-38352:121. . ^ 


DOCKET 71-9035 MODEL 680 & 680E, TECH/OPS, INC. 

8610170165 Notification of registration as user of Models 680.680E & 771 .in response 
to 860924 request. 

MACDONALD.C.E. Transportation Certification Branch, 86/10/09. Navy, Dept. of. Ip. 
38289:175-38289:175. 


DOCKET 71-9086 MODEL: HN-100, SERIES 1, HITTMAN NUCLEAR & 
DEVELOPMENT 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500, 1600, CNS 1-13C,HN-100 Series 1.HN-100S,CNS 14.195-H,CNS 21-300, CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT, E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co,). Ip. 38208:146- 
38208:148. 


DOCKET 71-9089 MODEL HN-100S, HITTMAN NUCLEAR & DEVELOPMENT CORP. 


DOCKET 71-9036 MODEL C-1, SOURCE PRODUCTION & EQUIPMENT CO., INC. 


8610100150 Notification of regisfratlon as user of Models C-1 & SPEC 2-T in response 
to 860324 request 

MACDONALD,C.E. Transportation Certification Branch. 86/09/23. SWEETEN. J.T. 
SaS Inspection Co. Ip. 38208:153-38208:153. 


8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500.1600,CNS 1-13C.HN-100 Series 1,HN-100S.CNS 14-195-H.CNS 21-300, CNS 6- 
80-2 a 2A,HN-100 Series 3 a CNS 14-170 lll.in response to 860820 request 
MACDONALD, C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT.E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-9039 MODEL 715, TECH/OPS, INC. 


DOCKET 71-9094 MODEL CNS 14-195-H, CHEM-NUCLEAR SYSTEMS, INC. 


8610070235 Application for QA program approval for radioactive mat! pack- 
ages:S800.9039 a 9187. 

SAVAGE.R. Scientific Measurement Systems, Inc. 86/09/17. Division of Fuel CXfcle a 
Material Safety. 2pp. 381 30:1 56-381 30:1 57. ^ 


8610090412 Notification of registration as user of Models 715 a 865, in response to 
860917 request 

MACDONALD.aE. Transportation Certification Branch. 86/09/30. SAVAGE.R. Scien- 
tific Measurement Systems. Inc. 1p. 38185:239-38185:239. 


DOCKET 71-9044 MODEL GE-1600, GENERAL ELECTRIC CO. 


8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500.1600.CNS M3C, HN-100 Series 1.HN-100S.CNS 14-195-H, CNS 21-300.CNS 6- 
80-2 a 2A, HN-1 00 Series 3 a CNS 14-170 lll.in response to 860820 request 
MACDONALD.C.E. Transportation CJertifIcation Branch. 86/09/22. VAN BRUNT.E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 

8610170169 Notification of registration as user of listed models, including CNS 8-120 
A,OH-142, OH-142 MKI, OH-142 MKIB, OH-142 MKll.NUS 10-135, NUPAC 14D-2.0 a 
HN-100,Series 2,ln response to 860926 request 

MACDONALD.CE. Transportation Certification Branch. 86/10/09. KOESTER.G.L 
Kansas Gas a Electric Co. 2pp. 38289:176-38289:177. 


8610100161 Notification of registration as user of Models CNS 3-55. HN-200.GE- 

8500,1600.CNS 1-13C, HN-100 Series 1,HN-100S.CNS 14-t95-H.CNS 21-300,CNS 6- 
80-2 a 2A,HN-100 Series 3 a CNS 14-170 flf.tn response to 860820 request. 
MACDONALD.C.E Transportation Certification Branch. 86/09/22. VAN BRUNT EE 
Anzona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38206:146^ 
38208:148. 


DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 


DOCKET 71-9096 MODEL CNS 21-300, CHEM-NUCLEAR SYSTEMS, INC. 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500,1 600.CNS 1-13C,HN.100 Series 1. HN-1 OOS.CNS 14-195-H, CNS 21 -300, CNS 6- 
80-2 a 2A, HN-100 Series 3 a CNS 14-170 lll.in response to 860820 request 
MACDONALD, C.E, Transportation Certification Branch. 86/09/22. VAN BRUNT.E.E 
Arizona Nuclear Power Project (formerly Arizona Public Service Co,). Ip. 38208:146- 
38208:148. 


8610100150 Notification of registration as user of Models C-1 a SPEC 2-T in respons 
to 860324 request ^ 

MACpONAUD.C.E Transportation Certification Branch. 86/09/23. SWEETEN J' 
SaS Inspection Co. Ip. 38208:153-38208:153. 


8610170169 Notification of registration as user of listed models, including CNS 8-120 
A,OH-142,DH-142 MKI.DH-142 MKIB, OH-142 MKll.NUS 10-135, NUPAC 14D-2.0 a 
HN-100,Series 2, in response to 860926 request 

MACOONALD.C.E Transportation Certification Branch. 86/10/09., KOESTER.G.L. 
Kansas Gas a Electric Co. 2pp. 38289:1 76-38289:177. 
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DOCKET 71-9102 MODEL: HPI-20WC-0, NEUTRON PRODUCTS, INC. 

8610080147 Forwards application for Type B(U) rating for Model NPI-20WC-6 
Mkl I, presently under Certificate of Compliance 91 02, increasing max matl/package to 
15,000 Ci & increasing internal decay heat limit.W/C MacDonald 861002 release 
memo. 

SCHWOERER,F. Neutron Products, Inc. 86/08/05. MACDONALD.C.E. Transportation 
Certification Branch. 3pp. 381 31 :1 41 -381 31 :333. 

~8610080151 “Application for Type B(U) Rating Radioactive Matl Transportation Pack- 
aging Model Number NPI-20WC-6 Mkll." 

* Neutron Products, Inc. 86/08/05. 190pp. 38131:144-38131:333. 

-8610080155 Rev 0 to Procedure R 2014, “Unloading & Loading of NPI-20WC-6 Tele- 
therapy Shipping Package at Dickerson Hot Cell." W/two oversize drawings. 
TURKANIS.M.M., CORUN.J.W., COSTLEY,W.J. Neutron Products. Inc 85/06/07. 
10pp. 38131:323-38131:333. 

8610240350 Authorizes Drawings N-240122,Rev A & N-240166,Rev B, submitted w/ 
860805 application,to be filed in POR. 

SCHWOERER.F. Neutron Products, Inc. 86/09/22. MACDONALD,C.E. Transportation 
Certification Branch. 2pp. 38354:156-38354:157. 


8610170169 Notification of registration as user of listed models, including CNS 8-120 
A.0H-142.0H-142 MKI.OH.142 MKIB. OH-142 MKll.NUS 10-135,NUPAC 140-2.0 & 
HN-1 00, Series 2,in response to 860926 request 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L, 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9159 MODEL NUPAC 14/190L, M & H. NUCLEAR PACKAGING, INC. 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500,1 600.CNS 1-13C.HN-100 Series 1.HN-100S,CNS 14-195-H.CNS 21-300.CNS 6- 
80-2 & 2A.HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT, E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.), ip. 38208:146- 
38208:148. 

8610170169 Notification of registration as user of listed models, including CNS 8-120 
A,0H-142.0H-142 MKI,OH-142 MKIB. OH-142 MKll.NUS 10-135.NUPAC 14D-2.0 & 
HN-1 00, Series 2, in response to 860926 request 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9107 MODEL 771, TECH/OPS, INC. 

8610170165 Notification of registration as user of Models 680,680E & 771, in response 
to 860924 request 

MACDONALD, C.E. Transportation Certification Branch. 86/10/09. Navy, Dept ot Ip. 
38289:175-38289:175. 


DOCKET 71-9111 MODEL: CNS 6-80-2 & 2A, CHEM-NUCLEAR SYSTEMS, INC. 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500,1 600.CNS 1.13C.HN-1O0 Series 1, HN-1 OOS, CNS 14-195-H.CNS 21-300.CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 III, in response to 860820 request 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT,E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-9168 MODEL CNS 8-120B, CHEM-NUCLEAR SYSTEMS, INC. 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500.1600.CNS I-ISC.HN-IOO Series 1.HN-100S,CNS 14-195-H.CNS 21-300,CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 III, in response to 860820 request 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT, E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.), 1p. 38208:146- 
38208:148. 

8610170169 Notification of registration as user of listed models, including CNS 8-120 
A.0H-142.0H.142 MKl.OH-142 MKIB, OH.142 MKll.NUS 10-135,NUPAC 14D-2.0 & 
HN-100,Series 2.in response to 860926 request 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L. 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9177 MODEL NUPAC 10/140, NUCLEAR PACKAGING, INC. 


8610170169 Notification of registration as user of listed models, including CNS 8-120 
A,OH-142.0H-142 MKl.OH-142 MKIB, OH-142 MKll.NUS 10-135.NUPAC 140-2.0 & 
HN-1 00, Series 2,in response to 860926 request 

MACDONALD.C.E. Transportation Certification Branch. 86/10/09. KOESTER.G.L 
Kansas Gas & Electric Co. 2pp. 38289:176-38289:177. 


DOCKET 71-9127 MODEL: 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 

8610230251 Requests registration as user of Models 6717-B,100A & C8. 
HANDRAHAN.E. Spec Consultants, Inc. 86/09/22. Office of Nuclear Material Safety & 
Safeguards.Director. 2pp. 38342:241-38342:242. 

8610170176 Notification of registration as user of Models 6717-B,100, 100A,200,200A & 
C-8,in response to 860922 request. 

MACDONALD.C.E. Transportation Certification Branch. 86/10/08. HANDRAHAN.E. 
Spec Consultants, Inc. 1p. 38289:178-38289:178. 


8610100161 Notification of registration as user of Models CNS 3-55, HN-200,GE- 

8500,1600.CNS 1.13C,HN-100 Series 1.HN-100S.CNS 14-195-H,CNS 21-300,CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request 
MACDONALD,C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT, E,E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-9178 MODEL NUPAC 7/100, NUCLEAR PACKAGING, INC. 

8610100161 Notification of registration as user of Models CNS 3-55, HN-200,QE- 

8500, 1600, CNS 1-13C,HN-100 Series 1,HN-100S,CNS 14-195-H,CNS 21-300,CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request 
MACDONALD, C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT,E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


DOCKET 71-9128 MODEL C-8, GAMMA INDUSTRIES, INC. 

8610230251 Requests registration as user of Models 6717-B,100A & C8. 
HANDRAHAN.E. Spec ^nsultants, Inc. 86/09/22. Office of Nuclear Material Safety & 
Safeguards, Director. 2pp. 38342:241-38342:242. 

8610170176 Notification of registration as user of Models 6717-8,100, 100A,200,200A & 
C-8, in response to 860922 request. 

MACDONALD.C.E. Transportation Certification Branch. 86/10/08. HANDRAHAN.E. 
Spec Consultants, Inc. Ip. 38289:178-38289:178. 


DOCKET 71-9179 MODEL NUPAC 6/100L & 6/100H, NUCLEAR PACKAGING, INC. 

8610100161 Notification of registration as user of Models CNS 3-55. HN-200,GE- 

8500,1 6O0.CNS 1-1 3C, HN-1 00 Series 1,HN-100S,CNS 14-195-H,CNS 21-300.CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 lll.in response to 860820 request. 
MACDONALD.C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT,E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 1p. 38208:146- 
38208:148. 


DOCKET 71-9187 MODEL 865, TECH/OPS, INC. 


DOCKET 71-9135 MODEL: CENTURY S & SA, GAMMA INDUSTRIES, INC. 

8610230251 Requests registration as user of Models 6717-B.100A & C8. . , _ . ^ . 

HANDRAHAN.E. Spec Consultants. Inc. 86/09/22. Office of Nuclear Matenal Safety & 
Safeguards,Director. 2pp, 38342:241-38342:242. 

8610170176 Notification of registration as user of Models 6717-B,100, 100A,200,200A & 
C-8,in response to 860922 request , * ...... a u « ili i- 

MACDONALD,C.E. Transportation Certification Branch. 86/10/08. HANDRAHAN.E. 
Spec Consultants, Inc. 1p. 38289:178-38289:178. 


8610070235 Application for QA program approval for radioactive matl pack- 
ages:5800,9039 & 9187. 

SAVAGE, R. Scientific Measurement Systems, Inc, 86/09/17. Division of Fuel Cycle & 
Material Safety. 2pp. 38130:156-38130:157. 

8810090412 Notification of registration as user of Models 715 & 865, in response to 
860917 request 

MACDONALD,C.E. Transportation Certification Branch. 86/09/30. SAVAGE.R. Scien- 
tific Measurement Systems, Inc. Ip. 38185:239-38185:239. 

DOCKET 71-9195 MODEL 2000, GENERAL ELECTRIC CO. 


DOCKET 71-9151 MODEL HN-100 SERIES 3, WESTINGHOUSE-HITTMAN 

NUCLEAR 

8610100161 Notification of registration as user of 1 ’ 

8500,1 600,CNS 1-13C,HN-100 Series 1,HN-100S,CNS 14-195-H,CNS 21-300,CNS 6- 
80-2 & 2A,HN-100 Series 3 & CNS 14-170 lll,in response to 860820 r^uest. 
MACDONALD, C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT,E.E. 
Arizona Nuclear Power Proj^ (formerly Arizona Public Service Co.). Ip. 38208.146- 
38208:148. 

8610230214 Requests registration as user of listed models, including NUS 
10-1 35, OH-1 42 & OH-142 MKLUcensee shall maintain sp^ific certificate of 
compliance,drawings, operating & malnt procedures on fij® tof 
KOeWr,G.L Kansas^las 2 Eleotric Co. 66 / 09 / 26 . pAVlSjJ.G. Office of Nuclear 
Material Safety & Safeguards, Director. 3pp. 38351:004-38351:006. 

8610080415 Forwards request for add! info re Drawings 
acceptance test & malnt progiw to complete review of 860609 application for amend 
toCertificateof CorSplIance 91 51 for Model CNS 14-1 7(>. orkooci ic rham. 

MACDONALD, C.E. Tiansportafion^ Certification Branch. 86/10/02. POPPE,L.K. Chem- 
Nuclear Systems, Inc. 2pp. 38140:040-38140:041. 


8610100255 Summary of 860925 meeting w/GE in Silver Spring, MD re Model 2000 
package design & approach licensee should use in demonstrating that proposed 
design meets requirements of 10CFR71. .r 

ODEQ/U^RDEN,R.H. Transportation Certification Branch. 86/09/30. Transportation 
Certification Branch. 2pp. 38206:292-38206:293. 


DOCKET 71-9204 MODEL CNS 10-160B, CHEM-NUCLEAR SYSTEMS, INC. 


8610090251 Forwards listed proprietary drawings for review of SAR.per Reg Guide 
7.9, Proposed Rev 2.Drawings not intended for inclusion into nonproprietary SAR.W/o 


ei lui. 

ANDERSON.R.T.. POPPE.LK. 
MACDONALD, C.E, Transportation 


Chem-Nuclear Systems, Inc. 86/08/27. 
Certification Branch. 5pp. 38184:263-38184:267. 


8810270048 Forwards request for addl info re 860616 & 0827 applications for approval 
for Model CNS-10-160B package,including justification for use of allowable shear 
stress equal to 90,000 for lifting lugs. _ 

MACDONALD,C.E. Transportation Certification Branch. 86/10/07. ANDERSON,R.T. 
Chem-Nuclear Systems, Inc. 6pp. 38369:014-38369:019. 
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DOCKET 71-9208 MODEL: NUPAC 10-142, NUCLEAR PACKAGINQ, INC. 


8610100161 Notification of registration as user of Models CNS 3-55, HN-200,QE- 
8500.1600, CNS 1-130, HN-100 Series 1.HN-100S,CNS 14-195-H,CNS 21-300, CNS 6- 
80-2 & 2A, HN-100 Series 3 & CNS 14-170 lil.in response to 860820 request. 
MACDONALD, C.E. Transportation Certification Branch. 86/09/22. VAN BRUNT.E.E. 
Arizona Nuclear Power Project (formerly Arizona Public Service Co.). Ip. 38208:146- 
38208:148. 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

8610220470 Advises that 860917 changes to physical security plan consistent w/provi- 
sions of 10CFR72.33(e) & acceptable. 

AXELSON.W.L. Region 3, Office of Director. 86/10/17. DAMM.R.G. General Electric 
Co. Ip. 38331:057-38331:057. 

8610270276 Confirms 861028 meeting at Region III ofc in Glen Ellyn.lL to discuss re- 
sults of radiation protection insp conducted on 86 1006-10, proposed corrective actions 
& NRC enforcement options. 

HIND,J.A. Region 3, Office of Director. 86/10/21. VAN HOOMISSEN General Electric 
Co. 2pp. 38372:339-38372:340. 



NONDOCKETED ITEMS 


10CFR COMMISSION MEETING RECORDS 

8610030123 Transcript of Commission 860925 affirmation, discussion & vote in 
Washington, DCPp 1-6. 

* Commissioners. 86/09/25. 10pp. 37669:336-37669:345. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Forwards App D & E documents-Documents also available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

-7906290547 Summary of 790201 Affirmative Session 79-2 in Washington,DC re SECY- 
79-1 7, FOIA appeal of A Kranish & settlement & termination of special proceeding. 
CHILK.S.J. Office of the Secretary of the Commission. 79/02/05. BICKWIT,L Office 
of the General Counsel. Ip. 38140:165-38140:165. 

8610080186 Further response to FOIA request for documents generated or prepared by 

V Stello.Apps N & 0 documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610090003 Staff requirements memo re Commission approval of app to SECY-85- 
369, “Guidance for Initiation, Establishment of Priorities & Termination of Investiga- 
tion." Guidelines will be incorporated into NRC manual chapters. 

CH1LK.S.J. Office of the Secretary of the Commission. 86/01/10. STELLO,V. Office of 
the Executive Director for Operations. HAYES, B.B. Office of Investigations. 5pp. 
38252:359-38253:003. 

8610100656 Transcript of 861002 affirmation/discussion & vote meeting in 

Washington, DC.Pp 1-4. 

* Commissioners. 86/10/02. 8pp. 38220:265-38220:272. 

8610160422 Staff requirements memo re 861009 briefing in Washington,DC on ad- 
vanced reactor designs developed under DOE sponsorship. Future meeting vnll be 
scheduled for presentation of proposals & recommendations for reviewing reactor de- 
signs. 

CHILK,S.J. Office of the Secretary of the Commission. Ma61009A. 86/10/09. 

STELLO.V. Office of the Executive Director for Operations. 2pp. 38275:262- 

38275:263. 

8610170008 Staff requirements memo re Commission 861002 affirmation/ discussion & 
vote in Washington.DC on SECY-86-268 concerning withdrawal of proposed rule on 
consideration of earthquakes in emergency planning & SECY-86-271. 

CHILK,S.J. Office of the Secretary of the Commission. M861002. 86/10/10. 

PARLER,W.C. Office of the General Counsel. 2pp. 38282:277-38282:278. 

8610170237 Further response to FOIA request for documents generated or prepared by 

V Stello after appointment as acting EDO. Forwards App N documents.Documents 
partially withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 4pp, 38288:184-38288:196. 

-8610170247 Staff requirements memo re Ofc of Investigations investigation thresholds 
& priorities.Actions to be taken include articulating criteria used to decide when to initi- 
ate or terminate investigation. 

CHILK,S.J. Office of the Secretary of the Commission. COMTR-85-7. 85/10/29. 
HAYES,B.B. Office of Investigations. 7pp. 38288:190-38288:196, 

8610200213 Transcript of Commission 861009 affirmation/discussion & vote in 
Washlngton,DC.Pp 1-3. 

* Commissioners. 86/10/09. 8pp. 38299:136-38299:142. 

8610210075 Transcript of Commission 861009 briefing in Washington.DC re advanced 
reactor designs.Pp 1-73.Related documentation end. 

* Commissioners. 86/10/09. 267pp. 38320:287-38321:193. 

8610220379 Transcript of Commission 861016 affirmation/discussion & vote in 
Washington, DCPp 1-4, 

* Commissioners. 86/10/16. 8pp. 38333:213-38333:220. 

8610230004 Transcript of Commission 861016 discussion/possihle vote in 
Washington, DC re Kerr-McGee Sequoyah facility. Pp 1-102. Supporting documentation 
encl- 

* Commissioners. 86/10/16. 195pp. 38334:134-38334:328. 

6610230181 Staff requirements memo re 861009 affirmation/discusslon & vote in 
Washington,DC concerning denials of Perf-Master Inc & Radiology Ultrasound Nuclear 
(^nsultants license applications. 

CHILK,S.J. Office of the Secretary of the (Commission. M861009B, 86/10/17. 
PARLER.W.C. Office of the General t^unsel. Ip. 38340:288-38340:288. 

8610270177 Transcript of Commission 861017 briefing in Washington.DC re facllity.Pp 
1-70.Supporting documentation & meeting viewgraphs end. 

* Commissioners. 86/10/17. 93pp. 38371:147-38371:239. 

6610290081 Staff requirements memo re (Commission briefing in Washington.DC on 
status of facility. 

CHILK.S.4. Office of the Secretary of the Commission. M861017. 86/10/23. 
STELLO.V. Office of the Executive Director for Operations. Ip. 38398:226-38398:226. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8610060163 Transcript of ACRS Subcommittee on Westinghouse Reactor Plants 
860925 meeting in Washington, DC.Pp l-l05.Supportlng documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/25. 126pp. 38091:001- 
38091:126. 

6610060098 Transcript of ACRS Subcommittees on Containment Requirements & Reac- 
tor Safeguards meeting on 860923 in Washington, DC. Pp 1-245.Support]ng documen- 
tation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/23. 290pp. 38135:106- 
38136:035. 


8610080356 Transcript of ACRS Subcommittee on Severe (Class 9) Accidents & Nucle- 
ar Plant Chemistry 860924 meeting in Washington, DC.Pp 1-326.Supporting documen- 
tation end, 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/24. 559pp. 38164:059- 
38165:257. 

8610090005 Transcript of ACRS Subcommittee on Severe Accidents & Subcommittee 
on Occupational & Environ Protection Sys 860926 meeting in Washington, DC.Pp 1- 
249.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/26. 34lpp. 38145:001- 
38145:341. 

8610140361 Responds to FOIA requesLFonvards documents listed on Apps A & 
B.Documents also available in PDR. 

QRIMSLEY,D.H. Division of Rules and Records. 86/09/26. REYTBLATT.2. Illinois In- 
stitute of Technology, Chicago, IL. 3pp. 38234:073-38234:134, 

-8610140375 Submits rept on ACRS review of present & future uses of engineered 
safeguards, per Commission requestProperty engineered safeguards can permit reduc- 
tion of distances required for protection of public. Related info end. 

K0UTS,H. ACRS - Advisory Committee on Reactor Safeguards. 64/11/18. 
SEABORG.G.T. Atomic Energy Commission. 15pp. 38234:1 10-38234:124. 

-8610140376 Discusses ACRS 91st meeting on 671102 & 03 re review of concept of 
ice-condenser pressure-suppression scheme for large PWR facilify.Subj to confirma- 
tion by addi tests, concept provides satisfactory pressure-suppression sys. 
PALLADINO.N.J. ACRS - Advisory Committee on Reactor Safeguards. 67/11/09. 
SEABORG,G.T. Atomic Energy Commission. 3pp. 38234:125-38234:127. 

8610160323 Transcript of ACRS Subcommittee on Standardized Facilities 861008 meet- 
ing in Washington.DC.Pp 1-141. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/08. 145pp. 38265:123- 
38265:267. 

8610170226 Transcript of ACRS 318th general meeting on 861009 in 

Washington.DC.Pp 1-232.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/09. 268pp. 38284:250- 
38285:157. 

8610170228 Transcript of ACRS 318th general meeting on 861010 in 

Washington.DC.Pp 233-532.Supporting documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/10. 406pp. 38283:179- 
38284:224. 

8610280483 Summary of ACRS IE Programs Subcommittee 860814 meeting w/NRC in 
Washington, DC re review of IE activities. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/08/31. ACRS - Advisory 
Committee on Reactor Safeguards. 47pp. 38383:247-38383:292. 

8610280487 Discusses ROSA-IV program used by JAERI to develop & assess computer 
code to be used in analysis of small-break LOCA & transients for PWRs.Tests com- 
pleted include cold leg breaks of various sizes. 

PLESSET,M.S. ACRS - Advisory Committee on Reactor Safeguards. 86/06/09. 
BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 4pp. 38383:088- 
38383:091. 

8610280489 Summary of ACRS Thermal Hydraulic Phenomena Subcommittee 860828 
meeting w/NRC in Washington.DC re review of RES proposal to revise ECCS 
rule,10CFR50.49 & App K. Viewgraphs end. 

* ACRS - Advisory (jommittee on Reactor Safeguards. 86/09/09. ACRS - Advisory 
Committee on Reactor Safeguards. 53pp. 38383:293-38383:345. 

8610280494 Comments on matl re 10CFR50,46 & rev to App K presented at ACRS 
ECCS Subcommittee 860828 meeting. "Compendium of ECCS Research for Realistic 
LCDCA Analysis" well prepared document in support of rule change. 

SCHR(X^K,V.E. ACRS - Advisory Committee on Reactor Safeguards. 86/09/08. 
MICHELSON,C., BOEHNERT.P. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 38383:092-38383:093. 

8610280496 Summary of ACRS DHR Sys Subcommittee 860909 meeting w/NRC & util 
in Washington.DC re review of NRR Action Plan to address concerns w/reliability of 
auxiliary feedwater sys. Related documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Ck)mmittee on Reactor Safeguards. 28pp. 38383:346-38384:012. 

6610260500 Comments on ACRS DHR Subcommittee 860909 meeting.Plethora of pro- 
grams re auxlliaiy feedwater sys should be coordinated to limit waste & broaden per- 
spectives. 

DAVIS,P.R. PRD Consulting. DAVIS, P.R. ACRS - Advisory Committee on Reactor 
Safeguards. 86/09/17. WARD.D. ACRS - Advisory Committee on Reactor Safeguards. 
2pp. 38383:104-38383:105. 

8610260508 Summary of ACRS Subcommittee on Metal Components 860804 meeting 
w/BNWL in Richmond, WA re status of research programs on steam generator 
Integrity, SAFT-UT, acoustic emission 8 eddy currents.Agenda & list of handouts end. 

* aSrs - Advisory CJommittee on Reactor Safeguards. 86/10/11. ACRS - Advisory 
Committee on Reactor Safeguards. 15pp. 38383:176-38383:190. 

8610280509 Summary of ACRS Subcommittee on Containment Requirements 860923 
meeting w/NRC & B8W Owners Group In Washington, DC re status of development of 
containment performance objective. Viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/09. ACRS - Advisory 
(Committee on Reactor Safeguards. 36pp. 38384:013-38384:048. 

8610280510 Comments on ACRS Subcommittee on Severe Accidents 860924 meeting 
on NUREG-1150 applications.Safety goal policy has no meaning due to inability to key 
policy to physical features of plants. 

BENDER, M. Querytech, Inc. BENDER,M. ACRS - Advisory Committee on Reactor 
Safeguards. 86/09/26. KERR,W. ACRS - Advisory Committee on Reactor Safeguards. 
3pp. 38383:097-38383:099. 
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861028051S Summary of ACRS Reactor Operations Subcommittee 860804 meeting w/ 
NRC & util in Wahsington.OC re recent operation eventsjncluding F Buckman presen- 
tation on 860519 event of facility. Attendance list end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/10/11, ACRS - Advisory 
Committee on Reactor Safeguards. 27pp. 38383:191-38383:217. 

8610280516 Comments on ACRS Containment Requirements & Severe Accident Sub- 
committees 860923 & 24 meetings.Regulatory attitudes which exaggerate dramatic 
side of accident should be guarded against. 

PLESSET.M.S, ACRS - Advisory Committee on Reactor Safeguards. 86/10/06. 
HOUSTON, D. ACRS - Advisory Committee on Reactor Safeguards. 1p. 38383:100- 
38383:100. 


8610280520 Summary of ACRS Subcommittee on LWR Designs 860805 meeting w/ 
NRC & EPRI in Washington, DC re review of two drafts of Commission Standardization 
Policy Statement to develops ACRS Itr on policy statementAttendance list end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards. 13pp. 38383:218-38383:230. 

8610280523 Summary of ACRS Subcommittee on Maint Practices & Procedures 860813 
meeting in Washington.DC re review of Phase I of Maint & Sun/elllance Program Plan. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/23. ACRS - Advisory 
Committee on Reactor Safeguards. 16pp. 38383:231-38383:246. 

8610280526 Summary of ACRS Subcommittee on Fort St Vrain 860402 public meeting 
w/NRC & util at facility re technical problems addressed during recent extended 
outMe & mgt charges. Attendance list & viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards. 33pp. 38383:106-38383:138. 

8610280530 Summary of ACRS Subcommittee on Gas-Cooled Reactor Plants 860626 
public meeting w/NRC & util in Washington.DC re bases used to impose requirements 
on facility & possibility of severe accidents.Attendance list & viewgraphs end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards. 19pp. 38383:139-38383:156, 

8610280531 Summary of ACRS Subcommittee on Improved LWR Designs 860709 
meeting w/NRC, DOE & EPRI re EPRI advanced light water requirements 
document, standardization policy statement & proposed changes to 
10CFR50. Attendance list end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards. 17pp. 38383:157-38383:173. 

8610280535 Summary of ACRS Subcommittee on Long-Range Plan for NRC 860709 
meeting in Washington,DC re technical issues on regulation of plant safety & safety 
regulation over next 5-10 yrs. 

’ ACRS - Advisory Committee on Reactor Safeguards. 86/07/16. ACRS - Advisory 
Committee on Reactor Safeguards. 2pp. 38383: 1 74-38383: 175. 

8610280575 Comments on ACRS Thermal Hydraulic Phenomena Subcommittee 860828 
'■® ^PP ^ njle,reg guide & compendium of ECCS research.Proposed revs to 
10CFR50.46 & App K fully supported. 

SULLIVAN, H Los Alamos Scientific Laboratory, SULLIVAN,H. ACRS - Advisory Com- 
mittee on Reactor Safeguards. Q-OO/TR-86-121. 86/09/09. MICHELSON.C. NRC - 
No Detailed Affiliation Given. 3pp. 38383:094-38383:096, 


8610280584 Comments on ACRS Subcommittees on Severe Accidents & Nuclear Plant 
Chemistry 860924 meeting re development of Regulatory Implementation Plan for 
Severe Accident Plan.lDCOR IPE methodology promising. 

Advisory Committee on Reactor Safeguards. 86/09/28. 
ACRS - Advisory Committee on Reactor Safeguards, 3pp. 38383:101- 

38383i103. 


ADVCM NRC ADVISORY COMMITTEE 


8610230237 Transcnpt of Advisory Panel for Decontamination of TMI-2 861008 meeting 
in Harrisburg,PA.Pp 1-71. Supporting documentation end. 

Council for Decontamination of TMI Unit 2. 86/10/08. 140pp. 38343:196- 

38343*335. 


COMMISSION NRC COMMISSIONERS 

8609260251 /\ck receipt of 860731 Itr congratulating author on appointment as 
giairm^.Co-msp of nuclear plants w/State of VT being discussed w/Tarrant.Data or 
irTinriediate regulatory concern. 

Commissioners. 86/09/19. KUNIN.M.M. Vermont, State of. Ip. 37669:285. 

p7oq9.285. 

appointment as NRC Chairman.States must be 
a^ured that stete-of-the-art ^fety measures used at nuclear power plants, in light o1 
accidentStnngent safety stds should be adopted. 
W563^12%68563[lS^’ ^ECH.LW. Commissioners. 2pp. 

approval of entire appropriation to NRC undei 
million cut would have severe effect on NRC during FY87. 
^"^^ssioners. 86/09/12. HATFIELD.M. Senate, Appropriations. 
BEVILUT. House of Rep., Appropnations. 6pp. 38056:042-38056:046. ^ ^ 

*^coMeration*^ffid^tS nomination for federal environ engineer award.Fuferre 
Commissioners. 86/09/19. LEHR.J.C. Conference of Federal Fnwirrvnm«n. 


-8610160367 Expresses concerns re proposed NRC “Nuclear Power Plant Licensing & 
Standardization Act of 1986.’’ Proposal would undermine current safety stds & unrea- 
sonably restrict public participation in licensing proceedings.Related info end. 
ASSELSTINE,J.K. Commissioners. 85/03/11. STAFFORD,R.T. Senate. Environment & 
Public Works. SIMPSON, HART Senate. 52pp. 38281:324-38282:014. 

8610060419 Discusses Governor Celeste 860815 Itr opposing full power operations of 
plants,Order dtd 860904 bars Commission from voting until further order by US Court 
of Appeals-Served on 860930. 

ROBERTS, T.M. Commissioners. #486 0910. ML. 86/09/25, METZENBAUM H M 
Senate. Ip. 38100:075-38100:077. 

-8610060439 Opposes full power operation of plants until evacuation plans accepted 
by State of OH, 

METZENBAUM, H.M. Senate. ML. 86/09/04. ZECH,L.W. Commissioners. Ip. 
38100:077-38100:077. 


8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.^p O documents partially withheld & 
App P documents completely withheld {ref FOIA Exemptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610140031 Forwards info re approachs to nuclear reactor safety in other 
countries, per 860320 hearing.French decided to backfit plants w/capability to cope w/ 
blackout for 72 h period. 

ASSELST1NE,J.K. Commissioners. 86/03/27. BEVILL.T. House of Rep.. Appropria- 
tions. 28pp. 38253:148-38253:176. hh wh « 

8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES, G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8610090013 Informs that imrnediate effectiveness rule no longer necessary, in light of 
Appeal Board 850627 decision upholding adequacy of facility. No further action on 
matter planned unless otherwise instructed by Commission. 

ZERBE,J.E. Office of Policy Evaluations. 85/07/23. PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners. Ip. 38232:086-38232:087. 

8610090086 Weekly info rept for wk ending 860926. 

REHM,T.A. Office of the Executive Director for Operations. 86/10/02. 35od. 
38185:128-38185:162. 

8810100042 Partial response to FOIA request.Forwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38208:136. 

—8512120256 Expresses concern on behalf of M Cattoir over events surrounding auto- 
rnatic shutdown on 85051 8.Closed valves should have been open & water rushed 
through piping designed for steam causing pipe support fractures. 

PANETTA,L.E. House of Rep. 85/10/24. PALLADINO.N. Commissioners. 3pp. 
38208:125-38208:136. 

8610150094 Weekly info rept for wk ending 861003. 

REHM,T.A. Office of the Executive Director for Operations. 86/10/09. 33pp. 
38254:183-38254:215. 

8610200259 Weekly info rept for wk ending 861010. 

the Executive Director for Operations. 86/10/15. 31pp. 

38299:078-38299:107. 

8610200390 Partial response to FOIA request.Forwards App C documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 7pp. 38335:142-38335:212. 

-1^10210305 Responds to 830111 Itr re concerns of individuals living in area near 
all seismic analyses & evaluations required by Commission 
811119 order will be required prior to fuel loading decision. 

PALLADINO.N.J. Commissioners. 83/01/24. UDALUM.K. House of Rep., Interior & In- 
sular Affairs. 6pp. 38336:052-38336:060. 

-8610220222 Advises that House Interior Committee, Subcommittee on Energy &, Envi- 
ron vyill conduct hearing on facillty.Requests Commissioners testimony re status of li- 
cwsing process & results of NRC review of facility by 840120. 

UpALL,M.K. House of Rep., Interior & Insular Affairs. 83/12/20. PALLADINO.N. Com- 
missioners. Ip, 38336:191-38336:222. 

to 860923 Itr re mismarking & substitution of SAE Grade 8.2 for 
Grade 8 bolts.Suppl to IE Info Notice 86-025, “Traceability & Matl Control of Mat! & 
^® '®sued re Improper substitution of fasteners. 

ZECH.LW, Commissioners. IEIN-86-025. 86/10/10. DINGELLJ.D. House of Rep., 
Energy & Commerce. 1 p. 68596:077-68696:083. 

-8610210473 Forwards lijo re false Grade 8 engineering performance marks on bolting 
& improper marking of Grade 8 nuts for safety engineers & insp personnel for review 
* comment. 

D1NGELL,J.D. House of Rep., Energy & Commerce. 86/09/23. ZECH.L. Commission- 
ers. 1 7pp. 3831 9:1 91 -3831 9:207. 

8610210360 Forwards FY87 budget suppi for NRC.SuppI for 6.5 million dollars repre- 
I®.®,®^!!?®® to consolidate headquarters ofcs at White Flint North, 

ROBERTS.T,M. Commissioners. 86/09/26. MILLER.J.C. Office of Management & 
Budget. 8pp. 3831 9:1 43-3831 9:1 50. 

NFS withdrawal of request for withholding certain previously 
decommissioning cost Info from public disclosure. Forwards NFS 781009 & 
$30623 Itrs for placement in PDR.W/o ends. 

ZECH.L W. Com^ssiOTOrs. 86/10/14. MARKEY.E.J. House of Rep., Energy & Com- 
merce. Ip. 38319:141-38319:142. 
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8610210390 informs of studies being conducted on capability of BWRs, particularly w/ 
Mark I containments, to mitigate consequences of severe accident, per 860915 itr.Any 
add! info re changes made to enhance safety of plants will be forwarded. 

ROBERTS, T.M. Commissioners. 86/10/03. DINGELL,J.D. House of Rep., Energy & 
Commerce. 2pp. 38319:123-38319:126. 

-8610210392 Ack receipt of response to 860827 Itr re Fermi-2,BWRs & Mark I 
containments.NRC 860911 public meeting provided encouragement that safety con- 
cerns associated w/BWR containment sys given increased attention. 

DINGELUJ.D. House of Rep., Energy & Commerce. 86/09/15. ZECH.LW. Commis- 
sioners. 2pp. 38319:125-38319:126. 

8610220149 Responds to 860820 request for comments re H.Con.Res.373. Proposed 
resolution would express sense of Congress re need for inti cooperative effort to iden- 
tic individuals exposed to radiation as result of Chernobyl accident. 

2ECH,L.W. Commissioners. 86/10/10. FASCELL,D.B. House of Rep., Foreign Affairs. 
2pp. 38332:212-38332:218. 

-8610220151 Requests comments on H.Con.Res.373 re need for inti cooperative ef- 
forts to identify monitor health status of individuals exposed to radiation as result of 
nuclear accident at Chernobyl. 

FASCELL,D.B. House of Rep., Foreign Affairs. 86/08/20. ZECH,L.W. Commissioners. 
5pp. 38332:214-38332:218. 

8610220181 Advises of plans to attend Mar-Apr 1987 United Nations conference in 
Geneva re peaceful uses of nuclear emergy. Author will present paper on rule of regu- 
latory authority in helping assure safe operation of nuclear plants. 

ZECH.LW. Commissioners. 86/10/06. KENNEDY.R.T. State, Dept. of. Ip. 38332:278- 
38332:280. 

-8610220321 Discusses three topics for discussion at Mar-Apr 1987 United Nations 
conference in Geneva re peaceful uses of nuclear energy.NRC special competence 
would make positive contribution to US goal of boosting program-related content 
KENNEDY.R.T. State, Dept of. 86/09/08. ZECH.LW. Commissioners. 2pp. 
38332:279-38332:280. 

8610220264 Advises of Commission 861016 meeting & possible vote on facility restart 
w/llcensee & interested public groups. Sen/ed on 861020. 

ZECH.LW. Commissioners. #486 1182. MLA. 86/10/15. BOREN.D.L Senate. Ip. 
38325:202-38325:205. 

-8610220267 Advises of Commission 861016 meeting & possible vote on facility restart 
w/licensee & interested public groups. 

ZECH.LW. Commissioners. MLA. 86/10/15. NICKLES.D. Senate. Ip. 38325:203- 
38325:203. 

-8610220269 Requests that NRC schedule hearing re reopening plant at earliest possi- 
ble date.Recommends decision supporting restart of facility. 

BOREN.D.L Senate. MLA. 86/09/25. ZECH.LW. Commissioners. Ip. 38325:204- 
38325:204. 

-8610220272 Requests that NRC support restart of facility. Livelihood of 100 citizens & 
economic health of area depends on timely decision. 

NICKLES.D. Senate. MLA. 86/09/29. ZECH.LW. Commissioners. Ip, 38325:205- 
38325:205. 

8610270228 Weekly info rept for wk ending 861017. 

REHM,T.A. Office of the Executive Director for Operations. 86/10/22. 27pp. 
38371:245-38371:271. 

8610280162 Final response to FOIA requestOocuments listed in App A available in 
PDR.Forwards documents listed in App B. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/21. DESIMONE, J. Affiliation 
Not Assigned. 3pp. 38387:356-38388:017. 

-8610280166 Forwards response to 751217 request for Info re nuclear safeguards 
measures & nuclear activities within State of NY. Answers to questions interim in 
nature pending release of special safeguards study. 

ANDERS, W.A. Commissioners. 76/03/31. RICHMOND, F. House of Rep. 5pp. 
38387:359-38388:002. 

-8610280176 Requests NRC prepare rept re geographic location of fallout & steps 
taken to inform state agricultural agencies of possible related hazards resulting from 
detonation of atomic bomb by Peoples Republic of China during wk of 761004. 
RICHMOND.F. House of Rep. 76/10/12. ANDERS, W. A. Commissioners. Ip. 
38388:005-38388:005. 

-8610280187 Responds to 761012 request for info re fallout from 760926 nuclear ex- 
plosion by Peoples Republic of China.On 761003, util informed Region I of low level 
contamination around reactor bldg.Samples indicated plant not source. 

ROWDEN.M.A. Commissioners. 76/11/03. RICHMOND.F. House of Rep. 2pp. 
38388:007-38388:008. 

-8610280189 Forwards resolution from constituents & Natl Federation of Blind demand- 
ing apology from JM Hendrie re remarks which serve to perpetuate false stereotypes 
of blind people. 

RICHMOND.F. House of Rep. 79/05/04. HENDRIE, J.M. Commissioners. 2pp. 
38388:009-38388:013. 

8610280363 Ack receipt of 860924 Itr re U facility in Gore,OK.Meeting & possible vote 
on restart of facility scheduled for 861016. 

ZECH.LW. Commissioners. 86/10/15. BOREN.D.L. Senate. Ip. 38387:027- 

38387:103. 

-8610280366 Ack receipt of 860929 Itr re U facility in Gore,OK.Meeting & possible vote 
on restart of facility ^heduled for 861016. 

ZECH.LW. Commissioners. 86/10/15. NICKLES.D. Senate. Ip. 38387:028- 

38387:030. 

-8610280372 Forwards Vol 9.Number 1 to NUREG-0090, "Rept to Congress on 
AOs.Jan-Mar 1986." Two AOs at licensed plants Involved loss of power & water 
hammer event & loss of integrated control sys power & overcooling transient. 
ZECH,LW. Commissioners. 86/10/16. O'NEILLT.P. House of Rep., Speaker of the 
House. BUSH,G.H. Senate. President of the Senate. 73pp. 38387:031-38387:103. 

8610300328 Weekly info rept for wk ending 861024. 

REHM,T.A. Office of the Executive Director for Operations. 86/10/29, 27pp. 
38409:141-38409:167. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


8610010037 Notification of contract execution: "Development of Exam Item Bank for In- 
dustrial Radiographic Personnel," awarded to State of TX. 

MEEHAN,B. Contract Negotiation Branch 1 (Post 860421). FIN D-1048-6. NRC-02-86- 
009. 86/09/1 1 . BROWN.R.S. Office of Nuclear Material Safety & Safeguards, Director. 
CARRICO.B. NRC - No Detailed Affiliation Given. Ip. 38056:251-38056:260. 

-8610010039 Contract: "Development of Exam Item Bank for Industrial Radiographic 
Personnel,” awarded to State of TX. 

MACLEAN, R.A. Texas, State of. HAGAN.T.F. Division of Contracts. FIN D-1048-6. 
NRC-02-86-009. 86/09/11. 9pp. 38056:252-38056:260. 

8610010420 Notification of contract execution.Mod 3, to "Technical Assistance for 
Vendor & Contractor Insps." ContractonSMC O’Donnell & Assoc, Inc. 

FIELDS, J.A. Division of Contracts. FIN B-8727. NRC-05-86-166. 86/09/25. 
BLAHA,J.L. Program Support & Analysis Staff. PETTIS.R. NRC - No Detailed Affili- 
ation Given. Ip. 38056:089-38056:090. 

-8610010426 Mod 3,adding incremental funding,to "Technical Assistance for Vendor & 
Contractor insps.” 

* SMC O’Donnell Associates, Inc. WIGGINS,E.J. Division of Contracts. FIN B-8727. 
NRC-05-86-166. 86/09/25. Ip. 38056:090-38056:090. 

8610010433 Notification of contract execution.Mod 4,to “Technical Assistance for Facili- 
ties Requiring Special Assistance.” Contractor:Parameter,lnc. 

FIELDS, J.A. Contract Administration Branch (Post 860421). FIN B-8744. NRC-05-86- 
156. 86/09/25. BOYD.S.M. Resource Management Branch. PHILLIPS.H. NRC • No 
Detailed Affiliation Given. Ip. 38056:083-38056:085. 

-8610010437 Mod 4.adding Incremental funds.to "Technical Assistance for Facilities 
Requiring Special Assistance.” 

* Parameter. Inc. WIGGINS.E.J. Division of Contracts. FIN B-8744. NRC-05-86-156. 
86/09/25. Ip. 38056:084-38056:085. 

8610020361 Notification of contract execution: "Memphis Area Regional Seismographic 
Network - New Madrid," awarded to Memphis State Univ. 

BAZIN, J.P. Contract Negotiation Branch 2 (Post 860421). FIN 0-1693. NRC-04-86- 
120. 86/09/17. GOLLER.K. Division of Radiation Programs & Earth Sciences (post 
840429). MURPHY.A. NRC - No Detailed Affiliation Given. Ip. 38074:339-38075:009. 

-8610020371 Contract: "Memphis Area Regional Seismographic Network - New 
Madrid.” awarded to Memphis State Univ. 

CARPENTER, T.G. Memphis State Univ., Memphis, TN. THOMPSON.R.D. Division of 
Contracts. FIN D-1693. NRC-04-86.120. 86/09/17. 3pp. 38074:340-38074:342. 

-8610020379 Solicitation.offer & award of "Memphis Area Regional Seismographic Net- 
work - New Madrid” to Memphis State Univ. 

SEGNER.H.P. Memphis State Univ., Memphis, TN. * Division of Contracts. FIN D- 
1693. NRC-04-86-120. 86/09/17. 27pp. 38074:343-38075:009. 

8610020515 Notification of contract execution: "Evaluation of Uncertainties in Irradiated 
Hardware Characterization,” awarded to Waste Mgt Group,lnc. 

HAWKINS,D. Contract Negotiation Branch 2 (Post 860421). FIN D-1079. NRC-04-86- 
133. 86/09/26. GUSTAVE,R. Office of Nuclear Regulatory Research, Director (Pre 
860720). WEINSTEIN,M. NRC - No Detailed Affiliation Given. Ip. 38074:258- 
38074:272. 

-8610020517 Contract: "Evaluation of Uncertainties in Irradiated Hardware Character- 
ization,” awarded to Waste Mgt Group, Inc. 

TUITE,P. Waste Management Group. Inc. THOMPSON.R.D. Division of Contracts. FIN 
D-1709. NRC-04-86-133. 86/09/26. 14pp. 38074:259-38074:272. 

8610030157 Notification of contract execution:Mod 4 to "NBS Calibr Measurement As- 
surance Program to Support NRC 3rd Pilot Study Test of Personnel Dosimetry Proc- 
essors.” awarded to NBS. 

LANE,V.M. Contract Administration Branch (Post 860421). FIN B-7103. NRC-01-80- 
023. 86/07/31. FOREHAND, W. Office of Nuclear Regulatory Research, Director (Pre 
860720). DENNIS, N. NRC - No Detailed Affiliation Given. Ip. 37669:329-37669:331. 

-8610030163 Mod 4 decreasing contract amount & deobligating funds,to "NBS Calibr 
Measurement Assurance Program to Support NRC 3rd Pilot Study Test of Personnel 
Dosimetry Processors,” awarded to NBS. 

MCGUFFIN,J.C. Commerce, Dept. of. WIGGINS.E.J. Division of Contracts. FIN B- 
7103. NRC-01 -80-023. 86/07/31. 2pp. 37669:330-37669:331. 

8610030489 Notification of contract execution: “Test Methods for Identifying Shaft 
Cracks,” awarded to REM Technologies.lnc. 

BAZIN, J.P. Contract Negotiation Branch 2 (Post 860421). FIN D-1706. NRC-04-86- 
130. 86/09/30. GUSTAVE.R. Fiscal Section. MUSCARA.J. NRC - No Detailed Affili- 
ation Given. Ip. 37682:130-37682:153. 

-8610030524 Contract; “Test Methods for Identifying Shaft Cracks,” awarded to REM 
Tdchnolooios Inc 

HARTUNG,E.C. REM Technologies, Inc. THOMPSON.R.D. NRC - No Detailed Affili- 
ation Given. FIN D-1706. NRC-04-86-130. 86/09/30. 23pp. 37682:131-37682:153. 

8610060148 Notification of contract execution: “Improvement of Safety of Piping Sys 
Using Nonlinear Analysis Methods,” awarded to Structural Analysis Technologies.lnc. 
UMBEL, D. Contract Negotiation Branch 2 (Post 860421), FIN D-1705. NRC-04-86-129. 
86/09/22. GUSTAVE, R. Fiscal Section. GUZY,D.J. NRC - No Detailed Affiliation 
Given. 1p. 38113:291-38113:314. 

-^610060154 Contract “Improvement of Safety of Piping Sys Using Nonlinear Analysis 
Methods,” awarded to Structural Analysis Technolqgies,lnc. 

KAMIL, H. Structural Analysis Technologies, Inc. THOMPSON.R.D. Division of Con- 
tracts. FIN D-1705. NRC-04-86.129. 86/09/22. 23pp. 38113:292-38113:314. 

8610060265 Notification of contract execution: “Cable Installation in Support of NRC 
ADP & Word Processing Requirements,” awarded to Hirt Telecom Co. 
EDGEWORTH.P. Contract Administration Branch (Post 860421). NRC-1 0-86-385. 86/ 
09/26. CORLEY.J.H. Division of Facilities & Operations. FISHER,L NRC - No Detailed 
Affiliation Given. 1p. 38113:339-38113:342. 
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-8610060325 Contract: "Cable Installation in Support of NRC ADP & Word Processing 
Requirements," awarded to Hirt Telecom Co. 

H1RT,P.L. Hirt Telecom Co. WIGGINS, E.J. Division of Contracts. NRC- 10-86-385, 86/ 
09/26. 3pp. 38113:340-38113:342. 

8610060349 Notification of contract execution: “Technical Assistance for Design Insp 
Svcs," awarded to Westec Svcs.lnc. 

BA2IN.J. Contract Negotiation Branch 2 (Post 860421). FIN B-8762. NRC-05-86-155. 
86/09/24. BOYD.S., PARKHILUR. NRC - No Detailed Affiliation Given. Ip. 
38113:171-38113:210. 


-8610060803 Contract: "Comprehensive Current (Real-Time) Geophysical Data Storage 
& Retrieval Sys,” awarded to Accu-Weather,lnc. 

MYERS,J.N. Accu-Weather, Inc. THOMPSON,R.D. Division of Contracts. FIN B-8806. 
NRC-33-86-281. 86/09/29. 40pp. 38130:287-38130:326. 

8610060791 Notification of contract execution.Mod 31, to "Technical Assistance in Sup- 
port of NRC Reactor Licensing Action - Program 2." ContractorArvin/Carlspan. 
FIELDS, J. Contract Administration Branch (Post 860421). FIN B-6891. NRC-03-81- 
130. 86/09/29. DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). BAJWA,S. NRC - No Detailed Affiliation Given. 1p. 38112:338-38112:340, 


—8610060363 Contract: "Technical Assistance for Design Insp Svcs." awarded to 
Westec Svcs.lnc. 

PARKINSON.D.L. WESTEC Services, Inc. THOMPSON.R.D. Division of Contracts. FIN 
B-8762. NRC-05-86-155. 86/09/24. 39pp. 38113:172-38113:210. 


-8610060804 Mod 31 .increasing incremental funding.to "Technical Assistance in Sup- 
port of NRC Reactor Licensing Action - Program 2." 

* ARVIN/CALSPAN Advanced Technology Center. WIGGINS, E.J. Division of Con- 
tracts. FIN B-6891. NRC-03-81-130. 86/09/29. 2pp. 38112:339-38112:340. 


8610060374 Notification of contract execution: "Development of Radwaste Accountabil- 
ity Sys Based on Heat Release Monitoring," awarded to Geoscience Ltd. 

BAZIN, J.P. Contract Negotiation Branch 2 (Post 860421). FIN D-1708. NRC-04-86- 
132. 86/09/22. GUSTAVE.R. Fiscal Section. SWANBERG.J. NRC - No Detailed Affili- 
ation Given. Ip. 38114:005-38114:026. 

-8610060392 Contract: "Development of Radwaste Accountability Sys Based Heat Re- 
lease Monitoring," awarded to Geoscience Ltd. 

SABIN, C.M. Geoscience, Ltd. THOMPSON,R.D. Division of Contracts. FIN D-1708. 
NRC-04-86-132. 86/09/22. 21pp. 38114:006-38114:026. 

8610060400 Notification of contract execution: “Paleoliquefaction Features on Atlantic 
Seaboard." awarded to Ebasco Svcs,lnc. 

UMBELD. Contract Negotiation Branch 2 (Post 860421 ). FIN D-1682, NRC-04-86-117. 
86/09/23. GUSTAVE.R. Research Planning & Policy Branch. MCMULLEN.R. NRC - 
No Detailed Affiliation Given. Ip. 38113:134-38113:169, 

—8610060405 Contract “Paleoliquefaction Features on Atlantic Seaboard," awarded to 
Ebasco Svcstfnc. 

SAN0S,H.S. Ebasco Services, Inc. (subs, of Enserch Corp.). THOMPSON.R.D, Divi- 
sion of Contracts. FIN D-1682. NRC-04-86-117. 86/09/23. 35pp. 38113:135- 
38113:169. 

8610060604 Notification of contract execution.Mod l.to "Facilities Mgt of P-634 & 
MNBB Computer Facilities," ContractonSBA. SubcontractonKenrob & Assoc.Inc. 
PAGE,M. Contract Administration Branch (Post 860421). NR033-86-279. 86/09/18. 
TUROVLIN,A.E. Office of Resource Management, Director. KING.M. NRC - No De- 
tailed Affiliation Given. Ip. 38113:019-38113:022. 

-8610060619 Mod 1 .incorporating contractor revised proposal.fringe benefit rates & 
overtime ceiling.to “Facilities Mgt of P-634 & NMBB Computer Facilities." 
THOMAS.M.E. Small Business Administration. ROBINSON, K.W. Kenrob & Associates, 
Inc. WIGG1NS,E.J. Division of Contracts. NRC-33-86-279. 86/09/18. 3pp. 38113:020- 
38113:022. 

8610060678 Notification of contract execution.Mod 1,to "Presentation of Two-Day 
Course Entitled, ’Regulatory Process.’" Contractor: Regulatory Group. 

MEARSE,S.D. Contract Administration Branch (Post 860421). NRC-1 0-86-21 6. 86/09/ 
29. GOLDMAN, P.J. Management Development & Training Staff. BASSIN.C. NRC - No 
Detailed Affiliation Given, 1p. 38113:014-38113:018. 

-8610060698 Mod 1, revising statement of work & increasing obligated amount,to "Pres- 
entation of Two-Day Course Entitled, ‘Regulatory Process.’" 

EMERY, F.J. Regulatory Group, Inc. WIGGINS.E.J. Division of Contracts. NRC-1 0-86- 
216. 86/09/29. 4pp. 38113:015-38113:018. 

8610060704 Notification of contract execution.Mod 30,to "Technical Assistance in Sup- 
port of NRC Reactor Licensing Actions - Program 2." Contractor:Science Applications 
Inti Corp. 

EDGEWORTH, P. Contract Administration Branch (Post 860421). FIN D-1344. NRC-03- 
82-096. 86/09/29. THOMPSON, H.L. Office Of Nuclear Reactor Regulation, Director 
(post 851125). BAJWA,S. NRC - No Detailed Affiliation Given. Ip. 38113:010- 
38113:013. 


-8610060716 Mod 30,provlding incremental funding.to “Technical Assistance in Support 
of NRC Reactor Licensing Actions - Program 2." 

* Science Applications International Corp. (formerly Science Applications, Inc.) 
W1GG1NS,E.J. Division of Contracts. FIN D-1344. NRC-03-82-096. 86/09/29 3od 
38113:011-38113:013. 


8610060727 Notification of contract execution.Mod 5,to “Tech Spec Review a Data 
Bank Input" Contractor;SBA.Subcontracton Scientech.Inc. 

F1ELDS.J.A. Contract Administration Branch (Post 860421). FIN D-1327. NRC-03-85- 
051. 86/08/28. BERNERO,R.M. (Dffice of Nuclear Reactor Regulation, Director (post 
851125). THROM.E.. GILBERT, A. NRC - No Detailed Affiliation Given. Ip. 38113*006- 
38113:009. 

-8610060751 Mod 5,provldlng add! funds, revising statement of work a changing provi- 
sional overhead rate.to ‘Tech Spec Review a Data Bank Input” 

COLPlTTS,C.M. Small Business Administration. YBARRONDO.LJ. Sclentech Inc 
WIGGINS, E.J. Division of Contracts. FIN D-1327. NRC-03-85-051. 86/08/28 3od 
38113:007-38113:009. 


8610060794 Notification of contract execution.Mod 2,to "Review of RETRAN Computer 
Code a Confirmatory Licensing Calculations." Contractor:SBA.Subcontractor:lntl Tech- 
nical Svcs.lnc. 

MEARSE,S.D. Contract Administration Branch (Post 860421). FIN D-1350. NRC-03- 
86-053. 86/09/25. FUNCHES,J.L Planning a Program Analysis Staff (post 851125). 
POSLUSNY.C. NRC - No Detailed Affiliation Given. Ip. 38131:048-38131:050. 

-8610060816 Mod 2, providing incremental funding.to "Review of RETRAN Computer 
Code a Confirmatory Licensing Calculations." 

* Small Business Administration. * International Technical Services, Inc. 
WIGGINS.E.J. Division of Contracts. FIN D-1350. NRC-03-86-053. 86/09/25. 2pp. 
38131:049-38131:050. 

8610060819 Notification of contract execution.Mod 3, to "Sys Engineering Expertise." 
Contractor.MlTRE Corp. 

F1ELDS.J.A. Contract Administration Branch (Post 860421). FIN B-8685. NRC-03-85- 
060. 86/08/26. FUNCHES.J.L. Office of Nuclear Reactor Regulation, Director (post 
851125). POLK.H. NRC - No Detailed Affiliation Given. 1p. 38112:359-38112:361. 

"8610060846 Mod 3, adding incremental funding.revising Task Order 1, changing project 
officer a provisional overhead rate.to "Sys Engineering Expertise." 

MULLEN, G.W. Mitre Corp. EDGEWORTH.P.J. Division of Contracts. FIN B-8685. 
NRC-03-85-060. 86/08/26. 2pp. 38112:360-38112:361. 

8610060838 Notification of contract execution.Mod l.to "Conversion a Implementation 
of Contract Preparation Sys." Contractor:CRC Sys.Inc. 

WOLLETT.S. Contract Administration Branch (Post 860421). FIN D-1428. NRC-33-86- 
291. 86/09/24. HILLER.L. Division of Automated Information Services. ABBOTT, C. 
NRC - No Detailed Affiliation Given. Ip. 38112:348-38112:349. 

-8610060849 Mod 1, providing incremental funding.to "Conversion a Implementation of 
Contract Preparation Sys." 

* CRC Systems. Inc. WIGGINS, E.J. Division of Contracts. FIN D-1428. NRC-33-86- 
291. 86/09/24. Ip. 38112:349-38112:349. 

8610060853 Notification of contract execution.Mod 5,to "Newspaper Clipping Svc." 
ContractonPress Intelligence, Inc. 

LANE.V. Contract Administration Branch (Post 860421). NRC-1 0-86-211. 86/09/29. 
FELTON,J. Division of Technical Information a Document Control. CONYNGHAM.M. 
NRC - No Detailed Affiliation Given. Ip. 38112:346-381 12:347. 

-8610060862 Mod 5,providing incremental funding.to "Newspaper Clipping Svc." 

* Press Intelligence, Inc. WIGGINS.E.J. Division of Contracts. NRC-1 0-86-211. 86/09/ 
29. Ip. 38112:347-38112:347. 

8610060863 Notification of contract execution.Mod 2, to "Emergency Response Data 
Sys Requirements Analysis." Contractor.Phoenix Assoc,lnc. 

MEARSE,S.D. Contract Administration Branch (Post 860421). FIN B-8749. NRC-05- 
85-163, 86/09/25. HIGGINS.K. Office of Inspection a Enforcement, Director (Post 
820201). HICKMAN.J.B. NRC - No Detailed Affiliation Given, Ip. 38113:001- 
38113:005. 

-8610060879 Mod 2, extending period of performance to 870331, revising statement of 
work a increasing contract ceiling a amount ob)igated,to "Emergency Response Data 
Sys Requirements Analysis." 

* Phoenix Associates, Inc. WIGGINS.E.J. Division of Contracts. FIN B-8749. NRC-05- 
85-163. 86/09/25. 4pp. 38113:002-38113:005. 

8610060867 Notification of contract execution.Mod 3,to "NRC Ofc Automation Projects 
Evaluation." ContractonGSA. 

LITTLE, M. Contract Administration Branch (Post 860421). FIN D-1219. NRC-33-85- 
337. 86/09/26. HILLER.L. Division of Automated Information Services. PAULSEN, G, 
NRC - No Detailed Affiliation Given. Ip. 38220:174-38220:175. 

-8610090198 Mod 3, extending period of performance to 861114,to "NRC Ofc Automa- 
tion Projects Evaluation.” 

* General Services Administration. WIGGINS, E.J. Division of Contracts. FIN D-1219. 
NRC-33-85-337. 86/09/26. Ip. 38220:175-38220:175. 


8610060766 Notification of contract execution.Mod 1,to “Preventative, Remedial & On- 
Call Maint of Data General Computers & Peripheral Equipment" ContractonComputer 

CmnirMWsrirm Inr^ 




LANE,V.M. Contract Administration Branch (Post 860421). FIN B-1663. NRC-33-86- 
276. 86/09/29. KIRK,I.A. Division of Automated Information Services. SEEHERMAN J 
NRC - No Detailed Affiliation Given. Ip. 381 12:341-381 12:345. 


8610060884 Notification of contract execution, Mod 1,to "ADP Info Technology Support 
Ctr." ContractorrNetwork Solutions,! nc, 

MEEHAN,B. Contract Negotiation Branch 1 (Post 860421). NRC-33-86-289. 86/09/23. 
HILLER.L. Division of Automated Information Services. VAN OUSER.K. NRC - No De- 
tailed Affiliation Given. Ip. 38112:333-38112:335. 


-8610060778 Mod 1, modifying equipment list to reflect changes to sys to 
"Preventative, Remedial & On-Call Maint of Data General Computers & Peripheral 
Equipment" 

* Computer Engineering Associates, Inc. WIGGINS, E.J. Division of Contracts FIN B- 
1663. NR033-86-276. 86/09/29. 4pp. 381 1 2:342-381 1 2:345. 

8610060785 Notification of contract execution: "Comprehensive Current (Real-Time) 
GeophystcEd Data Storage & Retrieval ^s,” awarded to Accu-Weather.lnc. 
HAWKlNS,p.A. Contract Negotiation Branch 2 (Post 860421). FIN B-8806 NRC-33- 
of Resource Management Director. CARTER, J.L 
NRG - No D^led AffiKation Given, Ip. 38130:286-38130:326. 


-8610060894 Mod 1, separating cost & fee for task order & ongoing effort portions, to 
“ADP info Technology Support Ctr." 

* Network Solutions, Inc. HAGAN.T.F. Division of Contracts. NRC-33-86-289. 86/09/ 
23. 2pp. 38112:334-38112:335. 

8610060893 Notification of contract execution, Mod 23, to "Reactor Effluent & Environ 
Radioactivity Stds.” ContractonUS Dept of Commerce, NBS. 

UNE,V.M. (Contract Administration Branch (Post 860421). FIN B-5118. NRC-05-72- 
100. 86/09/26. HIGGINS,K. Office of Inspection & Enforcement, Director (Post 
820201). BUCHANAN,J. NRC - No Detailed Affiliation Given. Ip. 38112:353- 
38112:358. 
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-8610060912 Mod 23, extending period of performance to 860930, increasing 
funding,changing project officer & providing scope of work for FY86.to "Reactor Efflu- 
ent & Environ Radioactivity Stds." 

MCGUFFIN,J.C. Commerce, Dept, of. National Bureau of Standards. WIGGINS,E.J. Di- 
vision of Contracts. FIN B-5118. NRC-05-72-100. 86/09/26. Spp. 38112:354- 
38112:358. 

8610060917 Notification of contract execution,Mod 1,to “Calibr of Site Analysis Branch 
Economic Impacts of Accidents." Contractor: Bureau of Economic Analysis,Dept of 
Commerce. 

LANE,V.M. Contract Administration Branch (Post 860421). NRC-03-85-057. 86/09/29. 
SPEIS,T.P. Division of Safety Review & Oversight (post 851125). CLEARY,D. NRC - 
No Detailed Affiliation Given. Ip. 38112:219-38112:224. 


contract execution: "Extended Fatigue Life Evaluation Meth- 
Sgineers Inc Components (SBIR Phase II)," awarded to O’Donnell Consulting 

1 (Post 860421). FIN 0-1704. NRC-04- 
Nuclear Regulatory Research, Director 
3?l8Vl20-38?83-066^^^^ Detailed Affiliation Given. Ip. 

“E^®nded Fatigue Life Evaluation Methods for Aged LWR 
^0 O’Donnell Consulting Engineers.Inc. 

2?? Consulting Engineers, Inc. HAGAN,T.F. Division of Con- 

tracts. FIN D-1704. NRC-04-86-128. 86/09/26. 106pp. 38182:321-38183:066. 


-8610060928 Mod 1, extending period of performance,redefining & redating 
deliverables,ellminating Task 2 & revising statement of work, to "Calibr of Site Analysis 
Branch Economic Impacts of Accidents.’^ 

TRETT,E.A. Commerce, Dept. of. WIGGINS,E.J. Division of Contracts. NRC-03-85- 
057. 86/09/29. Spp. 38112:220-38112:224. 


8610100142 Notification of contract execution, Mod 3,to "Telecommunications Network 
Analysis." Contractor CRC Sys,lnc. 

kEV&w •. Administration Branch (Post 860421). NRC- 10-86-246. 86/09/29. 

Division of Facilities & Operations. SHAVERS.M. NRC - No Detailed Affili- 
ation Given. Ip. 38208:154-38208:155 


8610060930 Notification of contract executlon,Mod 4,to "General & Refresher Courses 
in Welding Technology & Codes.” Contractor:B&W. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8715. NRC-05-83- 
217. 86/09/26. BOYD,S. Resource Management Branch. HASSELBERG,R. NRC - No 
Detailed Affiliation Given, ip. 38112:350-38112:352. 

-8610060946 Mod 4, extending period of performance to 870930, exercising Option 5 & 
increasing funding obligation.to "General & Refresher Courses in Welding Technology 
& Codes. 

HEER,W.F, Babcock & Wilcox Co. WIGGINS,E.J. Division of Contracts. FIN B-8715. 
NRC-05-83-217. 86/09/26. 2pp. 381 12:351-38112:352. 

8610070413 Notification of contract execution: "In-Vessel Hydrogen Generation for 
Severe Accidents," awarded to Engineering Science & Analysis. 

UMBEL.D. Contract Negotiation Branch 2 (Post 860421). FIN D-1702. NRO04-86-126. 
86/09/29. GUSTAVE,R. Office of Nuclear Regulatory Research, Director (Post 
860720). WRIGHT.R. NRC - No Detailed Affiliation Given. 1p. 38129:147-38129:166. 

-8610070423 Contract: "In-Vessel Hydrogen Generation for Severe Accidents," award- 
ed to Engineering Science & Analysis. 

CRONENBERG,A.W. Engineering Science & Analysis. THOMPSON,R.D. Division of 
Contracts. FIN D-1702. NRC-04-86-1 26. 86/09/29. 18pp. 38129:148-38129:166. 


-8610100148 Mod 3, replacing project officer J Jones w/MO Shavers, to "Telecommuni- 
cations Network Analysis." 

! WIGGINS,E.J. Division of Contracts. NRC-1 0-86-246. 86/09/29. 

Ip. 38208:155-38208:155. 


8610100154 Notification of contract execution, Mod 8, to "Scientific & Engineering A^sist- 
ycQ & Sv c. (^ntractorSBA. SubcontractonEngineering & Economics Research,lnc. 

Contracts Branch (Pre 860421). FIN D-1143. NRC-04-84- 
120. 86/09/20. FOREHAND, W. Office of Nuclear Regulatory Research, Director (Pre 
860720). Ip. 38208:149-38208:152. ay 


-8610100170 Mod 8,lncreasing contract ceiling amount,to "Scientific & Engineering As- 
sistance & Svcs.’’ 

THOMAS,M.E. Small Business Administration. DHlLLON,H.S. Engineering & Econom- 
ics Research. Inc. WIGGINS.E.J. Division of Contracts. FIN D-1143. NRC-04-84-1 20. 
86/09/20. 3pp. 38208:150-38208:152. 


8610100430 Notification of contract execution, Mod 2, to "Graphic Svcs." 
ContractonRobert Moles & Assoc. 

LITTLE,M. Division of Contracts. FIN B-8756. NRC-05-86-171. 86/10/07. BOYD.S.M. 
Office of Inspection & Enforcement. Director (Post 820201). HASSELBERG.R. NRC - 
No Detailed Affiliation Given. Ip. 38212:170-38212:171. 


8610070472 Notification of contract execution: “On-Call Maint of NRC Computer Periph- 
eral Equipment," awarded to Genera! Scientific Corp. 

MCLEAREN.T. Contract Negotiation Branch 1 (Post 860421). FIN B-8174. NRC-33-86- 
282. 86/09/23. HILLER.L Division of Automated Information Services. JOHNSON, C. 
NRC - No Detailed Affiliation Given. 1p. 38128:272-38128:322. 


-8610100439 Mod 2.deobligating unliquidated balance & closing contract, to "Graphic 
Svcs." 

• Robert Charles Moles & Associates. WIGGINS, E.J. Division of CJontracts. FIN B- 
8756. NRC-05-88-171. 86/10/07. 1p. 38212:171-38212:171. 


-8610070479 Contract: "On-Call Maint of NRC Computer Peripheral Equipment," 
awarded to General Scientific Corp. 

COLLINS, J.C. General Scientific (jorp. HAGAN, T.F. Division of CJontracts. FIN B-8174. 
NRC-33-86-282. 86/09/23. 7pp, 38128:273-38128:279, 

-8610070482 Fonwards pages containing corrected extensions due to increase in 
number of hours required over 2-yr period. 

COLLINS,J.C. General Scientific Corp. FIN B-8174. NRC-33-86-282. 86/09/18. 
MCLEAREN.T. NRC - No Detailed Affiliation Given. 43pp. 38128:280-38128:322. 

8610080421 Notification of contract execution: "Calibr Methods for Expert Opinion Use 
in Risk Studies," awarded to Pickard, Lowe & Garrick.inc. 

SMITH.P,A. Contract Negotiation Branch 2 (Post 860421). FIN D-1710. NRC-04-86- 
134. 86/09/29. ERNST.M. Division of Risk Analysis & Operations (post 840429). 
JOHNSON, J. Office of Nuclear Regulatory Research, Director (Post 860720). Ip. 
38140:099-38140:135. 

-8610080430 Contract: "Calibr Methods for Expert Opinion Use in Risk Studies." 
awarded to Pickard.Lowe & Garrick.inc. 

GARRICK,B.J. Pickard, Lowe & Garrick, Inc. THOMPSON, R.D. Division of Contracts. 
FIN 0-1710. NRC-04-86-1 34. 86/09/26. 36pp. 38140:100-38140:135. 

8610090228 Notification of contract execution.Mod 1,to "Extreme Flood Probabilities." 
ContractonNAS. 

FIELDS, J.A. Contract Administration Branch (Post 860421). FIN D-1333. NRC-03-85- 
064. 86/09/30. KNIGHT, J.P. Office of Nuclear Reactor Regulation, Director (post 
851125). CHERY.D. NRC - No Detailed Affiliation Given. Ip. 38185:100-38185:102. 

-8610090234 Mod 1. changing project officer.extending period of performance to 
870901 & providing Incremental funding, to "Extreme Flood Probabilities." 

SMITH, P. National Academy of Sciences. WIGGINS.E.J. Division of Contracts. FIN D- 
1333. NRC-03-85-064. 86/09/30. 2pp. 38185:101-38185:102. 

8610090246 Notification of contract execution: "Installation, Removal & Maint Support 
for Telecommunication Equipment & Svcs,” awarded to SBA.SubcontractonPailen- 
Johnson Assoc,lnc. 

FLEENOR.C.M. Contract Negotiation Branch 1 (Post 860421). NRC-1 0-86-382. 86/ 
09/24. CORLEY, J.H. Division of Facilities A Operations. BROWNELL.B. NRC - No De- 
tailed Affiliation Given. Ip. 38184:268-38184:314. 

-8610090249 Contract: "Instaliation.Removal & Maint Support for Telecommunications 
Equipment & Svc," awarded to SBA. Subcontractor:Pailen-Johnson Assoc, Inc. 
THOMAS, M.E. Small Business Administration. JOHNSON, C.W. Pailen-Johnson Asso- 
ciates, Inc. HAGAN, T.F. Division of Contracts. NRC-1 0-86-382. 86/09/24. 46pp. 
38184:269-38184:314. 

8610090417 Notification of contract execution; "Application of Methodology to Evaluate 
Aging & Svc Effects on Plant Performance (SBTR Phase II)-" ContractonSEA Consult- 
ants, Inc. 

MCLEAREN,T. Contract NMOtiation Branch 1 (Post 860421). FIN D-1701, NRC-04- 
86-1 25. 86/09/26. ARLOTTO,G. Office of Nuclear Regulatory Research, Director 
(Post 860720). VORA,J. NRC - No Detailed Affiliation Given. Ip. 38184:341- 
38185:099. 

-8610090420 Contract "Application of Methodology to Evaluate Aging & Svc Effects 
on Plant Performance (SBTR Phase II),” awarded to SEA Consultants, Inc. 
CLEVELAND, J.W. SEA Consultants, Inc. HAGAN, T.F. Division of Contracts. FIN D- 
1 701 . NRC-04-86-1 25. 86/09/26. 1 1 8pp. 381 84:342-381 85:099. 


8610100607 Notification of grant execution: “Distinguished Lecturer Sertes:Joint Venture 
Between Carver Research Foundation of Tuskegee Inst & NRC," awarded to Carver 
Research Foundation of Tuskegee Inst 

UMBEL.D. Contract Negotiation Branch 2 (Post 860421). NRC-G-27-86-025. 86/09/ 
30. DELOATCH.V. Ofc of Small & Disadvantaged Bus. Utilization & Civil Rights. 
JACKSON,K.C. NRC - No Detailed Affiliation Given. Ip. 38212:087-38212:089. 

-8610100613 Grant: "Distinguished Lecturer Serles:Joint Venture Between Carver Re- 
search Foundation of Tuskegee Inst & NRC," awarded to Carver Research Founda- 
tion of Tuskegee Inst. 

JONES, S. Tuskegee Institute, Tuskegee, AL. JACKSON.K.C. Office of Nuclear Materi- 
al Safety & Safeguards,Director. NRC-G-27-86-025. 86/09/30. 2pp. 38212:088- 
38212:089. 


8610100724 Notification of contract execution.Mod 1,to “Acquisition Training." 
ContractonMgt Concepts, Inc. 

MEARSE,S. Contract Administration Branch (Post 860421). NR01 0-86-21 7. 86/09/ 
09. GOLDMAN, P.J. Management Development & Training Staff. BASSIN.C. NRC - No 
Detailed Affiliation Given. Ip. 38205:181-38205:185. 


-8610100767 Mod 1, revising statement of work & increasing celling amount,to “Acquisi- 
tion Training." 

* Management Concepts, Inc. WIGGINS, E.J. Division of Contracts. NRC-1 0-86-21 7. 
86/09/09. 4pp. 38205:182-38205:185. 

8610100738 Notification of contract execution.Mod 2, to "Region V Data Entry Svcs." 
Contractor.Phoenix Inti. 

LANE,V. Contract Administration Branch (Post 860421). NRC-33-85-331 . 86/09/29. 
BASSETT, H.S. Office of Resource Management, Director. FRIGILLANA,E. NRC - No 
Detailed Affiliation Given. 1p. 38205:174-38205:176. 

-8610100742 Mod 2, obligating addl funds, to "Region V Data Entry Svcs." 

THOMAS, B.T. Phoenix International. WIGGINS,E.J, Division of Contracts. NR033.85- 
331. 86/09/29. 2pp. 38205:175-38205:176. 


8610100787 Corrected notification of contract execution: “(Comprehensive (Real-Time) 
Geophysical Data Storage & Retrieval Sys," awarded to Accu-Weather.Inc. 

HAWKINS, D.A. Contract N^tiation Branch 2 (Post 860421). FIN B-8806. NRC-33- 
86-281. 86/09/29. HILL^.L. Division of Automated Information Services. 
CARTER, J.L NRC - No Detailed Affiliation Given. 1 p. 38205:1 51 -38205:1 51 . 

8610170274 Notification of contract execution.Mod 8,to “Analysis of Safeguards Needs 
for Transport of High Level Waste." ContractonBattelle (Columbus Labs. 

PAGE.M. Contract Administration Branch (Post 860421). NRC-02-81-030. 86/10/09. 
DAVIS,J. Office of Nuclear Material Safety & Safeguards, Director. SAWYER.C. NRC - 
No Detailed Affiliation Given. 1p. 38289:109-38289:111. 


-8610170285 Mod 8, incorporating new provisional rate to, "Analysis of Safeguards 
Needs for Transport of High Level Waste." 

* Battelle Memorial Institute, Columbus Laboratories. WtGG1NS.E. Division of Con- 
tracts. NRC-02-81-030. 86/10/09. 2pp. 38289:110-38289:111. 


8610170297 Notification of contract execution: “General Modeling of Condensation for 
Reactor Applications (SBIR Phase II)” awarded to Creare,lnc. 

MCLEARBI.T. Contract Negotiation Branch 1 (Post 860421). FIN D-1703. NRC-04- 
86-1 27. 86/09/30. MORRIS, B. Division of Accident Evaluation (Post 840101). 
HOPENFELD,J. NRC - No Detailed Affiliation Given. Ip. 38289:001-38289:104. 
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-^610170303 Contract: “General Modeling of Condensation for Reactor Applications 
(SBIR Phase 11)." awarded to Creare.Inc. 

H!CKiN,R.A. Creare. Inc. HAGAN, T.F. Division of Contracts. FIN D-1 703. NRC-04.86- 
127. 86/09/30. 103pp. 38289:002-38289:104. 

8610200027 Notification of contract execution: “Improved Methods of Characterizing & 
Modeling Containment Transport Around High Level Radwaste Sites," awarded to 
Univ of Arizona. 

FLYNN, M.J. Contract Negotiation Branch 1 (Post 860421). FIN D-1 672. NRC-04-86- 
123. 86/09/29. GOLLER,K.R. Division of Radiation Programs & Earth Sciences (post 
840429). RANDALL, J. NRC - No Detailed Affiliation Given. Ip. 38299:217-38299:338. 

-8610200036 Contract: “Improved Methods of Characterizing & Modeling Containment 
Transport /Ground High Level Radwaste Sites," awarded to univ of Arizona. 

* Arizona, Univ, of, Tucson, AZ. HAGAN, T.F. Division of Contracts. FIN D-1 672, NRC- 
04-86*123. 86/09/29. 121pp. 38299:218-38299:338. 


8610200136 Notification of contract execution, Mod 5,to “Safety Regulation on Ad- 
vanced Reactors." Contractor:MlT. 

EDGEWORTH, P. Contract Administration Branch (Post 860421). FIN D-1 3 18. NRC-03- 
85-055. 86/09/24. SPEIS.T.P. Office of Nuclear Reactor Regulation, Director (post 
851125). KING,T. NRC - No Detailed Affiliation Given, ip. 38299:200-38299:201. 


-8610200148 Mod 5, extending period of performance to 861 130, to “Safety Regulation 
on Advanced Reactors.” 

DUMMER.G.H. Massachusetts Institute of Technology, Cambridge, MA. WIGGINS,E.J. 
Division of Contracts. FIN D-1318. NRC-03-85-055. 86/09/24. Ip. 38299:201- 
38299:201. 


8610200247 Notification of contract execution: “Microcomputer Software," awarded to 
Technology Svcs,lnc. 

MEEHAN, B. Contract Negotiation Branch 1 (Post 860421). FIN D-1 356. NRC-33-86- 
293. 86/09/30. HILLER,L. Division of Automated Information Services. 

MACWILLIAMS,M. NRC - No Detailed Affiliation Given. Ip. 38299:112-38299:134. 

-8610200248 Contract: “Microcomputer Software," awarded to Technology Svcs.Inc. 

* Technology Senrices, Inc. HOGAN,T,F. Division of Contracts. FIN D-1 356, NRC-33- 
86-293. 86/09/30. 22pp. 38299:113-38299:134. 


-8610290046 Mod 24,extending period of performance for Task Orders 1,14, 18,19 & 
21, to “Support Svcs for Research & Evaluation of Severe Accident Phenomenon & 
Mitigation." 

• Battelle Memorial Institute, Columbus Laboratories. WIGG1NS,E, Division of Con- 
tracts. NRC-04-84-127. 86/10/22. 2pp. 38399:324-38399:325. 

8610290392 Notification of contract execution,Mod 8,to "Developing Licensing 
Procedures,Performance Objectives & Technical Criteria for Disposal of Low Level 
Waste (LLW)." Contractor: US Ecology, Inc. 

LANE,V.M. Contract Administration Branch (Post 860421). FIN B-7000-5. NRC-02-81- 
047. 86/10/13. BROWN,R.S. Office of Nuclear Material Safety & Safeguards,Dlrector. 
ROLES,G. NRC - No Detailed Affiliation Given. Ip. 38400:242-38400:244. 

-8610290400 Mod 8, extending period of performance to 860630 & deobligating funds, to 
“Developing Licensing Procedures, Performance Objectives & Technical Criteria for 
Disposal of Low Level Waste (LLW)." 

GRASE,A. U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). WIGGINS,E.J. Divi- 
sion of Contracts. FIN B-7000-5. NRC-02-8 1-047. 86/10/13. 2pp. 38400:243- 
38400:244. 

8610290418 Notification of contract execution, Mod 13,to “Integral Sys Test Program - 
Once-Through Integral Sys & Multi-Loop Integral Sys Test Components." 
Contractor B&W. 

BELL,S. Contract Administration Branch (Post 860421). FIN B-8909. NRC-04-83-168. 
86/10/27. GUSTAVE.R. Office of Nuclear Regulatory Research, Director (Post 
860720). BECKNER.B. NRC - No Detailed Affiliation Given. Ip. 38406:132-38406:141. 

-8610290432 Mod 13, providing for within-scope changes, to "Integral Sys Test Program 

- Once-Through Integral Sys & Multi-Loop Integral Sys Test Components." 

* Babcock & Wilcox Co. WIGGINS,E. Contract Administration Branch (Post 860421). * 
Electric Power Research Institute. FIN B-8909. NRC-04-83-168. 86/10/27. 9pp. 
38406:133-38406:141. 

8610290439 Notification of contract execution,Mod 3,to “Maint & Operation of LPDR." 
ContractonWH Abel Memorial Library. 

NIEMEYER,E. Small Purchases & Regional Operations Branch (Post 860421). NRC- 
10-83-753. 86/10/24. GRIMSLEY,D. Division of Rules and Records. SOUDER,J. NRC 

- No Detailed Affiliation Given. Ip. 38406:128-38406:129. 


8610200384 Notification of contract execution,Mod 4,to “Study of Uncertainties in Sys 
Analysis Part of Seismic PRA." ContractonFuture Resources Assoc, Inc. 
EDGEWORTH.P. Division of Contracts. FIN D-1 556. NRC.04-84-138. 86/10/02. 
GUSTAVE,R. Office of Nuclear Reactor Regulation, Director (post 851125). 
NIYOGI.P.K. NRC - No Detailed Affiliation Given. 1p. 38299:003-38299:005. 

-8610200386 Mod 4.extending period of performance to 870201 & changing project 
officer,to “Study of Uncertainties in Sys Analysis Part of Seismic PRA.” 

BUDN1TZ,R.J. Future Resources Associates, Inc. WIGGINS,E.J. Division of Contracts. 
FIN D-15S6. NRC-04.84-138. 86/10/02. 2pp. 38299:004-38299:005. 

8610200396 Notification of contract execution, Mod 8.to “Review & Evaluation of Co- 
manche Peak Program Plan." Contracton Teledyne Engineering Svcs. 
EDGEWORTH.P. Division of Contracts. FIN D-1 338. NRC-03-85-067. 86/10/09. 
THOMPSON, H. Office of Nuclear Reactor Regulation, Director (post 851125). 
POSLUSNY.C. NRC - No Detailed Affiliation Given. Ip. 38299:006-38299:008. 

-8610200400 Mod 8.extending completion date to 861130,to "Review & Evaluation of 
Comanche Peak Program Plan." 

FLAHERTYJ, Teledyne Engineering Services. W1GGINS,E.J. Division of Contracts. 
FIN D-1 338. NRC-03-85-067. 86/10/09. 2pp. 38299:007-38299:008. 

8610210117 Notification of contract execution, Mod l.to “Lease/Purchase GE Black Fox 
BWR/6 Simulator." ContractonGE. 

FIELDS, J.A. Contract Administration Branch (Post 860421). NRC-05-86-169. 86/10/ 
09. BLAHA,J.L. Program Support & Analysis Staff. ROESSLER.S. NRC - No Detailed 
Affiliation Given. Ip. 38321:206-38321:208. 

-8610210126 Mod 1, extending time for installation & completion of acceptance testing 
of emergency response info sys in Section C.1.2.6. of contract at no addi cost, to 
“Lease/ Purchase GE Black Fox BWR/6 Simulator.” 

THAMES, O.E. General Electric Co. W1QGINS,E. Division of Contracts. NRO05-86- 
169. 86/10/09. 2pp. 38321:207-38321:208. 

8610270013 Notification of contract execution: “Fuel Cycle Licensing Technical Assist- 
ance," awtfded to Science Applications Inti Corp. 

SMITH,P.A. Contract Negotiation Branch 2 (Post 860421). NRC-02-87-004. 86/10/10. 
EVANS, J., LOYSEN.P. Office of Nuclear Material Safety & Safeguards,Director. Ip. 
38369:024-38369:065. 

-8610270016 (Contract "Fuel Cycle Licensing Technical Assistance," awarded to Sci- 
ence Applications Inti Corp. 

LEVlCK,M.L Science Applications International Corp. (formerly Science Applications, 
Inc.). THOMPSON, R.D. Division of Contracts. NRC-02-87-004. 86/10/10. 18 dd. 
38369:025-38369:04a 

-8610270019 Solicitation,offer & award of “Fuel Cycle Licensing Technical Assistance " 
to Science Applications Inti Corp. 

* Science Applications International Corp. (formerly Science Applications, Inc.). 
MUZ!0,B.J. Division of (Dontracte. NRC02-87-004. 86/02/11, 23pp. 38369-043- 
38369:065. 

8610280269 Notification of contract execution, Mod 8.to “GSA Board of Contract Ap- 
peals." ContractonGSA. 

LnTLE,M. Contract Adnriinistration Branch (Post 860421). NRC-1 0-82-361. 86/10/21 
SPRINGER, M,L. Office of Administration. THOMPSON,R.D. NRC - No Detailed Affili- 
ation Given. Ip. 38387:202-38387:203. 

-8610280271 Mod 8, extending period of performance to 870930, to “GSA Board of 
Contract Appeals." 

SUCHANEK,LJ. General Services Administration. WIGGINS,E.J. Division of Contracts 
NRC-10-82.361. 86/10/21. Ip. 38387:203-38387‘J203. i 


-8610290442 Mod 3, deobligating remaining balance.to “Maint & Operation of LPDR." 
MCCLEARY,L. Montesano, WA. HAGEY.H. Division of Contracts. NRC-1 0-83-753. 86/ 
10/24. Ip. 38406:129-38406:129. 

8610300028 Notification of contract execution: "Conversion & Implementation of Con- 
tract Preparation Sys." awarded to CRC Sys.inc. 

MCLEAREN.T. Contract Negotiation Branch 1 (Post 860421). FIN D-1 428. NRC-33- 
86-291. 86/08/29. HILLER, L. Division of Automated Information Services. ABBOTT, C. 
NRC - No Detailed Affiliation Given. Ip. 38406:302-38407:042. 

-8610300036 Contract: "Conversion & Implementation of Contract Preparation Sys," 
awarded to CRC Sys.inc. 

* CRC Systems, Inc. HAGAN, T.F. Division of Contracts. FIN D-1 428. NRC-33-86-291. 
86/08/29. 100pp. 38406:303-38407:042. 

8610300310 Notification of contract execution, Mod 5, to "Dresden & Perry Simulator." 
ContractonGE. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN B-8713. NRC-05-84- 
159. 86/10/01. BOYD.S. Office of Inspection & Enforcement, Director (Post 820201). 
ROESSELER.S. NRC - No Detailed Affiliation Given. Ip. 38409:055-38409:057. 

-8610300319 Mod 5, extending period of performance from 831205 through 870930, to 
“Dresden & Perry Simulator.” 

GRIMME.W. General Electric Co. WIGGINS.E.J. Division of Contracts. FIN B-8713. 
NRC-05-84-159. 86/10/01. 2pp. 38409:056-38409:057. 

8610300312 Notification of contract execution, Mod l.to "Hydrological (Coastal) Reviews 
of Operating Reactors (I) & Case Reviews." Contractor: Dept of Army. 

EDGEWORTH.P. Contract Administration Branch (Post 860421). FIN B-8676. NRC-03- 
84-064, 86/10/17. FUNCHES.J.L Planning & Program Analysis Staff (post 851125). 
BERKSON.H. NRC - No Detailed Affiliation Given. 1p. 38409:168-38409:170. 

-8610300323 Ltr Contract NRC-03-84-064,Mod 1, extending period of performance until 
870930, to “Hydrological (Coastal) Reviews of Operating Reactors (I) & Case Re- 
views." 

WIGGINS, E.J. Contract Administration Branch (Post 860421). FIN B-8676. NRC-03- 

84- 064. 86/09/24. WHALIN.R. Army, Dept. of. 2pp, 38409:169-38409:170. 

8610300357 Notification of contract execution, Mod 1,to "Test Methods for Identifying 
Shaft Cracks." ContractorREM Technologies, Inc. 

COLEMAN, R. Contract Administration Branch (Post 860421). FIN D-1 706. NRC-04-86- 
130, 86/10/21. GUSTAVE, R. Office of Nuclear Regulatory Research, Director (Post 
860720). MUSCARA.J. NRC - No Detailed Affiliation Given. Ip. 38408:357-38408:358. 

-8610300361 Mod 1, reflecting correct final payment amount, to "Test Methods for Iden- 
tifying Shaft Cracks." 

HARTUNG.E.C. REM Technologies, Inc. W1GGINS.E.J. Division of Contracts. FIN D- 
1706. NRC-04-86-130. 86/10/21. Ip. 38408:358-38408:358. 

8610300365 Notification of contract execution, Mod 2,to “Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant.” Contractor:Unlv of Nevada- 
Reno,MacKay School of Mines. 

MEARSE,S.D. Contract Administration Branch (Post 860421). FIN D-1 325. NRC-03- 

85- 059. 86/10/20. DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 
851125). GIESE-KOCH.G. NRC - No Detailed Affiliation Given. Ip. 38409:138- 
38409:140. 

-8610300370 Mod 2, providing incremental funding, to "Earthquake Potential & Max 
Credible Earthquake for Diablo Canyon Power Plant." 

* Nevada, Univ. of. MacKay School of Mines, Reno, NV. W1GGINS,E.J. Division of 
Contracts. FIN D-1 325. NRC-03-85-059. 86/10/20. 2pp. 38409:139-38409:140. 


8610290042 Notification of contract execution, Mod 24, to “Support Svcs for Research & 
Evaluation of Severe Accident Phenomenon & Mitigation." ContractorrBMI 

Adminfetration Branch (Post 860421). NRC-04-84.127. 86/10/22. 
GUSTAVE,R. Office of Nuclear Regulatory Research, Director (Post &60720i 

SCOTT.H. NBC- No OetafiedAffAiationfewen^p. 38399:323-3^99:325^^^^ eeo^ZO). 


8610300374 Notification of contract execution.Mod 6.to “Technical Assistance for Eval- 
uation of DOE Proposal for Monitored Retrievable Storage." ContractonEbasco 
Svcs, Inc. 

PAGE,M. Contract Administration Branch (Post 860421). NRC-02-85-010. 86/10/21. 
BROWN, R.S. Office of Nuclear Material safety & Safeguards, Director. CLARK, A.T. 
NRC - No Detailed Affiliation Given. 1p. 38409:104-38409:105. 
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-8610300377 Mod 6, extending contract through 861231 at no addi cost.to “Technical 
Assistance for Evaluation of DOE Proposal for Monitored Retrievable Storage.” 

* Ebasco Services. Inc. (subs, of Enserch Corp.). WIGGINS, E.J. Division of Contracts 
NRC-02-85-010. 86/10/21. Ip. 38409:105-38409:105. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8610010131 Further response to FOIA request for documents re util Corrective Action 
Rept T.Forwards RP Denise 850304 memo. Other documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. STEPHENS, S. Nuclear 
Awareness Network. Ip. 38071:001-38071:006. 

8610030364 FOIA request for documents re which generic safety issues or USls would 
or would not have to be resolved prior to granting standardized design approval &/or 
combined CP/OL. 

ADATO,M. Union of Concerned Scientists. 85/05/29. FELTON, J.M. Division of Rules 
and Records. Ip. 37677:254-37677:254. 

8610030371 Partial response to FOIA request.Fonwards App A documents. Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/24. ADATO.M. Union of Con- 
cerned Scientists. 3pp. 37677:255-37678:071. 

-8212150306 Forwards list of licensing actions to be considered In EPRI LWR stand- 
ardization program. 

HANAUER.S.H. Division of Safety Technology (800428-851124). 82/11/19. 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 19pp, 
37678:161-37678:179. 

-8406210017 Summary of NRC Policy Committee/ EPRI Steering Committee for LWR 
Standardization Plant Design Evaluation fifth quarterly meeting on 840523 In 
Bethesda,MD.List of attendees & viewgraphs end. 

MORAN.D.H. Standardization & Special Projects Branch. 84/06/12. THOMAS, C.O. 
Standardization & Special Projects Branch. 20pp. 37678:072-37678:091. 

-85032S0129 Summary of 841205 meeting w/EPRI Util Steering Committee for LWR 
Standardized Plant Design Evaiuation.Commission approval of resource expenditures 
contingent on EPRI presentation conveying rapid progress. 

MORAN.D.H. Standardization & Special Projects Branch. 85/01/23. THOMAS, C.O. 
Standardization & Special Projects Branch. 35pp. 37678:092-37678:126. 

-8504020447 Responds in part to 850222 Staff Requirements Memo M850207A re re- 
quests made at 850207 Commission meeting concerning standardization. Viewgraph 
summarizing uses of standardization to date end. 

DIRCKS,W.J. Office of the Executive Director for Operations. M850207A. 85/03/18. 
PALLADINO, ROBERTS, ASSELSTINE Commissioners. 5pp. 38282:105-38282:109. 

-8506170604 Summary of 85041 1 meeting w/EPRI util steering committee for LWR std 
plant design evaluation in 8ethesda,MD re status of EPRI/industry advanced LWR 
program & safety & licensing issue status. 

MORAN.D.H. Standardization & Special Projects Branch. 85/06/04. THOMAS, C.O. 
Standardization & Special Projects Branch. 22pp. 37678:127-37678:160. 

-8506170610 Forwards expanded write-ups for shutdown DHR.ECCS methodology & 
high strength bolting topics. Discussion of expanded formats & contents at 850411 
NRC Policy Committee/ EPRI util steering committee meeting requested. 

BURSTEIN.S, Electric Power Research Institute. 85/04/04, DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (pre-SS1 125). 12pp. 37678:149-37678:160. 

-8610160363 Forwards corrected Page 3 to 850328 Itr, reflecting more accurate number 
of 10% for derate re changes in design inlet cooling water temp. 

STASZESKY.F.M. Bechtel Corp. 85/04/04. PALLADINO, N.J., ROBERTS.T.M., 
ASSELSTINE, J.K, Commissioners. 3pp. 38281:289-38281:318. 


-8506170604 Summary of 86041 1 meeting w/EPRI util 
plant design evaluation in Bethesda.MD re status of IpS?P for LWR std 

program & safety & licensing issue status. t»^Hi/»ndustry advanced LWR 

MORAN.D.H. Standardization & Special Projects 

Standardization & Special Projects Branch. 22pp. 3767^i27.3%78^-16b^*^*^*^^^’^‘^‘ 

-8506170610 Forwards expanded write-ups for shutdow/n r>uo 
high strength bolting topics.Discussion of expanded methodology & 

Nftc Policy Committee/EPRI util steering cornK mLZr. ./ 

BURSTEIN,S. Electric Power Research InSe lsTn^ ml 
Nuclear Reactor Regulation, Director (pre-851 125). I 2 pp. 37678^149^ 7 ^’ 

-8610160363 Forwards corrected Page 3 to 850328 Itr 

«^®fate re changes in design inlet cooling number 

STASZESKY.F.M. Bechtel Corp. 85/04/04 P ALLA n Sn'i. . 

ASSELSTINE.J.K. Commissioners 3pp. 38281 ROBERTS.T.M.. 

-8610160365 Urges Commission consideration of imniirati^r.^ x-. 
of deliberation to establish NRC policy re definition of ss part 
730620 Itr. h y e aennioon of standardization.per end DOJ 

STASZESKY.F.M. Bechtel Corp. 85/04/01. BERNTHAi en 
38281:319-38281:323. ^^J^iHAL.F.B. Commissioners. 5pp. 

-8610160367 Expresses concerns re proposed NRC o 

Standardization Act of 1985,” Proposal would und^rS Licensing & 

sonably restrict public participation in licensing ^ 

ASSELSTINE.J.K. Commissioners. 85/03/11 STAFFOR^I^t'S®'^ «nfo end. 

Public Works, SIMPSON. HART Senate. 52pp. 3828l^24.3828lo'l4 ^ 

-8610160374 NP-3569 “Evaluation of Nuclear Power Plant *■ r. 

final rept.Related info end. ^ Standardization Concepts," 

NICKELUR.E. Bechtel Corp. 84/06/30. 90pp. 38282:015*38282*104 

8610030494 FOIA request for documents re Region || reaufi^t woes . 
concerning proposed violation for shutdown coolina sv?a assistance 

sys made in 1986. ® ® component cooling water 

CONNOR, L Doc-Search Associates. 86/05/21 Divkinn a* . 

37678:356-37678:356. division of Rules and Records. Ip. 

8610030502 Final response to FOIA request for documam . 

to rnlVS r~sib! 

A$so<^^'?p!*3%78^57-37678!357l'' CONNOH,L Doc-Search 

request for documents re Enforcement Action an nno 
GARDE.B.P. Government Accountability Project. ST-Se-OM a 

ministration. 2pp. 38113:350-38113:351! ° ®®'^05/22. Office of Ad- 

8610060088 Responds to FOIA request for documents ra a *■ 

009.Forwards App A documents.App B document available 11 ^ 0 ^ 0 ^'^®^^ 
withheld (ref FOIA Exemption 5). available in PDR.App C documents 

GRIMSLEY.D.H. Division of Rules and Records, EA.B 6-009 aR/na/oA r^Aonc o » 
Government Accountability Project. 5pp. 381 13 : 352 - 3811 3 - 357 °°^^^^^®’ 

—8610060108 Press Release 86-30, announcing prooosaH riwii 
$370,000 due to failure to assure QC inspactom^SrganizL^^^^^ flT 

problems & util failure to comply w/const & QA ^ stional freedom to identify 

WISNER.C.E. Region 4, Office of Director. 85/05/02. ip. 38113 : 357 . 38113:357 

™ * adiacen* Plar.t,Ccok 

SJX»30^^38»7“' “"“ton Rxlea and 


-8610160365 Urges Commission consideration of implications of antitrust laws as part 
of deliberation to establish NRC policy re definition of standardization.per end DOJ 
730620 Itr. 

STASZESKY.F.M. Bechtel Corp. 85/04/01. BERNTHAUF.B. Commissioners. Spp. 
38281:319-38281:323. 


8610060132 Partial response to FOIA request for documents mi imc/-' o 

jacent plant.Forwards App A documents. Documents in Aon B flvai!fh£ ^®®DnD® ^ 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/2^6 9.'^' m 

Dispatch, Tarentum, PA. 5pp. 38130:038-38130:135. Valley News 


-8610160367 Expresses concerns re proposed NRC "Nuclear Power Plant Licensing A 
Standardization Act of 1985.” Proposal would undermine current safety stds & unrea- 
sonably restrict public participation in licensing proceedings-Related Info end. 
ASSELSTINE, J.K. Commissioners. 85/03/11. STAFFORD.R.T. Senate, Environment & 
Public Works. SIMPSON, HART Senate. 52pp. 36281 :324.38282;014. 


vv f 9 


tion of Nuclear Matls & Equipment Corp by B&W & underSnriInn thi? ISvIvSif 
amend or AEG authorization needed for sale of stock to license 

CAMERON, W.A. Atlantic Richfield Co. (ARCO). 71/10/21 aiwNuwr*UAM q e a* • 
Energy Commission. Ip. 38130:043.38130:043. CUNNINGHAM, R.E. Atomic 


-8610160374 NP-3569 “Evaluation of Nuclear Power Plant Standardization Concepts," 
final repLRelated info end. 

NICKELL.R.E. Bechtel Corp. 84/06/30. 90pp. 38282:015-38282:104. 


-8212150306 Fonvards list of licensing actions to be considered In EPRI LWR stand- 
ardization program. 

HANAUER,S.H. Division of Safety Technology (800428-851124). 82/11/19. 
DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-051125). 19dd. 
37678:161-37678:179. ^ 


" 2®4lTs?.9a^®^^^^ of Pu-238.Am. 

BLAIR, M.G. Atlantic Richfield Co. (ARCO). 24844. 71/10/2S niwwiMruAM d md/- 
No Detailed Affiliation Given. 2pp, 38130:044-38130:045. CUNNINGHAM, R. NRC - 

-8610060151 Application for licensee, authorizing use of Sr-SO u a Am oai f«r 

developmenUestlng&mfgofthermoelectrlcgenerSs ^ Am. 24 i for 

^ Atlantic Richfield Co, (AR&). 24844. 71/10/26. 29pp- 38130:046- 


-8M6210017 Summary of NRC Policy CommIttee/EPRI Steering Committee for LWR 
Standardization Plant Design Evaluation fifth quarterly meeting on 840523 in 
Bethesda,MD.List of attendees & viewgraphs end. 

MORAN.D.H. Standardization & Special Projects Branch. 84/06/12. THOMAS.C.O. 
Standardization & Special Projects Branch. 20pp. 37678:072-37878:091 . 

-8503250129 Summary of 841205 meeting w/EPRI Util Steering Committee for LWR 
Standardized Plant Design Evaiuation.Commission approval of resource expenditures 
contingent on EPRI presentation conveying rapid progress. 

MORAN, O.H, Standardization & Special Projects Branch, 85/01/23. THOMAS.C.O. 
Standardization & Special Projects Branch, 35pp, 37678:092-37678:126. 

-8504020447 Responds In part to 850222 Staff Requirements Memo M850207A re re- 
quests made at 850207 Commission meeting concerning standardizatlon.Vlewgraph 
summarizing uses of standardization to date end. ^ ^ 

Executive Director for Operations. M860207A, 85/03/18. 
PALLADINO, ROBERTS, ASSELSTINE Commissioners. 5pp. 38282:105-38282:109. 


71/11/05, BSrM.Q. Atlantto Rbhfleld 

-8611^0165 License 37-14916-01 for ARCO Nuclear Co authori^ino Am oai cir 
^ U-238 sealed aourcee (or devetopment,testlr^ & genera- 

BUCHANAN.C.R. Materials Licensing Branch, 71/10/05. 3pp. 38130:076-38130:078. 

-8610060176 Discusses Insp of License 37-14916*01 on 79 Qftin a 
of noncompliance.Steps taken to correct noncompllanTOreouested^^IJ^ 

O’REILLY J.P, Atomic Eneroy Commission. 72/09/21 H(Sma^^^^ 

Co. (ARCO). 2pp. 381 30:079-381 30:080. ^u^-aMMAN.B. Atlantic Richfield 
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-8610060185 Ack receipt of 720926 & 1010 Itrs informing NRC of action taken to cor- 
rect noncompliance noted in insp of License 37-1 491 6-01 .Corrective action will be 
verified during next insp. 

0‘REILLY,J.P. Atomic Energy Commission. 72/10/26. HOCHMAN.B- Atlantic Richfield 
Co. (ARCO). Ip. 38130:082-38130:082. 

-8610060190 Fonwards 721010 & 0926 Itrs clarifying discontinuance of beta & gamma 
hand meter surveys around perimeter of facility, per telcon. 

BLAIR, M.G. Atlantic Richfield Co. (ARCO). 72/10/10. BRANDKAMP.F.N. Region 1, 
Philadelphia, Office of the Director. 1p. 38130:083-38130:083. 

—8610060195 Responds to noncompliance noted during 720810 insp of License 37- 
1491 6-01 .Corrective actions-.Emergency Procedure EC-1 of radiological assistance 
program revised. 

BLAIR, M.G. Atlantic Richfield Co, (ARCO). 72/10/10. O'REILLY, J.P. Region 1. Phila- 
delphia. Office of the Director. Ip. 38130:084-38130:084. 

—8610060200 Responds to noncompliance noted during 720810 insp of Ucense 37- 
149 16-01. Corrective actions:Emergency Procedure Eu-1 of radiological assistance 
program revised. 

BLAIR.M.G. Atlantic Richfield Co. (ARCO). 72/09/26. 0*REILLY,J.P. Region 1, Phila- 
delphia, Office of the Director. Ip. 38130:085-38130:085. 

—8610060206 Notice of violation from insp on 780222.Violation noted; receipt of & use 
of Cd-109 sealed source in thickness gauge not authorized by license. 

* Region 1, Philadelphia, Office of the Director. 78/06/08. Ip. 38130:088-38130:088. 

-8610060210 Ack receipt of 780516 Itr informing NRC of corrective actions taken to 
correct violation noted in insp of License 37-14916-01. 

MCCLINTOCK,R.O. Region 1, Philadelphia. Office of the Director. 78/05/25. 
RECCHIA,A.- Atlantic Richfield Co. (ARCO). Ip. 38130:089-38130:089. 

-8610060215 Advises that corrected Amend 12 to License 37-14916-01 includes use of 
Cd-109 sealed source,in response to 780308 Itr.Reissuance of amend resolves infrac- 
tion detected in Insp 78-01 on 780222. 

RECCH1A,A.L. Atlantic Richfield Co. (ARCO). 78/05/16. DAVIS, J. Region 1, Philadel- 
phia, Office of the Director. Ip. 38130:090-38130:090. 

-8610060221 "Research Protocol for Clinical Investigation of ARCO Nuclear Nu-5 

* Atlantic Richfield Co. (ARCO). 74/03/25. 17pp. 38130:091-38130:107. 

-8610060227 "Radioisotope Powered Cardiac Pacemaker Program Final Rept on Clini- 
cal Studies of Nuclear Pacemaker Model Nu-5." 

* Atlantic Richfield Co. (ARCO), AT(11-1)-3057. 80/06/30. 28pp. 38130:108- 
38130:135. 

-8610060974 Discusses Insp 78-01 of License 37-14916-01 on 780222 & forwards 
notice of violation.Steps taken to correct violation requested within 20 days. 
MCCLINTCXiK.R.O. Region 1, Philadelphia. Office of the Director. 78/03/08. 
RECCHIA.A. Atlantic Richfield Co. (ARCO). Ip. 38130:086-38130:087. 

8610060421 Responds to FOIA request for three categories of documents re plant. App 
A documents withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. PUNTENNEY,J.E. Safe 
Energy Coalition of Michigan. 3pp. 38112:230-38112:233. 

8610060423 Appeals denial of FOIA request. 

PUNTENNEY,J.E. Safe Energy Coalition of Michigan. 86/08/19. Office of the Secre- 
tary of the Commission, ip. 38113:331-38113:331. 

8610060448 Responds to appeal of denial of FOIA request for documents re ptants.App 
A documents partially or completely withheld (ref FOIA Exemption 5). 

CHILK,S.J. Office of the Secretary of the Commission. 86/09/25. PUNTENNEY.J.E. 
Safe Energy Coalition of Michigan. 3pp. 38113:332-38113:338. 

8610060811 FOIA request for documents re NRC investigation of radioactive blue topaz 
& other colored gems which began in 1981.W/copyrighted matl. 

SLILLIVAN,P. Affiliation Not Assigned. 84/12/16. Office of Administi-ation. 2pp. 
38113:023-38113:029. 

8610060823 Partial response to FOIA request for documents re NRC investigation of 
radioactive blue topaz & other colored gems which began in 1981. Forwards App A 
documents w/exception of copyrighted matl. 

FELTON. J.M. Division of Rules and Records. 85/03/12. SULLIVAN.P. Affiliation Not 
Assigned. 2pp. 38113:030-38113:077. 

-8610060837 Discusses radioactive blue topaz gems.lnvestigation warranted to deter- 
mine vol of radioactive blue topaz gems in US.IE should assume lead respon^bility for 
investigation. Related info end. 

CARLSON.R.T. Region 1, Office of Director. 82/04/26. FORTUNA,R. Office of In- 
spection & Enforcement, Director (Post 820201). 29pp. 38113:032-38113:060. 

-8610060851 Requests addi info re origin of blue topaz gems imported from Brazil, prior 
to further NRC inquiries w/Gemological Inst of America into radioactivity of gems. 

No Detdied Affiliation Given. 81/12/30. Brazil, GovL of. 4pp. 


8610060939 FOIA request for documents re GAO rept, "Inti Response to Nuclear 

MTRPIf?|!^NuoiS''lnformation & 86/08/13. GRIMSLEY.D. Dlvi- 

Sion of Rules and Records. 2pp. 381 12.225.381 12.226. 

ftfiinnfinQd«5 Rp«snr>nds to FOIA request for documents re GAO rept, "Inti Response to 
Nuclear Power Safety Concerns." Forwards table indicating breakdown of plant sys 
involved in°l51 incidents. Stated info withheld (ref FOIA Exemption 4). ^ 

GRIMSLEY.D.H. Division of 38i?l429''^®‘ Nuclear Infor- 

mation & Resource Service. 2pp. 38112.227-381 12 . 229 . 

-8610060947 Page 35 of App I. "Sys in Nuclear Power Reactors in Other Countries W/ 

TA“uXr®.;aS«?nfi “aud^oro^ol Sg'aKN'rSS’l Ss?S=n^i 

aSROE^V^GSe^ Accoun^^^^ Offloa of the 

Executive Director for Operations. 3pp. 38127.227-38127.229. 

8610070172 Responds to 860324 Itr appealing NRC lack of response to FOIA 
requestListed C)fc of Inspector & Auditor repts for ^^83,1984 & 1985 in PDR in Folder 
FOIA-85-334 (Adato),per 860924 telcon & in response to 860304 FOIA request. 
GRIMSLEY.D.H. Division of 86/09/26. GARDE, B.P. Government 

Accountability Project. 1p. 38127:230-38127:230. 

8610070178 FOI/^ request for all records re audits done by Ofc of Inspector & Auditor 

GARD^y.K^Gov^rn^ Accountability Project. 86/03/04. Office of Administration. 
2pp. 38127:231-38127:232. 

8610070306 Appeals 860812 denial of FOIA requests. Description of withheld docu- 

GA^E^.R^vernment Accountability Projert. 86/08/26 STELLO.V. Office of the 
Executive Director for Operations. Ip. 38129.254-38129:267. 

8610070309 Responds to 860826 appeal of 860812 denial of FOIA requests for listed 
documents. Previously partially withheld document L-2 released. Documents L-1 & L-4 

partially withheld & L-3 completely withheld. 

CHILK,S.J. Office of the Secretary of the Commission. 86/09/26. GARDE.B.P. Gov- 
ernment Accountability Project. 2pp. 38129:268-38129:296. 

-8610070314 Comments on DOE proposed rulemaking interpreting definition of byprod- 
uct matl. ^ X a ^ 

STELLO.V. Office of the Executive Director for Operations. 86/01/13. 16pp 
38129:270-38129:296. 

8610070325 Appeals 860812 denial of FOIA requests. Reconsideration of documents 
withheld ref Exemptions 2 & 6 requested. ^ , 

GARDE.B.P. Government Accountability Project. 86/08/25. STELLO.V. Office of the 
Executive Director for Operations. 2pp. 38129:213-38129:214. 

8610070333 Partial response denying 860825 appeal of 860812 denial of FOIA 
requestPreviously withheld docurnent identified as App E, Number 27 remains withheld 
(ref FOIA Exemption 4).Detailed description of document end. 

STELLO.V. Office of the Executive Director for Operations. 86/09/29. GARDE.B.P 
Government Accountability Project. 3pp. 38129:215-38129:245. 

8610080005 FOIA request for all records which form basis for NUREG-0956 conclusion 
on Mark I containment in severe accidents & post-OL license records re analysis or 
evaluation of containment or related sys of Vermont Yankee reactors. 

CURRAN, D. Harmon & Weiss. 86/07/31. GRIMSLEY.D.H. Division of Rules and 
Records. 3pp. 38142:324-38142:326. 

8610080006 Responds to FOIA request for all records which form basis for NUREG- 
0956 conclusion about Mark I containment in severe accidents. End App A documents 
available In PDR.App B documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. CURRAN, D. Harmon & 
Weiss. 4pp. 38142:327-38143:304. 

-8310310103 Forwards Mechanical Engineering Branch safety evaluation of Mark I con- 
tainment long-term program, excepting vacuum breakers.Mod8 approved. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering (Post 830201 i 
83/10/24. LAINAS,G.C. Assistant Director for Operating Reactors. 5pp. 38142-331- 
38142:335. 

-8606110465 Responds to HR Denton 860523 memo re review of NUREG-0660 issues 
resulting from Chernobyl accident. List of new potential generic issues for consider- 
ation enci.indudlng storage & use of highly flammable combustible gases. 

LAINAS,G.C. Assistant Director for Technical Support (BWR). 86/05/28. KNIEL K 
Safety Program Evaluation Branch. 15pp. 38143:139-38143:155. ’ 

-8606250581 Discusses PRA analysis.NRC worked w/IDCOR to develop methodoloov 
less expensive & time consuming than full PRA. Methodology will be aoDlied to snaciiL 
Ic plants, following NRC review & approval. ^ 

MULLER, D.R. BWR Project Directorate 2. 86/06/20. MURLEY.T.E. Realon 1 Office 
of Director. 2pp. 38143:156-38143:157. 

-8610080019 Draft "Preliminary Analysis of Radiological Monitoring Data From Accident 
at Chernobyl Nuclear Power PlaiJ.” Status briefing on Chernobyl nuclear accident 
presentation to Commission on 860513 end. 

MCKENNA,T. Incident Response Branch. HOGAN, R. Emergency Preoaredness 
Branch. MEINKE,W. Office of Nuclear Reactor Regulation, Director (post 8511251 86/ 
05/16. 163pp. 38142:336-38143:138. ' 8b/ 

-8610080051 Requests response to two addI questions on NRC evaluation of 
plant.induding explanation of H Denton statement re ability of Mark I containments to 
survive severe accident. NRC response end. ^ 

PAULL,P.L. Vermont, State of. 86/06/26. LOHAUS,P. Region 1, Office of Director 
4pp. 38143:158-38143:161. » . ur uirecror. 

-8610080054 "High Risk:GE Mark 1 Pressure-Suppression Design." Public Citizen Dress 
release re natl coalition of citizen groups petitions NRC to revoke CPs for new nuclei 
plants end. 

COATES, J. Vermont Public Interest Research Group, 86/06/25. 21pp. 38143:162- 
38143:182. 
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-8610080059 Expresses appreciation for NRC cooperation re State of VT study of plant 
containment sys. 

KUNIN.M.M. Vermont, State of. 86/07/01. DENTON.H. Office of Nuclear Reactor 
Regulation, Director (post 851125). ip. 38143:183-38143:183. 

-8610080064 Summary of 860630 meeting w/util & governor of State of VT in 
Montpelier, VT re 90% conditional failure probability of Mark I containments, given full 
core melt accident. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/07/ 
01. STELLO,V. Office of the Executive Director for Operations. 1p. 38143:184- 
38143:184. 

-8610080070 Forwards notice of 860806 meeting w/util & State of VT in Bethesda,MD 
to discuss status of Mark I containment safety study. Vermont Yankee containment 
safety study & safety objectives end. 

HOUSTON, R.W. Assistant Director for Technical Support (BWR). 86/07/15. 
STELLO.V. Office of the Executive Director for Operations. 32pp. 38143:185- 
38143:223. 

-8610080073 "Both US & Soviet Reactors Can Cause Disaster.” 

POLLARD,R.D. Union of Concerned Scientists. 86/05/19. Ip. 38143:224-38143:228. 

-8610080082 Forwards Task Force review of bypass effects in GE pressure suppres- 
sion containments.Acceptance of pressure suppression containment by all elements 
of nuclear field, including ACRS. firmly embedded in conventional wisdom. 
HENDRIE,J.M. Atomic Energy Commission. 72/09/25. O’LEARY, J.F. Atomic Energy 
Commission. 14pp. 38143:229-38143:304. 


Forwards review of JW Cook 820422 Itr to HR Denton on response to 
'’® borated water storage tank & svc water pump structure. 
POIJLOS,S.J. Geotechnical Engineers, Inc. 81907-7. 82/05/12. KANE,J. Division of 
Engineenng (pre-851125). 4pp. 38141:349-38141:359. 

-82(^100354 Requests info re spring stiffness computations as followup to 820118-19 
audit re facility underpinning. 

G®ot®chnical Engineers, Inc. NRC-03-82-092. 81907-2. 82/01/28. 
KANE,J. Division of Engineering (pre-851125). 2pp. 38141:335-38141:337. 

-8206100357 Requests info for 820201-05 audit for Ucense Condition 5 re facility 
forwarded after 820128 site visit. 

Geotechnical Engineers. Inc. NRC-03-82-092. 81907-1. 82/01/28. 
KANE,J. Division of Engineering (pre-851125). 10pp. 38141:338-38141:348. 

-8207220212 Requests written answers to M Sinclair 820618 
branches marked next to relevant questions. 

ADENSAM,E.G. Licensing Branch 4. 82/07/09. NRC - No Detailed Affiliation Given. 
20pp. 38142:010-38142:049. 

-8610080142 Forwards background info on Kerr-McGee & major issues of emergency 
preparedness at nuclear power plants in Region Ill.State activities & highlights for nu- 
clear power plants in Region III also encl.Supporting documentation end. 

TRINER.EG. Division of Budget & Analysis. 83/09/08. HALLER.N.M. Commissioners. 
35pp. 38142:054-38142:087. 


8610080077 Supplemental FOIA request for documents supporting listed allegation 
cases, as extension to FOIA Request 85-161. 

STEPHENS, S. Nuclear Awareness Network. 85/08/20. BROWN.N. Office of Adminis- 
tration. Ip. 38144:001-38144:003. 

8610080080 Fourth partial response to FOIA request for Region IV allegation data forms 
& background records.Portions of App E & F documents forwarded & available in PDR 
& App G & H documents withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. STEPHENS,S. Nuclear 
Awareness Network. 6pp. 38144:004-38144:023. 

-8610080084 Partially withheld Itr extending appreciation for cooperation re const 
deficiencies.lnsp R^t 50-483/84-30 discussing technical concerns encl.Other con- 
cerns forwarded to Regions II & IV. 

WEIL,C.H. Region 3, Office of Director. 84/09/28. Affiliation Not Assigned. Ip. 
38144:013-38144:013. 

-8610080088 Partially withheld memo re Section 210 complaint against utii.No enforce- 
ment action should be initiated until Dept of Labor enforcement process 
completed.Supporting documentation end. 

BROWN.W.L Region 4, Office of Director. 83/10/03. WESTERMAN,T.F. Region 4, 
Office of Director. 10pp. 38144:014-38144:023. 

8610080128 Further response to FOIA request for 16 categories of records re 
facilities-Forwards App D & E documents. Documents also available in PDR. 
QRiMSLEY,D,H. Division of Rules and Records. 86/09/26. RICE.C.M. Kirkland & Ellis. 
5pp. 38140:150-38142:169. 

-7906290547 Summary of 790201 Affirmative Session 79-2 in Washington, DC re SECY- 
79-1 7, FOIA appeal of A Kranish & settlement & termination of special proceeding. 
CHILK,S.J. Office of the Secretary of the Commission. 79/02/05. BICKWIT,L Office 
of the General Counsel. Ip. 38140:165-38140:165. 

-8007310687 Discusses matters to be addressed prior to 790702 evidentiary 
hearing.NRC prepared to assist ASLB in appropriate manner.Conference scheduled 
for 790615 to discuss record,discovery by deposition & transcripts. 

OLMSTEAD,W.J. Hearing Branch 4. 79/06/14. MILLER,M.E., LUEBKE,E.A., 
LEEDS,J,V. Atomic Safety and Licensing Board Panel, 2pp. 38140:166-38140:167. 

-8012100660 Transcript of JD Kane 801015 deposition in Detroit, Mi,Voi 2. Pp 1-209. 
KANE,J.D. Hydrologic & Geotechnical Engineering Branch. OL. 80/10/15. 209pp. 
38140:335-38141:183. 

-8012100667 Transcript of JD Kane 801014 deposition in Detroit, MI.Vol 1. Pp 1-154a. 
KANE,J.P. Hydrologic & Geotechnical Engineering Branch, OL. 80/10/14. 155pp. 
38140:181-38140:334. 

-8012120401 Forwards overview of Geosciences Branch workload, w/priority 
indicated.Requests assistance w/scheduling ACRS & hearings. 

JACKSON,R.E. Geosciences Branch. 80/10/06. ROE.J. Division of Licensing 
(800428-851124). 7pp. 38140:174-38140:180. 

-8101290035 Requests util be ordered to distribute Bechtel rept re cost-benefit analysis 
& ASLB should promptly reopen hearings on continued operation of units. 

CHERRY, M.M. Cherry, M.M./Cherry, Flynn & Kanter. 80/02/14. MILLER,M,E.. 
SMITH, I.W. Atomic Safety and Licensing Board Panel. 3pp. 38140:168-38140:173. 


-8610080145 Advises not to do any housecleaning of paperwork re Zack,due to inter- 
rogatories & document production pending. 

WILCOVE,M.N. Office of the Executive Legal Director (Pre 860701). 84/03/13. 
SPESSARD,R., DANIELSON,D., HAWKINS.F. NRC - No Detailed Affiliation Given. 
78pp. 38142:088-38142:169. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & 0 documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA ^emptions 4 & 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 13pp. 38252:239-38253:262. 

-8507020375 Discusses review of current cleanup schedule & implications of delay for 
installation & testing of components necess^ for defueling sys.Com mission should 
take no action at present. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/06/19. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 6pp. 38253:041-38253:065. 

-8602040524 Responds to 851211 directive that NRC prepare analysis of Jul to Oct 
1985 delay in initiation of defueling activities. Staff concludes licensee efforts reasona- 
ble & several month delay should not affect cleanup schedule. 

STELLO.V. Office of the Executive Director for Operations. 86/01 /29. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 5pp. 38253:036-38253:040. 

-8602130506 Forwards draft test application of Tech Spec Improvement Project (TSIP) 
Tech Spec selection crlteria,in response to 860121 request.Plans for testing TSIP cri- 
teria include trial application to both Wolf Creek & Limerick. W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:072-38253:072. 

-8602140088 informs that integral plan for use of source term info & implementation of 
policy statement on severe accident re existing plant exam & role of PRAs in new 
plant applications in mgt review stage.Pian vnll be forwarded by 860228. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 38253:066-38253:067. 

-8602190554 Responds to 860130 request for info re sys for tracking CP expiration 
dates.Mechanism for tracking CP expiration dates in OL review mgt rept will be estab- 
lished & project managers will be instructed to notify licensee 3 months before date. 
STELLO.V. (Office of the Executive Director for Operations. 86/02/12. PALLADINO 
Commissioners. 2pp. 38253:076-38253:077. 

-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10 

THOMPSON,H.L TVA Oversight Group. 86/01/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement, Director (Post 820201). OLSHINSKl,J.A. Region 2, Office of Director. 4pp. 
38253:079-38253:082. 

-8603120420 Forwards Itr transmitting Manual Chapter MC-0514,issued to all power re- 
actor licensees.Ltr informs of public workshops to be conducted in conjunction w/AlF 
in late Apr or May. Manual also distributed to regional ofcs.W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/03/04. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:014-38253:014. 


-8103160897 Submits IE 810105 daily staff notes re proposed imposition of cMi penal- 
ties against Midland, malfunction of target rack safety relief valve at Dresden & mal- 
function of main steam hot reheat valves at Fort St.Vrain, 

DIRCKS.W.J. Office of the Executive Director for Operations. EN-80-058. 81/01/06. 
AHEARNE, GILINSKY, HENDRIE Commissioners. Ip. 65108:087-65108:092. 

-8105150153 Transcript of 810326 deposition in Bethesda,MD re review of Corps of 
Engineers rept & Amend 85.Pp 407-501. 

KANE,J.D. Hydrologic & Geotechnical Engineering Branch. OL 81/03/26, 94pp. 
38141:190-38141:324. 

-8203180069 Notification of 820318 meeting w/util & Bechtel in Bethesda, MD to re- 
solve SER open Item re Section 9.5.3. 

HERNAN,R.W. Ucensing Branch 4. 82/03/11. ADENSAM,E,G. Licensing Branch 4. 
2pp. 38141 :325-381 41 ;326. 

-8204180157 Summary of 820308 telcon w/util 8 Bechtel re soil spring stiffness for 
auxiliary bldg underpinning & Phase 11 const. 

HOOD,D. Ucensing Branch 4. OL. 82/03/11. Ucensing Branch 4. 8pp. 38141:327- 
38141:334. 

-8206090262 SECY-82-224 Recommends that Commission not review ALAB-674 deci- 
sion. 

TRUBATCH.S.L. Office of the General Counsel, ALAB-674. 82/06/03. 10pp. 
38141:360-38142:009. 


-8610090015 Responds to 860115 itr re upcoming natl readiness exercise REX-86 
BRAVO.NRC will provide list of headquarters & regional contacts for exercise & info 
re NRC participation In planning & conduct of exercise. 

STELLO,V. Office of the Executive Director for Operations, 86/02/21. BECTON,J.W. 
Federal Emergency Management Agency. Ip. 38253:004-38253:004. 

-8610090020 Requests that suspense date for Task 8401 72-RES, Tracking S85-272 re 
draft notice of proposed rulemaking to conform 10CFR6O to EPA high level waste 
std,be extended 1 month from 860214 to 860314. 

STELLO,V. Office of the Executive Director for Operations. 86/02/14. PALLADINO, 
ROBERTS, ASSELSTINE (tommissioners. Ip. 38253:005-38253:005. 

-8610090026 Forwards source term milestone schedule re research conducted by 
RES.Resources applied to support implementation of severe accident policy state- 
ment re systematic safety evaluation of easting plants based on NRC procedures. 
STELLOV. Office of the Executive Director for Operations. 86/02/18. PALLADINO 
Commissioners. 8pp. 38253:006-38253:013. 


-8610090040 Advises of status of actions resulting from Commission 850927 order to 
show cpHgft why all excess unirradiated high enriched U fuel should not be removed 
to secure facility away from nonpower reactorsAffected licensees consented. 
STELLO.V, Office of the Executive Director for Operations. 86/02/18. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:015-38253:015. 



288 NONDOCKETED ITEMS 


-8610090066 Forwards 860220 memo re development of lessons learned on accident 
at facility, for info. 

STELLO.V. Office of the Executive Director for Operations. 86/02/20. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:016-38253:019. 


-8610090077 Forwards NRC rept “Rupture of Model 48Y UF6 Cylinder & Release of U 
Hexaflaoride," (NUREG-1179).Staff investigation reported in rept raised questions 
about licensee practices prior to accident.W/o rept. 

STELLO.V. Office of the Executive Director for Operations. 86/03/07. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. 2pp. 38253:020-38253:021. 


-8610090085 Forwards data on percentage of women & minorities at different grade 
levels within NRC, per Item 9 of 850306 staff requirements re Commission briefing on 
EEO program. Info based on US House of Representatives subcommittee rept. 
STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 12pp. 38253:022-38253:033. 


-8610090091 Forwards agenda for NRC womens history wk program. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO 
Commissioners. 2pp. 38253:034-38253:035. 

-8610090125 Fonvards weekly summary of NRC activities involving TVA for wk of 
860121-24. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:068-38253:071. 


-8610090144 Forwards schedule of TVA activities for wk of 860210-17. 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 3pp. 38253:073-38253:075. 

-8610090154 Forwards weekly schedule of TVA activities for wks of 860203 & 10. 
STELLO.V. Office of the Executive Director for Operations. 86/01/31. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:078-38253:078. 

-8610140170 Partially withheld memo re allocation of FY86 budget 
reductions. Reductions taken uniformly against six NRC programs identified in 860124 
memo. 

STELLO.V. Office of the Executive Director for Operations. 86/02/25. PALLADINO 
Commissioners. Ip. 38253:201-38253:201. 

-8610140180 Discusses NRC involvement in safety evaluations of space missions using 
radioactive matls.Staff does not intend to take position on safety aspects of missions 
or merit of missions when compared to risks, per Commission instructions. 

STELLO.V. Office of the ^ecutlve Director for Operations. 86/03/03. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 4pp. 38253:202-38253:205. 


-8610140185 Advises of decision concernirw SECY-78-220 & SECY-78-220A, “Recom- 
mended Agency Plan for Nuclear Safety Valuations of Future Space Programs,” per 
790628 briefing W/NASA.DOE.OSTP, DOD. 

CH1LK,S.J. Office of the Secretary of the Commission. 79/10/30. GOSSICK.L.V. 
Office of the Executive Director for Operations. 1p. 38253:206-38253:206. 


-8610140192 Informs that Commission directed Div of Fuel Cycle & Matl Safety to 
assign observers to Interagency Nuclear Safety Review Panel (iNSRP).0bserver8 will 
contribute to reviews & may Informally consult w/staff. 

CARTER.T.F. Division of Fuel Cycle & Material Safety. 79/12/05. KERR.T. National 
Aeronautics & Space Admin. 2pp. 38253:207-38253:208. 


-8610090015 Responds to 860115 Itr re upcoming natl readiness exercise REX-86 
BRAVC.NRC wilt provide list of headquarters & regional contacts for exercise & info 
re NRC participation in planning & conduct of exercise. 

STELLC.V. Office of the Executive Director for Operations. 86/02/21. BECTON.J.W. 
Federal Emergency Management Agency. Ip. 38253:004-38253:004. 

-8610090020 Requests that suspense date for Task 840172-RES,Tracking S85-272 re 
draft notice of proposed rulemaking to conform 10CFR60 to EPA high level waste 
std.be extended 1 month from 860214 to 860314. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:005-38253:005. 

-8610090026 Forwards source term milestone schedule re research conducted by 
RES.Resources applied to support implementation of severe accident policy state- 
ment re systematic safety evaluation of existing plants based on NRC procedures. 
STELLC.V. Cffice of the Executive Director for Operations. 86/02/18, PALLADINO 
Commissioners. 8pp. 38253:006-38253:013. 

-8610090040 Advises of status of actions resulting from Commission 850927 order to 
show cause why all excess unirradiated high enriched U fuel should not be removed 
to secure facility away from nonpower reactors.Affected licensees consented. 
STELLC.V. Cffice of the Executive Director for Operations. 86/02/18. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 1p. 38253:015-38253:015. 

-8610090066 Forwards 860220 memo re development of lessons learned on accident 
at facility .for info. 

STELLO.V. Office of the Executive Director for Operations. 86/02/20. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:016-38253:019. 

-8610090077 Forwards NRC rept “Rupture of Model 48Y UF6 Cylinder & Release of U 
Hexaflaoride,” (NUREG-1179).Staff investigation reported in rept raised questions 
about licensee practices prior to accident.W/o rept. 

STELLO,V. Cffice of the Executive Director for Operations. 86/03/07. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. 2pp. 38253:020-38253:021. 

-8610090085 Forwards data on percentage of women & minorities at different grade 
levels within NRC, per Item 9 of 850306 staff requirements re Commission briefing on 
EEO program. Info based on US House of Representatives subcommittee rapt. 
STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 12pp. 38253:022-38253:033. 

-8610090091 Forwards agenda for NRC womens history wk program. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO 
Commissioners. 2pp. 38253:034-38253:035. 

-8610090125 Forwards weekly summary of NRC activities Involving TVA for wk of 
860121-24. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:068-38253:071. 

-8610090144 Forwards schedule of TVA activities for wk of 860210-17. 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 3pp. 38253:073-38253:075. 

-8610090154 Forwards weekly schedule of TVA activities for wks of 860203 & 10. 
STELLO.V. Office of the Executive Director for Operations. 86/01/31. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:078-38253:078. 


-8610140202 Partially withheld memo re technical support on engineering analysis to 
assist in performance assessment for high level waste packages & engineered barrier 
sys in geological repositories. 

STELLO.V. Office of the Executive Director for Operations, 86/03/05. PALLADINO 
Commissioners. 12pp. 38253:209-38253:220. 

-8507020375 Discusses review of current cleanup schedule & implications of delay for 
installation & testing of components necessary for defueling sys.Commissicn should 
take no action at present 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/06/19. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 6pp. 38253:041-38253:065. 

-8602040524 Responds to 851211 directive that NRC prepare analysis of Jul to Oct 
1985 delay In initiation of defueling activities. Staff concludes licensee efforts reasona- 
ble & several month delay should not affect cleanup schedule. 

STELLO.V, Office of the Executive Director for Operations. 86/01 /29. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 5pp. 38253:036-38253:040. 

-8602130506 Forwards draft test application of Tech Spec Improvement Proiect (TSIP) 
Tech Spec selection criteria.In response to 860121 requestPlans for testing TSIP cri- 
teria include trial application to both Wolf Creek & Limerick.W/o end. 

STELLO.V. Office of the Executive Director for Operations, 86/02/07. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:072-38253:072. 

-8602140088 Informs that integral plan for use of source term info & implementation of 
policy statement on severe accident re existing plant exam & role of PRAs in new 
plant applications in mat review stage.Plan will be fonwarded by 860228. 

STELLO.V. Office of ^e Executive Director for Operations. 86/02/06. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 38253:066-38253:067. 

-8602190554 Responds to 860130 request for info re sys for tracking CP expiration 
dates.Mechanism for tracking CP expiration dates in OL review mgt rept will be estab- 
lished & project managers will be instructed to notify licensee 3 months before date. 
STELLO.V. Office of the Executive Director for Operations. 86/02/12. PALLADINO 
Commissioners. 2pp. 38253:076-38253:077. 

—8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. ^ 

THOMPSON, H.L TVA Oversight Group. 86/01/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement. Director (Post 820201). OLSHINSKI.J.A. Region 2, Office of Director. 4pp. 
38253:079-38253:082. v kk 


-8610140170 Partially withheld memo re allocation of FY86 budget 
reductions.Reductlons taken uniformly against six NRC programs identified In 860124 
memo. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38253:201-38253:201. 

-8610140180 Discusses NRC involvement in safety evaluations of space missions using 
radioactive matls.Staff does not intend to take position on safety aspects of missions 
or merit of missions when compared to risks.per Commission instructions. 

STELLO.V. Office of the Executive Director for Operations. 86/03/03. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 4pp. 38253:202-38253:205. 

-8810140185 Advises of decision concerning SECY-78-220 & SECY-78-220A, “Recom- 
mended Agency Plan for Nuclear Safety Evaluations of Future Space Programs,” per 
790628 briefing w/NASA.DOE,OSTP, DOD. 

CHILK,S.J. Office of the Secretaiy of the Commission. 79/10/30. GOSSICK.L.V. 
Office of the Executive Director for Operations. Ip. 38253:206-38253:206. 

-8610140192 Informs that Commission directed Div of Fuel Cycle & Matl Safety to 
assign observers to Interagency Nuclear Safety Review Panel (INSRP).Observers wilt 
contribute to reviews & may informally consult w/staff. 

CARTER.T.F. Division of Fuel Cycle & Material Safety. 79/12/05. KERR.T. National 
Aeronautics & Space Admin. 2pp. 38253:207-38253:208. 

-8610140202 Partially withheld memo re technical support on engineering analysis to 
assist In performance assessment for high level waste packages & engineered barrier 
sys in geological repositories. 

STELLO.V. Office of the Executive Director for Operations. 86/03/05. PALLADINO 
Commissioners. 12pp. 38253:209-38253:220. 

-8507020375 Discusses review of current cleanup schedule & implications of delay for 
installation & testing of components necessary for defueling sys.Commission should 
take no action at present. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/06/19. PALLADINO 
Commissioners. 6pp. 38253:041-38253:065. 

-8602040524 Responds to 851211 directive that NRC prepare analysis of Jul to Oct 
1985 delay in initiation of defueling activities. Staff concludes licensee efforts reasona- 
ble & several month delay should not affect cleanup schedule. 

STELLO.V. Office of the Executive Director for Operations. 86/01/29. PALLADINO 
Commissioners. 5pp. 38253:036-38253:040. 


-8603120420 Forwards itr transmitting Manual Chapter MC-051 4, issued to all power re- 
actor licensees.Ltr informs of public workshops to be conducted in conjunction w/AIF 
in late Apr or May. Manual also distributed to regional ofcs.W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/03/04. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:014-38253:014. 


-8602130506 Forwards draft test application of Tech Spec Improvement Project (TSIP) 
Tech Spec selection criteria, In response to 860121 requestPlans for testing TSIP cri- 
teria include trial application to both Wolf Creek & Umerick.W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. PALLADINO 
Commissioners. Ip. 38253:072-38253:072. 
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-8602140088 Informs that integral plan for use of source term info & implementation of 
policy statement on severe accident re existing plant exam & role of PRAs in new 
plant applications in mgt review stage.Plan will be forwarded by 860228. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO 
Commissioners. 2pp. 38253:066-38253:067. 

-8602190554 Responds to 860130 request for info re sys for tracking CP expiration 
dates.Mechanism for tracking CP expiration dates in OL review mgt rept will be estab- 
lished & project managers will be instructed to notify licensee 3 months before date. 
STELLO.V. Office of the Executive Director for Operations. 86/02/12. PALLADINO 
Commissioners. 2pp. 38253:076-38253:077. 

“8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON, H.L TVA Oversight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082. 

“8603120420 Forwards Itr transmitting Manual Chapter MC-051 4, issued to all power re- 
actor licensees.Ltr informs of public workshops to be conducted In conjunction w/AIF 
in late Apr or May. Manual also distributed to regional ofcs.W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/03/04. PALLADINO 
Commissioners. Ip. 38253:014-38253:014. 

“8610090015 Responds to 860115 Itr re upcoming natl readiness exercise REX-86 
BRAVO.NRC will provide list of headquarters & regional contacts for exercise & info 
re NRC participation in planning & conduct of exerase. 

STELLO.V. Office of the Executive Director for Operations. 86/02/21 . BECTON.J.W. 
Federal Emergency Management Agency. Ip. 38253:004-38253:004. 

“8610090020 Requests that suspense date for Task 8401 72-RES, Tracking S85-272 re 
draft notice of proposed rulemaking to conform 10CFR60 to EPA high level waste 
std.be extended 1 month from 860214 to 860314. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO 
Commissioners. Ip. 38253:005-38253:005. 

“8610090026 Forwards source term milestone schedule re research conducted by 
RES. Resources applied to support implementation of severe accident policy state- 
ment re systematic safety evaluation of existing plants based on NRC procedures. 
STELLO.V. Office of the Executive Director for Operations. 86/02/18. PALLADINO 
Commissioners. 8pp. 38253:006-38253:013. 

“8610090040 Advises of status of actions resulting from Commission 850927 order to 
show cause why all excess unirradiated high enriched U fuel should not be removed 
to secure facility away from nonpower reactors.Affected licensees consented. 
STELLO.V. Office of the Executive Director for Operations. 86/02/18. PALLADINO 
Commissioners. Ip. 38253:015-38253:015. 

“8610090066 Forwards 860220 memo re development of lessons learned on accident 
at facllity.for info. 

STELLO.V. Office of the Executive Director for Operations. 86/02/20, PALLADINO 
Commissioners. Ip. 38253:016-38253:019. 

“8610090077 Forwards NRC rept "Rupture of Model 48Y UF6 Cylinder & Release of U 
Hexaflaorlde," (NUREG-1179).Staff investigation reported in rept raised questions 
about licensee practices prior to accident.W/o rept. 

STELLO.V. Office of the Executive Director for Operations. 86/03/07. PALLADINO 
Commissioners. 2pp. 38253:020-38253:021. 

“8610090085 Forwards data on percentage of women & minorities at different grade 
levels within NRC, per Item 9 of 850306 staff requirements re Commission briefing on 
EEO program. Info based on US House of Representatives subcommittee rept. 
STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 12pp. 38253:022-38253:033. 

“8610090091 Forwards agenda for NRC womens history wk program. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO 
Commissioners. 2pp. 38253:034-38253:035. 

“8610090125 Forwards weekly summary of NRC activities involving TVA for wk of 
860121-24. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO 
Commissioners. Ip. 38253:068-38253:071. 

“8610090144 Forwards schedule of TVA activities for wk of 860210-17. 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO 
Commissioners. 3pp. 38253:073-38253:075. 

“8610090154 Forwards weekly schedule of TVA activities for wks of 860203 & 10. 
STELLO.V. Office of the Executive Director for Operations, 86/01/31. PALLADINO 
Commissioners. Ip. 38253:078-38253:078. 

“8610140170 Partially withheld memo re allocation of FY86 budget 
reductions.Reductions taken uniformly against six NRC programs identified in 860124 
memo. 

STELLO.V. Office of the Executive Director for Operations. 86/02/25. PALLADINO 
Commissioners. Ip. 38253:201-38253:201. 

“8610140180 Discusses NRC involvement in safety evaluations of space missions using 
radioactive matls.Staff does not intend to take position on safety aspects of missions 
or merit of missions when compared to risks.per Commission instructions. 

STELLO.V. Office of the Executive Director for Operations. 86/03/03. PALLADINO 
Commissioners. 4pp. 38253:202-38253:205. 

“8610140185 Advises of decision concerning SECY-78-220 & SECY-78-220A, “Recom- 
mended Agency Plan for Nuclear Safety Valuations of Future Space Programs,” per 
780628 briefing w/NASA,DOE,OSTP, & DOD. 

CHILK.S.J. Office of the Secretary of the Commission. 79/10/30. GOSSICK,LV. 
Office of the Executive Director for Operations. Ip. 38253:206-38253:206. 

“8610140192 Informs that Commission directed Div of Fuel Cycle & Mat! Safety to 
assign observers to Interagency Nuclear Safety Review Panel (INSRP).Observers will 
contribute to reviews & may informally consult w/staff. 

CARTER.T.F. Division of Fuel Cycle & Material Safety. 79/12/05. KERR.T. National 
Aeronautics & Space Admin. 2pp. 38253:207-38253:208. 

“8610140202 Partially withheld memo re technical support on engineering analysis to 
assist in performance assessment for high level waste packages & engineered barrier 
sys in geological repositories. 

STELLO.V. Office of the Executive Director for Operations. 86/03/05. PALLADINO 
Commissioners. 12pp. 38253:209-38253:220. 


“8610090231 Informs that plant premature criticality event case has not identified need 
for requiring increased formal documentation of potentially significant issues discussed 
each day. Frequent & open communication of info encouraged. 

STELLO.V. Office of the Executive Director for Operations. 86/03/13. EDLES.G.J. 
Office of Inspector & Auditor. Ip. 38253:083-38253:083. 

“8610090238 Forwards license fee rept for Apr-Dee 1985, per 820924 request. 

STELLO.V. Office of the Executive Director for Operations. 86/03/04. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 38253:084-38253:085. 

“8610090253 Forwards follow-up instructions for accident investigation team. 

STELLO.V. Office of the Executive Director for Operations. 86/03/14. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:086-38253:093. 

“8610090266 Forwards FR notice re AOs for Third Quarter 1985 for publication. AOs 
submitted to Commission as part of draft rept to Congress by SECY-86-38 on 
860203.W/O end. 

STELLO.V. Office of the Executive Director for Operations. 86/03/13. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 38253:094-38253:094. 

“8603250276 Summaries AEOD review of end NPRDS data re MCC Pacific check 
valves & Atwood-Morrill replacement valves supplied to facility.NRC continuing evalua- 
tions of facility valve program & insp planned for wk of 860317. 

STELLO.V. Office of the Executive Director for Operations. 86/03/20. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 7pp. 38253:097-38253:103. 

“8604150543 Responds to 860224 request for description of how C-E event happened 
& correction of problem. During initial insp of licenses, inspector will specifically empha- 
size regulations re use.transfer & disposal of gauges. 

STELLO.V. Office of the Executive Director for Operations. 86/03/24. ASSELSTINE 
Commissioners. 4pp. 38253:121-38253:124. 

“8610090275 Withdraws request to enter into commercial ADP timesharing sves 
contracLapproved on 850808 (COMN P-85-27). Interagency agreement will be issued to 
obtain timesharing sves through DOJ. 

STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. 2pp. 38253:095-38253:096. 

“8610100301 Responds to Commission request that representatives of NUMARC be 
provided appropriate security clearances & access to classified matter re current 
review of design basis threat. Action initiated to obtain clearances. 

STELLO.V. Office of the Executive Director for Operations. 86/03/1 9. PALLADINO 
Commissioners. 3pp. 38253:104-38253:106. 

“8610100365 Forwards Insp Rept 30-05165/86-01 on 860211-0306. 

STELLO.V. Office of the Executive Director for Operations. 86/04/04. ASSELSTINE 
Commissioners. Ip. 38253:107-38253:120. 

“8610100420 Forwards util 860227 Itr re 860221 meeting w/Commissioners. 

STELLO.V. Office of the Executive Director for Operations. 86/03/17. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:125-38253:125. 

“8610100451 Forwards util 860227 Itr re H Allen remarks to Commissioners on water 
hammer evenlMatl condition review program & area monitoring program direct out- 
growth of regional enforcement actlons.not spontaneous generation by util. 

MARTIN, J.B. Region 5, Office of Director. 86/03/11. STELLO.V. Office of the Execu- 
tive Director for Operations. Ip. 38253:126-38253:126. 

“8610100533 Forwards HP Allen 860227 remarks to Commissioners re water hammer 
evenLMatl condition review program instituted & implementation of area monitoring 
program expedited. 

BASKIN,K.P. Southern California Edison Co. 86/02/27. MARTIN.J.B. Region 5, Office 
of Director. 4pp. 38253:127-38253:130. 

“8610140209 Forwards FR notice re AO rept to Congress (NUREG-0090) & Itrs.for 
signature.W/o ends. 

STELLO.V. Office of the Executive Director for Operations. 86/03/19. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 38253:221-38253:221. 

“8603250276 Summarizes AEOD review of end NPRDS data re MCC Pacific check 
valves & Atwood-Morrill replacement valves supplied to facility.NRC continuing evalua- 
tions of facility valve program & insp planned for wk of 860317. 

STELLO.V. Office of the Executive Director for Operations. 86/03/20. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 7pp. 38253:097-38253:103. 

“8604150543 Responds to 860224 request for description of how C-E event happened 
& correction of problem.During initial insp of licenses, inspector will specifically empha- 
size regulations re use.transfer & disposal of gauges. 

STELLO.V. Office of the Executive Director for Operations. 86/03/24. ASSELSTINE 
Commissioners. 4pp. 38253:121-38253:124. 

“8610090275 Withdraws request to enter into commercial ADP timesharing sves 
contract,approved on 850808 (COMNP-85-27).lnteragency agreement will be issued to 
obtain timesharing sves through DOJ. 

STELLO,V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. 2pp. 38253:095-38253:096. 

“8610100301 Responds to Commission request that representatives of NUMARC be 
provided appropriate security clearances & access to classified matter re current 
review of design basis threatAction initiated to obtain clearances. 

STELLO.V. Office of the Executive Director for Operations. 86/03/19. PALLADINO 
Commissioners. 3pp. 38253:104-38253:106. 

“8610100365 Forwards Insp Rept 30-05165/86-01 on 860211-0306. 

STELLO.V. Office of the Executive Director for Operations. 86/04/04. ASSELSTINE 
Commissioners. Ip. 38253:107-38253:120. 

“8610100420 Forwards util 860227 Itr re 860221 meeting w/Commissionc 
STELLO.V. Office of the Executive Director for Operations. 86/03/17. p/,uLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:125-38253:125. 

“8610100451 Forwards util 860227 Itr re H Allen remarks to Commissioners on water 
hammer evenLMatl condition review program & area monitoring program direct out- 
growth of regional enforcement actions, not spontaneous generation by util. 

MARTIN, J.B, Region 5, Office of Director. 86/03/11. STELLO.V. Office of the Execu- 
tive Director for Operations. Ip. 38253:126-38253:126, 
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-8610100533 Forwards HP Alien 860227 remarks to Commissioners re water hamrner 
eventMatl condition review program instituted & implementation ot area monitonng 

B^N.Kp!^2^em California Edison Co. 86/02/27. MARTIN, J.B. Region 5. Office 
of Director. 4pp. 38253:127-38253:130. 

-8610140209 Forwaads FR notice re AO rept to Congress (NUREG-0090) & ltrs,for 
signature.W/o encls. 

STEILO.V. Office of the Executive Director for Operations. 86/03/19. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 38253:221-38253:221. 

-8603130421 Submits description of five actions assigned to IE resulting from investiga- 
tion of 85(^9 Davis-Besse event described In NUREG-1 1 54. 

TAYLOR. J.M. Office of Inspection & Enforcement, Director (Post 820201). IEB-85-003. 
86/03/07. STEllO.V. Office of the Executive Director for Operations. 3pp, 
^253:131-38253:133. 

-£^04210027 Submits review of INPO documents to determine whether or not NRC re- 
qwement intentionally or unintentionally breached, per 860318 request.lnsp of TVA 
ixrogram necessary to make final determination. 

STELIO.V. Office of the Executive Director for Operations. 86/04/11. HAYES, B.B. 
Office of Investigations. 2pp. 38253:134-38253:135. 

-8604240390 Responds to 860313 memo re NRC-EPA interactions concerning pro- 
{X)sed EPA stds on radon emissions from U mill tailings. Differences in approaches to 
rarfiation std setting reflect different statutory mandates.Supporting documentation 
enci. 

STELIO.V. Office of the Executive Director for Operations. 86/04/08. ZECH.LW. 
CommissiOTiers. 4pp. 38253:136-38253:139. 


-8602140088 Informs that integral plan for use of source term info & Implementation of 
policy statement on severe accident re existing plant exam & role of PRAs in now 
plant applications in mot review stage.Plan will be forwarded by 860228. 

STELIO.V. Office of the Executive Director for Operations. 86/02/06. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 38253:066-38253:067. 

-8602140200 Fonwards list of NRC personnel attending 860213 facility emergency exor- 
cise In response to Palladino 860129 request. List does not include Commission per- 
sonnel who may plan to attend. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. PLAINE.H.H. 
Office of the General Counsel. 2pp. 38252:257-38252:258. 

-8602140340 Responds to Commission request for info on basis for increase in cost of 
grant to NAS to study human factors research noods.Cost necessitated by expansion 
of study. 

STELLO.V. Office of the Executive Director for Operations. 86/01/30. CHILK.S.J. 
Office of the Secretary of the Commission. 1 p. 38252:264-38252:264. 

-8602190004 Forwards summary of 860116 meeting w/senior NRC managers re les- 
sons learned from Davis-Besse & Rancho Seco events. Summary documents deci- 
sions re improvements in internal operations & need for reassessment of B&W plant 
design. 

STELLO.V. Office of the Executive Director for Operations. 86/02/06. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. 10pp. 38252:291-38262:300. 

-8602190554 Responds to 860130 request for info re sys for tracking CP expiration 
dates. Mechanism for tracking CP expiration dates in OL review mgt rept will bo estab- 
lished & project managers will be instructed to notify licensee 3 months before date. 
STELLO.V. Office of the Executive Director for Operations. 86/02/12. PALLADINO 
Commissioners. 2pp. 38253:076-38253:077. 


-8610140005 Forwards list of recently implemented or scheduled sys upgrades at H 
Street blcig,p^ 860307 requesLVoter tracking software mods installed providing 500% 
uT 9 >rovement in user re^nse time. 

STELLO.V. Office of the Executive EMrector for Operations. 86/03/25. CHILK,S.J. 
Office of the Secretary of the Commission. 2pp. 382^:140-38253:141. 


-8610140007 Fcxwards 860328 memo re recent discussions w/TVA on QTC 
ccvitraclStaff continuing work to assure that NRC has access to certified set of com- 
plete copies of QTC files. 

STELLO.V. Office of the Executive Director for Operations. 86/03/31. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:142-38253:142. 


-8610140009 Disaisses 860326 & 27 telcons w/TVA re relationship w/QTC. TVA 
shcftiW not accept custody of QTC records.Records should be securely locked w/key 
given to resident inspector for custody if QTC should decide to leave. 

STELLO.V. Office of the Executive Director for Operations. 86/03/28. Office of the 
Executive CHrector for Operations. 2pp. 38253:143-38253:144. 


-^10140013 Forwards 860408 Itr to licensee requesting inventory prior to startup. 
STELLO.V. Office of the Executive Director for Operations. 86/04/08. PALLADINO. 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:145-38253:147. 


-8610140031 Forwards info re approachs to nuclear reactor safety in other 
countries.pef 860320 hearing.French decided to back^ plants w/capability to cope w/ 
blackout for 72 h period. 

ASSELSTINE.J.K. Commissioners. 86/03/27. BEVILL,T. House of Rep., Approoria- 
tions, 28pp, 38253:148-38253:175. ^ 


-^10140051 Forwards 851230 telex re Swedish recommendations for improved pro- 
tec^ against rel^ in case of severe reactor accident (containrnent 
'"'^o^ves use of alternative technical solutions. 

^ Oversight (post 851125). 86/01/14. POLK,P., 
ADER.C., AUSTIN.J. NRC - No Detailed Affiliation Given, Ip. 38253:176-38253:176. 

-6610140069 Di^sses proposed improvements for protection against releases In case 
of ^&e acodent at nuclear power plants. All containments should be provided w/ 
devices for pressure relief. ^ 

HOEGBERG.L Sweden. Govt of. 85/12/30. HAUBER.R.D. Assistant Director for 

-^01400p Foj^s summary of 860211 meeting w/Belgian representatives re 
® ‘bunkered’ designs provide fairly full featured 

®®g«J»ey®i^protection against most external events. 

PAUADINO 

estimat8s.approved on 860317. 

palladino 


cleanup schedule & implications of delav to 

Operations. 85/06/19, PALUDINO 
ROBERTS. ASSELSTINE Commissioners. 6pp. 38253:041-38253:065. 


-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON.H.L TVA Oversight Group. 86/01/31. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR, J.M, Office of Inspection $ En- 
forcement, Director (Post 820201). OLSHINSKI.J.A. Region 2, Offico of Director. 4pp, 
38253:079-38253:082. 

-8603120420 Forwards Itr transmitting Manual Chapter MC-05 14, issued to all power re- 
actor licensees.Ltr informs of public workshops to be conducted in conjunction w/AIF 
In late Apr or May. Manual also distributed to regional ofcs.W/o enc). 

STELLO.V. Office of the Executive Director for Operations. 86/03/04. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:014-36253:014. 

-8603130421 Submits description of five actions assigned to IE resulting from investiga- 
tion of 850609 Davis-Besse event described in NUREG-1 154, 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). IEB*e5-003. 
86/03/07. STELLO.V. Office of the Executive Director for Operations. 3pp. 
38253:131-38253:133. 


-8603250276 Summarizes AEOD review of end NPRDS data re MCC Pacific check 
valves & Atwood-Morrill replacement valves supplied to facillty.NRC continuing evalua- 
tions of facility valve program & insp planned for wk of 860317. 

STELLO.V. Office of the Executive Director for Operations. 86/03/20. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 7pp. 38253:097-38253:103. 

-8604150543 Responds to 860224 request for description of how C-E event happened 
& correction of problem.During initial Insp of licenses, Inspector will specifically empha- 
size regulations re use, transfer & disposal of gauges. 

STELLO.V. Office of the Executive Director for Operations. 86/03/24, ASSELSTINE 
Commissioners. 4pp. 38253:121-38253:124. 


-8604210027 Submits review of INPO documents to determine whether or not NRC re- 
quirement intentionally or unintentionally breached, per 860318 requesLInsp of TVA 

g rogram necessary to make final determination. 

TELLO.V. Office of the Executive Director for Operations. 86/04/11. HAYES, 8.8. 
Office of Investigations. 2pp, 38253:134-38253:135, 

-8604240390 Responds to 860313 memo re NRC-EPA interactions concerning pro- 
posed EPA stds on radon emissions from U mill tailings, Differences in approaches to 
radiation std setting reflect different statutory mandates.Supporting documentation 
enci. 

STELLO.V. Office of the Executive Director for Operations, 86/04/08. 2ECH,L.W. 
Commissioners. 4pp. 38253:136-38253:139. 


wi repi on Dwn pipe cracx « projection or licensee 

plants* rept (SECY-85-265) covered relnsp & repair activities at number of 

Executive Director for Operations. GL-84-11. 86/02/11. 5pp. 


M quarterly review of schedules of rulemakings requiring inter- 

medate milestones & dates for final action on rules, per 850612 request.Deletion of 
classification (10CFR60) delayed 8 months. 
rS/M Nuclear Regulatory Research, Director (Post $60720). 86/ 

38262-283 Executive Director for Operations. 19pp, 38252:265- 


NRC prepare analysis of Jul to Oct 



Roberts; ^vsmB 


860107 response to NRC 851217 request re 
represents upper limit for AURA 
1 0CFR?0 W/o end raore detailed comments on provisions In proposed 

ASSELSTINE 

budget review, per 860106 & 13 
reguests.Discusses unobligated FY85 funds 8 current permanent full-time staff at 

oSiiiciLS?? Direotor for Operatlorw. 86/02/11. ROBERTS 

commissioners. 4pp. 38252:287-38252:290, 

efforts to employ Individuals w/commerolal reactor 
riumber of employees hired from Oct 1884-Dec 
STPi PS 5 operating expertise. 

rorfSc Executive Director for Operations. 86/03/03. PALLADINO, 

MUDtMrb, ASSELSTINE Commissioners. 4pp. 38252:301-38252:304, 
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-^610080351 Responds to 860121 staff requirements memo re EEO program plan.NRC 
exit interview form revised to include item re EEO & 40 minority cooF>eratlve educ em- 
ployees hired in FT84. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. CHILK,S.J. 
Office of the Secretary of the Commission. 2pp. 38252:305-38252:306. 

-8610080357 Forwards “Guidance for Security Debriefing of NRC Employees,’' per 
Dircks 850829 memo. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. ZECH Commis- 
sioners. 9pp. 38252:307-38252:316. 

-8610080366 Discusses procedures for debriefing employees terminating employment 
w/NRC w/access to classified or sensitive info. Ofc of Secretary beiieves that proce- 
dures adequate when add! guidance issued.W/o ends. 

DIRCKS, W.J. Office of the Executive Director for Operations. 85/08/29. ZECH Com- 
missioners. Ip. 38252:317-38252:317. 

-8610080376 Discusses contract costs & review times, per 851219 request. Senior Con- 
tract Review Board will conduct review of NRC contracting process & provide recom- 
mendations for improvements. 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO 
Commissioners. 2pp. 38252:318-38252:319. 

-8610080398 Forwards House Interior Committee responses to staff memos & Insp 
Rept 50-390/85-57. 

KAMMERER.C. Office of Congressional Affairs. 86/01/29. PALLADINO. ROBERTS. 
ASSELSTINE Commissioners. 6pp. 38252:320-38252:355. 

-8610080411 Responds to 860121 staff requirements memo re NRC equal employment 
opportunity program.NRC ranked second as having least number of complaints filed & 
third for least number filed per 1 ,000 full time permanent positions. 

STELLO.V. Office of the Executive Director for Operations. 86/02/06. CHILK,S.J. 
Office of the Secretary of the Commission. 2pp. 38252:356-38252:357. 

-8610080425 Forwards NRC FY85 accomplishment rept of affirmative action for minori- 
ties & women & FY86 annual update of affirmative action plan.for signature.W/o 
ends. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO 
Commissioners. Ip. 38252:358-38252:358. 

-8610090003 Staff requirements memo re Commission approval of app to SECY-85- 
369, “Guidance for initiation.Establishment of Priorities & Termination of Investiga- 
tion." Guidelines will be incorporated into NRC manual chapters. 

CHILK,S.J. Office of the Secretary of the Commission. 86/01/10. STELLO.V. Office of 
the Executive Director for Operations. HAYES.B.B. Office of Investigations. 5pp. 
38252:359-38253:003. 

-8610090015 Responds to 860115 Itr re upcoming natl readiness exercise REX-86 
BRAVO.NRC will provide list of headquarters & regional contacts for exercise & info 
re NRC participation in planning & conduct of exercise. 

STELLO.V. Office of the Executive Director for Operations. 86/02/21 . BECTON,J.W. 
Federal Emergency Management Agency. Ip. 38253:004-38253:004. 

-8610090020 Requests that suspense date for Task 840172-RES,Tracking S85-272 re 
draft notice of proposed rulemaking to conform 10CFR60 to EPA high level waste 
std,be extended 1 month from 860214 to 860314. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:005-38253:005. 

-8610090026 Forwards source term milestone schedule re research conducted by 
RES.Resources applied to support implementation of severe accident policy state- 
ment re systematic safety evaluation of existing plants based on NRC procedures. 
STELLO.V. Office of the Executive Director for Operations. 86/02/18. PALLADINO 
Commissioners. 8pp. 38253:006-38253:013. 

-8610090040 Advises of status of actions resulting from Commission 850927 order to 
show cause why all excess unirradiated high enriched U fuel should not be removed 
to secure facility away from nonpower reactors.Affected licensees consented. 
STELLO.V. Office of the Executive Director for Operations. 86/02/18. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:015-38253:016. 

-8610090066 Forwards 860220 memo re development of lessons learned on accident 
at facility, for info. 

STELLO.V. Office of the Executive Director for Operations. 86/02/20. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:016-38253:019. 

-8610090077 Forwards NRC rept “Rupture of Model 48Y UF6 Cylinder & Release of U 
Hexaflaorlde," (NUREG-1179).Staff investigation reported in rept raised questions 
about licensee practices prior to accident.W/o rept. 

STELLO.V. Office of the Executive Director for Operations. 86/03/07. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 2pp. 38253:020-36253:021. 

-861009008S Forwards data on percentage of women & minorities at different grade 
levels within Nl=lC,per Item 9 of 850306 staff requirements re Commission briefing on 
EEO program. Info based on US House of Representatives subcommittee rept. 
STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 1 2pp. 38253:022-38253:033. 

-8610090091 Forwards agenda for NRC womens history wk program. 

STELLO.V. Office of the Executive Director for Operations. 86/02/14. PALLADINO 
Commissioners. 2pp. 38253:034-38253:035. 

-8610090125 Forwards weekly summary of NRC activities involving TVA for wk of 
860121-24. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:068-38253:071, 

-8610090144 Fonwards schedule of TVA activities for wk of 860210-1 7. 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. 3pp, 38253:073-38253:075. 

-8610090154 Forwards weekly schedule of TVA activities for wks of 860203 & 10. 
STELLO.V. Office of the Executive Director for Operations. 86/01/31. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 1p, 38253:078-38253:078. 

-8610090231 Informs that plant premature criticality event case has not identified need 
for requiring increased formal documentation of potentially significant Issues discussed 
each day. Frequent & open communication of info encouraged. 

STELLO.V. Office of the Executive Director for Operations. 86/03/13. EDLES,G.J. 
Office of Inspector & Auditor. 1 p. 38253:083-38253;083. 


-8610090238 Forwards license fee rept for Apr-Dee 1985, per 820924 request. 

STELLO.V. Office of the Executive Director for Operations. 86/03/04. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 2pp. 38253:084-38253:085. 

-8610090253 Forwards follow-up instructions for accident investigation team. 

STELLO.V. Office of the Executive Director for Operations. 86/03/14. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38253:086-38253:093. 

-8610090266 Forwards FR notice re AOs for Third Quarter 1985 for publlcation.AOs 
submitted to Commission as part of draft rept to Congress by SECY-86-38 on 
860203.W/O end. 

STELLO.V. Office of the Executive Director for Operations. 86/03/13. CHILK.S.J. 
Office of the Secretary of the Commission. Ip. 38253:094-38253:094. 

-8610090275 Withdraws request to enter into commercial ADP timesharing sves 
contract.approved on 850808 (COMNP-85-27).lnteragency agreement will be issued to 
obtain timesharing sves through OOJ. 

STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. 2pp. 38253:095-38253:096. 

-8610100301 Responds to Commission request that representatives of NUMARC be 
provided appropriate security clearances & access to classified matter re current 
review of design basis threaLAction initiated to obtain clearances. 

STELLO.V. Office of the Executive Director for Operations. 86/03/19. PALLADINO 
Commissioners. 3pp. 38253:104-38253:106. 

-8610100365 Forwards Insp Rept 30-05165/86-01 on 860211-0306. 

STELLO.V. Office of the Executive Director for Operations. 86/04/04. ASSELSTINE 
Commissioners. 1p. 38253:107-38253:120. 

-8610100420 Forwards util 860227 Itr re 860221 meeting w/Commlssioners. 

STELLO.V. Office of the Executive Director for Operations. 86/03/17. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 1p. 38253:125-38253:125. 

-8610100451 Forwards util 860227 Itr re H Allen remarks to Commissioners on water 
hammer evenLMatl condition review program & area monitoring program direct out- 
growth of regional enforcement actions.not spontaneous generation by util. 

MARTIN. J.B. Region 5, Office of Director. 86/03/11. STELLO.V. Office of the Execu- 
tive Director for Operations, ip. 38253:126-38253:126. 

-8610100533 Forwards HP Allen 860227 remarks to Commissioners re water hammer 
event.Mati condition review program instituted & implementation of area monitoring 
program expedited. 

BASKIN.K.P. Southern California Edison Co. 86/02/27. MARTIN.J.B. Region 5, Office 
of Director. 4pp. 38253:127-38253:130. 

-8610140005 Forwards list of recently implemented or scheduled sys upgrades at H 
Street bldg.per 860307 request. Voter tracking software mods installed providing 500% 
improvement in user response time. 

STELLO.V. Office of the Executive Director for Operations. 86/03/25. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 38253:140-38253:141. 

-8610140007 Forwards 860328 memo re recent discussions w/TVA on QTC 
contract.Staff continuing work to assure that NRC has access to certified set of com- 

g lete copies of QTC files. 

TELLO.V. Office of the Executive Director for Operations. 86/03/31. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:142-38253:142. 

-8810140009 Discusses 860326 & 27 telcons w/TVA re relationship w/QTC. TVA 
should not accept custody of QTC records.Records should be securely locked w/key 
given to resident inspector for custody if QTC should decide to leave. 

STELLO.V. Office of the Executive Director tor Operations. 86/03/28. Office of the 
Executive Director for Operations. 2pp. 38253:143-38253:144. 

-8610140013 Forwards 860408 Itr to licensee requesting inventory prior to startup. 
STELLO.V. Office of the Executive Director for Operations. 86/04/08. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:145-38253:147. 

-8610140031 Forwards info re approachs to nuclear reactor safety in other 
countrie8,per 860320 hearing.French decided to backfit plants w/capability to cope w/ 
blackout for 72 h period. 

ASSELSTINE,J.K. Commissioners. 86/03/27. BEVILL.T. House of Rep., Appropria- 
tions. 28pp. 38253:148-38253:175. 

-8610140051 Forwards 851230 telex re Swedish recommendations for improved pro- 
tection against release in case of severe reactor accident (containment 
venting).Proposal involves use of alternative technical solutions, 

SPEIS.T.P. Division of Safety Review & Oversight (post 851125). 86/01/14. POLK.P., 
ADER.C., AUSTIN. J. NRC - No Detailed Affiliation Given. Ip. 38253:176-38253:176. 

-8610140069 Discusses proposed improvements for protection against releases in case 
of severe accident at nuclear power plants. All containments should be provided w/ 
devices for pressure relief. 

HOEGBERG,L. Sweden, Govt, of, 85/12/30. HAUBER.R.D. Assistant Director for 
International Cooperation. EISENHUT.D. Office of Nuclear Reactor Regulation, Direc- 
tor (post 851125). 3pp. 38253:177-38253:179. 

-8610140079 Forwards summary of 860211 meeting w/Belgian representatives re 
design philosophy of Doel 3 & 4.Plants 'bunkered' designs provide fairly full featured 
second level of protection against most external events. 

STELLO.V. Office of the Executive Director tor Operations. 86/03/06. PALLADINO 
Commissioners. 3pp. 33253:1 80-38253:182. 

-8610140093 Forwards Itrs re FY86 budget reduction, for signature.W/o W/o ends. 
STELLO.V. Office of the Executive Director for Operations. 86/01/30. PALLADINO 
Commissioners. Ip. 38253:183-38253:183. 

-8610140134 Forwards responses to 860108 questions as followup to 860110 
briefing.W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07, PALLADINO 
Commissioners. Ip. 38253:188-38253:188. 

-8610140143 Forwards staff analysis of questions re 1998 deadline for high level waste 
disposal, per request.W/o end. 

STELLO.V. Office of the l^ecutive Director for Operations. 86/01/30, PALLADINO 
Commissioners. Ip. 38253:189-38253:189. 
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-8610140158 Forwards responses to 860128 memo re SECY-85-333, "Procedural 
Amends to 10CFR60 Dealing W/Site Characterization & States & Indian Tribe Partici- 
pation." Related info enc!.W/o responses. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. 
PALLADINO,N.J. Commissioners. 11pp. 38253:190-38253:200. 

-8610140170 Partially withheld memo re allocation of FY86 budget 
reductions.Reductions taken unifcH-mly against six NRC programs identified in 860124 
memo, 

STELLO.V. Office of the Executive Director for Operations. 86/02/25. PALLADINO 
Commissioners. 1p. 38253:201-38253:201. 

-8610140180 Discusses NRC involvement in safety evaluations of space missions using 
radioactive matls.Staff does not intend to take position on safety aspects of missions 
or merit of missions when compared to risks, per Commission instructions. 

STELLO.V. Office of the Executive Director for Operations. 86/03/03. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 4pp. 38253:202-38253:205. 

-8610140185 Advises of decision concerning SECY-78-220 & SECY-78-220A, "Recom- 
mended Agency Plan for Nuclear Safety Evaluations of Future Space Programs," per 
790628 briefing w/NASA,DO£.OSTP, DOD. 

CHILK.S.J. Office of the Secretary of the Commission. 79/10/30. GOSSICK.L.V. 
Office of the Executive Director for C^rations. Ip. 38253:206-38253:206. 

-8610140192 Informs that Commission directed Div of Fuel Cycle & Matl Safety to 
assign observers to Interagency Nuclear Safety Review Panel (INSRP).Observers will 
contribute tQjevlews & may informally consult w/staff. 

CARTER.T.F. Division of Fuel Cycle & Material Safety. 79/12/05. KERR.T. National 
Aeronautics & Space Admin. 2pp. 38253:207-38253:208. 

-8610140202 Partially withheld memo re technical support on engineering analysis to 
assist in performance assessment for high level waste packages & engineered barrier 
sys in geological repositories. 

STELLO.V. Office of the Executive Director for Operations. 86/03/05. PALLADINO 
Commissioners. 12pp. 38253:209-38253:220, 

-8610140209 Forwards FR notice re AO rept to Congress (NUREG-0090) & Itrs.for 
simature.W/o ends. 

STELLO.V. Office of the Executive Director for Operations. 86/03/19. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 38253:221-38253:221. 


-8610080357 Forwards "Guidance for Security Debriefing of NRC Employees," per 
Dircks 850829 memo. 

STELLO.V. Office of the Executive Director for Operations, 86/02/07. 2ECH Commis- 
sioners. 9pp. 38252:307-38252:316. 

-8610080366 Discusses procedures for debriefing employees terminating employment 
w/NRC w/access to classified or sensitive info. Ofc of Secretary believes that proce- 
dures adequate when addi guidance issued. W/o ends. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/08/29. ZECH Com- 
missioners. 1p. 38252:317-38252:317. 

-8610080376 Discusses contract costs & review times, per 851219 request. Senior Con- 
tract Review Board will conduct review of NRC contracting process & provide recom- 
mendations for improvements. 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO 
Commissioners. 2pp. 38252:318-38252:319. 

-8610080398 Forwards House Interior Committee responses to staff memos & Insp 
Rept 50-390/85-57. 

KAMMERER.C. Office of Congressional Affairs. 86/01/29, PALLADINO, ROBERTS. 
ASSELSTINE Commissioners. 6pp. 38252:320-38252:355. 

-8610080411 Responds to 860121 staff requirements memo re NRC equal employment 
opportunity program.NRC ranked second as having least number of complaints filed & 
third for least number filed per 1,000 full time permanent positions. 

STELLO.V. Office of the Executive Director for Operations. 86/02/06. CHILK.S.J, 
Office of the Secretary of the Commission. 2pp. 38252:356-38252:357. 

-8610080425 Fonvards NRC FY85 accomplishment rept of affirmative action for minori- 
ties & women & FY86 annual update of affirmative action plan, for sIgnature.W/o 
ends. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO 
Commissioners. Ip. 38252:358-38252:358. 

-8610090003 Staff requirements memo re Commission approval of app to SECY-85- 
369, “Guidance for Initiation, Establishment of Priorities & Termination of Investiga- 
tion." Guidelines will be incorporated into NRC manual chapters. 

CHILK,S.J. Office of the Secretary of the Commission. 86/01/10. STELLO.V. Office of 
the Executive Director for Operations. HAYES.B.B. Office of Investigations. 5pp. 
38252:359-38253:003. " 


-8610140243 Forwards revs to FY86 budget estimates,approved on 860317. 

STELLO.V. Office of the Executive Director for Operations. 86/04/07. PALLADINO 
Commissioners. 3pp, 38253:222-38253:262. 


-8602120651 Partially withheld memo re FAA regulation of aviation industry & implica- 
tion for antitrust laws.FAA approach overly restrictive & has not resulted in raising of 
antitrust issues re implementation of Federal Aviation Act. 

Executive Director for Operations. 86/02/03. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 4pp. 38253:184-38253:187. 


-8610140093 Forwards Itrs re FY86 budget reduction, for sIgnature.W/o W/o ends. 
STELLO.V. Office of the Executive Director for Operations. 86/01/30. PALLADINO 
Commissioners. 1 p. 36253: 1 83-38253: 1 83. 

-8610140134 Forwards responses to 860108 questions as followup to 860110 
briefing. W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/02/07. PALLADINO 
Commissioners. 1 p. 38253: 1 88-38253: 1 88. 


-8602140200 Forwards list of NRC personnel attending 860213 fadlity emergency exer- 
cise in response to Patiadino 8601 29 request. List does not include Commission per- 
sonnel who may plan to attend. 

STELLO.V. Office of the Executive Director for Operations, 86/02/07. PLAINE.H.H. 
Office of the General Counsel. 2pp. 38252:257-38252:258. 

-8602140340 Responds to Commission request for info on basis for increase In cost of 
grant to NAS to study human factors research needs.Cost necessitated by expansion 
of study. 

glELLq.V Office of the Executive Diredor for Operations. 86/01/30. CHILK.S.J 
Office of the Secretary of the Commission. Ip. 38252:264-38252:264. 

-8602190004 Forwards summary of 860116 meeting w/senior NRC managers re les- 
sons learned from Davis-Besse & Rancho Seco events. Summary documents deci- 
sions re improvements in internal operations & need for reassessment of B&W plant 
design. ^ 

Director for Operations. 86/02/06. PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. 10pp. 38252:291-38252:300. 

-8610080237 Update of status rept on BWR pipe crack & projection of licensee 
status rept (SECY-85-265) covered reinsp & repair activities at number of 

Executive Director for Operations. GL.84.11. 86/02/11. 5pp. 

Submits th*^ qu^erfy review of schedules of rulemakings requiring inter- 
mediate milestones & dates for final action on rules.per 850612 rMueSoeletion of 
da^fication (10CFR50) delayed 8 monthr 
02 /imPstr Rese^ch, Director (Post 860720). 86/ 

38252:213^^^*^*^* ^ ^ ^ Executive Director for Operations. 19pp. 38252:265- 

®®^217 request re 

4ouhHi90,EPA u ^ cyde stdStd represents upper limit for ALARA 
iSf^Sw/o e^ sutwnit more detailed comments on provisions in proposed 

ST^LO.y. Office of the Executive D^ector for Operations. 86/02/10 ASSELSTinf 
ComiTOSsionefS. Ip. 38252:284-38252:286, oo/ u ^/ 1 u. f ine 

-8610080327 Forwards addI info re FY87 budget review oer sroior z « 

«^Discusses unobligated 1^85 funds S SX fE 

ROBERTS 

1^PMse«cotnnwrcial reactor operaUnge^^ iwad from Oct 1984.D«c 

etSil Director for Operations. 86/03/03. PALLADINO 

HOTERTs, ASSELSTINE Commissionefs. 4 >. 38252:301-38252:304 

g®Lq,y. CJfice of the Executive Director for Operations 86 / 09/07 run ve c i 
Office of the Secretary of the Commission. 2pp. 38252^5^8252:^.^^^' 


-8610140143 Forwards staff analysis of questions re 1998 deadline for high level waste 
disposal, per request.W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/01/30. PALLADINO 
(Commissioners. 1p. 38253:189-38253:189. 

-8610140158 Forwards responses to 860128 memo re SECY-85-333, “Procedural 
Amends to 10CFR60 Dealing W/SIte Characterization & States & Indian Tribe Partici- 
pation. Related Info encl.W/o re^onses. 

ilFf-tSjy.X Executive Director for Operations. 86/02/07. 

PALLADINO,N.J. Commissioners. 11pp. 38253:190-38253:200. 

request for all documents re SSER 13 {NUREG-0797) issued on 

oo0o09> 

Whistleblower Clinic. GARDE,B.P. Government Account- 
ability Project. 86/08/28. Office of Administration. 2pp. 38139:001-38139:002. 

88100M2()8 Partial re^onse to FOIA requestForwards documents on app, re Coman- 
program plan.Documents also available In PDR. 
GRIMSLEY,p.H. Division of Rules and Records. 86/09/24. GARDE,B.P. Government 
Accountability Project. 2pp. 38139:003-38139:316. 

”*,5? 850613-14 slide presentations on applicant plan re Coman- 

Response Team design adequacy program.NRC needs to be assured that 
new team fully aware of unique design problems. 

(Technical Review Team). 85/07/08. SHAO.L. Co- 
manche Peak Project (Technical Review Team). 2pp. 38139:005-38139:006. 

j^ eniments on 850628 Rev 2 to program plan re design adequacy. Inter- 
respon^ team & NRC should be clearly established. 

I? o* Domanche Peak Project (Technical Review Team). 85/07/15. SHAO,L. Co- 
manche Peak Project (Technical Review Team). 3pp. 38139:007-38139:009. 

.on Comanche Peak Response Team program 
£ be reviewed in detail by NRC 

piping reanalysis effort Initiated. 

D I? £.®®t (Technical Review Team), 86/07/22. SHAO.L. Co- 
manche Peak Project (Technical Review Team). 2pp. 38139:010-38139:011. 

SER on Rev 3 to Comanche Peak 
& plan^ER will Include four mam sectlons;executlve summary 

SHAO^ r Ai urf PS ? plan, design adequacy review & const adequacy review, 
MAR?nosf^^k 2’^^^^ (Technical Review Team). 85/11/27. 

3^39^011-3813^024^’’ NRC - No Detailed Affiliation Given. 13pp. 

9®^anche Peak Response Team program 
CTEC coffitants!^ ^ Draft includes input from Teledyne & 

P''‘rl®®* (T’aohnical Review Team). 86/01/03. SHAO,LC., 
381^^78* ^®®*^ Project (Technical Review Team). 54pp. 38139:025- 

Marked-up SER re Rev 3 to Cksmanche Peak Response Team program 
ssmlie!^ (Technical Review Team). 86/02/18. 238pp. 38139:079- 
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8610080239 Partial response to FOIA requestApp 0 documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/23. HOLMES, G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38233:238. 

-8505100025 Fonwards Core Performance Branch SSER input re Section 4.4, "Ther- 
mal-Hydraulic Design." closing issue of fuel rod bowing penalty on DNBR.in response 
to C Schulten 850422 request. 

RUBENSTEIN.LS. Assistant Director for Core & Plant Systems. 85/05/01. 
NOVAK.T.M. Assistant Director for Licensing. 3pp. 38231:279-38231:286. 

-8505100521 Forwards printout from detailed licensing action data base created to 
eliminate discrepancies re open TMI action items. Printout should be reviewed & cor- 
rections given to R Scholl within 2 wks. 

HANNON.J.N. Operating Reactors Assessment Branch. 85/05/06. SCHIERLiNG.H.E. 
Licensing Branch 3. 3pp. 38231:291-38231:293. 

-8505160517 Requests issuance of end SSER 31 presenting evaluation on variety of 
issues in support of end board notification. Required publications release form also 
end for signature. Rept based on input provided by review branches.W/o ends. 
NOVAK,T.M. Assistant Director for Licensing. 85/05/02. THOMPSON, H.L Division of 
Licensing (800428-851124). 4pp. 38231:287-38231:290. 

-8505160529 Submits daily highlightOn 850507, Unit 1 reached 100% power & de- 
clared commercial & first element of fuel loaded into Unit 2 . 

SCHIERLING.H. Licensing Branch 3. 85/05/07. DENTON.H., EiSENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical Support 
Branch. Ip. 38231:294-38231:294. 

-8505230266 Forwards comments on util "Long-Term Seismic Program Plan, Jan 
1985." Plan generally acceptable.Comments & util responses will occupy agenda of 
850522-23 proposed meeting in Bethesda,MD. 

BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/05/09. NOVAK.T. Assistant Director for Licensing. 15pp. 38231:295-38231:309. 

-8505280360 Forwards safety evaluation & SALP input supporting 850424 application 
for amend to License DPR'80 re radiological effluent Tech Specs.Proposed changes 
acceptable. 

MULLER,D.R. Assistant Director for Radiation Protection. TAG 54435. 85/05/15. 
NOVAK.T.M. Assistant Director for Licensing. 3pp. 38231:310-38231:312. 

-8506060293 Forwards recent clarification of Northern California Power Agency petition 
for enforcement of plant antitrust license conditions.Draft Itr for closing out six counts 
end for signature.W/o end draft. 

KNIGHT.J.P. Division of Engineering (pre-851125). A. 85/05/24. DENTON.H.R. Office 
of Nuclear Reactor Regulation, Director (pre-851125). Ip. 38231:339-38231:339. 

-8506060307 Clarifies list of allegations contained in Northern California Power Agency 
811204 petition re enforcement of facility antitrust license conditions.Counts 1,3 & 4 
only counts pressing.NRC considering License Condition 2,H. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). A. 85/05/ 
29. MCDIARMID.R.C. Spiegel & McDiarmid. 2pp. 38231:344-38231:345. 

-8506060309 Summary of 850515 meeting w/util & Westinghouse re combined Unit 1 
& Unit 2 Tech Specs & necessary ShoTly notices for issuance of Unit 2 full power 
license & for amend of Unit 1 full power license.List of attendees end. 

SCHIERLING.H. Licensing Branch 3. 85/05/30. Licensing Branch 3. 2pp. 38231:346- 
38231:347. 

-8506060399 Submits plan of action to facilitate review of responses to end Generic 
Ltrs 85-09 & 85-10.C-E designed reactors unaffected by Generic Ltr 83-28,ltem 4.3 
since trip sys has shunt trip. 

THOMPSON, H.L Division of Licensing (800428-851124). GL-83-28. 85/05/20. Divi- 
sion of Licensing (800428-851124). 2pp. 38231:321-38231:322. 

-8506060627 Submits daily highlightOn 85051 5.fuel loading completed for Unit 2.Unit 2 
expected to go critical on 850707 & will be ready for power ascension by 
85071 7.Three separate reactor trips experienced by Unit 1 since 850518. 
SCHIERLING.H. Licensing Branch 3. 85/05/21. DENTON.H,, EISENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON,G. Technical Support 
Branch. Ip. 38231:334-38231:338. 

-8506100806 Submits status of full power licenses, per H Denton 850322 & 0425 
memos.Div reviews for both facilities complete. Procedures & Sys Review Branch 
awaiting confirmatory info re Watts Bar 1 initial test program. 

RUSSELL,W.T. Division of Human Factors Safety (800428-851124). 85/06/04. 
THOMPSON, H.L. Division of Licensing (800428-851124). Ip. 38231:348-38231:348. 

-8506130249 Discusses review of Unit 2 applicability code assignment of Unit 1 allega- 
tions on piping & supports as listed in Table 5.6-1 .Page E-6 of SSER 26.AII 
ailegations,except allegations listed, fall in Category D. 

CHERNY.F.C. Mechanical Engineering Branch. 85/06/05. KNIGHTON, G. Licensing 
Branch 3. 1p. 38231:349-38231:352. 

-8506260730 Submits licensing status for Diablo Canyon Unit 2 & Fermi Unit 2 full 
power licenses & River Bend Unit 1 low power license in response to H Denton 
850607 memo.lssuance of all licenses recommended. 

RUSSELL. W.T. Division of Safety Technology (800428-851124). 85/06/17. 
THOMPSON.H.L. Division of Licensing (800428-851124). 2pp. 38231:353-38231:354. 

-8506270782 Forwards safety evaluation re 850520 proposed Tech Specs revs based 
on WCAP-10271, "Evaluation of Surveillance Frequencies & Out-of-Svc Times for Re- 
actor Protection Instrumentation Sys.’* Tech Specs acceptable. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment, 85/06/21. NOVAK.T.M. 
Assistant Director for Licensing. Ip. 38232:011-38232:015. 

-8506270790 Safety evaluation re 850520 proposed Tech Specs based on WCAP- 
10271, "Evaluation of Sunrelllance Frequencies & Out-of-Svc Times for Reactor Pro- 
tection Instrumentation Sys." Tech Specs acceptable. 

* Assistant Director for Safety Assessment. 85/06/21. 4pp. 38232:012-38232:015. 

-8507020648 Forwards new license condition format & listing of revs to approved 
security, contingency & guard training & qualification plans.License condition super- 
sedes condition sent 841219.SER & SALP transmitted in 841219 submittal. 
GRUTCHF)ELD,D. Assistant Director for Safety Assessment 85/06/18. NOVAK.T,M. 
Assistant Director for Licensing. 4pp. 38231:355-38231:358. 


—8507030678 Documents Operating Reactors Assessment Branch review of operating 
experience for facility during low power license period.Operating experience appears 
to be more favorable than that at other recently licensed plants. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment 85/06/24. NOVAK.T.M. 
Assistant Director for Licensing. 2pp. 38232:009-38232:010. 

-8507080019 Forwards final draft Tech Specs for Units 1 & 2 for transmittal to util for 
review & certification as consistent w/FSAR.SER & Unit 2 as-built plant.Summary of 
correspondence re Tech Spec changes also encl.W/o end. 

CRUTCHFIELD.D. Assistant Director for Safety Assessment. 85/06/28. NOVAK.T.M. 
Assistant Director for Licensing. 5pp. 38232:016-38232:020. 

-8507100163 Lists revs & additions to allegation tracking sys, including Allegation 100 & 
Allegations 1 642-1 648.Addi updates will be provided when available. 

LEY;M.C. Licensing Branch 3. 85/06/19. KIRSCH.D.F. Region 5, Office of Director. 
2pp. 38231:359-38232:008. 

—8507110607 Requests F Coffman audit mods to facility re potential for seismicalty in- 
duced sys interaction between in-core flux mapping sys & seat table on 850709,per IE 
Info Notice 85-45. Util will have calculation/design packages available. 

KNIGHTON,G.W. Licensing Branch 3. IEIN-85-045. 85/07/01. THADANI.A.C. Reliabil- 
ity & Risk Assessment Branch, ip. 38232:037-38232:037. 

-8507120543 Lists guidelines for negotiation of schedules for Westinghouse Owners 
Group responses to Generic Ltr 85-1 2. 

THOMPSON.H.L Division of Licensing (800428-851124). GL-85-12. 85/07/01. NRC - 
No Detailed Affiliation Given. Ip. 38232:147-38232:147. 

-8507120605 Advises that listed codes assigned to six allegations per GW Knighton 
841130 memo.in response to M Ley request. 

LEAR.G. Structural & Geotechnical Engineering Branch. 85/07/03. KNIGHTON.G.W. 
Licensing Branch 3. Ip. 38232:055-38232:064. 

-8507170103 Forwards evaluation of util proposed plan for long-term seismic 
program.Plan will be approved after consideration of comments resulting from 850710 
meeting w/util & ACRS 85071 1 meeting. 

NOVAK.T.M. Assistant Director for Licensing. 85/07/02. FRALEY, R.F. ACRS - Adviso- 
ry Committee on Reactor Safeguards. 9pp. 38232:043-38232:054. 

-8507170460 Fonvards NRC & util responses re suitability of performing PRA at Level 1 
rather than Level 2,per 850411 request. 

NOVAK,T.M. Assistant Director for Licensing. 85/07/02. FRALEY.R.F. ACRS - Adviso- 
ry Ck}mmittee on Reactor Safeguards. 3pp. 38232:038-38232:042. 

-8507190065 Submits daily highlighLBrush fire near San Luis Obispo.CA approx 10 
miles from facility.Parts of city evacuated.On 850704,transmission via Midway line to 
east temporarily switched to Gates line to north.Unit 1 at 100% power. 

SCHIERLING,H. Licensing Branch 3. 85/07/09. DENTON.H., EISENHUT.D. Office of 
Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical Support 
Branch. Ip. 38232:074-38232:075. 

-8507230242 Informs that licensee should be instructed to comply w/ASME Code Sec- 
tion XI & Paragraph IWV-3427 for all Category A & A/C valves in inservice testing 
program.No conflict between Tech Specs & program noted. 

CHERNY.F. Mechanical Engineering Branch. TAC 59010. 85/07/11. KNIGHTON.G. 
Licensing Branch 3. 2pp. 38232:076-38232:077. 

-8507250076 Forwards SSER input addressing offsite medical svcs.Rept completes 
emergency planning review for plant iicensing.No outstanding issues remain. 
MATTHEWS.D.B. Emergency Preparedness Branch. 85/07/15. KNIGHTON.G.W. Li- 
censing Branch 3. 3pp. 38232:078-38232:080. 

-8507250244 Recommends that restriction re parking location of polar crane to pre- 
clude jet impingement be included in Tech Specs. Tech Specs should not be written 
for turbine bldg bridge cranes unless spacing limits become permanent. 

BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/07/16. NOVAK, T.M. Assistant Director for Licensing. Ip. 38232:081-38232:081. 

-8508010232 Trip rept of 850709 site visit to review specific seismicalty induced sys 
interaction postulated between in-core flux mapping sys & seal table. 

COFFMAN, F.D. Reliability & Risk Assessment Branch. 85/07/22. THADANI,A,C. Reli- 
ability & Risk Assessment Branch. 3pp. 38232:083-38232:085. 

-8508010526 Forwards revised license condition re implementation of physical 
securlty,guard training & qualification & safeguards contingency plans.Rev supersedes 
850618 license condition. 

CRUTCHFIELD,D. Assistant Director for Safety Assessment. 85/07/25. NOVAK.T.M. 
Assistant Director for Licensing. 2pp. 38232:131-38232:132. 

-8508010557 Forwards "In-Progress Audit Rept of DCRDR for Diablo Canyon 
Plant, Units 1 & 2." Rept provides basis for evaluation of DCRDR.DCRDR does not 
satisfy requirements.Meetlng should be held to discuss DCRDR process. 

REGAN, W.H. Human Factors Engineering Branch. 85/07/24. KNIGHTON.G.W. Li- 
censing Branch 3. 3pp. 38232:092-38232:130. 

-8508010664 Submits daily hlghllght.On 85071 5,Region V received five documents from 
GAP containing further allegations,based on Ofc of Investigation investigations. 
SCHIERLING.H. Ucensing Branch 3. 85/07/22. DENTON.H.R., EISENHUT.D.G. 
Office of Nuclear Reactor Regulation, Director (pre-851125). EDISON.G. Technical 
Support Branch, ip. 38232:082-38232:082. 

-6508080150 Forwards marked-up Tech Spec Table 3.4-1, "RCS Pressure Isolation 
Valves," listing addi valves in Items 6,7 & 8 not yet in draft Tech Specs.Ail valves 
must be leak rate tested per CRGR 850724 instructions. 

BOSNAK.R. Assistant Director for Comp. & Structures Engineering (Post 830201). 85/ 
07/30. NOVAK,T.M. Assistant Director for Ucensing. 2pp. 38232:148-38232:149. 

-8508080227 Notifies of Commission 850801 briefing to discuss full power authorization 
for facility.Briefing package sent to Commission & background supplemental info 
0 ncl W /o oncls 

NOVAK.T.M. Assistant Director for Licensing. 85/07/30. DENTON.H.R., 
EISENHUT.D.G. Office of Nuclear Reactor Regulation, Director (pre-861125). 
BERNERO.R. Division of Systems Integration (811005-851124), Ip, 38232:150- 
38232:157. 
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•-8508080242 Provides updated info to be entered into allegation tracking sys. 

LEY,M.C. Licensing Branch 3. 85/07/23. KIRSCH.D.F. Region 5. Office of Director. 
Ip. 38232:088-38232:088. 

<>8508080286 Forward SSER 32 re full power decision for review.Comments & concur- 
rence requested by 850731. Commission meeting scheduled on 850801 .W/o end. 
THOMPSON.H.L Division of Ucensing (800428-851124). 85/07/24. KNIGHT, J.P. Divi- 
sion of Engineering {pre-851125). 3pp. 38232:089-38232:091. 

-8508080360 Advises that NRR final decision re GAP 10CFR2.206 petitions cannot be 
issued at present due to incomplete reviews & investigations of aiiegations.Aiiegations 
provided by GAP to Region V on 850715 have no impact on final decision. 
SCHIERLING.H. Licensing Branch 3. 85/07/26. NOVAK, T.M. Assistant Director for Li- 
censing. Ip. 38232:133-38232:133. 

-8508080656 Provides guidance re acceptance criteria for review of implementation 
questions in generic Itrs & schedules.Finai resolution of Multi-Plant Action G-1 re post- 
LOCA reactor coolant pump trip discussed. 

JAFFE,D.H. Operating Reactors Branch 3. GL-85-12. 85/07/30. Division of Licensing 
(800428-851124). 13pp. 38232:134-38232:146. 

-8508160097 Informs that pressure isolation valve leakage rate acceptance criteria out- 
lined in 850214 memo accepted by CRGR.Revised marked-up Tech Specs end. 
BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
85/08/09. NOVAK, T.M. Assistant Director for Licensing. 5pp. 38232:163-38232:167. 


-8510170181 Requests FR publication of notice of consideration of Issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850920 request re performance of inservice snubber visual insp. 
KNIGHTON, G.W. Licensing Branch 3. 85/10/11. NOTTINGHAM.D. Division of Ucens- 
ing (800428-851124), 5pp. 38232:199-38232:205. 

-8510170192 Initial NSHC determination & noticing action re util 850920 application to 
amend Ucenses DPR-80 & DPR-82,allowing performance of first inservIce snubber 
visual insp for Unit 2 following power ascension program.Amend involves NSHC. 
SCHIERLING,H., KNIGHTON.G.W. NRC - No Detailed Affiliation Given. 
CHANDLER.W. Office of the Executive Legal Director (Pre 860701). 85/10/11. Ip. 
38232:204-38232:205. 

-8510180106 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850906 request to implement relaxed axial offset control. 

KNIGHTON,G.W. Licensing Branch 3. 85/10/11. NOTTINGHAM,D. Division of Licens- 
ing (800428-851124). 3pp. 38232:206-38232:210. 

-8510180113 Initial NSHC determination & noticing action re util 850906 application to 
amend Licenses DPR-80 & DPR-82, implementing relaxed axial offset control for Unit 
1 after 8,000 MWD/ module test unit burnup.Amend involves NSHC. 

SCH1ERLING,H., KNIGHTON,G.W. NRC - No Detailed Affiliation Given. 
CHANDLER,W. Office of the Executive Legal Director (Pre 860701). 85/10/11. 2pp. 
38232:209-38232:210. 


-8508200185 Submits daily highlightOn 85081 3,util described plans to initiate rod with- 
drawal & boron dilution on 85081 4.Based on previous schedule,faciiity should be 
ready to exceed 5% power around 850824. 

SCHIERLING.H. Licensing Branch 3. 85/08/13. DENTON.H. Office of Nuclear Reac- 
tor Regulation. Director (pre-851125). Ip. 38232:168-38232:169. 

-8508200240 Submits dally highlight-Due to delays in precriticality testing.criticality will 
be achieved early in wk of 850811, 

SCHIERLING.H. Licensing Branch 3. 85/08/07. DENTON.H. Office of Nuclear Reac- 
tor Regulation. Director (pre-851125). Ip. 38232:160-38232:161. 


-8508220087 Submits daily highlight.Criticality expected between 850818 & 19.Low 
power testing program should be completed about 850829.Region V will notify Denton 
of readiness for full power license 4 days after criticality. 

SCHIERLING.H. Licensing Branch 3. 85/08/16. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). Ip. 38232:170-38232:171. 


-8509050363 Discusses potential seismic interaction associated w/flux mapping sys in 
Westinghouse plants.Action will be performed on plant specific basis by individual utils 
& corrective action Initiated where required.Reiated info end. 

GOERING.G.T. Westinghouse Operating Plants Owners Group. OG-151. 85/06/10. 
MIRAGL1A,F. Division of Licensing (800428-851124). 9pp. 38232:065-38232:073. 


-8509060287 Submits daily highlightOn 850826,fuii power license issued. Unit went 
critical on 850819.Completion of low power testing expected during first wk of Sept 
igss.Commercial operation scheduled for Dec 1985. 

SCHIERLING.H. Licensing Branch 3. 85/08/26. DENTON.H. Office of Nuclear Reac- 
tor Regulation. Director (pre-851125). Ip. 38232:172-38232:173. 


-8509060304 Forwards SSER 32 for final approval to permit issuance. End includes 
comments made by contributors & OELD as of 850730.No comments received In re- 
sponse to 850725 request for div directors concunence.W/o end. 

NOVAKJ.M. Assistant Director for Ucensing. 85/08/08. THOMPSON.H.L Division of 
Licensing (800428-851124). 1p, 38232:162-38232:162. 


-8509060330 Forwards SSER 32 & full power license.SSER 32 includes end list of li- 
cense conditions for matters provided or reviewed by recipients.W/o SSER 32 & li- 

L‘S®nslng Branch 3. 85/09/03. KUO.P.T., POLK.H.. LEY.M, NRC - No 
Detailed Affiliation Given. 3pp. 38232:174-38232:176. 


Submits daily highlightOn 850831 .reactor coolant pump failed while in 
M^e 3 as result of motor winding failure. Cause under investigation.Motor removed 
rewinding.Scc-wk delay in low power testing expected. 

^IERLING.H. Licensing Branch 3. 85/09/05. DENTON.H.. ElSENHUT.D. Office of 
(pre^SSUBS). LYONS, J. Technical Support 


Submite dfflly highlightUtil submitted rept describing high density sper 
file storage ^s by 850919 Itr.New fuel storage racks will be Instdled in dry sper 
fuel pool condition to reduce radiation exposure. 

®«"Ch 3. 85/09/23. DENTON.H., ElSENHUT.D, 
38232fi8S-3^3|-186 Regulation, Director (pre.851125). 2pp 


reactor coolant pump motoi 
opSatSf fw jSi 1906^ scheduled for mId-Oct & cornmercia 

Licensing Branch 3. 85/10/04. DENTON.H. Office of Nuclear Reac- 
tor R^ulation, Diredor (pre-851125). Ip. 38232:191-38232:196, 

of AHegations 1686 & 1690 from NRR to Region V foi 
S aSterS*i?neceSa^^" ^ needed.NRR will provide supplemental tech- 
..K.r«L^ONi.G.W. f^ndni^Branch 3. 85/10/03. KIRSCH.D.F, Region 5. Office of Di- 


-8510180126 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 850827 request re electrical power sys battery sets & charges. 
KNIGHTON.G.W. Licensing Branch 3. 85/10/11, NOTTINGHAM.D. Division of Licens- 
ing (800428-851124). 4pp. 38232:211-38232:216. 

-8510180128 Initial NSHC determination & noticing action re util 850827 application for 
amends to Licenses DPR-80 & DPR-82 re electrical power sys battery sets & associ- 
ated chargers. 

SCHIERLIrsIG.H. NRC - No Detailed Affiliation Given. 85/10/11. 2pp. 38232:215- 
38232:216. 


-8511010136 Forwards lists of documents responsive to FOIA Requests 84-741.84- 
742,84-743 & 84-744.Some documents may ref or include confidential info. 
KNIGHTON.G.W. Licensing Branch 3. 85/10/23. SMITH.H. Office of Nuclear Reactor 
Regulation, Director (pre-851125). 14pp. 38232:218-38232:234, 


—8511110348 Requests review of schedule of safety evaluations & licensing actions re 
Generic Ltr 83-28, Items 4.2.3 & 4.2.4, to create consistent, meaningful & achievable 
schedule for completion of Multi-Plant Action Item B-89 by end of Cy 86. 
BRADFUTE,J.O. Licensing Branch 2. GL-83-28. 85/10/30. VISSING, LEE.R.. TAM 
NRC - No Detailed Affiliation Given. 2pp. 38232:235-38232:236. 


—8511120444 Informs of need for add! info to complete review of environ assessment 
for spent fuel pool expansion. Info concerns fuel pool heat load (Btu/h) for original 
design to determine percent increase for new design. 

Environmental & Hydrologic Engineering Branch. 85/11/05. 
SCHIERLING.H. Licensing Branch 3. 1p. 38232:239-38232:239. 


—8511140342 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-18 & proposed NSHC determination & opportunity for 
request re refs to reactor coolant j^mp breaker trips. 

Licensing Branch 3. 85/11/08. NOTTINGHAM.D. Division of Licens- 
ing (800428-851 1 24). 5pp. 38232:241 -38232:247. 


iiiiuai uvwiiiiineiiiun a noiioing acxion r© uiii oouo4r application Tor 
amends to Licenses DPR-80 & DPR-81 re Tech Spec changes to delete refs to reac- 
breaker position trip. Amend involves NSHC. 

Detailed Affiliation Given. 85/11/06. 2pp. 38232:246- 

oB232b247, 


submittal date for providing info addressing Generic Ltr 83- 
testing & replacement. Licensee must respond by 
f oOiSI to meet schedule for completing review projects. 

Equipment Qualification Branch. GL-83-28. 86/11/07. 

KNIGHTON, G. Licensing Branch 3. Ip. 38232:240-38232:240. 

—8511210039 Requests that task of reviewing justification for use of energy balance 
technique to qualify masonry walls be added to Assignment 6 to Contract NRC-03-81- 

^ Engineering Branch. NRC-03-81 -130. 85/11/15. 

WILLIAMS.M. Division of Licensing (800428-851124). 3pp. 38232:259-38232:266. 


KM engineering Branch 5ER re safety & relief valve 

demonstrates ability of RCS PORV.safety 
function under expected operating conditions. 

TAr Structures Engineering (Post 830201). 

38232^267-38212*268 Division Of Licensing (800428-851124). 2pp. 

Advises that util 850827 Tech Spec change reque$t allowing mod of re- 
IalP fopurprovided'^'^®’^*®^’®'^®''*®'^ required no Interaction w/appllcantitherefore.no 

Reactor Safety. TAG 59567. 85/11/18. 
N0VAK,T.M. Assistant Director for Ucensing. 2pp. 38232:294-38232:299. 

highlightOn 851129.reactor tripped on steam llow/feed 

LYONS ^NPr' DENTON, H., ElSENHUT.D.. 

LYONS, J. NRC - No Detailed Affiliation Given. Ip. 38232:304-38232:305. 

^foral®lt^fSnSS!L®r^‘K & compliance audit on 851118-22.Struc. 

qu^ATdSnpera^ numerous areas within plantUnresolved issue exists re ade- 

59803 Systems Branch (PWR-B). TAG 

38231340 ^' R 09 ‘ 0 n 5. Office of Director. 3pp. 38232:306- 
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-8512100494 Forwards summary of review costs incurred by program ofcs involved In 
fp'' 840624-1222 & supporting documentation.W/o documentation. 
HOLLOWAY.CJ. License Fee Management Branch. 85/11/26. License Fee Manaoe- 
ment Branch. 2pp. 38232:302-38232:303. ^ 

-8512190280 Notifies of transfer of spent fuel pool rerack licensing amend application 
to Div of PWR Licensing A.SER not due until 860331. Possibility of hearinq existe 
LIAW.B.D. Engineering Branch (BWR). TAG 59756. 85/12/12. BALLARD.R L* Enqi- 
neering Branch (PWR-A). Ip. 38232:341-38232:349. ^ 

-8601060490 Forwards SSER Input re clarification of Tech Spec requirements for start- 
up test reporting Section 6.9.Task completed. 

KNIGHT. J.P. Assistant Director for Technical Support (PWR-A). TAG 60065. 85/12/ 
20. VARGA, S.A. PWR Project Directorate 3. 2pp. 38232:350-38233:079. 

-8601160332 Forwards request for addi info re spent fuel pool reracking, to complete 
radiological review of util 85091 9,1 030 submittals & 851205 meeting w/NRG. 
KNIGHT.J. Division of Pressurized Water Reactor Licensing - A (post 851125). TAG 
59756. 86/01/10. SGHIERLING.H. PWR Project Directorate 3 2pp. 38233-102. 
38233:103. 


-8601160593 Notice of consideration of issuance of amends to Licenses DPR-80 & 
DPR-82 & proposed NSHC determination & opportunity for hearing on 851030 request 
re spent fuel pool storage capacity. 

NORRIS, J.A. PWR Project Directorate 3. 86/01/06. 20pp. 38233:080-38233:099. 

—8601220038 Forwards request for addI info based on review of licensee submittal con- 
cerning proposed spent fuel expansion.Expedited response needed to complete 
review. 

ROSA,F. Division of Pressurized Water Reactor Licensing - A (post 851125). TAG 
59756. 86/01/15. SGHIERLING.H.E. PWR Project Directorate 3. 4pp. 38233:104- 
38233:106. 

-8601280242 Requests response to end questions re high-density spent fuel rack 
design & analysis in order to complete review. 

ROSSI.G.E. Assistant Director for Technical Support (PWR-A). 86/01/23. 
SGHIERLING.H. PWR Project Directorate 3. 4pp. 38233:108-38233:111. 

-8601290321 Informs that PWR project managers can closeout plant-spedfic TACs re 
NRR technical review branches review of util responses to Generic Ltr 85-02.Review 
conclusions will be issued as Gommission paper in mid-Feb. 

MURPHY, E. NRG - No Detailed Affiliation Given. GL-85-02. 86/01/22. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38233:107-38233:107. 


-860^30443 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
®®0214 request to change Tech Spec re containment cooling sys. 

VARGA, S.A. ?\NR Project Directorate 3. 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:215-38233:218. 


~8S04040631 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
851224 request re reducing excessive testing of diesel generators. 
yARGA,S.A. PWR Project Directorate 3. GL-84-15. 86/03/31. NRC - No Detailed Af- 
filiation Given. 6pp. 38233:233-38233:238. 


—8804040638 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
SIP ®51226 request re operation w/swing diesel generator out of svc. 

VARGA, SA PWR Project Directorate 3. 86/03/31. NRC - No Detailed Affiliation 
Given. 4pp. 38233:229-38233:232. 


-8610080256 Safety evaluation re util 850424 application for amend to License DPR- 
80, changing radiological effluent Tech Specs re radwaste mgtProposed changes ac- 
ceptable. 

Office of Nuclear Reactor Regulation, Director (pre-851125). 85/05/15. 8pp. 
38231^313-38231:320. 

-8610080273 Forwards comments on mod of Tech Specs re effectiveness of LWR reg- 
ulatory requirements In limiting risk program, for info & consideration. 

TSE,A. Division of Risk Analysis & Operations (post 840429). 85/05/20. BECKHAM, D. 
Division of Safety Technology (800428-851124). 10pp. 38231:323-38231:332. 

-8610080282 Forwards evsfluation of WCAP 10054(P), “Westinghouse Small Break 
EGGS Model Using NOTRUMP Code." Rept acceptable for ref in license 
applications.W/o end. 

THOMAS,C.O. Standarcfization & Spedal Projects Branch. 85/05/21. RAHE.E.P. Wes- 
tinghouse Electric C^rp. Ip. 38231:333-38231:333. 

-8610080299 Forwards reformated proposed implementing license condition & listing of 
documents that comprise approved plans for Unit 2. 

MCCORKLE.G.W. Reactor 8 Transportation Ucensing Branch. 85/05/24. 
THOMAS.C.O. Standardization & Special Projects Branch. 4pp. 38231:340-38231:343. 

-8610080334 Fonvards Structural & Geotechnical Engineering Branch SSER input for 
full power ]icense.Full power license can be issued w/enci required license condition. 
BOSNAK,R. Assistant Director for Comp. & Structures Engineering (Post 830201). 85/ 
07/01. NOVAK, T.M. Assistant Director for Licensing. 15pp. 38232:021-38232:036. 


-8601300020 Describes transfer of review responsibilities for DCRDR per SuppI 1 to 
NUREG-0737 for listed plants from Div of Human Factors Technology to PWR Licens- 
ing-A.Status of each plant summarized. 

ROWSOME.F.H. Human Factors Issues Branch. TAG M56117. 86/01/24. ROSA.F. 
Electrical, Instrumentation & Control Systems Branch (PWR-A). 4pp. 38233:112- 
38233:146. 


-8610090013 Informs that immediate effectiveness rule no longer necessary, in light of 
Appeal Board 850627 decision upholding adequacy of facllity.No further action on 
matter planned unless otherwise instructed by Commission. 

2ERBE.J.E. Office of Policy Evaluations. 85/07/23. PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners. Ip. 38232:086-38232:087. 


-8602060371 Discusses utils requests for relief from present schedules of diesel gener- 
ator testing.2ion Units 1 & 2 still following accelerated testing regime, per 800229 con- 
firmatory order. Diablo Canyon requests for exemptions being processed. 

NORRIS,J.A. PWR Project Directorate 3. 86/01 /29. VARGA, S.A. Division of Pressur- 
ized Water Reactor Licensing - A (post 851125). Ip. 38233:147-38233:193. 

-8603030409 Forwards request for addi info needed to complete evaluation of high- 
density spent fuel rack design & analysis.Advance copy provided to F Rinaldi for 
transmittal to licensee. 

ROSSI.G.E. Assistant Director for Technical Support (PWR-A). 86/02/24. 
SGHIERLING.H. PWR Project Directorate 3. 2pp. 38233:194-38233:195. 

-8603110033 Responds to 860123 memo.NRR in process of closing out remaining alle- 
gations on facility.Evaluatlons expected to be completed by Mar 1986.Region v eval- 
uations for individual allegations & info to be included in apps requested. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (|X>st 851125). 86/02/ 
26. MARTIN, J.B. Region 5. Office of Director. 3pp. 38233:196-38233:200. 

-8603120086 Submits daily highlight.On 860304,exemption granted to allow util to per- 
form necessary peak cladding temp calculations w/approved code & based on actual 
plant conditions. Galculations wilt be completed by 860831. 

SGH1ERLING,H.E. PWR Project Directorate 3. 86/03/04. DENTON.H., EISENHUT,a, 
LYONS, J. NRC - No Detailed Affiliation Given. Ip. 38233:202-38233:202. 

-8603120176 Submits dally highlightOn 860303,exemption granted from 
10CFR50.46(a)(1) requirement that plant-specific EGGS cooling performance analysis 
be performed w/approved code demonstrating peak cladding temp limit within 2,200 

SCHIERLING,H.E. PWR Project Directorate 3. 86/03/03. DENTON, H.. EISENHUT,D.. 
LYONS. J. NRC - No Detailed Affiliation Given. Ip. 38233:201-38233:201. 

-8603180409 Submits daily highlightLow power testing program completed. Plant 
reached 100% power on 860312 & generated 1079 MWe.Util declared plant In com- 
mercial operation on 860313. 

SGHIERLING.H.E. PWR Project Directorate 3. 86/03/14. DENTON, H., EISENHUT.D., 
LYONS, J. NRC - No Detailed Affiliation Given. Ip. 38233:203-38233:203, 


-8610090072 Forwards "Long Term Seismic Program. Program Plan for Reevaluation of 
Diablo (^yon Power Plant” & util responses to NRC staff comments on program 
plan. 

ROTHMAN, R.L Geosciences Branch. 85/10/10. SAVY.J. Lawrence Livermore Na- 
tional Laboratory. 2pp. 38232:197-38232:198. 

-8610090093 Requests all analyses & memoranda written subsequent to EDO 850705 
memo to Commission. "Con»deration of Potential Complicating Effects of Earth- 
quakes on Emergency Planning," by 851018. 

REHM,T.A Office of the Executive Director for Operations. 85/10/17. MINOGUE.R. 
Office of Nuclear Regulatory Research. Director (Pre 860720). DENTON, H. Office of 
Nuclear Reactor Regulation, Director (pre-851125). TAYLOR J. Office of Inspection & 
Enforcement, Director (Post 820201). Ip. 38232:217-38232:217. 

—8610090101 Informs that level of effort & proposed schedule discussed in 851016 ltr 
re Contract NRC-03-81-130,Rnal Work Assignment 26, “Evaluation of Spent Fuel 
Racks Structural Analysis," acceptable. 

CARRINGTON.M. Division of Ucensing (800428-851124). NRC-03-81-130. 85/10/31. 
PANDEY.S. ARVIN/GALSPAN Advanced Technology Center. Ip. 38232:237- 
38232:238. 

-8610090162 Informs that qualification file for core exit thermocouple junction boxes 
provides reasonable assurance that junction boxes capable of functioning as required 
in postulated pressure & temp environ. 

LAGRANGE.R.G. Equipment Qualification Branch. 85/11/12. KNIGHTON.G. Ucensing 
Branch 3. 1p. 38232:248-38232:248. 

-8610090172 Forwards util request for amends to Ucenses DPR-80 & DPR-81 re spent 
fuel poo! reracd^itTg for info & review.Review schedule & list of reviewers encl.W/o 
amend request 

SCHIERLING.H. Ucensing Branch 3. 85/11/13. BROOKS.W,. WITT.F., KIM.S.B. NRC 
• No Detailed Affdiation G^n. 4pp. 38232:249-38232:258. 

-8610090197 Forwards draft rept containing results of review of allegation . mgt for 
fadlity.for comment.CcMTiments requested within 15 days of memo date. 

CONNELLY,S.a Office of Inspector & Auditor. 85/11/26. DiRCKS,W.J. Office of the 
Executive DirectCNr for Qperatiofis. tp. 38232:300-38232:301 . 


-8603270412 Forwards evaluation supporting licensee request for use of ASME Code 
Case N-41 1 ,subj to listed restrictions. 

ROSSI.C.E. Assistant Director for Technical Support (PWR-A). 86/03/24. 
SGHIERLING.H. PWR Project Directorate 3, 4pp. 38233:208-38233:211. 

-8604030185 Requests FR publication of notice of consideration of Issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 860213 request re addition of check valves to Tech Spec. 

VARGA, S.A. PWR Project Directorate 3, 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:219-38233:228, 


-8610090213 SER re safety & relief valve testing,per NUREG-0737.ltem ILD.1 or Multi- 
Plant Action F-14.lnfo demonstrates aWlity of RCS PORVs,PORV block valves.safety 
valves & associated piping to function under expected operating conditions, 

• Office of Nuclear Reactor Regulation, Dkector (pre-851 125). TAG 51590. 85/11/18. 
25pp. 38232:269-38232:293. 

-8610090242 Forwards changes & transfers of assignments for Reactor Safety Issues 
Brandi personnel.per 861230 memo. 

BERLINGER,C. Reactor Systems Branch (PWR-A). 86/01/08. KNIGHT.J. Assistant 
Director for Technical Support (PWR-A). 2pp. 38233:100-38233:101. 


-8604030416 Requests FR publication of notice of consideration of issuance of amends 
to Licenses DPR-80 & DPR-82 & proposed NSHC determination & opportunity for 
hearing on 860214 request re increase of max enrichment of reload fuel. 

VARGA, S.A. PWR Project Directorate 3. 86/03/24. NRC - No Detailed Affiliation 
Given. 3pp. 38233:212-38233:214. 


-8610090283 Informs that Allegation 676 will be reviewed by Structural & Geotechnical 
Engineering Branch,per 860226 meeting. 

FUtoES,J, Wanning & Program Analysis Staff (post 851125). 86/03/17. 
NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). Ip. 
38233:204-38233:204. 
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-861(^90286 Forwards draft Itr to util, forwarding name of new member to be added to 
!:st cf participants scheduled to conduct regulatory effectiveness review from 860519- 

^liFNETT.R.F. Oi’/ision of Safeguards. 86/03/18. SCARANO,R.A. Region 5, Office of 
Director. 3pp. 38233:205-38233:207. 

8610080323 Appeals response to FOIA request for documentation developed since 
351 C01 re evaluation of individual ISAPs at plant.No response received since 860414 
Itr.Response expected within 20 days. 

GARDE,B.P. Government Accountability Project. 86/05/15. STELLO.V. Office of the 
Executive Director for Operations. Ip. 38213:001-38213:001. 

8610080331 Appeals response to FOiA request re plant ISAPs.No response received 
since 860619 ltr.Response expected within 20 days. 

GARDE, B.P. Government Accountability Project. 86/07/16. STELLO.V. Office of the 
Executive Director for Operations. 1p. 38213:002-38213:006. 

8610080349 RnaS r^ponse to FOIA requests for records re evaluation of ISAPs for 
p!ant.App E documents in PDR.App F.G & H documents end & in PDR.App I & J doc- 
uments withheld (ref FOiA Exemption 5). 

GRIMSLEY.O.H. Division of Rules and Records. 86/10/03. GARDE, B.P. Government 
Accountability Project. 25pp. 38213:007-38220:142. 


-8610090096 Submits outline of remaining work needed on SSER 13 & persons 
responsible, per 860402 meeting. 

TRAMMELL, C. NRC - No Detailed Affiliation Given. 86/04/03, CALVOJ., SHAO.L. 
NRC - No Detailed Affiliation Given. 2pp, 38217:337-38217:338. 

-8610090104 Responds to request for status of funding on FIN A-3803, “Evaluation of 
Selected NRC Open Items Before Plant Fuel Load, Project 1:SSER Development for 
Comanche Peak." Items that BNL providing assistance for listed. 

ROMANO, A.J. Brookhaven National Laboratory. FIN A-3803. 86/04/09. BERKSON.H, 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38217:345* 
38217:347. 

-8610090110 Forwards CASE first analysis of implementation of Results Rept l.a.4, 
"Agreement Between Cable Terminations & Current Design Drawings," Analysis not 
technicai.Requests response to identified deficiencies. Related info end. 

GARDE, B.P. Government Accountability Project. 86/05/05. NOONAN, V.S. Office of 
Nuclear Reactor Regulation, Director (post 851125). 652pp. 38216:046-38217:336. 

-8610090113 Submits update of 860408 schedule for remaining work needed on SSER 
13 for Comanche Peak Program Plan.Related info end. 

TRAMMEL,C. NRC - No Detailed Affiliation Given. 86/04/09. CALVO.J., SHAO.L. 
NRC - No Detailed Affiliation Given. 344pp. 38217:354-38218:337. 


-8511010536 Fofwards.for review.documentation of applicant proposed Project Proce- 
dure CPP-022, "Supplemental Evaluation of Visual Welding Insp Techniques.” Com- 
ments & SSER requested by 851125, 

NOONAN, V.S. Ckjmanche Peak Project (Technical Review Team). 85/10/30. 
KNIGHT, J.P. Division of Engineering (pre-851125). 2pp. 38220:036-38220:045. 

—851^30650 Provides list of NRR/IE staff audits/insps recorded for Oct, Nov & Dec 
1 985.f (y whKh trip repts must be written. 

VIETTI-COOKA Ck>manche Peak Project (Technical Review Team). 85/11/26. 
SHAO,L NRC - No Detailed Affiliation Given. 4pp. 38^0:021-38220:035. 


-8601210514 Responds to 850930 request for listed IE actions to confirm adequacy of 
QA program.Present QA program does not comply w/NRC QA guidance in 18 
areas.Summary of actions re program adequacy & viewgraphs end. 

GRIMES, B.K. Division of QA. Vendor & Technical Training Center Programs (Post 
850212). 86/01/15. NOONAN.V.S. Comanche Peak Project (Technical Review Team). 
11pp. 38215:243-38216:044. 


-8604280371 Provides procedures for review of Comanche Peak Review Team result 
repts expected to be submitted through Oct/Nov 1986.Related info end 
NOONAKV S. PWR Project Directorate 5. 86/04/21. GRIMES.B.K. Division of QA. 

Training Center Programs (Post 850212). 155pp. 38218:338- 

38219! 132. 


of 851125 viat to SiW Engineering Corp re audit of nonseismic 
design piping. Further audit of anchor designs requiredList 
cf attendees & related info end. 

Project (Technical Review Team). 85/12/18. SHAO.LC. 
womanche Peak Project (Technical Review Team). 19pp. 38220:101-38220:142. 


-8605150207 Forwards Comanche Peak Review Team presentation on mechanical 
HOiJ SN 'T^fc^anical/plplng areas in SSER 10. 

fjoject (Technical Review Team). 86/02/06. SHAO.LC 
Comanche PeaK Project (Technical Review Team). 615pp, 38213:331-38215:242. 

Energy Technology Engineering Ctr review of Rev 3 to Coman- 
Review Team Issue-Specific Action Plan V.d re unauthorized "olua welds" 
fape plates & In cable tray suppo^ R^encf 

4^^’ 86ETEC-DRF-061 0. 86/04/08. 
ntuuiwt.v. 5 , NRC - No Detailed Affiliation Given. 6 pp. 38217:339-38217:344. 

"Conduit to Cable Tray 

Texas uaraes Gen- 

‘SAP Vll.b.2, “Valve Disassembly" 
^ "Agfeement Between 


Hev 3 to issue Spedlic Action Plan ISAP ll.b, "Concrete Compression 
Texas USIMes Generating Co.). 86 / 


02/27. 12pp. 38213:^^2^^a^* («>rm 6 riy Texas Utilities Generating Co.). 8 

oSSSrSSxl Team Results Re 

ia/J! 8 '‘:^!^^iawS^^ 1 ,°°- Texas Utilities Generating Co.). 8 > 



0S/«. Texas Utilities Generating Co.), e 



*86 CBomiing Co.), 


-8610090131 Rev 0 to Quality Instruction QI-049, "Reinsp of Large Bore Pipe - Welds/ 
Matl.” Related info end, 

BOULTON.D.S. Evaluation Research Corp. 85/10/14. 223pp. 3821 9:1 58-38220,'020. 

-8610090148 Summarizes NRC 860214 audit meeting w/util & Ebasco In New York 
City, NY re Comanche Peak conduit & conduit support programs. List of attendees 
end. Highlights of presentations listed. 

DEGRASSl.G. Brookhaven National Laboratory. 86/04/10. JENG,D. NRC - No De- 
tailed Affiliation Given. 24pp. 38219:133-38219:157. 


-8610090229 Discusses 851113-14 audit of Comanche Peak Response Team const 
program in area re piping & pipe supports. Three unresolved items listed. 
TERAO,D. Comanche Peak Project (Technical Review Team). 85/12/11. SHAO,L.C. 
Comanche Peak Project (Technical Review Team). 55pp, 38220:046-38220:100. 


-8610100136 "Evaluation of Selected NRC Open Items Before Plant Fuel Load," 
monthly progress rept for Jan 1986. 

National Laboratory. FIN A-3803. 86/02/20. 

CARRINQTON,M. Office of Nuclear Reactor Regulation, Director (post 861 125^ 6 pp. 
38217 :348-382 1 7:353. 


-8511010536 Fon^rds, for review.documentation of applicant proposed Project Proce- 
dure CPI^ 02 ^ Supplemental Evaluation of Visual Welding Insp Techniques," Com- 
ments & SSER requested by 851 125. » 

pP^Tnanche Peak Project (Technical Review Team). 85/10/30. 
KNIGHT, J.P. Division of Engineering (pre-851125). 2pp. 38220:036-38220:045. 


— I AUMVW9V 




1985, for which trip repts must be written. 

Project (Technical Review Team). 85/11/28. 
SHAO.L NRC - No Detailed Affiliation Given. 4pp. 38220:021-38220:035. 

-£^01210514 Responds to 850930 request for listed IE actions to confirm adequacy of 
QA program.Present QA program does not comply w/NRC QA guidance In 18 
re program adequacy & viewgraphs end. 

& Technical Training Center Programs (Post 
CP^ariche Peak Project (Technical Review Team). 

npp. oq<1£>:243-3o21 6:044. 



r to togineering corp re audit of nonseismic 

of^attendeesVrelate^^ P'P‘ng. Further audit of anchor designs required. List 

Project (Technical Review Team). 85/12/18. SHAO.LC. 
Comanche Peak Project (Technical Review Team). 18pp. 38220:101-38220:142. 

Review Team presentation on mechanical 
HOU N mechanlcal /piping areas in SSER 10. 

Comanche Peak Review Team). 86/02/06. SHAO.LC. 

uomancne Peak Project (Technical Review Team). 615pp. 38213:331-38215:242. 

~*dw Peflk^RiSS®lf?« '1®'’^^ Engineering Ctr review of Rev 3 to Coman- 

ivT^ME^Dtot A f V.d re unauthorized "plug welds" 

bpe plates & In cable tray supports.Rev(ew end. 
NOONAhnfs^^ Corp. eSETEC-DRF-OStO. 86/04/08. 

iNuuNAN,v.S. NRC - No Detailed Affiliation Given, 6 pp. 38217:339-38217:344. 

^ ’"‘®" "Conduit to Cable Tray 

^«nW;867oi/S^’^p'^; Texas Utllltiss Gen- 

’’'8" 'SAP Vll.b.a, "Valve DIaaasembly," 

S98V8®" 

<'« T“'“ “"W- sen- 

"^tre^th?"^ ^ *®®^® ^P®®'^‘o Action Plan ISAP ll.b, "(Concrete Compression 

of^4 (formerly Texas Utilities Generating Co.), 86 / 

'^BECK*J.VV**T^Sis^Utintfes lll.d, “Preoperatlona! Testing." 

02/27. l2ppT 3^13:0^!|82i3?079.^®^ (formerly Texas Utilities Generating Co.). 86 / 
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ofSpp^lMia^sifs^^^ ‘^■>- ®®' 

^ Comanche Peak Response Team Results Rent 
ISAP l.a.4, Agreement Between Drawings & Field Terminations " ^ 

“ ReSJ^AP Vi'lit •^V^^vIrasi^mVy.’'’ 
olf20:‘'2Ypp^38“l3^S38if^^^^^^ ^0.). 86/ 

"^ 4 ??h\“ J?!!£ ”■?' Psak Response Team Results Rept 

ISAP l.b.3, Conduit to Cable Tray Separation. 

BECK.J.W. Texas Utilities Electric Co. (fortneriy Texas 
Utilities Generating Co.). 86/03/26. 14pp. 38213:149-38213:330. ^ 

-8610090096 Submits outline of remaining work needed on SSER 13 & persons 
responsible, per 860402 meeting. ^ 

TRAMMELL, C. NRC - No Detailed Affiliation Given. 86/04/03. CALVO J SHAD L 
NRC - No Detailed Affiliation Given. 2pp. 38217:337-38217:338. 

-8610090104 Responds to request for status of funding on FIN A.3803, "Evaluation of 
Selected NRC Open Items Before Plant Fuel Load.Project 1:SSER Development for 
Comanche Peak." Items that BNL providing assistance for listed. 

ROMANO, A.J. Brookhaven National Laboratory. FIN A-3803. 86/04/09. BERKSON H 
Reactor Regulation. Director (post 851125). 3pp. 38217:345- 

38217:347. 


-8610090110 Forwards CASE first analysis of implementation of Results Rept I.a4 
Agreement Between Cable Terminations & Current Design Drawings." Analysis not 
technIcaI.Requests response to identified deficiencles.Related Info end. 

GARDE,B.P. Government Accountability Project. 86/05/05. NOONAN,\/.S. Office of 
Nuclear Reactor Regulation, Director (post 851125). 652pp. 38216:045-38217:336. 


-8610090113 Submits update of 860408 schedule for remaining work needed on SSER 
13 for Comanche Peak Program Plan.Related info end. 

TRAMMEL, C. NRC - No Detailed Affiliation Given. 86/04/09. CALVO.J.. SHAO.L 
NRC - No Detailed Affiliation Given. 344pp. 38217:354-38218:337. 


8610090459 Appeals denial of FOIA 86-80,86-8286-126,86-127 & 86-131 requests for 
a^ EDO°^ “ocuments generated or prepared by V Stello beginning w/his appointment 


«rtnuc,D.r. government Accountability Project. 86/08/26. 
Executive Director for Operations. 1p. 38183:075-38183:075. 




S .VP®’ ^®sponse to 860826 appeal of denial of FOIA-86-80. 86-82,86-126.86- 
& 0^131 re release of documents generated by V Stello beginning w/his appoint- 
APP ^ withheld (ref FOIA Exemption 5). 

UMILK,5.J. Office of the Secretary of the Commission. 86/10/01. GARDE.B.P. Gov- 
ernment Accountability Project 3pp. 38183:076-38183:092. 


8610100042 Partial response to FOIA requestForwards docLtments listed on App 
r. Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38208:136. 


mentation on « 

Equipkiicm \.rfuaiiiiuiuon Drancn. oi/iu 
Qualification Branch. 37pp. 38208:067-38208:103. 


-8405210097 Forwards draft response to Govt Accountability Project 840503 2.206 pe- 
decision to exceed 5% power be deferred until certain actions taken. 

Operations & Enforcement Division. 2.206. 84/05/08. 
^p® Nuclear Reactor Regulation. Director (pre-851125). 3pp. 
38207:134-38207:136. 


-8405210299 Forwards Govt Accountability Project 840412 2.206 request that Commis- 
sion take actions before reinstating low power OLLtr should be considered part of 
& issues raised in Itr should be addressed.W/o end. 

^^‘P® 0^ Executive Legal Director (Pre 860701). 2.206. 84/05/07. 
38207^&^38?^^^ Nuclear Reactor Regulation, Director (pre-851125). 2pp. 


-8406210185 Fowards draft Itr to util providing NRC agreement w/State of CA Historic 
‘^P determination re Site SLO-2.Not5fication provided per 

36CFR800.4(b)(1). 

REGAN, W.H. Site Analysis Branch. 84/06/12. KNIGHTON, G.W. Licensing Branch 3. 
2pp. 38207:160-38207:162. 


-8610090131 Rev 0 to Quality Instruction QI-049, “Reinsp of Large Bore Pipe - Welds/ 
Matl." Related info end. 

BOULTON.D.S. Evaluation Research Corp. 85/10/14. 223pp. 38219:158-38220:020. 


-8610090148 Summarizes NRC 860214 audit meeting w/utll & Ebasco In New York 
City, NY re Comanche Peak conduit & conduit support programs.List of attendees 
encLHighlights of presentations listed. 

DEGRASSXG. Brookhaven National Laboratory. 86/04/10. JENG.D. NRC - No De- 
tailed Affiliation Given. 24pp. 38219:133-38219:157. 


-8407310597 Forwards documents for use in upcoming Commission meeting re full 
power license amend.W/o end. 

DIRCKS,W.J. Office of the ^ecutive Director for Operations. 84/07/24. PALLADINO 
Commissioners. 30pp. 38207:176-38207:205. 

-8408090485 Forwards briefing slides & statement of I Yin for upcoming full power 
Commission meeting. 

DIRCKS,W.J. Office of the Executive Director for Operations. 84/07/31. PALLADINO - 
Commissioners. Ip. 38207:175-38207:175. 


-8610090229 Discusses 861113-14 audit of Comanche Peak Response Team const 
evaluation program In area re piping & pipe supports. Three unresolved items listed. 
TERAO.D. Comanche Peak Project (Technical Review Team). 85/12/11. SHAO.LC. 
Comanche Peak Project (Technical Review Team). 55pp. 38220:046-38220:100. 

-8610100136 "Evaluation of Selected NRC Open Items Before Plant Fuel Load," 
monthly progress rept for Jan 1986. 

KATO,W.Y. Brookhaven National Laboratory. FIN A-3803. 86/02/20. 

CARRINGTON.M. Office of Nuclear Reactor Regulation, Director (post 851125). 6pp. 
38217:348-38217:353. 

8610090264 Further response to FOIA request for all records generated in connection 
w/Ofc of Investigations Investigation Rept 4-84-039.Fonwards App B documents.App 
B documents partially & completely withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 3pp. 38185:171-38185:180. 

-8610090270 Partially withheld memo re further discussions w/util QA individual on alle- 
gations of intimidation of QA personnel & lack of communication in QA 

programs.Related info end. 

CUMMINS,J.E. Region 4, Office of Director. 84/10/18. WESTERMAN.T.F. Region 4. 
Office of Director. 3pp. 38185:176-38185:178. 

-8610090274 Partially withheld memo re 841016 allegations of overtones of intimidation 
& lack of communication in QA programs. Memoranda re allegations will be forwarded 
to technical review team. 

WESTERMAN.T.F. Region 4. Office of Director. 84/10/31. MARTIN,R.D. Region 4, 
Office of Director. 2pp. 38185:179-38186:180. 

-8610090270 Partially withheld memo re further discussions w/util QA individual on alle- 
gations of intimidation of QA personnel & lack of communication in QA 

programs.Related info end. 

CUMMINS, J.E. Region 4, Office of Director. 84/10/18. WESTERMAN.T.F. Region 4, 
Office of Director. 3pp. 38185:176-38185:178. 

-8610090274 Partially withheld memo re 841016 allegations of overtones of intimidation 
& lack of communication in QA programs Memoranda re allegations will be forwarded 
to technical review team. 

WESTERMAN,T.F. Region 4, Office of Director. 84/10/31. MARTIN.R.D. Region 4, 
Office of Director. 2pp. 38185:179-38185:180. 


-8502050749 Forwards lists of NRR personnel who participated in facility allegations & 
piping & pipe supports evaluations.per 850117 request.W/o ends. 

SHIERLING.H. Ucensing Branch 3. 85/01/28. BOULDEN.H. Office of Inspector & 
Auditor. 4pp. 38207:247-38207:252. 

-8505310082 SECY-85-156 Litigation Rept 11 for 1985. 

BRIGGS, W.H. Office of the General Counsel. 85/05/03. 6pp. 38208:115-38208:124. 

-8512120256 Expresses concern on behalf of M Cattoir over events surrounding auto- 
matic shutdown on 85051 S.CIosed valves should have been open & water rushed 
through piping designed for steam causing pipe support fractures. 

PANETTA,L.E. House of Rep. 85/10/24. PALLADINO, N. Commissioners. 3pp. 
38208:125-38208:136. 

-8603110130 Requests assistance in resolution of Allegations 162 re QA procedures 
per SSER 28 & 1702 re production pressure & quota Imposition. Allegation 1702 
should be transferred to Ofc of Investigations. 

VARGA,S.A. PWR Project Directorate 3. 86/03/03. KIRSCH.D.F. Region 5, Office of 
Director. 2pp. 38208:059-38208:060. 

-8610100061 Forwards final testimony for 840124 hearing re plant Testimony will be 
delivered to subcommittee on 840123. 

FAY.E.S. Office of Congressional Affairs. 84/01/20. PALLADINO, GILINSKY, ROB- 
ERTS Commissioners. Ip. 38207:015-38207:025. 

-8610100069 Testimony of MJ Strumwasser on 840124 before US House of Repre- 
sentatives Subcommittee on Energy & Environ of Committee on Interior & Insular Af- 
fairs re representation of State of CA interests in plant licensing proceedings. 
STRUMWASSER.M. California. State of. 84/01/24. 25pp. 38267:026-38207:070. 

-8610100074 Testimony of GA Maneatis re plant & SSER 20 & 21 . 

MANEAT1S,G.A Pacific Gas & Electric Co. 84/02/10. 6pp. 38207:071-38207:094. 

-8610100086 Requests guidance re preparation for ACRS 840210 briefing on 
plantSubjects proposed include RHR pump common mode failure & main turbine 
overspeed protection during seismic event. 

KNIGHTON.G.W. Licensing Branch 3, 84/01/31. NOVAK,T.M. Assistant Director for 
Licensing. 16pp. 38207:095-38207:110. 


8610090332 Partial response to FOIA request for documents-Forwards Rev 1 to draft 
interim rwt, "LWR Standardized Plant Design Evaluation." Rev also available in PDR. 
GRIMSL^.D.H. Division of Rules and Records. 86/09/26. ADATO.M. Union of Con- 
cerned Scientists. 2pp. 38183:141-38184:217. 

-8610090337 SU-8410 DRFT R01 Rev 1 to draft interim rept, "LWR Standardized Plant 
Design Evaluation." 

ENGEL, R.E. S. Levy, Inc. 84/06/30. 434pp. 38183:144-38184:217. 

8610090340 Further response to FOIA request for documents re proposed acquisition of 
NFS.App B documents withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. MCKENDREE,J.W. Oil, 
Chemical & Atomic Workers International Union. 2pp. 38185:181-38185:183. 


-8610100092 Forwards ASLAB 840320 Decision ALAB-783 re design QA. Verification 
efforts adequate in scope & implementation to provide reasonable assurance that 
seismic & nonseismic des’gn adequate. 

CUNNINGHAM,G.H. Office of the Executive Legal Director (Pre 860701). ALAB-763 
84/04/03. DENTON, H.R. Office of Nuclear Reactor Regulation. Director (post 
861125). DEYOUNG,R. Office of Inspection & Enforcement, Director (Post 820201). 
2pp. 38207:111-38207:131. 


-8610100120 Requests review of addl allegations received to determine whether de- 
tailed evaluations required prior to issuance of full power iicense.Comments requested 
by 841102. 

EISENHUT.D.G. Division of Licensing (800428-851124). 84/10/31. VOLLMER.R.H. Di- 
vision of Engineering (pre-SS1 125). 2pp. 38207:239-38207:243. ’ 
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-8610100122 Forwards draft safety evaluation on IDVP open Items & followup 
5tems.Ccmments requested by 840523. 

KN1GHTON.G.W. Ucensing Branch 3. 84/05/17. BISHOPJ.W. NRC - No Detailed Af- 
fifiation Given. LEAR.G.E. Structural & Geotechnical Engineering Branch. PARR.O.D. 
Auxiliary Systems Branch. 16pp. 38207:137-38207:152. 


-8610100125 Summarizes 841228 telcon w/util re combined Tech Specs.Util offered to 
provide rr^t summary of differences between combined Units 1 & 2 Tech Specs & 
existing Urut 1 Tech Specs. 

BUTCHERS. Division of Ucensing (800428-851124). 85/01/03. Division of Licensing 
(800428-851124). 2pp. 38207:244-38207:245. 


-8810100130 Summarizes meeting w/ACRS & consultants re plant seismic 
plan.ProposaJ to include peak acceleration values in seismic reevaJuation program ac- 
cepted. 

VOLLMER.D. NRC - No Detailed Affiliation Given. 84/05/25. DENTON.H. NRC - No 
Detailed Affiliation Given. Ip. 38207:153-38207:153. 


-8610100131 Forwards H Schierling 850128 memo fonvarding list of NRR personnel 
partidpatton in evaluation of allegations of piantComments requested. 

SCHSERUNG.H. NRC - No Detailed Affiliation Given. 85/01/28. NRC - No Detailed 
Affiliation Given. Ip. 38207:246-38207:246. 


-8610100140 Summarizes 840430 discussion w/T Devine of GAP re recent allegations 
of wror^gdotng.3oard notifications setting forth characterization of info provided by cli- 
ents bdng prepared. 

CHANDLER, LJ. NRC - No Detailed Affiliation Given. 84/05/01. HAYES.B. Office of 
Investigations. EISENHUT.D. Division of Licensing (800428-851124). Ip. 38207:154- 
38207:154. 


-8610100143 Transcript of JD Shiffer 850419 comments on plant operational readiness. 
SHIPPER, J.D. Padfic Gas & Electric Co. 85/04/19. 20pp. 38207:253-38207:272. 

-8610100149 Forwards documents re plant aI!egations,including Joint Interveners 
84061 1 reply to util & NRC concerning design QA.const QA & licensee character & 
competence. W/o ends. 

CHANDLER, LJ. NRC - No Detailed Affiliation Given. 84/06/21. EISENHUT.D. Division 
of Licensing (800428-851124). MART1N.J.B. Region 5, Office of Director, 2pp. 
38207:155-38207:159. 


-8610100193 Forwards summary sheet for Allegations 1230 & 1231. No further action 
required. 

BOSNAK,R.J. NRC - No Detailed Affiliation Given. 86/03/04. NRC - No Detailed Affili- 
ation Given. 3pp. 38208:064-38208:066. 

-8610100201 Confirms 850208 conversation re plant allegation review. No documenta- 
tion prior to 840913. 

GRIMES, C. Systematic Evaluation Program Branch. 85/02/11. KARAS, F, Division of 
Rules and Records. 1p. 38208:104-38208:104. 

-8610100207 Partially deleted memo forwarding Electrical.instrumentation & Control 
Sys Branch safety evaluation of proposed Tech Spec revs re batteries.SALP input 
also end. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). TAG 59655. 86/03/06. 
NRC - No Detailed Affiliation Given. Ip. 38208:105-38208:105. 

-8610100209 Discusses Commission 840810 Decision CLI-84-12 re consideration of 
earthquakes in context of emergency planning & Memorandum & Order CLI-84-13 au- 
thorizing issuance of full power OL. 

CUNNINGHAM.G. Office of the Executive Legal Director (Pre 860701). CLI-84.12. 84/ 
08/14. DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201), 
MINOQUE.R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 21pp. 
38207:206-38207:227. 

-8610100213 Safety evaluation accepting proposed Tech Spec revs re batteries. 

* NRC - No Detailed Affiliation Given. 86/03/06. 5pp. 38208:106-38208:110. 

-8610100219 Forwards resolution of Diablo Canyon Allegation 676.Action completes 
resolution of outstanding allegations under Technical Assistance Mgt Branch responsi- 
bility. 

WILLIAMS.M.H. Planning & Program Analysis Staff (post 851125). 86/03/14. 
VARGA,S.A. PWR Project Directorate 3. 4pp. 38208:111-38208:114. 

-8610100220 Forwards list of issues admitted by ASLAB in reopened hearing on design 
QA.Evaiuation of issues should be developed w/short timeframe considered. 
CHANDLER,L.J. Office of the Executive Legal Director (Pre 860701). 84/08/31. 
SCHIERLING.H. NRC - No Detailed Affiliation Given. 8pp. 38207:228-38207:238. 


-86101001S1 Notifies of 850419 meeting w/util in Bethesda,MD to discuss status of 
plant in preparation for Commission 850423 briefing.List of topics & proposed agenda 
end. 

SCHIERLING.H. Licensing Branch 3. 85/04/17. KNIGHT.J. Division of Engineering 
(pre-851125). HARTZMAN.M. Mechanical Engineering Branch. CHANDLER, L. Office 
of the Executive Legal Director (Pre 860701). 4pp. 38207:273-38207:276. 


-8610100155 Advises that plant will be ready for fuel loading on 850331. Delay due to 
turnover from const to operations. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 85/01/29. DENTON.H.R.. 
EISENHUT.D.G., NOVAK,T, NRC - No Detailed Affiliation Given. Ip. 38207:277- 
38207:277. 


-8610100158 Transcript of HB Friend 850419 comments re operational readiness of 
plantRelated documents end. 

FRIEND.H.B. Pacific Gas & Electric Co. 85/04/19. 51pp. 38207:278-38207:328. 


8610100082 Appeals denial of 860210 FOIA-86-84 request for release of documents re 
records developed subsequent to issuance of 850830 rept on T-shirt incident. 

GARDE, B.P. Government Accountability Project. 86/06/26. STELLO.V. Office of the 
Executive Director for Operations. 1p. 38206:279-38206:279. 

8610100096 Final response to FOIA appeal for documents denied re records developed 
subsequent to T-shirt IncldentDenies appeal for documents listed in end app (ref 
FOIA Exemption 5). 

STELLO.V. Office of the Executive Director for Operations. 86/09/30. GARDE, B.P. 
Government Accountability Project. 2pp. 38206:280-38206:285. 

8610100111 FOIA request for any & all agency records & info, including but not limited 
to notes, Itrs, memos, drafts & minutes in connection w/lnsp Repts 50-445/85-07 & 50- 
446/85-05 on 850401-0621. 

GARDE, B.P. Government Accountability Project. 86/03/18. Office of Administration. 
4pp. 38205:152-38205:155. 


-8610100159 Forwards rept re special evaluation of shift advisors.Revlew concludes 
pro^'am adequate & meets industry proposals. 

Human Factors Safety (800428-851124). 84/04/25. 
^7^16^M^^63 Reactor Regulation. Director (pre-851125). Ip. 

-^10100164 C^mente on plant Sholly packages,Revlew concludes no legal objection 

^ appear necessary. 

Detaded Affiliation Given. 85/06/10. SCHIERLING.H. NRC 
- No Detaded Affiliation Given. Ip. 38207:329-38207:329. 

ASLAB 84W29 detgion re appeal of ASLB Aug 1982 initial 
autironzmg issuance of full power OU. ASLAB concluded ASLB erred in at- 
further final FEMA findings. 

S/M the E^tive Legal Director (Pre 860701). ALAB-775. 84/ 

Regulation. Director (pre-851125). 
^ Inspection & Enforcement, Director (Post 820201). 2pp. 


response to FOIA request for documents re Insp Repts 50-445/85-07 
I 50-446/85-05 conducted on 850401 -0621. App A documents available in POR.App 
completely withheld (ref FOIA Exemptions 5 & 4). 

GRIMSL^.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 4pp. 38205:156-38205:169. 

860203 Itr re violations noted In Insp Repts 50-445/85- 
2* ^ 50^46^5-05.Ck)rrective actions:speclfic finding accomplisneci for facility per 
Startup Work Permits Z-291 2 & Z-291 4 In Dec 1984. 

WjfiJr!®®*'’’® (formerly Texas Utilities Generating Co.). 
3^05^1?9 JOHNSON, E.H. Region 4, Office of Director. 9pp. 38205:161* 

request for records re IE Repts 50-445/85-07 8 

GARDE,B.P. Government Accountability Project. 86/04/08, STELLO.V. Office of the 
Executive Director for Operations. 1p. 38205:160-38205:160. 


.ALAB-811, which determined that no further hearing on 
^®^^ verification ^sues reqiwed.lssudnce of full power OL authorized subiect to 

860701). ALAMII. 
Nuclear Reactor Regulation, DSreetor (pre.851 125). 

8ll«9ations & mattere before 

Kreetor (Pre 860701). 84/01/13. 
aSHOP.T. NRC - No Detailed Affiliation Given. 7pp. 38207:1^ 

Nov 1985 ■ Jan 1986. 

®5'''0/24. EISENHUTAG., 
.. NOvAK,T. NRC - No Oetaded Affiliation Given. Ip. 38208:061- 


ulaltav Direclor (po«8511ji^|^w'g^Vf^^ 


documents re NRC evaluation8,reviews>in8p8 & conclu- 
Si'JfrS? P’^y®**^® «‘®pt from Jan 1 984 to present. 
2pp”38209^boi-38S9^^^^ Pf Administration. 

fP’’ documents re NRC Insps 8 evaluations of 
ano from Jari 1984 to present-Forwards documents listed In 

completely withheld (ref FOIA Exemptions 4-7). 

« P'''‘®'P1 of Rules and Records. 86/09/29. GARDE, B.P, Government 
Accountability Project 10pp. 38209:003-38212:051. 

p P^ oalibr of std radionuclide source. 

WORKMAN.EW. Analytics. Inc. 86/09/29. 76pp. 38209:014-36209:151. 

60-341/84.23 to be used as basis for Board 

"^iS^\w^ 850 eS 7 ^cJ>mmI 2 tL®c^^ P®®'^* ®® '=’®®'® f®*" ^P®*^ meeting sched- 
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-8610100211 Notifies of 860506 telcon re allegations to press by Safe Energy Coalition 
on plant radiation protection group.Review/ evaluation of allegations similar in nature 
currently in progress. 

HUETER.LJ. Region 3, Office of Director. 86/05/07. WEIL.C.H. Reqion 3 Office of 
Director. 178pp. 38211:224-38212:041. ^ o. w oe oi 

-8610100221 Advises of 860328 anonymous telcon to provide listed Info re radiation 
protection at facility. Investigation into alleged employment discrimination could not be 
initiated w/o aileger identity.Matter assigned for resolution. 

WEIUC.H. Region 3, Office of Director. 86/04/03. HINDJ.A. Region 3. Office of Di- 
rector. 10pp. 38212:042-38212:051. ^ 


*^*'^^* response to FOIA request. App documents available in PDR.NRC & 
ERA never entered into MOU re control of certain areas contaminated w/radioactive 
mails. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/08. NOLAN, M.J. Concerned 
Citizens Communications. 2pp. 38212:158-38212:159. 

8610100329 FOIA request for SECY-85-386 & EGG-EA-6829 re environ qualification 
audit for plant. 

CONNOR.L. Doc-Search Associates. 86/05/20. Division of Rules and Records, ip. 
38212:090-38212:090. 


-8610100172 Package of repts of calibr of std radionuclide source. 

WORKMAN, E.W. Analytics. Inc. 86/09/29. 76pp. 38209:014-38209:151. 

-8610100178 Forwards draft SALP Rept 50-341/84-23 to be used as basis for Board 
meeting scheduled on 841130.Comments should be solicited from staff having insp 
responsibility during Oct 1 983 - Sept 1 984 assessment period. 

SCHWEIBINZ.E. Region 3, Office of Director. 84/11/28. KEPPLER.J.G., 
PHILLIPS.M.P., DAVIS, A.B. NRC - No Detailed Affiliation Given. 21pp. 38209:152- 
38209:250. 


8610100334 Appeals denial of FOIA requests to release requested documents. 

GARDE, B.P. Government Accountability Project. 86/09/17. CHILK.S. Office of the 
Secretary of the Commission. Ip. 38212:330-38212:330. 

8610100345 Further response to FOiA request for all records concerning allegations 
that Pullman Power Products employees intimidated QC inspectors. Forwards App F 
documents.App G & H documents withheld (ref FOIA Exemptions 7 & 5). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. FOWLER.L Fowler, L. 
8pp. 38212:256-38212:329. 


-8610100186 Forwards draft SALP rept to be used as basis for Board meeting sched- 
uled for 850627.Comments should be solicited from staff having insp responsibility 
during Oct 1984 - June 1985 assessment period. 

SCHWEIBINZ.E. Region 3, Office of Director. 85/06/20. KEPPLER.J.G.. DAV1S,A.B., 
SPESSARD.R.L. NRC - No Detailed Affiliation Given. 7pp. 38209:251-38209:262. 


-8610100356 Requests assistance in investigation of alleged intimidation of Pullman QC 
inspectors by Pullman supefvisor.Allegations credible & require prompt e)cam.Adverse 
environ may have led to falsification of insp documents. 

0’REtLLY.J.P. Region 2. Office of Director. 83/05/19. W1LLIAMSON.E.L Office of In- 
vestigations. 3pp. 38212:267-38212:275. 


-8610100191 “Radiation Measurements - Complete Survey." 

* Detroit Edison Co. 85/07/17. 681pp. 38209:263-38211:223. 

-8610100211 Notifies of 860506 telcon re allegations to press by Safe Energy Coalition 
on plant radiation protection group.Review/ evaluation of allegations similar in nature 
currently in progress. 

HUETER,L.J. Region 3. Office of Director. 86/05/07. WEIL,C.H. Region 3. Office of 
Director. 178pp. 38211:224-38212:041. 


-8610100221 Advises of 860328 anonymous telcon to provide listed info re radiation 
protection at facility. Investigation into alleged employment discrimination could not be 
initiated w/o aileger identity.Matter assigned for resolution. 

WEIL.C.H. Region 3, Office of Director. 86/04/03. HIND.J.A. Region 3. Office of Di- 
rector. 10pp. 38212:042-38212:061. 

8610100225 FOIA request for NRC 860227 Itr to Congress & any related documents re 
860104 accident at Kerr-McGee Sequoyah facility. 

GARDE, B.P. Government Accountability Project. 86/03/18. Office of Administration. 
2pp. 38220:176-38220:177. 

8610100235 Partial response to FOIA request for NRC 860227 Itr to Congress & related 
documents re 860104 Incident at Kerr-McGee Sequoyah facillty.Forwards App A docu- 
ments. Documents also available In PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/08. GARDE, B.P. Government 
Accountability Project. 2pp. 38220:178-38220:182. 

-8610100261 Package consisting of Sequoyah Fuels Corp memo 8 NRC handwritten 
notes re failure of UF6 shipping container. 

SURTEES, L.S., MILTON, D.J. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear 
Corp.). 86/01/09. 3pp. 38220:180-38220:182. 

8610100244 FOIA request for ail completed Ofc of Investigations repts. re facility. 
GARDE.B.P. Government Accountability Project. 86/03/21. Office of Administration. 
2pp. 38205:244-38205:245. 

8610100254 Partial response to FOIA request for all completed Ofc of investigations 
repts re facillty.Forwards App A & B documents.App B documents partially withheld & 
App C documents completely withheld (ref FOIA Exemptions 6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project. 5pp. 38205:246-38206:278. 

-8610100271 Forwards rept of investigation re alleged falsified Gulf Engineering Co, Inc 
QA records.Torque wrench out of tolerance during mods & torque values for rework 
listed. Partially deleted related Info end. 

HAYES, B.B. Office of Investigations. 85/02/13. MARTIN,R.D. Region 4, Office of Di- 
rector. 189pp. 38205:251-38206:079. 

-8610100281 Investigation Rept 4-83-030 on 831215.Maior areas 
investigated;allegations re improper torquing of bolts associated w/emergency diesel 
generator by licensee.Torque values not listed for specific bolts. 

GALANTI,D.M.. HERR.R.K., HAYES.B.B. Office of Investigations. 85/02/13. 18pp. 
38206:080-38206:123. 


-8610100289 Discusses alleged forgery of JA Jones Const Co Cadweld Insp Rept 4-84- 
020<.No evidence developed that indicated forgery intentionaLInvestigation 
ctosed.Related info end. 

HAYES.B.B. Office of Investigations. 85/06/17. MARTIN, R.D. Region 4. Office of Di- 
rector. 134pp. 38206:124-38206:257. 

-8610100295 Partially deleted Investigation Rept 4-84-020 on 850606. Areas 
lnv 0 stigated;alleged forgery of JA Jones Const Co Cadweld insp repts.No evidence 
developed to Indicate forgery. 

DR!SK1LL,D.D., HERR.R.K., HAYES.B.B. Office of Investigations. 85/06/06. 21pp. 
38206:258-38206:278. 

8610100270 FOIA request for NRC rept dealing w/incident at Unlv of Wisconsin re use 
of lr-1 92 radiation sources for implantation in pigs. _ 

ARON,S.J. Cleveland Clinic Foundation, Cleveland, OH. 86/09/23. GRIMSLEY.D. 
Office of Administration. 1 p. 38206:286-38206:286. 

8610100276 Final response to FOIA request for NRC rept dealing w/ incident at Univ of 
Wisconsin re use of lr-1 92 radiation sources for implantation in pigs.NRC has no 
records subj to request. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. ARON.S.J. Cleveland 
Clinic Foundation, Cleveland, OH. 1p, 38206:287-38206:287. 

8610100283 FOIA request for MOU between NRC & EPA & Insp rep^ 

NOLAN, M.J. Concerned Citizens Communications. 86/08/19. KINNEMAN,J. Region 1, 
Office of Director. Ip. 38212:157-38212:157. 


-8610100358 Requests update on status of investigation (Case 2-83-005) & projected 
publication date. 

TODD.G.A. Region 2, Office of Director. 83/07/29. WILLIAMSON.E.L Office of Inves- 
tigations. Ip. 38212:276-38212:276. 

-8610100361 Advises that final Investigation Rept 2-83-005 re intimidation of QC weld- 
ing inspectors & possible falsification of QC insp records by Pullman Power Products 
available for review in Region II ofc.Related info end. 

URYC.B. Region 2. Office of Director. 83/12/07. HERDT,A.R. Region 2. Office of Di- 
rector. 8pp. 38212:277-38212:286. 

-8610100366 Advises that Region II free to pursue Pullman Power Products investiga- 
tion w/regard to possible enforcement action & release of certain insp repts. 

URYC.B. Region 2, Office of Director. 84/05/21. PUCKETT.J.M., HERDT.A.R. Region 
2. Office of Director. Ip. 38212:287-38212:287. 

-8610100368 Forwards W Dircks 840525 memo to J O’Reilly. W/o end. 

URYC.B. Region 2, Office of Director. 85/02/06. VORSE.J. Office of Investigations. 
Ip. 38212:288-38212:288. 

-8610100373 Notification of significant meeting on 850819 w/util In Atlanta, GA to dis- 
cuss NRC Module 2, “Operations Training" & Module 5, “Operations Organization & 
Administration." 

• Region 2, Office of Director. 85/08/08. Region 2. Office of Director. Ip. 38212:289- 
38212:289. 


-8610100378 Notification of 850905 SALP Board meeting w/util in Atlanta, GA to dis- 
cuss SALP findings for Nov 1983 -Jun l985.Related info end. 

• Region 2, Office of Director. 85/08/09. Region 2. Office of Director. 2pp. 
38212:290-38212:291. 

-8610100382 Notification of 850925 enforcement conference w/util in Atlanta,GA to 
discuss possible noncompliance w/1 0CFR50.7. 

* Region 2, Office of Director. 85/09/09. Region 2. Office of Director. 1p. 38212:292- 
38212:292. 


-8610100386 Forwards summary of Ofc of Investigations rept, "Vogtie Nuclear Plant - 
Alleged Intimidation/Harassment of QC Welding Inspectors & Possible Falsification of 
QC Insp Records by Pullman Power Products, Inc." 

URYC.B. Region 2, Office of Director. 85/09/09. SCOTT.E. Region 2, Office of Direc- 
tor. 8pp. 38212:293-38212:329. 

8610100348 Responds to appeal re denial of FOIA request to release requested 
documents. Documents 1-6 & B on App K withheld (ref FOIA Exemptions 5 & 7). 
CHILK,S.J. Office of the Secretary of the Commission. 86/10/01. GARDE.B.P. Gov- 
ernment Accountability Project. 2pp. 38212:331-38212:337. 


8610100351 Responds to FOIA request for SECY-85-386 & EGG-EA-6829 re environ 
qualification audit for Clinton Power Station. Forwards App A & B documents.App A 
documents completely & partially withheld (ref FOIA Exemptions 5 & 6, respectively), 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. CONNOR.L. Doc-Search 
Associates. 5pp. 38212:091-38212:156. 


-8610100376 Partially withheld affirmative adjudicatory issue re CBS 850324 broadcast 
of “60 Minutes" on const of Shoreham. 

MALSCH.M.G. Deputy General Counsel. 85/12/05. 3pp. 38212:096-38212:098. 

-8610100389 Partially withheld memo forwarding rept re GW Henry 850117 allegations 
concerning responsiveness of Region I inspectors.lnquiry uncovered no info substanti- 

ODNNElSv^SK* Office o^^ & Auditor. 85/07/31. DIRCKS, W.J. Office of the 

Executive Director for Operations. 2pp. 38212:099-38212:100. 


-8610100402 EGG-EA-6829 "Audit of Environ Qualification of Safety-Related Electrical 

Equipment for Clinton Power Station," informal rept. x ^ 

BEAHM.D.M., FEHR1NGER.J.M.. TROJOVSKY.M. EG&G Idaho, Inc. (subs, of EG&G, 
Inc-). RN A-6415. 85/05/31. NRC - No Detailed Affiliation Given. 55pp. 38212:101- 
38212:156. 


8610100428 Further response to FOIA request for all records re insp of plant on 
850826-29 & 851 105 discussion of insp findings.Encl Ajjp D documents also available 
in PDR.Portions of document withheld (ref FOIA Exemption 6). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE.B.P. Government 
Accountability Project. 3 pp. 38212:172-38212:225. 
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—8610100437 Partially withheld Itr providing info to introduce Natl Insp & Consultants, Inc 
to util.Quality svcs scope document & resumes of senior SAFETEAM investigators 
encK 

NELSON.T.L NIC Testing Services, Inc., (formerly National Inspection & Consultants 
Inc.). N-3044-86-S. 85/01/08. WERNER.R. Texas Utilities Electric Co. (formerly Texas 
Utilities Generating Co.). 49pp. 38212:177-38212:225. 

8610100751 FOIA request for records on Browns Ferry & Sequoyah, including current 
timetable for correcting technical & engineenng problems & expected annual costs for 
capital improvements. 

KRIESBERG.J. Public Citizen’s Critical Mass Energy Project. 86/08/22. GRIMSLEY.D. 
Division of Rules and Records. 3pp. 38205:063-38205:065. 

8610100770 Partial response to FOIA requestFonwards document listed in 
app.Oocument also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. KRIESBERG,J. Public Citi- 
zen’s Critical Mass Energy Project 3pp. 38205:066-38205:096. 

-8610100772 Package consisting of summary schedule suppi & variance rept & capital 
project request summary. 

• NRC - No Detailed Affiliation Given. 86/10/03. 28pp. 38205:069-38205:096. 


-8610140086 Notifies that NBS will assist AIT during investigation of scales used at 
facility.Travel expenses for NBS will be paid by NRC.Related info end. 
CUNNINGHAM.R.E. NRC - No Detailed Affiliation Given. 86/01/24. DALRYMPLE.B. 
NRC - No Detailed Affiliation Given. 9pp. 38230:224-38230:232. 

-8610140097 Advises that discussions w/OSHA will cover overall spectrum of responsi- 
bilities from Crystal River Unit 3 event to Kerr- McGee accident.Related info end. 
ROUSE,L.C. NRC - No Detailed Affiliation Given. 86/01/31. DAVIS.J.G. NRC - No De- 
tailed Affiliation Given. 6pp. 38230:235-38230:240. 

-8610140101 Annotated memo advising that facility will be included in proposed study, 
“Assessment of NMSS Financial Assurance Regulatory Framework," scheduled for 
review on 86021 2,ln response to Cunningham 860124 memo.Related info end. 
BUNTING, J.O. Policy & Program Control Branch (Post 831001). 86/02/06. 
CHAPELL.D.R. Division of Fuel Cycle & Material Safety. 17pp. 38230:241-38230:257. 

-8610140104 Seeks confirmation that NRC investigative rept on facility accident will be 
sent to Commissioners on 860303 & will be discussed at public staff briefing on 
86031 3.Response requested by 860226. 

SYNAR.M. House of Rep., Government Operations. 86/02/24. KAMMERER,C.C. 
Office of Congressional Affairs. 2pp. 38230:259-38230:260. 


8610140024 FOIA request for ail documents re 860104 leak at facility. 

HIGUCHl.M. Yasuda Rre & Marine Insurance Company of America. 86/01 /24. Office 
of Administration. 1p. 38230:069-38230:069. 

8610140030 Partial response to FOIA request for documents re 860104 event at 
facilfty.Oocuments listed in App A encl.Documents also available in PDR. 
GRIMSL£Y,D.H. Division of Rules and Records. 86/10/01. HJGUCHI.M. Yasuda Fire 
& Marine Insurance Company of America. 8pp. 38230:070-38231:251. 

-8601300059 Responds to Chairman Palladino 860108 questions re Kerr-McGee Se- 
quoyah inddentBiiefing mail & discussions adequately covered Question S.Region IV 
will respond to Questions 2.3.5, 6, 8 & 10 in separate memo. 

COBB.LI. Safeguards & Materials Program Branch. 86/01/24. CROW.W.T. Uranium 
Fuel Licensing Branch. 2pp. 38230:233-38230:234. 

-8602280463 Forwards documents identified within scope of Item 2 of Congressman 
Markey request re Kerr-McGee.W/o end. 

TAYLOR, J.M. Office of Inspection & Enforcement. Director (Post 820201). 86/02/14. 
DAVIS,J.G. Office of Nuclear Material Safety & ^feguards.Director. Ip. 38230:258- 
38230:258. 

—8610140038 Advises that emergency preparedness for licensees possessing & using 
UF6 based upon chemical toxicity & radiological characteristics of compound.Related 
info end. 

OLMSTEAD.W.J. Office of the Executive Legal Director (Pre 860701). 84/10/10. 
GILLESPIE.F.P. Division of Risk Analysis & Operations (post 840429). 35pp. 
38230:078-38230:112. / hh 

—8610140041 Procedure 8, “In-Plant Air Sampling (Internal Exposure Estimates)." Re- 
lated info end. 

S1NKE.G.J. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 84/10/16. 
10pp. 38230:1 13-38230:122. 

-8610140045 Rev 0 to Sid Operating Instructions Procedure N-270-7. "Clean-Up Reac- 
tor.” Related info end. 

BROWN,B.E. Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.). 70/03/28 
68pp. 38230:123-38230:190. 

-8610140050 Requests that transcript & briefing matls of NRC 850110 meeting re 
event at facility.be reviewed to determine if assigned questions adequately 
answered.Response requested by 860124.Related info end. 

CUNNINGHAM.R.E. lesion of Fuel Cycle & Material Safety. 86/01/13. MARTIN.R.D. 
Region 4. Office of Director. TAYLOR.J.M. Office of Inspection & Enforcement, Direc- 
tor (Post 820201 ). 4pp. 38230:1 91 -38230:1 94. 


-8610140107 Discusses pressure of UF6 cylinder for listed cases.Pressure considered 
equivalent for listed cases since sys temp regarded as controlling factor. Related info 
end. 

LAKE.W.H. Transportation Certification Branch. 86/03/11. CUNNINGHAM.R.E. Divi- 
sion of Fuel Cycle & Material Safety. 12pp. 38230:261-38230:272. 

—8610140111 Seeks confirmation that DOT has no objection to facility transporting UF6 
stored in cylinders, per telcon.NRC will provide notice several days in advance so ar- 
rangements for insp can be made. 

CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety. 86/03/12. 
ROBERTS, A.I. Transportation. Dept. of. Ip. 38230:273-38230:273. 

-8610140116 Requests formal hearing on proposed nuclear waste dump at 
facility. Event of 860104 caused safety concerns.Press clipping encI.Related info also 
end. 

STRACHAN.P. Affiliation Not Assigned. 86/03/04. CHILK.S.J. Office of the Secretary 
of the Commission. 1 9pp. 38230:274-38230:292. 

-86^140118 Forwards memo re appointment of JR White, Region I in place of W 
Cline.Region li as member of Lessons Learned Task Force, for signature.Related info 
end. 

of Nuclear Material Safety & Safeguards, Director. 86/03/13. 
STELLO.V. Office of the Executive Director for Operations. 18pp. 38230:293- 


8610140201 FOIA request for documents re LOCA at foreign reactor discussed at Oper- 
ating Reactor Events Meeting 86-26 on 860728. 

MURPHY.S. Nuclear Information & Resource Service. 86/09/22. GRIMSLEY.D.H. Di- 
vision of Rules and Records. 2pp. 38221:232-38221:233, 

8610140204 Partial response to FOIA request re LOCA at foreign reactor. App A docu- 
ments withheld (ref FOIA Exemption 4). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/07. MURPHY.S. Nuclear Infor- 
mation & Resource Service. 2pp. 38221:234-38221:235. 

8610140285 FOIA request for nonproprietary version of technical proposal for NRC 
Contract NRC-03-85-055. 

MINWALLA.H. Pars Associates, Inc. NRC-03-85-055. 86/09/18. GRIMSLEY.D.H. Divi- 
sion of Rules and Records. Ip. 38221:236-38221:236. 


8610140288 FOIA response to request for nonproprietary version of technical proposal 
NRC-03-85-055.App lists documents available in PDR. 
f^'y'S'on of Rules and Records. NRC-03-85.055. 86/10/08. 
MINWALLA.H. Pars Associates, Inc. 2pp. 38221:237-38221:264. 


-8810140055 Forwards suggested followup items re UF6 accident at facilItv.RE Cun- 
ningham & D Cool agree w/items.Reiated info end. 

Commissioners. 86/01/13, MAUSSHARDT.D. NRC - No Detailed Affili- 
ation Given. 6pp. 38230:195-38230:200. Mmii 


-8610140289 “Safety Regulation of Advanced Reactors." 
GOLAY.M.W., LIDSKY,L.L, TODREAS.N.E. Massachusett! 
Cambridge, MA. 86/10/08. 26pp. 38221:239-38221:264. 


Institute of Technology, 


'*’^0 o” questions re 860104 acddent involving release of 
UF6,inctucfing DOT rules governing hazardous chemicals. * 

Division of Fuel Cycle & Material Safety. 86/01/14 
ROBERTS.A.i. Transportation. Dept of. 3pp. 38230:201-38230:203. 

-«61014^2 Forwards list of follow-on actions resulting from UF6 accidentfor 
rew^.NMSSr^pondble for tracking tasks. Response requested by 860121 

Safety & Safeguards, Director. 86/01/15. 
nFWTrSttfp ^ & Enforcement, Director (Post 820201). 

Niwlear Reactor Regulation, Director (post 851125) 
Regulatory Research, Director (Pre 860725- 3pp! 

-^10140071 Procecfeire QA-001, “QA for UF6 Shipping Cylinders." 

Kerr-McGee Nuclear Corp.). 84/04/09. 2pp. 

for meeting w/ad hoc interagency task force on 
^ acwttteitData on environ s^npfing & U broassay requested by 

ZOl-CMAN,B. Incident Re- 

““‘'"'S 

CUNNIlvK3HAM.R.ElKvi8iw Of F^ an/m/o.* 

SROWNiNQ.R.E. E)ivisk)n of Waste Management Ip. 38230:222-38230^2. 

" 861014W084 NoiSles tfiat DOT estai^shed task orouD to i icc x 

14 ».NRC wi pnwide n^‘’of1)OES^ 


I * j A "S' ropponse to huiA request for eight specified documents.Documents 
^ placed in PDR. Documents listed on App D completely withheld 
(ref FOIA Exemptions 1 & 5). rr r ? 

Rules and Records. 86/10/07. KORKALA,G.G. Affiliation 
Not Assigned. 3pp. 38231 :252-38231 :260. 

"Releases From Containment,Section 2." 

NRC - No Detailed Affiliation Given. 86/10/07. 4pp. 38231:255-38231:260, 

for procedi^e & criteria for removing Commissioners, estimate 
Chernobyl & max possible deaths & injuries from 
accidents at Perry & Davis-Besse power plants. 

382lo'b44l38230-044 ®®/07/20. NRC - No Detailed Affiliation Given. 

categories of documents re deaths re- 
^ Perry.Forwards app 

S&^2pp“3823'o1oi^8230?OS^ 

1 * 2 & 7 to “USSR State Committee on Utilization of 
cinSS 9bemobyl Nuclear Power Plant & Consequences," pre- 

S c • on 860825-29 in Vienna, Austria. ^ 

Union of Soviet Socialist Republics. 86/08/31. 1ipp. 38230:047-38230:057. 

*Ml^laStel^®®* ™ damage, repair & design of 

. 9'D'‘l60:Kreitzberg & Associates, Inc. L-1 53/3201. 86/09/05. 
FELTON, J. Division of Rules and Records. Ip. 38234:030-38234:030. 

“S^a^STinro™'^ request.Forwards App A & B docoments. App B 

BISHOP.T.W. O’Brien. 



NONDOCKEted items 301 


-8108100503 Submits status of evaluation by Coastal Engineering Research Ctr re facil- 
ity intake structure flooding - breakwater damage. 

FLIEGEL.M. Hydrologic & Geotechnical Engineering Branch. 81/07/29. LEAR.G Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:034-38234:038. 

-8108210266 Submits tentative schedule for breakwater problem solving & status 
rept.Marked-up H Denton 810714 memo to Eisenhut end. 

LEAR.G. Hydrologic & Geotechnical Engineering Branch. 81/07/31. VOLLMERRH 
Division of Engineering (pre-851125). 2pp. 38234:039-38234:044. 


-8108210269 Requests speedy resolution of breakwater problem solving & status rept 
DENTON, H.R. Office of Nuclear Reactor Regulation, Director (pre-851125), 81/07/14. 
EISENHUT, D.G. Division of Licensing (800428-851124). Ip. 38234:041-38234:041. 


-8108210276 Advises that facility breakwater structure has been found acceptable for 
low power operation.M Fliegel 810729 trip rept end. 

EISENHUT, D.G. Division of Licensing (800428-851124). 81/07/14. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 1p. 38234:042- 


-8109300471 Notification of 810925 meeting w/util in Bethesda,MD to discuss resolu- 
tion of breakwater structure. 

BUCKLEY, B.C. Licensing Branch 3. 81/09/23. MIRAGLIA.F.J. Licensing Branch 3. Ip. 
38234:045-38234:045. 


—8110280734 Summary of 810925 meeting w/utll re various approaches available to re- 
solve UHS intake structure flood protection concerns. 

FLIEGEL, M. Hydrologic & Geotechnical Engineering Branch. 81/10/14. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:046-38234:047. 

-8112020339 Summary of 811109-10 site visit to review physical model of backwater & 
surrounding coastal areas. 

FLIEGEL, M. Hydrologic & Geotechnical Engineering Branch. 81/11/17. LEAR.G. Hy- 
drologic & Geotechnical Engineering Branch. 2pp. 38234:048-38234:054. 

-8201260542 Advises that since applicant has not submitted info re status of break- 
water/intake problem, SER suppi input will be delayed until mid-May. 

LEAR,G. Hydrologic & Geotechnical Engineering Branch. 82/01/12. MIRAGLIA,F. Li- 
censing Branch 3. Ip. 38234:055-38234:055. 


-8610140378 Lists 15 excerpts from 23-yr old TlQ,, * u 

sources as NUREG-0956&APS,ANS&UCSrepts&o!,^®f^>w/compansons to such 

R9SS.D.F. Office of Nuclear Regulatory Research. m ^ 

SJLBERG.M. Accident Source Term Program Office. GioSeo!?! 

of Risk Analysis & Operations (post 840429). 3pp. 38234 . Division 


-8610140380 Fonvards F Gillespie memo re reexam of 1 . * •_! 

ation during CRGR deliberations.Scinto notes also enci ^ f®9utstJons,for consider- 
SNIEZEK.J. Regional Operations & Generic Requirem^^f * 

Review Generic Requirements. 4pp. 38234:1 31-38234^ 3*^®- 85/06/20. Committee to 


8810150180 Partial response to FOIA requestApp G . 

available in PDR. '^^cuments end. Documents also 

GRIMSLEY.D.H. Division of Rules and Records. 86/1 q/q.- 

meal Associates. 2pp. 38259:207-38259:273. HOLMES,G.A. MH 8 Tech- 

-8610150187 Advises that Diablo Canyon Review Pang. , 

bility for listed allegations to NRR during 850409 meetho 5?/®^®"!®? responsi- 

KIRSCH,D.F. Regfcn 5, Office of Direttor. . 

Office of Director. Ip. 38259:210-38259:210. ' *^H1ERLING,H.E. Region 5. 



ap- 

RCS 


KIRSCH,D.F. Region 5, Office of Director. 85/06/1 THniupcrvM u i ^ 1 1 

censing (800428-851124). 7pp. 38259:212-38259:218 ‘ •^OmPSON.H.L Division of U- 

“un“s iTZ “"’Wned Tech Specs for 

KIRSCH.D.F. Region 5. Office of Director. 85 / 07 / 17 . movauttm 
for Licensing. 17pp. 38259:219-38259:235. '^OVAK.T.M. Assistant Director 


-8208130344 Forwards agenda & list of attendees for 820729 informal meeting w/ap- 
plicant re status of studies on vent mods to sve water intake compartment.wave & 
ship collision impact forces & repairs to breakwaters. 

JACHOWSKI.R. Hydrologic & Geotechnical Engineering Branch. 82/08/05. LEAR,G. 
Hydrologic & Geotechnical Engineering Branch. 3pp. 38234:056-38234:058. 

"8302250086 Forwards input for use in preparing Suppi 16 to SER on effect of break- 
water damage on saltwater intake structure. Issue resolved satisfactorily. 
BALLARD,R.L. Environmental Engineering Branch. 83/02/15. KNIGHTON.G.W. Li- 
censing Branch 3. 2pp, 38234:059-38234:060. 


-8610150216 Ack receipt of 850718 package of aileoatinnc t a. 

85071 8,package not submitted as 2.206 amend. aations from T Devine. As of 
KIRSCH,D,F. Region 5, Office of Director. 85/07/23. pieoinn 
38259:236-38259:236. Director. Ip. 

-8610150221 informs that written exams scheduled for 
uled for 851114 & oral exams scheduled for 851 114 & iV 

Attachment 1 should be furnished by 850912. .Approved ref matl listed in 

PATE,R.J. Region 5, Office of Director. 85/08/09. SHipccr • n rae a Pia/- 

trie Co. 5pp. 38259:237-38259:241. ^‘•'f^ER.J.D. Pacific Gas & Elec- 


-8610140358 SSER re effect of breakwater damage on saltwater Intake structure. 

* NRC - No Detailed Affiliation Given. 83/02/15. 10pp. 38234:061-38234:070. 

8610140360 FOIA request for records re CRGR 79th meeting on 850703, including tran- 
scripts of discussion of App J & reg guide & list of all Schwink & Stelio records con- 
cerning transcripts. 

REYTBLATT,2. Illinois Institute of Technology, Chicago. IL 86/06/20. QRIMSLEY 
NRC - No Detailed Affiliation Given. 2pp. 38234:071-38234:072. 

8610140361 Responds to FOIA request. Forwards documents listed on Apps A & 
B.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26, REYTBLATT,2. Illinois In- 
stitute of Technology. Chicago, IL. 3pp. 38234:073-38234:134. 

-8610140363 Forwards response to 850603 request for RES review of proposed revs 
to App J & exam of risk effectiveness of containment ieakage/teak rate 
testing.Existing App J unclear & ref obsolete industry std. 

MINOGUE,R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). 85/07/ 
08. ROE.J.W. Office of the Executive Director for Operations. 3pp. 38234:076- 
38234:078. 

-8610140365 Discusses RES review of proposed revs to App J,currently under CRGR 
review.Basis & need for two separate RES initiatives for review of proposed revs & 
info re means of coordinating staff efforts requested. 

ROE.J.W. Office of the Executive Director for Operations. 85/06/03. MINOGUE.R.B. 
Office of Nuclear Regulatory Research, Director (Pre 860720), ip. 38234:079- 
38234:079. 


-8610150225 Advises that based on results of insp efforts 
licensee startup testing performed to date completed in Kreement w/rSmSSfani? a 
regulatory requirements.Recommends issuance of fun power^oTlor ^ 

MARTIN.J.B Region 5. Office of Director. 85/08/23.''&OL^^^^ 

Reactor Regulation. Director (pre-851125). lp. 38259:242.3^8^^^^^2^'^^ 

-8610150234 Requests that Auxiliary Sys Branch fire protection reviewers be orovided 
to participate in App R fire protection/safe s^own inJo ShSuied for 99 

KIRSCH.D.F. Regib^t 5. Office of Director. 35 / 08 / 29 . 851 ^ 

Branch. Ip. 38259:243-38259:243. ^ahr.o.d. /Vuxitiary Systems 

-8610150241 Informs that facility chosen for safeguards requlatorv effectiveness review 
during wk of 860113.17.Prime purpose of review ,s 
safeguards program. ^ oe/.,. 

MARTIN.J.B. Region 5. Office of Director. 85/12/oe p .. q » 

Electric Co. 2 pp, 38259:244-38259:245. onihi-fcH.J.D. Pacific Gas & 


-8610160250 Requests NRR assume lead r^^nsibiiify fg evaluation A resolution of 
Unresolved Item 50-275/85-36-04 re fire dampers evaluation & resolution of 

KIRSCH,D.F. Region 5. Office of Direct^ 85/12/3 q ^ L Division of 

Pressurized Water Reactor Licensing - A (post 851125) ip. 38259:24^38259:259. 


-M101MM5 Notice of 860110 significant meeting « enforcement & 

^^So ’ of Director. Ip. 38259:260- 


-8610140367 Forwards V Stelio draft response to end 2V Reyblatt 850923 request for 
reversal of CRGR decision to allow public comment on draft guide & proposed revs to 
App J.Comments should be submitted to M Taylor by 851007. 

SNIEZEK,J. Regional Operations A Generic Requirements. 85/10/03. BERNERO.R., 
JORDAN.E.. CUNNINGHAM, R. NRC - No Detailed Affiliation Given. 7pp. 38234:080- 
38234:089. 

-8610140369 Forwards author 851015 response to 2 Reyblatt 850923 request for re- 
versal of CRGR decision to allow public comments on proposed App J rule & associ- 
ated draft reg guide,for info. 

STELLO.V. Office of the Executive Director for Operations. 85/10/16. CONNELLY, S. 
NRC - No Detailed Affiliation Given. Ip. 38234:090-38234:095. 

-8610140372 Discusses CRGR 850603 meeting re App J revs & upcoming meeting to 
discuss origin of need & technical basis for leak-tight containment-Relevant 
info, including App A fS, J citations, end. 

ROSS.D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 85/06/06. 
Committee to Review Generic Requirements. 14pp. 38234:096-38234:109. 

-8610140375 Submits rept on ACRS review of present & future uses of engineered 
safeguards, per Commission request. Properly engineered safeguards can permit reduc- 
tion of distances required for protection of pubtic.Relat6d info end. 

KOUTS,H. ACRS - Advisory Committee on Reactor Safeguards. 64/11/18. 
SEABORG.G.T, Atomic Energy CJommission. 15pp. 38234:110-38234:124, 

"8610140376 Discusses ACRS 91st meeting on 671102 & 03 re review of concept of 
ice-condenser pressure-suppression scheme for targe PWR facItity.Subj to confirma- 
tion by add! tests, concept provides satisfactory pressure-suppression sys. 
PALLADINO,N.J. ACRS - Advisory Committee on Reactor Safeguards. 67/11/09. 
SEABORG.G.T. Atomic Energy Commission. 3pp. 38234:125-38234:127. 


-86101S0262 Requests encouragement for completion of outstanding allegations re fa- 


86/02/12. SHIFFER.J.D. Pacific 


MARTIN.J.B. Region 5. Office of Diredor. ^*86-004. ae 
Gas & Electric Co. 2pp, 38259:262-38259:263. 

"8610150279 Notice of violation & proposed imposijo^ of civil penalty in amount of 
$50,000.Violation noted:unit in inS21®?^^25-0831 & 1007-1127 w/one 

channel of automatic actuation >o9'cfor MSIV ^operable. '''''' 

MARTIN.J.B. Region 5, Office of Director. tA-86.004. 86/02/12. 3pp. 38259 264- 
38259:270. 

"8610150282 Forwards revised list of partidpants for regulatory effectiveness review at 
site on 86051 9-23.W/0 end. ^ 

MARTIN J.B. Regton 5 pfftoe of ^ SHIFFER.J.D. Pacific Gas & 

Electric Co. Ip. 38259:271-38259.271. 

-8610150301 Submits revised schedule for 1985-86 salp Board meetings for Region 

MARTIN J.B. Rejlon A Office Mvk '?|NT0N.H.R. Office of Nuclear 

Reactor Regulaton. Director (po^ ^ Nuclear Material 

“ "»P 0 <=fion & Enloraement Di- 
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8610150226 Further response to FOtA request for records re NRC audits, Insps or In- 
vestigations of TDl from 1 974 to present. Documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. ELLIS.T.S. Hunton & Wil- 
liams. 2pp. 38253:338-38253:342. 

8610150236 Partial response to FOIA requestForwards App C documents. Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. BUSH.D.F. Parker-Hannifin 
Co. 3pp. 38255:025-38255:031. 

8610150246 Further response to FOIA request for info withheld under FOIA-85-152.Por- 
tions of end App B documents withheld (ref FOIA Exemptions 6 & 7).App B docu- 
ments also available in FOR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/03. GARDE, B.P. Government 
Accountability Project. 2pp. 38234:351-38234:358. 

-6610150253 Partially withheld record of 840614 telcon between D Andrews & B Hayes 
re drug investigation at plant. 

* NRC - No Detailed Affiliation Given. 84/06/15. 5pp. 38234:354-38234:358. 

8610150286 FOIA request for info re specs for security sys in White Flint North 
bidg.including maint arrangements for electronic, video & audio elements of security 
sys. 

T1LL,T.A. Kastle Systems, Inc. 86/07/31. GRIMSLEY.D. Division of Rules and 
Records. 2pp. 38253:263-38253:264. 

8610150295 Partial response to FOIA request for documents re security sys in White 
Flint North bldg. App A documents forwarded & available in PDR .App B & C docu- 
ments withheld (ref Exemptions 2 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/02. TILL,T.A. Kastle Systems, 
Inc. 7pp. 38253:265-38253:316. 

-6810150311 Forwards list of general requirements for access control, intrusion 
detection, sound attenuation & central alarm station layout re White Flint bldg as input 
for meeting w/Cooper-Lecky.Info current as of 860505. 

KIDD.D.G. NRC - No Detailed Affiliation Given. 86/05/06. MATUnO.F.A. Division of 
Security. 4pp. 38253:272-38253:275. 

-8610150316 Comments on White Fiint task lists, including action of instaliing access 
control sys involving approach shown in end, per 860507 requesLRelated info end. 
KIDD.D.G. NRC - No Detailed Affiliation Given. 86/05/12. MATURO.F.A. Division of 
Security. 5pp. 38253:276-38253:279. 

-8610150320 Forwards recommendations on White Flint Bldg One plans delivered on 
860523,correcting errors & omissions detected re security info.Sketches of affected 
areas also encl.W/o ends. 

MATURO,F.A. Division of Security. 86/05/28. ISELIN.R.E. NRC - No Detailed Affili- 
ation Given. Ip. 38253:280-38253:280. 

-8610150322 Comments on White Flint North task schedule,per 860530 & 0609 
requests.ltem 31 should be joint responsibility of facilities & sys security.Related info 
end. 

KIDD.D.G. NRC - No Detailed Affiliation Given. 86/06/13. MATURO,F.A. Division of 
Security. 2pp. 38253:281-38253:282. 

-6610150327 Forwards Reimbursable Work Authorization RWA N6250553, funded to 
provide turn-key Integrated card reader access control & intrusion detection alarm sys 
for NRC facility at One White Flint North in RockvIlle.MD.Related info end. 

K!DD,D.G. Division of Security. 86/07/30. RIEDEL.P. General Services Administration. 
5pp. 38253:283-38253:287. 

-6610150346 Partially deleted memo re security requirements for White Flint North 
bldg.Agenda for 860409 consolidation status review meeting encl. 

BRADY, R.J. Division of Security. 86/04/14. WHIPP.R.F. Division of Securitv. 12dd. 
38253:288-38253:299. 


-6610150438 Provides summary of 840329 meeting w/six QC inspectors from LK Com- 
stock Engineering Co re allegations which affect quality of work being accomplished 
by electrical contractor. 

MCGREGOR.L, SCHULZ,R. Region 3, Office of Director. 85/03/29. WARNICK,R.F., 
WEIL,C. Region 3, Office of Director. 8pp. 38259:130-38259:137. 

—8610150442 Partially withheld Itr ack receipt of 850320 info re LK Comstock Engineer- 
ing Co at plant. Insp into concerns complete & documented in Paragraph 2c of end 
Insp rept.W/o encl. 

WEIL,C.H. Region 3. Office of Director. 85/11/08. Affiliation Not Assigned. 20pp. 
38269:185-38259:206. ^ 

-8610150444 Partially withheld memo documenting allegations re LK Comstock Engi- 
neering Co QA program.per resident inspector 850329 telcon w/Region III ofc. 
WEIL.C.H. Region 3. Office of Director. 85/04/05. NORELIUS.C.E. Region 3, Office of 
Director. 7pp. 38259:1 49-38259:1 55. 

-8610150447 Partially withheld Itr ack receipt of 850320 info re LK Comstock Engineer- 
ing Co production emphasis base metal reduction & inspector qualifications at 
facitity.Completion of insps expected within next 90 days. 

WEIL,C.H. Region 3, Office of Director. 85/04/04. Affiliation Not Assigned. 2pp. 
38259:138-38259:148. 

-8610150448 Partially withheld memo documenting util corrective action program to al- 
leviate immediate problems & inspire conscientious QA & QC program at LK Corn- 
stock Engineering Co based on allegations brought to NRC attention. 

MCGREGOR.L., SCHULTZ, R. Region 3, Office of Director. 85/03/29. WARNICK.R., 
WILLIAMS, C. Region 3, Office of Director. 4pp. 38259:156-38259:159. 

8610150431 Appeals denial of FOIA request for records re NRC data on drug investiga- 
tions at plant.Response to appeal requested within 20 days of Itr receipt. 

GARDE, B.P. Government Accountability Project. 86/07/16. STELLO.V. Office of the 
Executive Director for Operations. Ip. 38259:274-38259:276. 

8610150439 Further response to appeal of denial of FOIA request for records generated 
in connection w/NRC data on drug Investigations at plant.Portions of encl App B doc- 
uments withheld (ref FOIA Exemptions 6 & 7).Documents also In PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. GARDE.B.P. Government 
Accountability Project. 3pp. 38259:277-38259:322. 

-8610150450 Partially withheld transcript of 850619 interview w/alteger in 

Qranbury,TX.Pp 1-28. 

* NRC - No Detailed Affiliation Given. 85/06/19. 28pp. 38259:280-38259:307. 

-8610150470 Partially withheld affidavit re allegations concerning drug use & distribu- 
tion. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 86/01/27. 8pp. 38259:308-38259:318. 

—8610150478 Partially withheld memo providing info re termination of two women by 
B rown & Root for action & referral.Partially withheld related documentation encl. 
VIETTI.COOK,A, PWR Project Directorate 5. 86/02/18. EMERSON, M. Region 4, 
Office of Director. 4pp. 38259:319-38259:322. 

—8610150450 Partially withheld transcript of 850619 interview w/alleger In 

Granbury,TX.Pp 1-28. 

* NRC - No Detailed Affiliation Given. 85/06/19. 28pp. 38259:280-38259:307. 

—8610150470 Partially withheld affidavit re allegations concerning drug use & distribu- 
tion. 

* Brown & Root, Inc. (subs, of Halliburton Co.). 86/01/27. 8pp. 38259:308-38259:318. 

—8610150478 Partially withheld memo providing info re termination of two women by 
Brown & Root for action & referral.Partially withheld related documentation end. 
VIETn-COOK,A. PWR Project Directorate 5. 86/02/18. EMERSON, M. Region 4, 
Office of Director. 4pp. 38259:319-38259:322. 


-8610150352 Partially deleted memo submitting list of tasks that must be accomplished 
prior to,during & after NRC occupancy of White Flint North bldg.Most items required to 
be initiated by Apr/May 1986. 

MATURO.F.A. Division of Security. 86/04/25. ISELIN.R.E, NRC - No Detailed Affili- 
ation Given. 3pp. 38253:300-38253:302. 


8610150453 FOIA response to request tor correspondence to Commission re licensing 
of plant & 860417 decision.Since 860408 Itr, add! record found. App G identifies record 
withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. HIATT, S.L. Ohio Citizens 
for Responsible Energy. 3pp. 38259:338-38259:341. 


-8610150361 Partially deleted memo forwarding second-floor space requirements/ 
specs for White Flint North bldg.Final floor plans requested.W/o specs.Related info 
end. 

BRADY,R.J. Division of Security. 86/05/16. ISELIN.R.E. NRC - No Detailed Affiliation 
Given. 8pp. 38253:303-38253:310. 


deleted memo submitting questions/to do items resulting from 
securily program for One White Flint North.Related Info end; 

Security. 86/07/31. DOPP.R.A. Division of Security. 6pp. 

38253:31 1 -38253:31 6. 


8610160028 FOIA request for info re regulation of low level radioactive matl storage. 
MAYER,R.J. Affiliation Not Assigned. 86/09/19. NRC - No Detailed Affiliation Given. 
Ip. 38275:194-38275:194. 

8610160031 Responds to FOIA request for documents re regulation of low level radio- 
active matl storage. Forwards documents listed in App B.Documents listed in App A 
available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. MAYER.R.J. AffillaUon Not 
Assigned. 3pp. 38275:195-38275:203. 


response to FOIA request for records re Insp Repts 50-456/85-21 
f 50'J5J<§5-22.Portions of documents in App C & all documents in App D withheld 
^ C documents also in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/07. GUILD.R. Business & Pro- 
fessional People for the Public Interest 6pp. 38259:123-38259:206. 


-8610150424 Partially withheld Itr ack receipt of 850329 Info re LK Comstock Englneer- 
’r|9 requested to Immediately investigate concems.Completion of insps expect- 
ed within 90 days. 

Director. 85/04/08. Affiliation Not Assigned. 16pp, 


Partially withheld ack receipt of 850329 info re LK Comstock Enginee 
ing CaUtil revested to immediately investigate concems.Completion of insps expec 
ed within 90 days. 

S°7M^9"79 Afflliatton Not Assigned. 4p| 


-8810160033 Waste disposal broker checklist. 

* NRC - No Detailed Affiliation Given. 06/10/09. 6pp. 38275:198-38275:203. 

8610160360 FOIA request for documents including encl 830921 memo re level of 
design detail required for granting combined CP-OL &/or standardized reactor 
approval.W/o encl. 

ADATO.M. Union of Concerned Scientists. 85/05/01. FELTON, J.M. Division of Rules 
and Records. Ip. 38281:284-38281:285. 

8610180455 FOIA request for all correspondence to & from Representative GC Wortley 
from 1984 to present 

LIGHT, J. Syracuse Herald-Journal, Syracuse, NY. 86/10/01. GRIMSLEY.D.H. Division 
of Rules and Records. Ip. 38276:309-38275:309. 

8610160457 Responds to FOIA request.NRC has no records subj to reiwest 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/08, LIGHT, J. Syracuse Heradd- 
Joumal, Syracuse, NY. Ip. 38275:310-38275:310. 


-M101S^4 Partially withheld memo re allegation review board 850412 meeting re 
listed allegations. 

WEIL.C.H. Region 3. Office of Oi- 


8810170011 Responds to appeal re denial of FOIA request for documents. App C Docu- 
ments 1,21,2,24 & 28 available in PDR due to re-revjew of requestPortions of App B 
& C documents withheld (ref FOIA Exemptions 6 & 7). 

CHILK,S.J, Office of the Secretary of the Commission. 86/10/06. GARDE.B.P, Gov- 
ernment Accountability Project. 6pp. 38282:250-38282:276. 
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8610170237 Further response to FOIA request for documents generated or prepared by 
V Stello after appointment as acting EDO. Fonvards App N documents.Documents 
partially withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 4pp. 38288:184-38288:240. 

-8512040338 Discusses views on development of investigative threshold levels & es- 
tablishment of investigative priorities contained in 1985 policy & program 
guidance.Establishment of investigative priorities more achievable & useful. 

HAYES, B.B. Office of Investigations. 85/08/26. PALLADINO Commissioners. 6pp. 
38288:210-38288:215. 

-8512130336 SECY-85-369 Provides recommendations for guidance re appropriate 
threshold & priorities for conducting investigations to be followed by staff & Ofc of 
Investigations. 

DiRCKs.W.J. Office of the Executive Director for Operations. 85/11/21. 8pp. 
38288:197-38288:209. 

-8610170241 Fonwards detailed response to staff requirements memo re Ofc of Investi- 
gations investigation thresholds & priorities. Differences between memo & SECY-85- 
369 minor. 

HAYES, B.B. Office of Investigations. 86/01 /23. CHILK,S.J. Office of the Secretary of 
the Commission. 2pp. 38288:188-38288:189. 

-8610170247 Staff requirements memo re Ofc of investigations investigation thresholds 
& priorities.Actions to be taken include articulating criteria used to decide when to initi- 
ate or terminate investigation. 

CHILK.SJ. Office of the Secretary of the Commission. COMTR-85-7. 85/10/29. 
HAYES,B.B. Office of Investigations. 7pp. 38288:190-38288:196. 

-6610170257 Forwards draft rept re Ofc of Inspector & Auditor review of various as- 
pects of NRC relationship w/DOE.Comments requested within 30 days of memo date. 
CONNELLY, S.R. Office of Inspector & Auditor. 85/12/12. DIRCKS,W.J. Office of the 
Executive Director for Operations. 2pp. 38288:216-38288:220. 

-8610170262 Responds to Markey 850418 Itr re DOE staff member taik w/Region I 
resident inspectors on 840718 concerning DOE plans for mothballed reactor 
plants-Resident inspectors instructed not to let DOE remarks affect conduct of insps. 
MURLEY.T.E. Region 1, Office of Director. 85/05/02. DIRCKS.W.J. Office of the Ex- 
ecutive Director for Operations. Ip. 38288:221-38288:221. 

—8610170263 Responds to 851212 request for comments on draft Ofc of Inspector & 
Auditor rept reviewing various aspects of NRC relationships w/OOE.Existing contracts 
should be reviewed 

PALLADiNO.N.J. Commissioners. 86/01/10. OONNELLY.S.R. Office of Inspector & 
Auditor. 13pp. 38288:222-38288:240. 

-8512040336 Discusses views on development of investigative threshold levels & es- 
ts^lishment of investigative priorities contained in 1985 policy & program 
guidance.Establishment of investigative priorities more achievable & useful. 

HAYES.B.B. Office of Investigations. 85/08/26. PALLADINO Commissioners. 6pp. 
38288:210-38288:215. 

—8512130336 SECY-85-369 Provides recommendations for guidance re appropriate 
threshold & priorities for conducting investigations to be followed by staff & Ofc of 
Investigations. 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/11/21. 6pp. 
38288:197-38288:209. 

-8610170241 Forwards detailed response to staff requirements memo re Ofc of Investi- 
gations investigation thresholds & priorities. Differences between memo 6 SECY-B5- 
369 minor. 

HAYES, B.B. Office of Investigations. 86/01/23. CHILK,S.J. Office of the Secretary of 
the Commission. 2pp. 38288:188-36288:189. 

-8610170247 Staff requirements memo re Ofc of investigations Investigation thresholds 
& prioiitie8.Actions to be taken include £uticulating criteria used to decide when to initi- 
ate or terminate investigation. 

CH1LK,SJ. Office of the Secretary of the Commission. COMTR-85-7. 85/10/29. 
HAYES,B.B. Office of Investigations. 7pp. 38288:190-38288:196. 

-8610170257 Forwards draft rept re Ofc of Inspector & Auditor review of various as- 
pects of NRC relationship w/D(^.Comment8 requested within 30 days of memo date. 
CONNELLY, S,R. Office of Inspector & Auditor. 85/12/12. DIRCKS.W,J. Office of the 
Executive Director for Operations, 2pp. 38288:216-38288:220. 

-8610170262 Responds to Markey 850418 Itir re DOE staff member talk w/Region I 
resident inspectors on 840718 concerning DOE plans for mothballed reactor 
plants.Resident inspectors instructed not to let DOE remarks affect conduct of insps. 
MURLEY.T.E. Region 1, Office of Director. 85/05/0^ DfRCKS.W.J. Office of the Ex- 
ecutive Director for Operations. 1 p. 38288:221-382^:221 . 

-8610170263 Responds to 851212 request for comments on draft Ofc of Impector & 
Auditor rept reviewing various aspects of NRC relationshtps w/DOE.Existing contracts 
should be reviewed. 

PALLADINOvN.J. Ctommissioners. 86701/10. CONNELLY, S.R. Office of Inspector & 
Auditor. 13pp. 38288:222-38288:240. 

-8512040336 Discusses views on development of investigative threshold levels & es- 
tablishment of inivestigative priorities contained in 1985 policy & program 
guidance.Estabilshment of investigative priorftiaa more aciilevable & useful. 
HAYES,B.B. Office oi toves^aw^ns. 85/08/26- PALLADINO Commissioners. 6 pp. 
38288:210-38288:215. 

-8512130336 SECY-85-369 Provides recommerKlations for guidance re appropriate 
threshold 6 priorities for conducting investigations to be fofowed by staff & Qfc of 
invest^tions. 

DIRCkB,W,J, Offide of the acecutive Diirriclor for Opetations. 85/11/21. 8pp. 
38288:197-3826^9; 

-8610170241 Fonvards d^led response to staff requirements memo re Ofc ol Investi- 
gations invest^tion thresholds & priorities. Differences between memo & SECY-35- 
369 minor, 

HAYES,B.6. Office of Investigations. 86/01/23. CHILK,SJ. Office of the Secretary of 
the Commissidn. 2pp. 38268:188-38288:189. 


-8610170247 Staff requirements memo re Ofc of Investigations investigation thresholds 
& priorities. Actions to be taken include articulating criteria used to decide when to initi- 
ate or terminate investigation. 

CHILK,S.J. Office of the Secretary of the Commission. COMTR-85-7. 85/10/29. 
HAYES.B.B. Office of investigations. 7pp. 38288:190-38288:196. 

-8610170257 Forwards draft rept re Ofc of Inspector & Auditor review of various as- 
pects of NRC relationship w/DOE.Comments requested within 30 days of memo date, 
CJONNELLY.S.R. Office of Inspector & Auditor. 85/12/12. DIRCKS,W.J. Office of the 
Executive Director for Operations. 2pp. 38288:216-38288:220. 

-8610170262 Responds to Markey 850418 Itr re DOE staff member talk w/Region I 
resident inspectors on 840718 concerning DOE plans for mothballed reactor 

B lants.Resident inspectors instructed not to let DOE remarks affect conduct of insps. 

lURLEY.T.E. Region 1, Office of Director. 85/05/02. DIRCKS,W.J. Office of the Ex- 
ecutive Director for Operations. Ip. 38288:221-38288:221. 

-8610170263 Responds to 851212 request for comments on draft Ofc of Inspector & 
Auditor rept reviewing various aspects of NRC relationships w/DOE.Existing contracts 
should be reviewed 

PALLADINO.N.J. Ctommissioners. 86/01/10. CONNELLY,S.R. Office of Inspector & 
Auditor. 13pp. 38288:222-38288:240. 

8610170259 Final response to FOIA request for documents re Dockets 40-7251,40- 
7484,40-2038 & 40-8760.Forwards nonexempt portions of App D documents.App E 
documents completely withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/08. BARNES.C. Affiliation Not 
Assigned. 3pp. 38288:280-38288:282. 

-8610170268 Forwards arson investigator preliminary rept re fire occurring at Ediow inti 
Co facility in East St Loius,MO.Addl repts will be forwarded when available. 

BROOKS,L East St. Louis, IL 83/12/21, SRENIAWSKLD.J. Region 3, Office of Direc- 
tor. 38pp. 38288:241-38288:279. 

8610170265 Further response to FOIA request for eight categories of documents re EE 
Kent allegations concerning facilities. Forwards documents listed in App K. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. RILLO.C.J. Thelen, Marrin. 
Johnson & Bridges. 2pp. 38288:167-38288:183. 

-8610170275 Confirms request for technical assistance on allegations by EE Kent re 
items 2,5,6 & d.Region v intends to satisfactorily resolve all allegations prior to issu- 
ance of license to facility scheduled for 821 115. 

CREWS.J.L Division of Resident, Reactor Project 8 Engineering Programs. 82/10/29. 
EISENHUT,D.Q. Division of Ucensing (800428-851124). 2pp. 38288:171-38288:173. 

-8610170276 Forwards Rev 1 to IE Info Notice 82-34 re deficiencies in main control 
paneis.Recommendations for Board Notification 82-90 modified.Records of 821006 
telcons also end. 

JORDAN, E.L. Division of QA, Safeguards & insp Programs (830103-850212). (EIN-82- 
34. 82/10/01. EISENHUT,D.G. Division of Licensing (800428-851124). 10pp. 
38288:174-38288:183. 

8610170277 FOIA request for documents on allegations made by F Peguese re const 
defects,improper procedures & poor QA at facility. 

MURPHY.S. Nuclear Information & Resource ^rvlce. 86/03/11. Division of Rules 
and Records. Ip. 38288:157-38288:157. 

8610170280 Appeals denial of FOIA request for documents on allegations made by F 
Peguese re const defects at facility. 

MURPHY,S.A. Nuclear Information & Resource Sen/ice. 86/03/25. Office of the Exec- 
utive Director for Operations. 2pp. 38288:158-38288:159. 

8610170283 Responds to FOIA request for documents on allegations made by F Pe- 
guese re const defects & poor (jA for facility. Documents completely withheld (ref 
FOIA Exemption 7). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/09. MURPHY.S. Nuclear Infor- 
mation & Resource Senrice. 2pp. 38268:160-38268:166. 

8610200390 Partial response to FOIA request.Forwards App C documents. Documents 
also placed in POR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES.GA MHB Tech- 
nical Associates. 7pp. 38335:142-38336:346. 

-8112100549 Discusses QA Branch plans re determination of acceptability of util design 
verification program. 

HAASS,W.FL Quality Assurance Branch. 61/11/30. MIRAGLIA.F.J. Licensing Branch 
3. 2pp. 38335:219-38335:220. 

-8112100618 Requests review of Commission 811119 order & 81 1 1 1 9 Itr re design ver- 
ification program,Comment requested by 811125. 

MIRAGUA,F.J. Ucensing Branch 3. 81/11/20. ENGELKEN.R.H. Region 5, Office of 
Director (810301-8202011. 6pp. 38335:21 3-38335:218. 

-8201190331 Summary of 811217 meeting re facility proposed design verification. 
EtSENHUT,D.G. Diveion of Ucensing (800428-851124). 81/12/21. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 16pp. 38335:226- 
38335:241. 

-8203010096 Comments on Section 4J2,5.0 & 6.0 of verification plan per 811214 
requestDeaign audit plan should discuss guidelines to be used in determining suitabil- 
ity of design methods. 

JORDAN, E.L Division of Resident & Regional Reactor Inspection. 81/12/17. 
EISENHUT.D.a Division of Ucensing (800428-851124). Ip. 38335:221-38335:225. 

-8205030609 Comments on util overall nngt plan 8 TES Phase I program mgt plan for 
facility.Subj documents complete & responsive to Commission order & needs In QA 
area. 

HAASS.W.P. Quality Assurance Branch. 82/04/22. VOLLMER,R.H. Division of Engi- 
neering (pfe-851125K 2pp. 38335:291 -38335:293. 

-6208040019 Forwards Itr from concerned engineer statirig concern re seismic reanaly- 
sis being conducted at facllities.Concem8 should be factored into NRC review of re- 
verificjrtion effort, 

SNfE2EK,J. Office of inspection & Enforcement, Director (Post 820201). 82/05/18. 
qA$f,E, Officb of Nuclear Reactor Regulation, Director (pre-e51125). 1p. 38335:294- 
38335:294. 
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-8208060304 Provides list of ITRs w/board notification numbers as of 820728 in re- 
sponse to 820723 memo. 

EISENHUT.D.G. Division of Ucensing (800428-851124). 82/08/03. DENTON.H.R. 
Office of Nuclear Reactor Regulation. Director (pre-851125). Ip. 38335:303- 
38335:303. 

-8212220056 Forwards draft outline for fuel loading/low power SER. Approach follows 
that of SECY-82-41 4.Comments requested no later than 821209, 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/12/03. MATTSON, R.J. Di- 
vision of Systems Integration (811005-851124). 10pp. 38336:003-38336:012. 

-8212220327 Forwards Div of Engineering updated program for conducting independent 
design verification program review. 

VOLlMER.R.H. Division of Engineering (pre-851125). 82/12/15. EISENHUT.D.G. Divi- 
sion of Ucensing (800428-851124). 9pp. 38336:013-38336:021. 

-8301210176 Comments on "Diablo Canyon Independent Design Verification Program,” 
draft interim technical rept, Phase il.addi sample & add! verification.Other technical 
review branches should also be apprised of rept. 

KNIGHT.J.P. Assistant Director for Comp. & Structures Engineering (Pre 830201). 83/ 
01/07. NOVAK, T.M. Assistant Director for Licensing. Ip. 38336:049-38336:051. 

-8302010014 Forwards response to Teledyne request for info re nodes used in making 
envelope floor response spectra & location of max response in concrete for fan cooler 
section 5.W/o end. 

POLK,H. Structural Engineering Branch. 83/01/06. SCHIERLING.H. Licensing Branch 
3. ip. 38336;046-38336;048. 

-8303020333 Requests new review of component cooling water sys design 
adequacy.ltems to be addressed in review listed.SER input due by 830331. 
EISENHUT.D.G. Division of Licensing (800428-851124). 83/02/18. MATTSON, R. Divi- 
sion of Systems integration (811005-851124). 2pp. 38336:067-38336:068. 

-8303040124 Advises that div will provide SER input re design adequacy of plant com- 
ponent cooling water sys by 830331 & requests Div of Licensing expedite responses 
from util re documentation util committed to provide at 830128 meeting. 

MATTSON,R.J. Division of Systems Integration (811005-851124), 83/02/24. 
EISENHUT.D.G. Division of Licensing (800426-851124). 3pp. 38336:069-38336:088. 

-8304050552 Comments on S&W 830318 Itr transmitting Rev 1 to Interim Technical 
Rept 38, "Final Rept on Const QA Evaluation of Wismer & Becker." Section 6 re eval- 
uation of review results does not appear to be consistent w/findings. 

HARPSTER,T.L. QA Branch. 83/03/25, KNIGHTON.G.W. Licensing Branch 2. 2pp. 
38336:094-38336:104. 

-8305060159 Summarizes 830418 meeting w/J Wermiel.A Vietti & B Buckley & “J 
Smith” re status of NRC reevaluation of component cooling water sys.Comments so- 
licited from J Smith on draft SER in area of surge tank level instrumentation seismic 
design. 

PARR.O.D. Auxiliary Systems Branch. 83/04/27. DENTON.H.R. Office of Nuclear Re- 
actor Regulation, Director (pre-851125). 2pp. 38336:089-38336:090. 

-8307190297 Notification of 830706 meeting in Bethesda,MD to discuss seismic analy- 
sis of buried tanks at facility.Requests reporter to prepare transcripts. 

KNIGHTON.G.W. Licensing Branch 3. 83/06/29. SULL1VAN,P.A. Administrative & Lo- 
gistical Support Branch. 2pp. 38336:130-38336:131. 

-8309300011 Informs of status of discussions w/DOJ re allegations of anonymous In- 
formant concerning OL application.DOJ no longer objects to disclosure of technical 
info sought by NRC & applicant that would reveal informant identity. 

CUNNINGHAM, G.H, Office of the Executive Legal Director (Pre 860701). 83/08/30, 
DIRCKS,W.J. Office of the Executive Director for Operations. 17pp. 38336:133- 
38336:149. 

-8310060473 Forwards project schedule milestones received 830923 & updated Tele- 
dyne Engineering (IDVP) Svcs completion schedule received 830924. 

SCHIERLING.H. Ucensing Branch 3, 83/09/30. Licensing Branch 3. 4pp. 38336:150- 

OBO'SC'iCO ® 


-6610210181 Notification of postponement of 820326 meeting w/util in Bethesda,MD to 
discuss NRC questions re QA audit reviews performed by R F 
Reedy,lnc.Agenda, attendance list, handouts & viewgraphs from 820325 meeting end 
SCHIERLING.H.E. Licensing Branch 3. 82/03/25. MIRAGLIA.F.J. Ucensino Branch 3 
38pp. 38335:253-38335:290, ^ 

-8610210198 Requests that R.L. Cloud & Assoc review thermal/deadweight analysis & 
hosgri.Thermal/deadweight analysis does not match seismic or current field support 
configuration. 

* Affiliation Not Assigned. 82/05/18. NRC - No Detailed Affiliation Given. 6dd 
38335:295-38335:300. 

-8610210208 Forwards listed info re util Semimonthly Repts 5,6 & 8-15, R.L. Cloud & 
Assoc Semimonthly Repts 7-15, Teledyne Semimonthly Repts 11-15 & Teledyne pro- 
gram plan for Phases I & ll.per request. W/o end. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 82/07/02. HARTZMAN.M. NRC 
- No Detailed Affiliation Given. 2pp. 38335:301-38335:302. 

-8610210224 Requests that all issued ITRs be shipped to Commission. 

DENTON, H. Office of Nuclear Reactor Regulation. Director (pre-851125). 82/07/23. 
MIRAGLIA, SCHIERLING.H. NRC - No Detailed Affiliation Given. 2pp. 38335:304- 
38335:320. 

-8610210240 Forwards transcript of BNL 820727 meeting.Transcript will be issued via 
board notification.W/o transcript.Mothers for Peace press release end. 
SCHIERLING.H. NRC - No Detailed Affiliation Given. 82/08/12. VOLLMER.R., 
KN1GHT,J.P., KUO.P.T. NRC - No Detailed Affiliation Given. 3pp. 38335:321- 
38335:323. 

-8610210248 Transcript of BS Georgiou 820909 statement re safety Implications of de- 
ficiencies disclosed at facility. 

GEORGIOU.B.S. California, State of. 82/09/09. 32pp. 38335:324-38335:355. 

-8610210252 Forwards draft Commission paper re Facility Phase ll.for review & 
commenLList of open Items on Phase li end. 

EISENHUT.D.G. Division of Licensing (800428-851124). 82/10/01. DENTON.H.R. 
NRC - No Detailed Affiliation Given. 2pp. 38335:356-38335:357. 

-8610210260 Responds to 821014 Itr addressing potential conflict of interest of two 
R.F. Reedy.Inc employees, formerly associated w/Bechtel,re IDVP 

assignments.Individuals well qualified to conduct audit of QA program.No conflict of 
interest noted. 

DENTQN.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 82/11/17. 
COOPER, W.E. Teledyne Engineering Services. 5pp. 38335:358-38336:002. 

“8610210278 Lists meetings scheduled on facility.Details of meetings encl.NRC aten- 
dance recommended. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 82/12/29. EISENHUT.D., 
KNIGHT.J., PARR.O. NRC - No Detailed Affiliation Given. 7pp. 38336:022-38336:045. 

—8610210305 Responds to 830111 Itr re concerns of individuals living in area near 
facllity.Completion of all seismic analyses & evaluations required by Commission 
811119 order will be required prior to fuel loading decision. 

PALLADINO,N.J. Commissioners. 83/01/24. UDALL,M.K. House of Rep., Interior & In- 
sular Affairs. 5pp. 38336:052-38336:060. 

-8610210314 Forwards list of facility meetings scheduled for next wks. List based on 
info provided by Teledyne & util as of 830217. 

SCHIERLING.H. NRC - No Detailed Affiliation Given. 83/02/17. EISENHUT.D.G,, 
VOLLMER.R.H., MATTSON, R.J. NRC - No Detailed Affiliation Given. 2pp. 38336:061- 
38336:066, 

-8610210368 Forwards transcript of VH Tennyson 830325 Interview in San 
Francisco, CA.per 83041 5 discussion.Requests that document not be provided outside 
NRC until completion of investigation.W/o transcript.Cover page of transcript end. 
BISHOP, T.W. Region 5, Office of Director. 83/04/15. SCHIERLING.HL Licensing 
Branch 3. 3pp. 38336:091-38336:093. 


—8310130375 Notification of 831014 briefing for Commissioner Giiinsky, covering analy- 
ses & mods used to restore seismic response of annulus steel structure. 

KNIGHT, J.P. Assistant Director for Comp. & Structures Engineering (Post 830201). 
83/10/04. VOLLMER.R.H. Division of Engineering (pre-851125). Ip, 38336:163- 


-8310180107 Forwards 830929 transmittal of info from RL Cloud Assoc re AISC 1-6 & 
M-9 concerning buckling issue in SSER 18. 

SCHIERLING.H. Licensing Branch 3. 83/10/03. Licensing Branch 3, 9pp. 38336:154- 


Requests input to SSER 19 re fuel load requirements.Inputs required by 

Branch 3. 83/10/07. KNIGHT.J.P., WERMIEL,J., KUO.P.T. 
NRC - No Detailed Affiliation Given. 8pp. 38336:164-38336:171. 


-8311010064 Forwards list of info needed to conduct meaningful audit on 831025-27 1 
allegatiofis received In course of proceeding. Ust of info to be audited re SSERs 18 
19 open Items also encl.List to be telefaxed to util. 

KNIGHT.J.P. Assistant Director for Comp, & Structures Engineerino (Post 830201 
SCHIERLING.H. NRC - No Detailed Affiliation Sivea lipp 38336M71 


38336:190. 


* possibility of need for broader look at design QA 
than th^ provided by Cloud & IE.Suggests listed longer term remedies to overcome 

lAi^k ljA 


VOLLMER,D. NRC - No Detailed Affiliation Given. 
Detailed Affiliation Given. 1p. 38335:150-38335:150. 


81/10/26. DENTON.H. NRC - No 


-661021^423 Advises that author obtained listed info which may be of use in develoi 
•’^verification program for Diablo Canyon.Related Info end. 

37pp!38335'1^3M35^212°" Detailed Affiliation Give 


-6610210381 Discusses end AS LAB 830421 memorandum & order reopening facility 
record to consider issue of design QA.ASLAB has not considered whether to also 
reop>en record on issue of const QA.Continued support will be appreciated. W/o end. 
CUNNINGHAM, G.H. Office of the Executive Legal Director (Pre 860701). 83/04/26. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
DEYOUNG, R.C. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
38336:105-38336:106. 

-8610210397 Advises that response to end governor motion to reopen record on const 
QA due on 830606. Drafts of NRC affidavits should be completed by 830527.Hubbard 
declaration attached to governor motion is new.W/o end. 

CHANDLER,L.J. Hearings Division. 83/05/20. MARTIN.J. Region 5, Office of Director. 
EISENHUT.D. Division of Licensing (800428-851124). 1p. 38336:107-38336:107. 

-8610210407 Advises that response to end joint intervener motion to reopen record on 
const QA due on 830531. Draft affidavits addressing substantive technical matters 
raised should be completed by 830524. W/o end. 

CHANDLER, LJ. Hearings Division. 83/05/16. EISENHUT.D. Division of Ucensing 
(800428-851124). Ip. 38336:108-38336:108. 

-8610210420 Discusses end ASLAB 830518 decision (AUB-728), affirming ASLB 
810717 partial Initial decision authorizing issuance of OL for fuel loading & low power 
testing.Prlncipal issues addressed is low power emergency preparednes8.W/o end. 
CUNNINGHAM.G.H. Office of the Executive Legal Director (Pre 860701). ALAB-728. 
83/05/25. DENTON,H.R. Office of Nuclear Reactor Regulation, Director (pre-851125). 
2pp. 38336:1 09-38336:1 1 7. 

-8610210439 Advises that response to motions to reopen record on const QA filed by 
joint interveners & governor due on 830606. Forwards draft NRC response to 
motion.Comments requested by 860602. W/o draft NRC response. 

CHANDLER. LJ. Hearings Division. 83/05/31. MARTIN, J. Region 5, Office of Director. 
EISENHUT.D. Division of Licensing (800428-851124). 4pp. 38336:118-38336:121. 


proposed board notification re seismic design v 
transmitted to Commission. W/o end. ^ 

TEDE^O,aLAsds^t Director for Ucensing. 82/03/05. EISENHUT.D.G. Division 
Licensing (800428-851124). Ip. 38335:242-38335:252, 


-8610210449 Advises that 830617 reserved for meeting w/util & Diablo Canyon project 
mgt to discuss schedule, preoperation & hot functional test 8 other issues & 
requirements, Wishes to be Informed of which NRC personnel should attend. 
SCHIERLING.H. NRC - No Detailed Affiliation Given. 83/06/10. EISENHUT,D.G. NRC 
- No Detailed Affiliation Given. 2pp. 38336:122-38336:125. 



NONDOCKETED ITEMS 305 


-8610210460 Forwards governor & joint intervenors responses to NRC & utii replies to 
motions to reopen record on const QA.ASLAB will issue order scheduling mini-eviden- 
tiary hearing to consider motions.Hearing will commence on 83071 9.W/o end. 
CHANDLER.L.J. Hearings Division. 83/06/27. MARTI N,J. Region 5, Office of Director. 
EISENHUT.D.G. Division of Licensing (800428-851124). 2pp. 38336:126-38336:129. 

-8610210468 Advises that Region V will meet w/PG&E on 830714 at Region V ofc to 
discuss RCS piping min wall thickness. Recommends NRR attendance, at least project 
manager. 

* NRC - No Detailed Affiliation Given. 83/06/29. NRC - No Detailed Affiliation Given. 
1p. 38336:132-38336:132. 

-8610220208 Forwards survey of experienced operators & shift technical advisers at 
Diablo Canyon, Seabrook & Waterford 3, per request. 

KNIGHTON, G.W. Licensing Branch 3. 83/10/13; NOVAK,T.M. Assistant Director for 
Licensing. 7pp. 38336:172-38336:178. 

-8610220222 Advises that House Interior Committee,Subcommittee on Energy & Envi- 
ron will conduct hearing on facility.Requests Commissioners testimony re status of li- 
censing process & results of NRC review of facility by 8401 20. 

UDALUM.K, House of Rep., Interior & Insular Affairs. 83/12/20. PALLADINO.N. Com- 
missioners. Ip. 38336:191-38336:222. 

—8610220242 Responds to 821109 memo re NRR & Region V views on facility design 
verification program.Concurs w/recipient view that expanded Phases I & II program 
will assure that deficiencies in design program of util will be identified. 

ENGELKEN,R.H. Region 5, Office of Director. 82/11/09. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director {pre-851125). Ip. 38336:223-38336:346. 

8610200418 FOiA request for Jul 1985 Phillip rept on radwaste mat at Sequoyah Fuels 
Corp, portions of listed documents re Kerr- McGee fertilizer or raffinate program & doc- 
uments re Kerr- McGee facility in Gore,OK. 

MOSKOWITZ,M. Environmental Task Force. 86/08/12. Office of Administration, ip. 
38299:001-38299:001. 

8610200425 Partial response to FlOA request for five specific records re Kem-McGee 
Sequoyah facility in Gore,OK.Documents available In PDR. Review of documents con- 
tinuing. 

GRIMSLEy,D.H. Division of Rules and Records. 86/10/08. MOSKOWITZ.M. Environ- 
mental Task Force. Ip. 38299:002-38299:002. 

8610210207 FOIA request for documents, internal administrative rules, 

regulations,policies,guidelines or similar matl re procedures followed by NRC for peri- 
odic & systematic review of outstanding consent decrees & consent agreements. 
PORCH.B.L. Affiliation Not Assigned. 86/09/26. CARR,J. Division of Rules and 
Records. Ip. 38319:161-38319:161. 

8610210210 Responds to FOIA requestNRC has no records subj to request. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/15. PORCH,B.L. Affiliation Not 
Assigned. Ip. 38319:162-38319:162. 

8610210212 FOIA request for four categories of documents re Kerr-McGee Sequoyah 
facility & 860104 Incident at facility. 

HUNT.B. Environmental Action, Inc. 86/05/20. NRC - No Detailed Affiliation Given. 
3pp. 38319:163-38319:165. 

8610210219 Partial response to 860520 FOIA request for four categories of documents 
re Kerr-McGee Sequoyah facility & 860104 incident at facility.App A document 
encLApp B documents withheld (ref FOIA Exemptions 5 & 7). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/15. HUNT,B. Environmental 
Action, Inc. 4pp. 38319:166-38319:170. 

-8604080210 Informs that files of OSHA investigation into accidental UF6 release at 
plant currently under NRC review.Most OSHA findings & citations in areas NRC deter- 
mined to be in noncompliance or deviation from accepted industry practices. 
TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/04/01. 
TYSON,P.R. Labor, Dept, of. Occupational Safety & Health Admin. Ip. 38319:170- 
38319:170. 

8610210227 Responds to appeal re denial of FOIA request for documents by V Steilo 
since appointment as acting executive director of operations.Forwards documents in 
app.Documents partially & completely withheld (ref FOIA Exemptions 2,4,5 & 6). 
CH1LK,S.J. Office of the Secretary of the Commission. 86/10/06. GARDE, B.P, Gov- 
ernment Accountability Project 3pp. 38319:076-38319:122, 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 1 p. 3831 9:1 1 0-3831 9:1 1 0. 

—8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations-Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. 1 p. 3831 9:1 1 1 -3831 9:1 20. 

-8610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chairman. 

PALLADlNO,N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

—8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 1 p. 3831 9:1 1 0-3831 9:1 1 0. 

—6610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & reconwnendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

—8610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 3831 9:1 21 -3831 9:1 22. 


—8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Comptete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions,travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TV A. Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210348 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

—6610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman, 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendattons.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners, ip, 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman. 

PALLADINO.N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 3831 9:1 21 -3831 9:1 22. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120, 

—8810210352 informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman. 

PALLADINO,N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001, 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments A recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. 1 p. 3831 9:1 1 1 -3831 9:1 20. 
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-$610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chairman. 

PALLADINO,M.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 1 p. 3831 9:1 1 0-3831 9:1 1 0. 

-8610210346 informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 86051 5 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO, 
ROBERTS. ASSELSTINE Commissioners. Ip. 38319:111-38319:120. 


-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive grouo 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 1 p. 3831 9:1 1 0-3831 9:1 1 0. 


-8610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chsurman. 

PALLADINO,N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO. 
ROBERTS. ASSELSTINE Commissioners. Ip. 38319:111-38319:120. 


-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman. 

PALLADINO,N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 


-8610210352 informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Compiete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. Ip. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 

—8610210352 Informs that due to recent budget reductions, travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

-8610210341 Responds to request for estimated completion date of review of NRC ac- 
tivities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 1 p. 3831 9:1 1 0-3831 9:1 1 0. 


-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revlsed due date of 860515 for submission of policy 
requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 


-8610210352 Informs that due to recent budget reductions,travel 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office 
tor for Operations. 2pp. 38319:121-38319:122. 


expenses must be ap- 
of the Executive Direc- 


-8610210341 R^ponds to request for estimated completion date of review of NRC ac- 
Jyities w/TVA.Complete response should be completed by 861001. 

STELLO.V. Office of the Executive Director for Operations. 86/02/26. PALLADINO 
Commissioners. 1p. 38319:110-38319:110. 

-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO foi 
comments & recommendations.Revised due date of 860515 for submission of policv 
endorsement by full NUMARC executive group 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip, 38319:111-38319:120. 

-8610210352 Informs that due to recent budget reductions.travel expenses must be ap< 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 

request for estimated completion date of review of NRC ac- 
tvrbes w^y^mplete response should be completed by 861001. 

PALUDINO 


-8610210346 Informs that fitness for duty statement provided to NUMARC & INPO for 
comments & recommendations.Revised due date of 860515 for submission of policy 
statement requested due to need for endorsement by full NUMARC executive group. 
STELLO.V. Office of the Executive Director for Operations. 86/03/26. PALLADINO 
Commissioners. Ip. 38319:111-38319:120. 


—8610210352 Informs that due to recent budget reductions.travel expenses must be ap- 
proved by Chairman. 

PALLADINO, N.J. Commissioners. 86/04/07. STELLO.V. Office of the Executive Direc- 
tor for Operations. 2pp. 38319:121-38319:122. 


8610210373 Partial response to FOI A request for documents re use of Western stiff 
pipe clamps at Perry Nuclear Power Plant.App A documents identified by accession 
number & available in PDR.App B documents forwarded & being made available in 
PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. SCHLEMMER.D.L. Gov- 
ernment Accountability Project. 3pp. 38332:041-38332:056. 


-8403120292 Forwards request for add! info re allegations NRC received in Aug 1982 
concerning design deficiencies in Class I piping sys.lE Info Notice 83-80, “Use of Spe- 
cialized Stiff Pipe Clamps,” issued to licensees.NSSS suppliers & AEs. 

BOSNAK,R.J. Mechanical Engineering Branch. lEIN-83-80. 84/03/02. 

YOUNGBLOOD,B.J. Licensing Branch 1. 3pp. 38332:044-38332:046. 


—8504250240 Forwards request for addi info re response to Question 210.15 concern- 
ing use of stiff pipe clamps.Request will be transmitted to applicant for resolution. 
CHERNY.F.C. Mechanical Engineering Branch. 85/04/18. YOUNGBLOOD.B.J. Licens- 
ing Branch 1. 2pp. 38332:047-38332:056. 


request for three classes of documents re use of Western Piping & 
Engineering clamps at Perry Nuclear Power Plant & all complaints/correspondence in- 
volving deficiency complaint at River Bend Plant. 

SCHLtMMER,D.L. Government Accountability Project. 86/09/12. Division of Rules 
and Records. 2pp. 38332:039-38332:040. 


8610210419 FOIA request for FY85 FOIA rept or addI records re number of FOIA re- 
quests received,granted,denied & pending & sources. 

DYER,R.H. Affiliation Not Assigned. 86/10/01. NRC - No Detailed Affiliation Given. 
Ip. 38319:154-38319:154. 


8610210421 Responds to FOIA request for FY85 fiscal rept or addi records re number 
of requests received.granted.denled & pending & sources.Forwards NRC rept to Con- 
gress for 1985 & Enel A of weekly info rept for wk ending 861003.W/O ends. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/16. DYER.R.H. Affiliation Not 
Assigned. Ip. 38319:155-38319:155. 

8610210427 FOIA request for documents re proposed facility to convert depleted U 
hexafluoride to depleted U tetrafluoride at Sequoyah Fuels Corp. 

MURPHY,S. Nuclear Information & Resource Service. 86/09/16. GRIMSLEY.D. Divi- 
sion of Rules and Records. 2pp. 38319:151-38319:152. 

8610210429 Responds to FOIA request for info re investigation rept of individual opera- 
tor actions on falsification of leak rate test data at TMLForwaras App A recordApp 
record completely withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Rules and Records: 86/10/15. VOIGT, H.H. LeBoeuf, 
Lamb, Leiby & MacRae. 2pp, 38319:156-38319:157. 


that fitness for duty statement provided to NUMARC & INPO f< 
®®0515 for submission of polic 
i e for endorsement by full NUMARC executive groui 

PALLADIN( 

"^oved^^^ChSnnlS recent budget reductions,travel expenses must be a{ 


8610210430 Responds to FOIA request for two categories of documents re Sequoyah 
Fi^ls Corp.Documents available in PDR.W /0 stated computer printout 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/16. MURPHY, S, Nuclear Infor- 
mation & Resource Senrice. Ip. 38319:153-38319:153, 


8610210443 Further response to FOIA request for 841006 affidavit of C Van Vo or Van 
concerning Insp Repts 50-400/84-43 & 84-45.App A documents available 
^PP ® documents withheld (ref FOIA Exemptions 6 & 7). 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. GUILD, R. Guild, R. 4pp. 
38319:208-38320:122, 


request for estimated completion date of review of NRC ac- 
ere?? response should be completed by 861 001 . 

PALLADINO 


-^10210450 Partially withheld Itr fonvarding transcripts of 841101 meeting in 
Raleigh, NC.Transcript should be reviewed for misinterpretations or 

[?^ 95 * 2 ! 5 f®‘^^'^ 9 S-Partlally withheld supporting info also end. 

ROBINSON.LL. Office of Investigations. 84/11/14. DAVIS Affiliation Not Assigned. 
270pp. 38319:213-38320:122. 
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8610210444 FOIA request for records re investigation rept on individual operator actions 
on falsification of leak rate test data at TMU2 and documentation of conversations be> 
tween NRC & OOJ. 

VOIGT, H.H. LeBoeuf, Lamb, Leiby & MacRae. 86/09/12. Office of Administration. Ip. 
38319:158-38319:160. 

—8610210451 Forwards investigation rept on individual operator actions on falsification 
of leak rate test data.Copy of rept sent to DOJ. 

HAYES.B.B. Office of Investigations. 86/04/11. PALLADINO, ROBERTS. ASSEL- 
STINE Commissioners. 2pp. 38319:159-38319:160. 

8610220035 Appeals denial of FOIA request for documents re 860509 meetings con- 
cerning facility & util exemption from 10CFR50, App J "Primary Reactor Containment 
Leakage Testing for Water-Cooled...." 

PUNTENNEY.J.E. Safe Energy Coalition of Michigan. 86/08/19. STELLO.V. Office of 
the Executive Director for Operations. 2pp. 38331:321-38331:323. 

8610220040 Responds to appeal re denial of FOIA request for documents re Fermi 
plantForwards App A documents.App 6 documents withheld (ref FOIA Exemption 5). 
STELLO.V. Office of the Executive Director for Operations. 86/10/09. 
PUNTENNEY.J.E. Safe Energy Coalition of Michigan. 4pp. 38331:324-38331:352. 

-8610220044 Rev 1 to Procedure 11.000.52, "Deviation & Corrective Action Reporting." 

* Detroit Edison Co. 86/10/09. 10pp. 38331:328-38331:337. 

-8610220045 Nuclear Operations Directive NOD-21. "Effective Problem Solving." 
JENS.W.H. Detroit Edison Co. 83/04/11. 1p. 38331:338-38331:339. 

-8610220048 Discusses use of Bechtel BN-TOP-1, "Testing Criteria for Integrated 
Leakage Rate Testing of Primary Containment Structures for Nuclear Plants," for plant 
preoperational containment leakage testing. 

DUPONT,S.G. Region 3, Office of Director. 84/01/17. LYNCH,M.D. Division of Licens- 
ing (800428-851124). Ip. 38331:340-38331:340. 

-8610220049 Rev 2 to Procedure QQAP 16. "Corrective Action." 

JENS,W.H. Detroit Edison Co. 84/09/07. 2pp. 38331:341-38331:342. 

-8610220052 Rev 1 to QAPR 16, "Corrective Action." 

* Detroit Edison Co. 84/09/10. 6pp. 38331:343-38331:352. 

-8610220044 Rev 1 to Procedure 11.000.52, "Deviation & Corrective Action Reporting." 

* Detroit Edison Co. 86/10/09. 10pp. 38331:328-38331:337. 

-8610220045 Nuclear Operations Directive NOD-21, "Effective Problem Solving." 
JENS,W.H. Detroit Edison Co. 83/04/11. 1p. 38331:338-38331:339. 

-8610220048 Discusses use of Bechtel BN-TOP-1, "Testing Criteria for Integrated 
Leakage Rate Testing of Primary Containment Structures for Nuclear Plants," for plant 
preoperational containment leakage testing. 

DUPONT,S.G. Region 3, Office of Director. 84/01/17. LYNCH, M.D. Division of Licens- 
ing (800428-851124). Ip. 38331:340-38331:340. 

-8610220049 Rev 2 to Procedure QQAP 16, "Corrective Action." 

JENS.W.H. Detroit Edison Co. 84/09/07. 2pp. 38331:341-38331:342. 

-8610220052 Rev 1 to QAPR 16, "Corrective Action." 

* Detroit Edison Co. 84/09/10. 6pp. 38331:343-38331:352. 

8610220155 Appeals denial of FOIA request for release of documents requested under 
FOIA 84-677 on 840807. 

GARDE, B.P. Environmental Whistleblower Clinic. GARDE, B.P. Government Account- 
ability Project. 86/08/25. STELLO.V. Office of the Executive Director for Operations, 
ip. 38332:201-38332:201. 

8610220160 Final response to appeal of denial of FOIA request for release of docu- 
ments re meeting between util & NRC concerning investigations into illegal drug use 
at faciiities.Documents in app withheld (ref FOIA Exemption 5). 

STELLO.V. Office of the Executive Director for Operations. 86/10/09. GARDE.B.P. 
Environmental Whistleblower Clinic. GARDE.B.P. Government Accountability Project. 
2pp. 38332:202-38332:211. 

8610220235 FOIA request for listing of ail persons, companies.countries & agencies w/ 
unclaimed or abandoned property & assets held or controlled that have remained un- 
claimed for 6 months to 6 yrs. 

BURANDT.C. Pennies from Heaven. 86/10/01. ZECH.LW. Commissioners. 2pp. 
38333:088-38333:089. 

8610220236 Responds to FOIA requestNRC has no records subj to request. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/15. BURANDT.C. Pennies 
from Heaven. Ip. 38333:090-38333:090. 

8610220325 Partial response to FOIA r6quest.Records subj to request available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/14. CURRAN.D. Harmon & 
Weiss. 3pp. 38337:035-38340:244. 

-8504240340 Summarizes work & findings to date from review of probabilistic safety 
study in response to J Rosenthal request.No deficiencies found.Review will not be 
continued. 

HULMAN,LG. Accident Evaluation Branch. 85/04/10. SHERON.B. Reactor Systems 
Branch. 71pp. 38337:093-38337:163. 

-8610220339 "Preliminary Review & Evaluation of Seabrook Probabilistic Safety Study." 
KHATIB-RAHBAR, AGRAWAL,A.K., LUDEWIG.H. Brookhaven National Laboratory. 
FIN A-3778. 85/01/31. NRC - No Detailed Affiliation Given. 53pp. 38337:040- 
38337:092. 

—8610220363 Forwards draft BNL rept, "Review of Seabrook Station Probabilistic 
Safety AssessmentContainment Failure Modes & Radiological Source Terms." 
KHATIB-RAHBAR Brookhaven National Laboratory. FIN A-3778. 85/09/13. LYON.W. 
Reactor Systems Branch. 68pp. 38337:164-38337:235. 

-8610220381 Fonwards “Review of Seabrook Station Probabilistic Safety 
AssessmentContainment Failure Modes & Radiological Source Terms." W/o end. 
KHATIB-RAHBAR Brookhaven National Laboratory, FIN A-3778. 86/02/21. LYON,W. 
NRC - No Detailed Affiliation Given, ip. 38337:236-38337:236. 


-8610220420 Forwards comments re "Seabrook Station Risk Mgt & Emergency Plan- 
ning Study" & observations & questions re "Seabrook Station Emergency Planning 
Sensitivity Study.” Related documentation end. 

LYON,W.C. Reactor Systems Branch (PWR-A). 86/08/19. BERL1NGER,C. Reactor 
Systems Branch (PWR-A). 548pp. 38337:237-38339:064. 

-8610220442 9763.1 02-SB 1-S IT "Rept on Containment Structurai Integrity Test for 
Public Svc Co of New Hampshire, Seabrook Station Unit 1 (SB-1)." 

GHOSH,D.K., BHATT,K.C., MUDQE,T.G. United Engineers & Constructors, Inc. (subs, 
of Raytheon Co.). 86/06/16. 109pp. 38339:065-38339:173. 

-8610220453 Rev 3 to Spec 9763.006-5-5, “Spec for Structural Integrity Test (SIT) for 
Public Svc Co of New Hampshire,Seabrook Station.Unit 1." 

BAYER, G.M., BHATT.K.C., MUDGE.T. United Engineers & Constructors, Inc. (subs, of 
Raytheon Co.). 86/06/12. 93pp. 38339:174-38339:266. 

-8610220461 Rev 3 to Technical Procedure TP-13, "Structural Integrity Test (SIT) for 
Public Svc Co of New Hampshire.Seabrook Station Unit 1 ." 

BAYER.G.M., BHATT,K.C.. KALAWAD!A,K.M. United Engineers & Constructors. Inc. 
(subs, of Raytheon Co.). 86/06/12. 48pp. 38339:267-38339:314. 

-8610230059 Rev 0 to General Test Procedure GT-M-106, "Containment & Contain- 
ment End Surface Insp." Related documentation end. 

KANN.G. Public Service Co. of New Hampshire. 86/10/14. 57pp. 38339:315- 
38340:011. 

-8610230073 Technical Rept TR-20422(836), "Test Plan for Seabrook Station - Unit 1 
Structural Integrity Test." 

. ELLIS.R.L, WALLACE,W.F. Teledyne Engineering Services. 86/03/04. 35pp. 

38340:012-38340:046. 

-8610230079 Rev 2 to Technical Rept TR-20422(837), "Installation Procedure for Tem- 
porary Frames for Structural Integrity Test of Primary Containment Structure.Public 
Svc of New Hampshire Seabrook Station - Unit 1." 

WALLACE,L.F., ELLIS.R.L. Teledyne Engineering Services. 86/03/05. 10pp. 

38340:047-38340:056. 

-8610230084 Technical Rept TR-20422(835), “Project QA Plan for Containment 
Structure.Structural Integrity Test,Public Svc Co of New Hampshire.Seabrook Station 
Unit 1." 

WALLACE,L.F, Teledyne Engineering Services. 86/01/23. 23pp. 38340:057- 

38340:079. 

-8610230096 Technical Rept TR-20422(842), "Seabrook Nuclear Power Station Unit 1 
Reactor Bldg Structural Integrity Test Results." App J & K to containment structural 
integrity test & chronological log end. 

ELLIS, R.L., WALLACE, L.F. Teledyne Engineering Services. 86/04/25. 165pp. 

38340:080-38340:244. 

8610220391 FOIA request for info re raffinate produced & yellowcake & other matls re- 
ceived & analyzed by Sequoyah Fuels Corp. 

COSTNER.P. National Water Center. 86/09/17. ROBINSON, LL Division of Rules and 
Records. 2pp. 38330:102-38330:103. 

8610220400 Response to FOIA request re Sequoyah Fuels Corp.NRC has no records re 
Categories 1-6 of request-Category 7 of request will be addressed in NRC response to 
recipient appeal re FOiA-86-298. 

GRIMSLEY.D.H. Division of Rules and Records, 86/10/17. COSTNER, P. National 
Water Center. Ip. 38330:104-38330:104. 

8610220418 FOIA request for all documentation, Including notes.ltrs, 
memoranda, computer printouts & data compilations re Board Notification 84-149 con- 
cernino investigation repts on Comanche Peak. 

GARDE, B.P. Government Accountability Project. 84/10/01. Office of Administration. 
2pp. 38330:255-38330:256. 

8610220433 Further response to FOIA request re documents listed in Board Notification 
84-149,Forwards App H documents.App I documents available in PDR. App J docu- 
ments completely withheld (ref FOIA Exemption 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/15. GARDE.B.P. Government 
Accountability Project. 5pp. 38330:257-38330:335. 

-8610220446 Forwards 841019 CASE motion requesting Licensing Board referral of “R 
Jones Incident" to recipient branch. Transcript of R Jones incident also encl.CASE 
alleges applicants intimidated R Jones.W/o motion. 

SCINTO,J.F. NRC - No Detailed Affiliation Given. 84/10/25. HAYES.B.B. Office of In- 
vestigations. 70pp. 38330:262-38330:331. 

-8610220458 Forwards transcript of D Hatley 840210 interview per J Ellis (CASE) 
same-day request concerning viewing of selected documents at site.Requests appro- 
priate distribution of transcript since confidentiality not requested. 

DENISE, R.P. NRC - No Detailed Affiliation Given. 84/04/19. IPPOLITO,T.A. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 1p. 38330:332-38330:332. 

-8610220464 Affidavit Of D Hatley listing concerns re project.including accuracy of 
documentation, insp of clamps in cable tray hanger area & errors in color coding & 
Instrumentation piping. 

HATLEY.D. Affiliation Not Assigned. 84/02/10. 3pp. 38330:333-38330:335. 

8610220471 Revises 861006 response to 860825 FOIA appeal from FOIA 86- 
80,82,126,127,131,166,201,209 & 263.Ref to withholding Document F9 in entirety for 
reasons set forth in initial response inadvertently omitted. 

CHILK,S.J. Office of the Secretary of the Commission. 86/10/17. GARDE.B.P. Gov- 
ernment Accountability Project. 1p. 38330:015-38330:045. 

8610230016 FOIA request for documents re any complalntcharge or allegation by JJ 
McWeeney re plant.including any documents concerning NRC investigation. 

HOLLAR, D.E. Carolina Power & Light Co. 86/10/02. FELTON. J. Office of Administra- 
tion. Ip. 38342:003-38342:003. 

8610230023 FOIA request for NRC internal rept, "Maint Performance Data Base by 
NRC Region." 

INABA,K. XYZYX Information Corp. 86/10/03. Division of Rules and Records. Ip. 
38334:131-38334:131. 
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8610230024 Responds to FOIA request.Forwards App A documents. 

GRIMSLEY.D. Division of Rules and Records. 86/10/17. HOLLAR.D.E. Carolina 
Power & Light Co. 2pp. 38342:004-38342:014. 

-8610230044 Forwards documents re Allegation Ril-86-A-0218 concerning alleged inad- 
equate supports.per Allegation Review Committee 860729 meeting, for 
review.Considerations that should be reviewed discussed.W/o ends. 

URYC.B. Region 2. Office of Director. 86/08/04. VERRELLI.D. Region 2. Office of Di- 
rector. Ip. 38342:006-38342:006. 

-8610230058 Forwards documentation re Allegation RII-86-A-0218 concerning alleged 
termination for reporting safety concerns, for info.Region II will let Dept of Laoor com- 
plaint process proceed & review technical issues. 

URYC.B. Region 2, Office of Director. 86/08/04. VORSE.J. Region 2, Office of Direc- 
tor. 8pp. 38342:007-38342:014. 

8610230029 Response to FOIA request.App A documents available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/21. INABA.K. XYZYX Informa- 
tion Corp. 2pp. 38334:132-38334:133. 

8610230137 Further response to FOIA request re fire protection sys & App R.App B & 
G documents available in PDR.App C.D & E documents completely withheld & App F 
documents completely or partially withheld (ref FOIA Exemption 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/15. GARDE, B.P. Government 
Accountability Project. 8pp. 38342:032-38342:047. 

8610240269 Partial response to FOIA requestForwards documents listed in 
app.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/09. HOLMES, G.A. MHB Tech- 
nical Associates. 2pp. 38354:190-38354:213. 

-8610240272 Responds to 811120 memo re plant design verification 
program.Breakdown of various tasks for response to Commission 811119 order to util 
suspending fuel loading & low power test operations end. 

CREWS, J.L Division of Reactor Safety & Projects. 81/11/26. MIRAGLIA.F.J. Licens- 
ing Branch 3. 9pp. 38354:193-38354:204. 

-8610240276 Forwards draft outline of plant fuel load/low power SER. 

ENGELKEN.R.H. Region 5. Office of Director. 82/12/09. EISENHUT.D.G. Division of 
Licensing (800428-851124). Ip. 38354:205-38354:206. 

-8610240279 Requests transfer of lead responsibility for engineering acceptability of 
cable tray & conduit support matls supplied by Midland Ross to NRR.EngIneering as- 
sessment should include acceptability of commercial-grade matls. 

CREWS, J.L. Division of Resident, Reactor Project & Engineering Programs. 82/12/16. 
EISENHUT.D.G. Division of Licensing (800428-851124). 2pp. 38354:207-38354:210. 

-8610240282 Forwards first page of transcript of VH Tennyson 830325 
interview.Transcript should be withheld from distribution outside NRC until investiga- 
tion completed. 

BISHOP.T.W. Region 5. Office of Director, 83/04/15. SCHIERLING.H. Ucensing 
Branch 3. 3pp. 38354:211-38354:213. 

861024031S FOIA request for security insp repts, notices of violations & Univ of Missouri 
response from 1965 to present. 

BENNISH.S. Columbia Daily Tribune, Columbia, MO. 86/06/05. Division of Rules and 
Records. Ip. 38353:308-38353:308. 

8610240320 Responds to FOIA request for security insp repts for facility.App A docu- 
ments end & available in PDR.App B documents partially withheld (ref FOIA Exemp- 
tions 3 & 4). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/10. BENNISH.S. Columbia 
Daily Tribune, Columbia, MO. 4pp. 38353:309-38354:056. 

-8610240325 Matl Control & Accounting Insp Rept 50-186/85-04 on 850304- 07.No 
noncompliance noted.Major areas inspected:facility organization & 
operation, measurement & statistical control & storage & internal control. 

PIRTLE,G.L,. CREED.J.R. Region 3. Office of Director. 85/03/26. 5pp. 38353:314- 
38353:318. 

-8610240329 Forwards Physical Protection Insp Repts 50-186/75-03 & 70-0270/75-02 
on 760922-23.No noncompliance noted. 

JORDAN.E.L Region 3. Chicago. Office of the Director. 75/10/22. EMMONS.A.H. 
Missouri. Univ. of. Columbia, MO. 2pp. 38353:319-38353:320. 

-8610240335 Partially withheld Physical Protection Insp Repts 50-186/75-03 & 70- 
0270/75-02 on 750922-23 (ref 1OCFR2.790). No noncompliance noted.Major areas 
inspected:compliance w/ 740915 security plan & 10CFR73 requirements. 
CARLSON,D.M., HIND.J.A. Region 3. Chicago, Office of the Director. 70-0270/75-02. 
75/10/21. 12pp. 38353:321-38353:332. 

-8610240339 Forwards Physical Protection Insp Rept 50-186/76-01 on 760316-17 & 
notice of violation. 

HIND,J.A. Region 3, Chicago, Office of the Director. 76/04/12. EMMONS, A.H. Mis- 
souri, Univ. of, Columbia. MO. 2pp. 38353:333-38353:334. 

-8610240340 Partially withheld notice of violation from insp on 760316- 17. 

-Reirtinn'j nw - rf the DIrector. 76/04/12. 1p. 38353:335-38353:335. 


-8610240358 Ack receipt of 780125 Itr Informing NRC of steps taken to correct non- 
compliance noted in NRC 780112 Itr. r.. ... 

HIND,J.A. Region 3. Chicago, Office of the Director. 78/02/15. BRUGGER.R. Missou- 
ri, Univ. of. Columbia. MO. ip. 38353:358-38353:358. 


-8610240360 Partially withheld response to NRC 7801 1 2 Itr re violations noted In Insp 
Rept 50-186/77-07 on 771206-08.Corrective actions.’frequency of watch patrols will be 
Increased to ensure compliance w/facility physical security plan. 

BRUGGER.R.M., SCHLAPPER.G.A. Missouri, Univ. of, Columbia, MO. 78/01/25. 
Region 3, Chicago, Safeguards Branch. 3pp. 38363:359-38353:361. 


-8610240361 Forwards memo confirming that security director reviewed security plan. 
BRUGGER,R.M. Missouri, Univ. of, Columbia, MO. 78/01/04. DUNLEAVY.J. Region 3, 
Chicago, Office of the Director. 2pp. 38354:001-38354:002. 


-8610240362 Forwards Physical Protection Insp Rept 50-186/78-04 on 780524-26 & 
notice of violation. 

HIND.J.A. Region 3, Chicago, Safeguards Branch. 78/07/03. BRUGGER.R.M. Missou- 
ri, Univ. of, Columbia. MO. 2pp. 38354:003-38354:004. 


-8610240364 Partially withheld notice of violation from insp on 780524- 26. 

• Region 3, Chicago, Office of the Director. 78/07/03. 1p. 38354:005-38364:005. 

-8610240365 Partially withheld Insp Rept 50-186/78-04 on 780524-26. Noncompliance 
noted:each individual not searched before exiting from fuel vault & key & lock to truck 
door not changed upon employee termination. 

MADEDA,T.J.. DUNLEAVY.J.J., HIND.J.A. Region 3, Chicago, Office of the Director. 
78/06/30. 7pp. 38354:006-38354:012. 

-8610240369 Partially withheld response to Insp Rept 50-186/78-04 on 780524-26.C9r- 
rectlve actions:new sys designed to Improve control of key lock entrance & easier 
change upon employee termination. 

SCHLAPPER.G.A., BRUGGER.R.M. Missouri, Univ. of, Columbia, MO. 78/07/20. 
Region 3, Chicago, Office of the Director. 2pp. 38354:013-38354:014. 

-8610240371 Ack receipt of 780720 Itr informing NRC of steps taken to correct non- 
compliance noted in 780703 Itr. 

HIND.J.A. Region 3, Chicago, Safeguards Branch. 78/08/04. BRUGGER.R.M. Missou- 
ri, Univ. of, Columbia, MO. Ip. 38354:015-38354:017. 

-8610240375 Partially withheld Insp Rept 50-186/79-01 on 790122-24.No noncompli- 
ance noted.Major areas inspected:security plan & implementation re protection of 
SNM,security organization & access control. 

BELANGER,J.L., CHRISTOFFER.G. Region 3, Chicago, Office of the Director. 
HIND,J.A. Region 3, Chicago, Safeguards Branch. 79/02/12. 5pp. 38354:018- 
38354:024. 


-8610240379 Partially withheld Physical Security Insp Rept 50-186/80-03 on 800325- 
27.No noncompliance noted.Major areas inspected: security plan & 
implementation, including protection of SNM & security organization. 

CHRISTOFFER.G.. KNICELY.J.R.. HIND.J.A. Region 3, Chicago. Office of the Direc- 
tor. 80/04/14. 5pp. 38354:025-38354:031. 


-8610240383 Partially withheld Physical Security Insp Rept 50-186/81-02 on 810505-06 
(ref 10CFR2.790).No noncompliance noted.Major areas inspected:security 
plan, physical protection of SNM, security organization, access control & alarm sys. 
CHRISTOFFER.G., CREED.J.R. Region 3. Office of Director (810301-820201). 81/05/ 
19. 5pp. 38354:032-38354:038. 


-8610240389 Partially withheld Physical Protection Insp Rept 50-186/83-01 on 830201- 
03.No noncompliance noted.Major areas inspected:site orientation, security plan/imple- 
menting procedures, security organization & physical barriers. 

STAPLETON.B.W., CREED.J.R. Region 3, Office of Director. 83/02/24. 7pp. 
38354:039-38354:045. 


-8610240394 Advises that annual security indoctrination for univ police dept officers & 
watchmen completed during Feb 1983.Training for univ police dept, documenting 
annual retraining program, end. 

MCGINTY.D.M., ALGER.D. Missouri, Univ. of, Coiumbla, MO. 83/03/10. 
STAPLETON.B.W. Region 3, Office of Director. 3pp. 38354:046-38354:048. 

-8610240399 Partialiy withheld Physical Security Insp Rept 50-186/85-03 on 850304-07 
& 11. No noncompliance noted.Major areas inspected:security plan & implementing 
procedures,use & storage of SNM,detection devices & procedures. 

PIRTLE,G.L. CREED,J.R. Region 3. Office of Director. 85/03/27. 6pp. 38354:049- 
38354:056. 


8610240333 Final response to 8601 13,20 & 27 FOIA requests for documents generated 
or prepared by V Stello since appointment as Acting Executive Director for 
Operations.App O documents end & partially withheld (ref FOIA Exemptions 1 & 5). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/21. GARDE.B.P. Government 
Accountability Project. 3pp. 38354:228-38354:244. 

-8810240434 Partially withheld memo providing summary of past & ongoing actions re 
threat considerations,in response to 860115 memo concerning staff requirements for 
860128 design basis threat meeting w/Commlssion, 

STELLO.V. Office of the Executive Director for Operations. 86/01/27. PALLADINO 
Commissioners. 7pp. 38354:238-38354:244. 

8610240368 FOIA request for listed records includingdocuments re Ofc of Inspector & 
Auditor Investigation rept re abuses of mS, ACRS proposal to hire 
lawyer.performance of ITT at Davis- Besse & S Comley activities re Seabrook Unit 1. 
AIROZO.D. McGraw-Hill Publications Co. 86/08/29. GRIMSLEY.D. Division of Rules 
and Records. 2pp. 38352:116-38352:117. 

8610240387 Partial response to FOIA request for documents re EEO investigation.Apps 
A & C documents in PDR.App C documents partially withheld (ref FOIA Exemptions 6 
& 7).App B documents withheld (ref FOIA Exemptions 2,5,6 & 7). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/22. AIROZO.D- McGraw-Hill 
Publications Co. 10pp. 38352:106-38352:115. 

8610270060 FOIA request for copy of Seiko Time Corp application for license & any 
attachments. 

WEINSTEIN,D. World Time Corp. of America. 86/10/06. NRC - No Detailed Affiliation 
Given. Ip. 38371:119-38371:119. 
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8610270072 Response to FOIA request for Licenses 31-12593-02E & 04-19004^2E for 
Seiko Time Corp & Citizen Watch Co, respectively.App A records available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/20. WEINSTEIN.D. World 
Time Corp. of America. 2pp. 38371:120-38371:146. 


-7905150565 Application for matl/byproduct license to authorize Pm-147 in paint for 
import & distribution of timepieces, dials & hands. 

IWATA,N. Citizen Watch Co„ Inc. 99549. 79/04/09. 3pp. 26617:202-26617:207. 

—7905290709 Forwards applications for Matl/Byproduct license to distribute & possess 
byproduct mati. 

ANDROLIA,W.L. Koda & Androlia. 99549. 79/04/10. Radioisotopes Licensing Branch 
(Pre 790501). Ip. 38371:143-38371:143. 


-8010290059 Requests amend of Matl/ Byproduct License 04-1 9004-01 E for Citizens 
Watch re change in radiation safety officer. Resume end. 

ANDROL1A.W.L. Koda & Androlia. 05425. 80/09/22. JACKSON.G. Ucense Fee Man- 
agement Branch. 1p. 38371:142-38371:142. 


-8610280118 Forwards 850909 memo,per 860218 requesLReceipt of transcripts of Nov 
& Dec 1985 interviews w/SR Connelly conducted by Ofc of General Counsel 
ack.Related info end. 

CUMM1NGS,W.B. Cummings, W.B. 86/02/26. FIT2GERALD.J.A. Office of the General 
Counsel. 3pp. 38399:116-38399:118. 

-8610280129 Confirms 860213 telcon.Author & A Bequai represent Connelly in NRC 
investigation.Transcript of Nov & Dec 1985 interviews w/Connelly requested.Request 
for Connelly notes will be considered after meeting w/Greenspun at DOJ. 
CUMMINGS.W.B. Cummings, W.B. 86/02/13. FITZGERALD.J. Office of the General 
Counsel. 1 p. 38399; 1 1 9-38399: 1 1 9. 

-8610280134 Submits written request for document re 850909 conversation w/L Shea 
identified In 8601 24 telcon.Meeting would not be useful at present time.Investigation 
rept provided to Commission. 

FITZGERALD,J.A. Office of the General Counsel. 86/02/18. CUMMINGS.W.B. Cum- 
mings, W.B. Ip. 38399:120-38399:120. 


—8407020422 License 31-12593-02E for Seiko Time Corp.authorizing distribution of Pm- 
147 in luminous paint for timepiece hands & dials. 

HICKEY.J.W. Materials Licensing Branch. 84/06/22. 4pp. 38371:122-38371:139. 

-8407020428 Forwards application for matl/byproduct llcense.authorizing distribution of 
luminous dial time pieces to nonlicensed persons.Fee end. 

HEALY.P.F. Hattori Corp. of America (formerly Seiko Time Corp.). 84/05/04. 
HICKEY.J. Office of Administration. Ip. 38371:126-38371:139. 

-8407020430 Application for matl/byproduct license.authorizing Pm-147 in luminous 
paint to be used for timepiece hands & dials. 

HEALEY.P.F. Hattori Corp. of America (formerly Seiko Time Corp.). 17436. 84/05/04. 
lOpp, 38371:127-38371:139. 

-8409200106 Application for amend to License 04-19004-02E.designating G Kelton as 
radiation safety officer.Fee paid. 

ANDROLIA.W.L. Koda & Androlia. 17931. 84/07/24. JACKSON,G. License Fee Man- 
agement Branch. Ip. 38371:141-38371:141. 

—8602280379 Application for renewal of Licenses 04-19004-01 & 04-19004- 
02E, authorizing (Jitizen Watch Co USA to distribute timepieces,hands & dials contain- 
ing Pm-147.Fee paid. 

KELTON, G., ANDROLIA, W.L Koda & Androlia. 18500. 84/12/10. MILLER.V.L Materi- 
als Licensing Branch. Ip. 38371:140-38371:140. 

8610270295 FOIA request for util nuclear insurance policy. 

PACE,C. Affiliation Not Assigned. 86/09/20. NRC - No Detailed Affiliation Given. Ip. 
38370:292-38370:292. 


—8610280146 Forwards official L Shea equal employment opportunity (EEC) file.File 
previously provided to Markey.File contains some documents,transcripts & memos not 
previously provided to Commission.W/o specified enci.Related info end. 

ALOOT,C.S. Office of the General Counsel. 86/02/14. PALLADINO, ROBERTS, AS- 
SELSTINE Commissioners. 7pp. 38399:121-38399:127. 

—8610280161 Informs that S Connelly unavailable for Interview re Ofc of Inspector & 
Auditor equal employment opportunity investigation until 851204.Rosenthal unable to 
forward summary of interview w/package for Commission until 851203. 

ALOOT.C.S. Office of the General Counsel. 85/11/26. PALLADINO. ROBERTS, AS- 
SELSTINE Commissioners. Ip. 38399:128-38399:128. 

—8610280172 Forwards extracts of conclusions of A Rosenthal re S Connelly in case of 
L Shea vs NRC,per request.W/o stated end. 

FITZGERALD, J.A. Office of the General Counsel. 86/03/05. GREENSPUN.J. Justice. 
Dept. of. Ip. 38399:129-38399:129. 

-8610280183 Fonwards transcripts of Nov & Dec 1985 interviews of Connelly.per 

RTZGERALDJA Office of the General Counsel. 86/02/21. CUMMINGS.W.B. Cum- 
mings. W.B. Ip. 38399:130-38399:130. 

-8610280195 Summarizes rights of alleged discriminating officials in administration o1 
complaint process re equal employment opportunity complaints o1 
discrimlnation.Related info end. 

TUCKER, E.E. NRC - No Detailed Affiliation Given. 78/11/08. NRC - No Detailed Affili- 
ation Given. 8pp. 38399:131-38399:138. 


8610270296 Response to FOIA request. Agency records subj to request encI.Requestor 
will be billed for reproduction costs. 

GRIMSLEY.D. Division of Rules and Records. 86/10/17, PACE,C. Affiliation Not As- 
signed. ip. 38370:293-38371:114. 


-8610280208 Forwards document received w/Shea signed settlement agreement ir 
equal employment opportunity case.W/o stated end. 

ITZKOWITZ,M.L. Operations & Administrative Division. 86/01/17. ALOOT.S. Office o 
the General Counsel. Ip. 38399:139-38399:139. 


—8610270303 Package of nuclear Insurance info, Including endorsements & amends to 
insurance policies. 

* Nuclear Energy Liability Insurance Association. 86/10/17. 181pp. 38370:294- 
38371:114. 

8610270342 FOIA request for memos, documents or drafts re V Stello 860612 Itr to JJ 
Everett concerning declining performance of fadlities.Placement of SECY-86-595 in 
PDR also requested. 

TRAPASSO,B. Nuclear Information & Resource Service. 86/09/15. GRIMSLEY,D. Di- 
vision of Rules and Records. Ip. 38372:133-38372:133. 

8610270350 Responds to FOIA request re documentation concerning declining perform- 
ance of facilitles.Fon«ards App A documents-Documents also available in PDR.SECY- 
86-595 nonexistent. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/20. TRAPASSO.B. Nuclear In- 
formation & Resource Service. 3pp. 38372:134-38372:178, 


-8610280225 Forwards G Messenger 860319 submission & corrections to rept providec 
at 860320 meeting to assist in review of Connelly matter,per Commission request.W/< 
stated encls.Related info end. 

ALOOT,C.S. Office of the General Counsel. 86/03/21. MORRlSETTE,K. Justice, Depl 
of. 5pp. 38399:140-38399:144. 

-8610280232 Forwards MOU w/Ofc of Inspector & Auditor re delimitation agreemen 
MAYER.R.G. Division of Security. 75/12/12. BRADY, R.J. Division of Security. 3pf 
38399:145-38399:147. 

-8610280262 Lists procedures for use of official personnel folders to ensure documer 
safeguarding & availability to Div of Organization & Personnel & line managers.Sampl 
memo end. 

BIRD.P.E. Division of Organization and Personnel. 82/09/27. Division of Organizatio 
and Personnel. 2pp. 38399:148-38399:149. 


-8603100040 Forwards SALP input requested by project manager, addressing frequency 
reporting & analysis of reportable events.Category 3 rating recommended. 
HOLAHAN,G.M. Operating Reactors Assessment Staff (post 851125). 86/03/04. 
MULLER, D. BWR Project Directorate 2. Spp. 38372:157-38372:159. 


-8604070188 Forwards rev to NRR SALP input based on comments from SALP Board 
860324 meeting.Category 2 assigned re licensing activities. 

GEARS.Q.E. BWR Project Directorate 2. 86/03/28. JOHNSTON,T. NRC - No Detailed 
Affiliation Given. Spp. 38372:160-38372:162. 


—8610280270 “Procedures for Files Maint & Control.” 

COLLINS,D.R. Staffing & Position Evaluation Branch. 82/09/29. 23pp. 38399:1 5< 
38399:172. 

-8610280286 Notifies of acceptance of discrimination complaint involving issues < 
sexual harassment & reprisal,harassment or coercion because of participation in equ 
employment opportunity complaint process.Rights discussed. 

KERR, W.B. Ofc of Small & Disadvantaged Bus. Utilization & Civil Rights. 85/09/1 
SHEA, LA. Office of Inspector & Auditor. 3pp. 38399:173-38399:175. 


—8604290211 Concurs w/Region I proposed enforcement actions, treating Tech Spec 
violations re two Instances of personnel error of verifying proper rod withdrawal & 
position,as Severity Level 111 violation w/100% escalation.W/o stated end. 
EISENHUT.D.G. Office of Nudear Reactor Regulation, Director (post 851125), EA-86- 
059. 86/04/23. AXELRAD.J. Enforcement Sta€ 15pp. 38372:163-38372:177. 


-8610280295 Ack receipt of 850918 memo & attachmentFormal equal employment o 
portunity complaint filed.Investigation of subj of memo by uninterested party will t 
initiate. 

FITZGERALD, J.A. Office of the General Counsel. 85/09/26. CONNELLY, S.R. Offii 
of Inspector & Auditor. Ip. 38399:176-38399:176. 


-8610270377 Responds to 860612 Itr re improvement to enhance overall performance 
of facility operations.Based on NRC insp results & SALP review meeting schedule.Iate 

EVERET^Jl.??>S^^p^^ ^eScC^8?^^^^a*STELLO,V. Office of the Executive 
Director for Operations. Ip. 38372:178-38372:178. 


8610280070 Appeals denial of FOIA request for records developed in investigation of all 
equal emplt^ent opportunHy complaints filed by Ofc of Inspector & Auditor (OlA) 

Accountability Projeol 86/03/03. STELLO.V. Office of the 
Executive Director lor Operations. I p. 38399:105-38399:105. 


8610280082 FOIA request for six categories of documents re 1982 civil penalty & Ofcs 
of Investigations & Inspector & Auditor investigations of listed facilities. 

BURT0N;T.M. Qiicagb Tribune, Chicago, IL 86/09/04. NRC - No Detailed Affiliation 
Given. 2pp. 38388-2i(^^88:243, 

8610^0095 Partial response to FOIA request for Ofc of 
records. App A documerits fi^ilable In ppR.App B documwte wi^held (ref FOIA 
emption?6»e & 7).App C documents isartiaHy withheld (ref Serrations 6 & 7). 
GRIMSLEY,D.R DK/^n of Rules and Records. 86/10/21. GARDE.B.P. Government 
Accountability Project 10pp. 38399:106-38399:237. 


-8610280312 Notifies that D Presberry authorized to perform listed tasks re investig 
tion of discrimination complaint in matter of L Shea vs NRC. 

KERR, W.B. Ofc of Small & Disadvantaged Bus. Utilization 8i Civil Rights. 85/10/i 
NRC - No Detailed Affiliation Given, ip. 38399:177-38399:177. 


-8610280324 Discusses security practices for review of official personnel folders by 
dividuals outside D‘iv of Organization & Personnel, in addition to procedures stated 
PE Bird 820927 memo. . « 

BENTSON,N,E. Division of Organization and Personnel. 85/11/12. NORRY.P. 
Office of Administration. Ip. 38399:178-38399:178. 


-8610280329 Requests meeting on 860102 to discuss equal employment opportur 
complaint & possible settlementAck of receipt of memo r^ue^d. 
ROSENTHAL,A.S. Atomic Safety and Ucensing Appeal Panel. 85/12/05. SHEA,L 
NRC - No Detailed Affiliation Given. 2pp. 38399:181-38399:181. 


-8610280340 Forwards Ofc of Inspector & Auditor Performance Apraisal summary fr 
1981 to present, per 851203 requestSummary contains personnel info & should 
treated accordIngly.W/o stated end. ^ 

CONNELLY, S.R. Office of inspector & Auditor, 85/12/09. PRESBERRY.D. NRC - 
Detailed Affiliation Given. Ip. 38399:184-38399:185. 
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-8610260350 Confirms telcon w/Shoemaker re 860102 meeting to resolve equal em- 
ployment opportunity case, per 851205 note. 

SHEA, LA. NRC - No Detailed Affiliation Given. 85/12/06. ROSENTHAL, A. Atomic 
Safety and Licensing Appeal Panel. Ip. 38399:182-38399:182. 


-8610280172 Fonwards extracts of conclusions of A Rosenthal re S Connelly in case of 
L Shea vs NRC, per request.W/o stated end. 

FITZGERALD, J.A. Office of the General Counsel. 86/03/05. GREENSPUN.J. Justice. 
Dept. of. ip. 38399:129-38399:129. 


-8610280361 Forwards draft investigative rept re complaint of sex discrimination filed 
w/NRC on 86091 0.Rept will be final upon receipt of errata sheets from two alleged 
discriminating officials.Errata sheets will be forwarded,W/o stated ends. 

TUCKER.E.E NRC - No Detailed Affiliation Given. 85/12/17. SHEA.LA. Office of In- 
spector & Auditor. 1p. 38399:183-38399:183. 

-8610280373 Requests confirmation of receipt of 851220 supplemental statement & 
confirmation that any add! Investigative work as result of statement conducted prior to 
submitting investigation reptPress release end. 

CONNELLY.S.R. Office of Inspector a Auditor. 85/12/30. PRESBERRY.D. NRC - No 
Detailed Affiliation Given. 2pp. 38399:179-38399:180. 

-8610280386 Notifies of Commission direction to place addressee on administrative 
leave w/pay, effective at C.0.6. on 860128. Assignment of GJ Edies as acting director 
during absence noted. 

PALUDINO,N,J. Commissioners. 86/01/28. CONNELLY.S. Office of Inspector a 
Auditor. Ip. 38399:186-38399:186. 

-8610280394 Requests change of date on Connelly memo from 850109 to 8601 09, per 
Ofc of Inspector a Auditor request. 

SHOEMAKER, J. Atomic Safety and Ucensing Appeal Panel. 86/01/10. TUCKER NRC 
- No Detailed Affiliation Given. Ip. 38399:187-38399:187. 


-8610280183 Forwards transcripts of Nov a Dec 1985 interviews of Connelly,per 
request.W/o stated end. 

FITZGERALD, J.A. Office of the General Counsel. 86/02/21. CUMMINGS.W.B. Cum- 
mings. W.B. Ip. 38399:130-38399:130. 

—8610280195 Summarizes rights of alleged discriminating officials in administration of 
complaint process re equal employment opportunity complaints of 
discrimination.Related info end. 

TUCKER.E.E. NRC - No Detailed Affiliation Given. 78/11/08. NRC - No Detailed Affili- 
ation Given. 8pp. 38399:131-38399:138. 

-8610280208 Forwards document received w/Shea signed settlement agreement In 
equal employment opportunity case.W/o stated end. 

ITZKOWITZ,M.L Operations a Administrative Division. 86/01/17. ALOOT.S. Office of 
the General Counsel, ip. 38399:139-38399:139. 

—8610280225 Forwards G Messenger 860319 submission a corrections to rept provided 
at 860320 meeting to assist in review of Connelly matter, per Commission request. W/o 
stated encls.Related info end. 

ALOOT.C.S. Office of the General Counsel. 86/03/21 . MORRISETTE.K. Justice, Dept, 
of. 5pp. 38399:140-38399:144. 


-6610280436 Informs of reinstatement of S Connelly as Director of Ofc of Inspector a 
Auditor, effective immediately.Allegations involving Privacy Act a intimidation a harass- 
ment unsubstantiated. 

PALLADINO,N.J. Commissioners. 86/03/27, NRC - No Detailed Affiliation Given. Ip. 
38399:188-38399:188. 

-8610280450 Notifies of Commission directive to restore duty status as Director of Ofc 
of Inspector a Auditor a terminate administrative leave.effective at C.O.B. on 
860327.Related info end. 

PALLADINO.N.J. Commissioners. 86/03/27. CONNELLY.S. Office of Inspector a 
Auditor. 5pp. 38399:189-38399:193. 

-8610280470 Notifies that final interview w/ equal employment opportunity counselor re 
Ofc of Inspector & Auditor decision not to promote recipient to GG-12 conducted on 
86091 0.Compiaint of discrimination may be filed within 15 days if warranted. 

SMiTH.H. Office of Nuclear Reactor Regulation. Director (post 851125). 85/09/10. 
SHEA.L Office of Inspector & Auditor. Ip. 38399:194-38399:194. 

-8610280486 Forwards official authorization re investigation of L Shea discrimination 
complaint. 

KERR.W.B. Ofc of Small & Disadvantaged Bus. Utilization a Civil Rights. 85/09/23. 
PRESBERRY.D. NRC - No Detailed Affiliation Given. Ip. 38399:195-38399:195. 

-8610280499 Notifies that D Presberry authorized to perform listed tasks re investiga- 
tion of discrimination complaint in matter of LA Shea vs NRC. 

KERR,W,B. Ofc of Small & Disadvantaged Bus. Utilization a Civil Rights. 85/09/23. 
NRC - No Detailed Affiliation Given. Ip. 38399:196-38399:196. 

-8610280514 Submits overview of prohibitions against sexual harassment a retaliation 
a summary of NRC obligation to undertake corrective action.Info provided in 851116 
memo supplemented. Related info end. 

ALOOT.C.S. Office of the General Counsel. 85/12/11. PALLADINO, ROBERTS, AS- 
SELSTINE Commissioners. 38pp. 38399:197-38399:234. 

-8610280527 Partially deleted Itr ack receipt of transcripts. Notification of completion of 
investigation requested. 

ALDRICH, J.G. Polydroff a Miller. 86/01/22. FITZGERALD, J.A. Office of the General 
Counsel. Ip. 38399:235-38399:235. 

-8610280532 Partially deleted Itr forwarding transcripts of interviews w/three clients.W/ 
0 ends. 

F1TZGERALD.J.A. Office of the General Counsel. 86/01/15. ALDRICH,J.G. Polydroff 
a Miller. Ip. 38399:236-38399:236. 


-8610280232 Forwards MOU w/Ofc of Inspector a Auditor re delimitation agreement 
MAYER, R.G. Division of Security. 75/12/12. BRADY,R.J. Division of Security. 3pp. 
38399:145-38399:147. 

-8610280262 Lists procedures for use of official personnel folders to ensure document 
safeguarding a availability to Div of Organization & Personnel a line managers.Sample 
memo end. 

BIRD.P.E. Division of Organization and Personnel. 82/09/27. Division of Organization 
and Personnel. 2pp. 38399:148-38399:149. 

-8610280270 “Procedures for Files Maint a Control.’’ 

COLLINS, D.R. Staffing & Position Evaluation Branch. 82/09/29. 23pp. 38399:150* 
38399:172. 

-8610280286 Notifies of acceptance of discrimination complaint involving issues of 
sexual harassment a reprisal, harassment or coercion because of participation in equal 
employment opportunity complaint process.Rights discussed. 

KERR.W.B. Ofc of Small a Disadvantaged Bus. Utilization a Civil Rights. 85/09/18. 
SHEA, LA. Office of Inspector a Auditor. 3pp. 38399:173-38399:175. 

-8610280295 Ack receipt of 850918 memo a attachmentFormal equal employment op- 
portunity complaint filed.Investigation of subj of memo by uninterested party will be 
initiated. 

FITZGERALD.J.A. Office of the General Counsel. 85/09/26. CONNELLY.S.R. Office 
of Inspector a Auditor. 1p. 38399:176-38399:176. 

-8810280312 Notifies that D Presberry authorized to perform listed tasks re investiga- 
tion of discrimination complaint in matter of L Shea vs NRC. 

KERR.W.B. Ofc of Small a Disadvantaged Bus. Utilization a Civil Rights. 85/10/28. 
NRC - No Detailed Affiliation Given. Ip, 38399:177-38399:177. 

-8610280324 Discusses security practices for review of official personnel folders by in- 
dividuals outside Div of Organization a Personnel, in addition to procedures stated in 
PE Bird 820927 memo. 

BENTSON.N.E. Division of Organization and Personnel. 85/11/12. NORRY.P.G. 
Office of Administration. Ip. 38399:178-38399:178. 

-8610280329 Requests meeting on 860102 to discuss equal employment opportunity 
complaint a possible settlement.Ack of receipt of memo requested. 

ROSENTHAL, A.S. Atomic Safety and Licensing Appeal Panel. 85/12/05. SHEA, L. A. 
NRC - No Detailed Affiliation Given. 2pp. 38399:181-38399:181. 


-8610280549 Extends time for presentation of info for record in addition to info provid- 
ed In Interview w/Presberiy to C.O.B. on 851223. 

TUCKER, E.E. NRC - No Detailed Affiliation Given. 85/12/17. CONNELLY.S.R. Office 
of inspector a Auditor, ip. 38399:237-38399:237. 

-8610280118 Fowards 850909 memo, per 860218 requestReceipt of transcripts of Nov 
a Dec 1985 interviews w/SR Connelly conducted by Ofc of General Counsel 
ack.Reiated info end. 

CUMMINGS.W.B. Cummings. W.B. 86/02/26. FITZGERALD, J,A. Office of the General 
Counsel. 3pp. 38399:116-38399:118. 


-8610280340 Forwards Ofc of Inspector a Auditor Performance Apralsal summary from 
1981 to present,per 851203 requestSummary contains personnel info a should be 
treated accordingly. W/o stated end. 

CONNELLY.S.R. Office of Inspector a Auditor. 85/12/09. PRESBERRY.D. NRC - No 
Detailed Affiliation Given. Ip. 38399:184-38399:185. 

-8610280350 Confirms telcon w/Shoemaker re 860102 meeting to resolve equal em- 
ployment opportunity case, per 851205 note. 

SHEA, LA. NRC - No Detailed Affiliation Given. 85/12/06. ROSENTHAL, A. Atomic 
Safety and Licensing Appeal Panel. Ip. 38399:182-38399:182. 


-8610280129 Confirms 860213 telcon.Author & A Bequai represent Connelly in NRC 
investIgation.TranscrIpt of Nov a Dec 1985 interviews w/Connelly requested.Request 
for Connelly notes will be considered after meeting w/Greenspun at DOJ. 
CUMMINGS.W.B. Cummings. W.B. 86/02/13. FifZQERALD.J. Office of the General 
Counsel. Ip. 38399:119-38399:119. 


-8610280361 Forwards draft investigative rept re complaint of sex discrimination filed 
w/NRC on 86091 0.Rept will be final upon receipt of errata sheets from two alleged 
discriminatir^ officials.Errata sheets will be forwarded. W/o stated ends. 

TUCKER, E.E. NRC - No Detailed Affiliation Given. 85/12/17. SHEA.LA. Office of In- 
spector a Auditor. Ip. 38399:183-38399:183. 


—8610280134 Submits written request for document re 850909 conversation w/L Shea 
identified in 660124 telcon.Meeting would not be useful at present time.Investigation 
rept provided to Commission. 

FITZGERALD, J A. Office of the General Counsel. 86/02/18. CUMMINGS.W.B. Cum- 
mings, W.B. Ip. 38399:120-38399:120. 


-8610280146 Forwards officiai L Shea equal employment opportunity (EEO) file.Rle 
previously provided to Markey.File contains some documents, transcripts a memos not 
previously provided to Commis8ion.W/o specified encI.Related info end. 

ALOOT.C.S. Office of the General Counsel. 86/02/14. PALLADINO, ROBERTS. AS- 
SELSTINE Commissioners. 7pp. 38399:121-38399:127. 


—8610280161 informs that S Connelly unavailable for interview re Ofc of inspector a 
Auditor equal employment opportunity Investigation until 851204.Rosenthal unable to 
forward summary of interview w/package for Commission until 861203. 

General Counsel, 85/11/26. PALLADINO, ROBERTS, AS- 
SELSTINE Commissioners. Ip. 38399:128-38399:128. 


-8610280373 Requests confirmation of receipt of 851220 supplemental statement a 
confirmation that any add! investigative work as result of statement conducted prtor to 
submitting investigation rept.Press release enc). 

CONNELLY, S.R. Office of Inspector a Auditor. 85/12/30. PRESBERRY.D. NRC - No 
Detailed Affiliation Given. 2pp. 38399:179-38399:180. 

-8610280386 Notifies of Commission direction to place addressee on administrative 
leave w/pay,effective at C.O.B. on 8601 28. Assignment of GJ Edies as acting director 
during absence noted. 

PALLADINO,N.J. Commissioners. 86/01/28. CONNELLY.S. Office of Inspector & 
Auditor. Ip. 38399:186-38399:186. 

-8610280394 Requests change of date on Connelly memo from 850109 to 860109, per 
Ofc of Inspector a Auditor request 

SHOEMAKER,J. Atomic Safety and Licensing Appeal Panel. 86/01/10. TUCKER NRC 
- No Detailed Affiliation Given. Ip. 38399:187-38399:187. 
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->8610280436 Informs of reinstatement of S Connelly as Director of Ofc of inspector & 
Auditor .effective immediately .Allegations involving Privacy Act & intimidation & harass- 
ment unsubstantiated. 

PALLADINO,N.J. Commissioners. 86/03/27. NRC - No Detailed Affiliation Given. Ip. 
38399:188-38399:188. 

-8610280450 Notifies of Commission directive to restore duty status as Director of Ofc 
of Inspector & Auditor & terminate administrative leave, effective at C.O.B, on 
860327.Related info end. 

PALLADINO.N.J. Commissioners. 86/03/27. CONNELLY.S. Office of Inspector & 
Auditor. 5pp. 38399:189-38399:193. 

-8610280470 Notifies that final interview w/equal employment opportunity counselor re 
Ofc of inspector & Auditor decision not to promote recipient to GG-12 conducted on 
86091 0.Complaint of discrimination may be filed within 15 days if warranted. 

SMITH, H. Office of Nuclear Reactor Regulation, Director (post 851125). 85/09/10. 
SHEA.L. Office of Inspector & Auditor, ip. 38399:194-38399:194. 

-8610280486 Forwards official authorization re investigation of L Shea discrimination 
complaint. 

KERR.W.B. Ofc of Small & Disadvantaged Bus. Utilization & Civil Rights. 85/09/23. 
PRESBERRY.D. NRC - No Detailed Affiliation Given. Ip. 38399:195-38399:195. 


—8610280189 Forwards resolution from constituents & Natl Federation of Blind demand- 
ing apology from JM Hendrie re remarks which sen/e to perpetuate false stereotypes 
of blind people. 

RICHMOND.F. House of Rep. 79/05/04. HENDRIE.J.M. Commissioners, 2pp. 
38388:009-38388:013. 

-8610280194 Advises that House Agricultural Committee canceled 820310 hearing on 
irradiated food. 

RICHMOND.F. House of Rep. 82/02/16. KRAMMER.C. Office of Congressional Af- 
fairs. Ip. 38388:014-38388:014. 

-8610280197 Ack receipt of 820212 request that limited appearance sessions be held 
in New York Clty.ASLB proposes to hold at least one set of 
hearlngs.Recommendation for date.time & place requested. 

CARTER, LJ. Atomic Safety and Licensing Board Panel. SP. 82/03/19. 
RICHMOND.F.W. House of Rep. Ip. 38388:015-38388:015. 

-8610280200 Requests Commission pursue hearings w/o restrictions & give prompt 6 
serious consideration to closing facility while investigation in progress. 

RICHMOND,F. House of Rep. SP. 82/08/03. PALLADINO,N.J. Commissioners. Ip. 
38388:018-38388:016. 


-8610280499 Notifies that D Presberry authorized to perform listed tasks re investiga- 
tion of discrimination complaint in matter of LA Shea vs NRC. 

KERR.W.B. Ofc of Small & Disadvantaged Bus. Utilization & Civil Rights. 85/09/23. 
NRC - No Detailed Affiliation Given. Ip. 38399:196-38399:196. 

-8610280514 Submits overview of prohibitions against sexual harassment & retaliation 
& summary of NRC obligation to undertake corrective action.Info provided In 851116 
memo supplemented. Related info end. 

ALOOT.C.S. Office of the General Counsel. 85/12/11. PALLADINO, ROBERTS. AS- 
SELSTINE Commissioners. 38pp. 38399:197-38399:234. 

-6610280527 Partially deleted Itr ack receipt of transcripts. Notification of completion of 
investigation requested. 

ALDRICH.J.G. Polydroff & Miller. 86/01/22. FITZGERALD. J.A. Office of the General 
Counsel. Ip. 38399:235-38399:235. 

-8610280532 Partially deleted Itr forwarding transcripts of interviews w/three clients.W/ 
o ends. 

FITZGERALD. J.A. Office of the General Counsel. 86/01/15. ALDRICH.J.G. Polydroff 
& Miller. 1p. 36399:236-38399:236. 

-8610280549 Extends time for presentation of info for record in addition to Info provid- 
ed in interview w/Presberry to C.O.B. on 851223. 

TUCKER.EE. NRC - No Detailed Affiliation Given. 85/12/17. CONNELLY.S.R. Office 
of Inspector & Auditor. Ip. 38399:237-38399:237. 

8610280107 Partial response to FOIA request for info re generic safety issues & 
GIMCS.Forwards App C document.App B & C documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/23. BURTONJ.M. Chicago 
Tribune. Chicago, IL. 4pp. 38388:244-38389:185. 

8610280149 Partial response to FOIA requesLApp C & 0 documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/17. KRIESBERG.J. Public Citi- 
zen's Critical Mass Energy Project. 3pp. 38388:030-38388:095. 


-8610280204 Ack receipt of 820803 Itr re ongoing facilities proceeding. Commission 
must decide adjudication solely on bases of submissions of parties & evaluations of 
submissions. 

KAMMERER.C. Office of Congressional Affairs. 82/08/17. RICHMOND.F. House of 
Rep. Ip. 38388:017-38388:017. 

8610280374 FOIA request for documents re investigation of safety concerns raised by 
JJ McWeeney re facility. 

PAYNE, M.T. Edelstein & Payne. 86/10/08, GRIMSLEY.D. Division of Rules and 
Records. 2pp. 38387:123-38387:124. 

8610280377 Partial response to FOIA request re investigation of safety concerns raised 
by JJ McWeeney.App A documents available in PDR under FOIA Folder 86-720. 
GRIMSLEY.D. Division of Rules and Records. 86/10/17. PAYNE.M.T. Edelstein & 
Payne. 2pp. 38387:125-38387:129. 

-8610280379 Forwards revised statement of safety concerns to include 860814 addi 
comments re Allegation Rll'86-A-021 8 on employee termination. 

URYC,B. Region 2, Office of Director. 86/08/21. MCWEENEY. J.J. Affiliation Not As- 
signed. 3pp. 38387:127-38387:129. 

8610280503 Appeals denial of FOIA requesLRef to EA-86-063 incorrect since no inves- 
tigation rept reflecting findings available. Explanation of why FOIA Exemption 6 per- 
tains to each document requested. 

WEISS,E.R., HEILMAN, R.E. Union of Concerned Scientists. EA-86-063. 86/08/04. 
Office of the Executive Director for Operations. 3pp. 38383:064-38383:068. 

8610280521 Responds to appeal re denial of FOIA request for three categories of 
records concerning equipment qualification at facility.Forwards Documents 14-16 
listed on app.Documents 1- 13,17 & 20-22 withheld (ref FOIA Exemption 5). 
STELLO.V. Office of the Executive Director for Operations. 86/10/09. WEISS, E.R., 
HEILMAN, R. Union of Concerned Scientists. 4pp. 38383:069-38383:087. 


—8610280152 SECY-86-001 E Commission paper providing sixth status rept on activities 
in response to issue associated w/TVA.Supporting documentation end. 

STELLO.V. Office of the Executive Director for Operations. 86/09/12. 57pp. 
38388:033-38388:089. 


-8610280533 Package of performance appraisal observations, including observation of 
TMI shift simulator use & ATWS response. 

* NRC - No Detailed Affiliation Given. 86/10/09. 15pp. 38383:073-38383:087. 


—8610280157 Summarizes 860611 hearing on TVA nuclear program before Subcommit- 
tee on Oversight & Investigations of Mouse Committee on Energy & 
Commerce.Chairman Dingeii considering appointment of special master to resolve 
TVA Issues. 

KAMMERER.C. Office of Congressional Affairs. 86/06/13. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 38388:090-38388:095. 

8610280159 FOIA request for documents re FW Richmond, former US representative 
from State of NY. 

DESIMONE, J. Affiliation Not Assigned. 86/08/26. Office of Administration. 2pp. 
38387:354-38387:355. 

8610280162 Final response to FOIA request.Documents listed in App A available in 
PDR.Forwards documents listed in App B. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/21. DESIMONE, J. Affiliation 
Not Assigned. 3pp. 38387:356-38388:017. 

-8610280166 Forwards response to 751217 request for info re nuclear safeguards 
measures & nuclear activities within State of NY. Answers to questions interim in 
nature pending release of special safeguards study. 

ANDERS, W. A. Commissioners. 76/03/31, RICHMOND.F. House of Rep. 5pp. 
38387:359-38388:002. 

-8610280170 Responds to 751223 Itr re procedural matters concerning use of mixed- 
oxide fuel in LWRs per Commission 751114 notice.NRC adopted 10% max concentra- 
tion of recycled Pu fuel as informal guideline for proposed OL amends. 

RUSCHE,B.C. Office of Nuclear Reactor Regulation, Director. 76/01/30. 
ROiSMAN,A.Z. Ruisman, Kessler & Cashdan. 2pp. 38388:003-38388:004. 

-8610280176 Requests NRC prepare rept re geographic location of fallout & steps 
taken to inform state agricultural agencies of possible related hazards resulting from 
detonation of atomic bomb by Peoples Republic of China during wk of 761004. 
RICHMOND.F. House of Rep. 76/10/12. ANDERS.W.A. Commissioners. Ip. 
38388:005-38388:005. 


8610280S66 FOIA request for documents developed in investigation of all equal employ- 
ment opportunity complaints filed by Ofc of Inspector & Auditor (OlA) employees 
against OlA. 

GARDE, B.P. Government Accountability Project. 86/02/10. Office of Administration. 
2pp. 38400:294-38400:295. 

8610290012 FOIA request for all Itrs, depositions & other communications re facilities. 
DICK.W.G. Affiliation Not Assigned. 86/09/11. NRC - No Detailed Affiliation Given. Ip. 
38399:255-38399:255. 

8610290014 Partial response to FOIA requesLApp A documents re allegations end & 
being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/22. DICK,W.G. Affiliation Not 
Assigned. 3pp. 30399:256-38399:272. 

-8610290023 Discusses alleger concerns-Whether sufficient time allotted for quality ac- 
tivities IrrelevantProject schedule aggressive & optimistic.No problems identified in by- 
passing required QC insps.AUegation panel decision end. 

GRAMM, B. NRC - No Detailed Affiliation Given. 85/02/21. LAZARUS.B, NRC - No 
Detailed Affiliation Given. 6pp. 38399:259-38399:264. 

-8610290028 Requests investigation of employee concern re Improper changes to engi- 
neering spec & failure to verify fastener torque for Gould safety-related 
switchgear.Investigation results & any corrective actions required within 30 days. 
STAROSTECKl.R. Region 1, Office of Director. 85/04/09. HOOTEN.B.G. Niagara 
Mohawk Power Corp. 2pp. 38399:265-38399:266. 

-8610290032 Forwards results of investigation of employee concern re quality verifica- 
tion of vendor-supplied equipmentper NRC 850409 Itr.No unauthorized changes made 
to installation spec.Altegation panel decision end. 

PERRY, J.A. Niagara Mohawk Power Corp. 85/05/08. STAROSTECKl.R. Region 1. 
Office of Director. 5pp. 38399:267-38399:271. 


-8610280177 Ack receipt of 761012 Itr.Response will be forwarded as soon as possi- 
ble. 

KAMMERER,C. Office of Congressional Affairs. 76/10/19. RICHMOND.F. House of 
Rep. Ip. 38388:006-38388:006. 


-8610290036 Closes Allegation RI-85-A-0012 re milestone schedules causing poor 
work procedures & QC omisslons-Allegations of unauthorized changes to engineering 
spec & improper torquing of switchgear fasteners unsubstantiated. 
lTnv 1LLE,J.C. NRC - No Detailed Affiliation Given. 86/07/11. SHROPSHIRE, A. NRC - 
No Detailed Affiliation Given. Ip. 38399:272-38399:272, 


-8610280187 Responds to 761012 request for info re fallout from 760926 nuclear ex- 
plosion by Peoples Republic of China.On 761003, util informed Region I of low level 
contamination around reactor bldg.Samples indicated plant not source. 

ROWDEN,M.A. Commissioners. 76/11/03. RICHMOND.F. House of Rep. 2pp. 
38388:007-38388:008. 


8610290055 FOIA request for documents re notification requirements of 10CFR50.72 & 
50.73 & any NRC guidance on Issues of timing of repts to be filed by licensees. 
REPKA,D.A. Bishop, Liberman. Cook, Purcell & Reynolds. 86/10/07. GRIMSLEY.D.H, 
Division of Rules and Records. 1p. 38399:273-38399:273. 
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8610290070 Partial response to FOIA request.App D documents re emergency planning 
& risk mgt available in PDR.App E documents re emergency planning, sensitivity study 
& seismic fragility end & being placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/24. CURRAN.D. Harmon & 
Weiss. 4pp. 38399:279-38399:322. 

-8608190580 Requests direction that NRG will take to review emergency planning zone 
submIttal.Decision chart setup, in form of three questions attached for 
consideration, suggested. 

SPEIS.T. NRG - No Detailed Affiliation Given. 86/08/11. NOVAK.T. NRG - No De- 
tailed Affiliation Given. 6pp. 38399:295-38399:305. 

-8609180086 Discusses review of BNL proposed tasks for evaluation of facility emer- 
gency planning study.Impact on risk of severe accident during shutdown.refueling & 
offnoimal operation not mentioned. 

SPEIS.T.P. Division of Safety Review & Oversight (post 851125). 86/09/15. 
NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 1p. 
38399:285-38399:285. 

-8610030138 Gomments on proposed tasks for BNL evaluation of facility emergency 
planning study ,in response to 860812 request.BNL review should identify major areas 
of risk & evaluate potential improvement to plant design & operation. 

SPE1S,T.P. Division of Safety Review & Oversight (post 851125). 86/09/25. 
NOVAK.T.M. Division of Pre^urized Water Reactor Licensing - A (post 851125). 3pp. 
38399:286-38399:294. 


-8610290264 Discusses Physical Security Insp 70-1193/75-01 on 750218-22 & for- 
wards notice of violation. 

HIND,J.A. Region 3, Chicago, Office of the Director. 75/03/19. SHELLEY WJ Kerr- 
McGee Nuclear Corp. 2pp. 38400:232-38400:233. 


-8610290269 Notice of violation from insp on 75021 8-22.lnfraction noted* during ship- 
ment on 740720-24, radiotelephone In transport tractor inoperable for outboard portion 
of round trip. 

* Region 3, Chicago, Office of the Director. 75/03/19. 2pp. 38400:234-38400*235 


-8610290274 Forwards response to NRG 750319 Itr re violations noted in Insp 70- 
1193/75-01 on 75021 8-22.Corrective actions:records started as proof of notification of 
shipments to consignee & receipt to shippers. 

SHELLEY, W.J. Kerr-McGee Nuclear Corp. 75/04/08. HIND.J.A. Region 3 Chicaao 
Office of the Director. 2pp. 38400:236-38400:237. ^ ’ 


-8610290279 Forwards response to NRG 750612 Itr transmitting results of Insp of Li- 
cense SNM-1174 on 750520-22.Corrective actions: three positlon,changeable padlock 

g urchased & used Instead of key lock. 

HELLEY.W.J. Kerr-McGee Nuclear Corp. 75/06/25. HIND,J.A. Region 3. Chicaao 
Office of the Director. 2pp. 38400:238-38400:241 . ^ ’ 


8610290212 FOIA request for documents re Insp 30-06589/84-01 on 840607 & 27. 
WARD.O.W. Met Lab, Inc. EA-85-004. 86/09/01. Office of Administration Id 
38400:249-38400:249. ‘ 


-8610100598 Forwards comments re "Seabrook Station Risk Mgt & Emergency Plan- 
ning Study." Methods of bypassing containment not fully explored & potential risk 
impact of sabotage ignored. 

LYON.W.C. Reactor Systems Branch (PWR-A). 86/10/06. BERLINGER.C. Reactor 
Systems Branch (PWR-A). 17pp. 38399:306-38399:322. 


8610290237 Final response to FOIA request for documents re protective personnel at 
White Flint North.App D documents forwarded & available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/22. TILLT.A. Affiliation Not 
Assigned. 2pp. 38394:226-38394:239. 


8610290072 Partial response to FOIA request. App A documents re NUREG-1022 avail- 
able In PDR.App B document re exemption to 10CFR50 reporting requirements for 
LERs end & being placed in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/23. REPKA,D.A. Bishop, Liber- 
man, Cook, Purcell a Reynolds. 3pp. 38399:274-38399:278. 


-8610290252 Discusses protective personnel requirements at White Flint North per 
860416 meeting w/R Lash a W Tillman & telcon w/ D Hale.Decisions re exact 
number of guard posts required urged. 

BURNSIDE, W.G. NRG - No Detailed Affiliation Given. 86/04/18. DUNLEAVY J J NRC 
- No Detailed Affiliation Given. 4pp. 38394:230-38394:233. 


-8610290088 Denies util 841213 request for exemption from requirements of 
10CFR50.73, "LER Sys." Postponement of reporting suppl to LER permitted only 
when similar reportable items discovered during review. 

DIRCKS,W.J. Office of the Executive Director for Operations. 86/01/22. MARTIN.J.D. 
Washington Public Power Supply System. 2pp. 38399:277-38399:278. 

8610290075 Partial response to FOIA requestApp D documents available in 
PDR.Search continuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/23. CANTRELL, R. Affiliation 
Not Assigned. 2pp. 38400:081-38400:241. 

-8610290079 RO Insp Rept 70-1193/74-03 on 740226-27.Major areas inspected:facility 
organization a operation, measurements a staUstical controls, shipping & 
receiving, storage a internal transfers, Inventory a repts a records. 

PECK,C.C., FINLEY,A.G„ HIND,J.A. Region 3, Chicago, Office of the Director. 74/04/ 
1 5. 1 7pp. 38400:085-38400:1 01 . 

-8^0290083 Summarizes 740509 meeting re F Welch 740506 internal memo entitled, 
"Rept of Exposure." Licensee asked to explain why matter not reported to Region III 
when first known.lnformant P Ellis vague,changed story a had no evidence of claim, 
DONAHUE, J.F. Region 3, Chicago, Office of the Director. 74/05/13. Region 3, Chica- 
go, Office of the Director. 6pp. 38400:1 02-38400:1 06. 

-8610290089 Discusses Insp 70-1193/74-04 on 740506-09 a forwards notice of viola- 
tion. 

KEPPLER,J.G. Region 3, Chicago. Office of the Director. 74/05/31. MOORE.M. Kerr- 
McGee Corp. 2pp. 38400:107-38400:108. 

-8610290101 Notice of violation from insp on 740506-09.Violations noted: TV camera 
not relocated inside dock air lock area to provide Immediate visual capability of guard 
upon activation of Pu monitor alarm. 

* Region 3, Chicago. Office of the Director. 74/05/31. 4pp. 38400:109-38400:112. 


-8610290259 Reiterates L Robertson 860707 telcon request for two fixed federal pro- 
tective officer posts for 17th a 18th floors of White Flint North bldg. 

BRADY, R.J. Division of Security. 86/07/28. LASH.R.B. General Services Administra- 
tion. 4pp. 38394:234-38394:239. 

8610290257 Partial response to FOIA request.Forwards App A documents. Documents 
also placed in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/22. WARD.O.W. Met Lab Inc 
2pp. 38400:250-38400:274. 

-8412270461 Discusses Insp of License 45-09963-01 on 840607 a 27 a forwards 
notice of violation. 

STOHR,J.P. Region 2. Office of Director. 84/07/05. WARD.O. Met Lab. Inc. Ip. 
38400:262-38400:263. 

-8412270465 Notice of violation from insp on 840607 a 27.Violatlon8 noted:survey 
meters not recallbr between June 1983 a Mar 1984 a pocket dosimeters not checked 
between Feb 1983 a June 1984. 

* Region 2, Office of Director. 84/07/05. Ip. 38400:263-38400:263. 

-6501180446 Confirms arrangements made during 841111 telcon re 841218 enforce- 
ment conference in Atlanta, G A. Remedial actions re apparent falsification of required 
records concerning dosimeter checks will be discussed.Meeting agenda end. 
STOHR.J.P. Region 2, Office of Director. 84/12/13. WARD.O. Met Lab, Inc. 2pp. 
38400:253-38400:254. 

-8610290266 Ack receipt of 841128 a 30 Itrs a intent to withdraw erroneous records 
furnished in response to 840705 notice of violation.NRC will reserve judgment on li- 
censee response until Investigation complete. 

STOHR,J.P. Region 2, Office of Director. 84/12/14. WARD.O. Met Lab, Inc. 1o. 
38400:252-38400:252. 


-8610290123 Forwards add! info re two suspected noncompllant items resulting from 
insp on 750306-1 2.Packages or containers do not enter matl access area 
boundary.Rev to License Condition 3.9.16 will be requested. 

SHELL^,W.J Kerr-McGee Nuclear Corp. 75/07/14. HIND,J.A. Region 3, Chicago, 
OfficeoftheDirector. 2 pp. 38400:113-38400:114. » - a * 


-8610290239 RO Insp Rept 70-1193/74-06 on 740723-2S.Violation noted:on three 
occasion8,when delayed measurements were made, licensee failed to complete a rept 
measurements on Form AEC-741 within 30 days. 

R® 9 ion 3, Chicago, Office of the Director. 74/08/21. 10pp. 

38400:11 5-38400*1 Pn 


70-1193/74-07 on 740821-23.Noncompliance 
notedrimpiemented stds program not in full compliance w/ license condition since r< 
radioassay stds not achieved. 

SBWiS’saioofoB Chicago. Office of the Director. 74/09/24, 70p{ 


-8610290275 Notification of significant meeting on 841218 w/Met Lab, Inc in Atlanta.GA 
to discuss corrective actions for violation identified during special insp on 841127. 

* Region 2, Office of Director. 84/12/13. Region 2, Office of Director. 2pp. 
38400:255-38400:256. 

—8610290280 Responds to 840705 notice of violation.Corrective actions: meters re- 
ceived after recallbr checked for correct expiration date to ensure 3-month interval 
specified.Use of licensed matl suspended pending check of dosimeter records. 
WARD.O.W. Met Lab, Inc. 84/11/30. STOHR.J.P. Region 2, Office of Director. Ip. 
38400:257-38400:257. 

-8610290299 Withdraws licensee 840910 response to 840705 notice of violation.Errors 
noted in end of response prevent licensee from submitting info as record of work per- 
formed. 

WARD.O.W. Met Lab, Inc. 84/11/28. STOHR.J,P. Region 2. Office of Director. Ip. 
38400:258-38400:258. 


Itr re violations noted in insp of I 
o" 7^1l-Co!Teotiva actions: balanced magnetic switch instalU 
on air iock door on 741015. 

74/10/25, KEPPLER.J.G, Region 3, Chic 
go, Office of the Director. 2pp. 38400:196-38400:197. 


—8610290309 Responds to notice of violation.Corrective actlons:meter received after re- 
callbr checked for correct expiration date to ensure 3-month interval specified & 
pocket dosimeters checked for correct response to radiation as required. 

WARD,O.W. Met Lab, Inc. 84/09/10. STOHR,J.P. Region 2, Office of Director. 3pp. 
38400:269-38400:261. 



-8610290317 Insp Rept 30-06589/84-01 on 840607 & 27, Violations noted: survey 
meter not calibr between June 1983 & Mar 1984 & pocket dosimeters not checked 
between Feb 1983 & June 1983. 

FRANKLIN, LA., BROWN, R.A., POTTER.J.P. Region 2. Office of Director. 84/12/10. 
1 1 pp. 38400:264-38400:274. 


750S06.1Z.Noncompliances noted; trans 
Hftrfcw ^®^®® observed & accompanied by safegw 

clerk, or desionated individual A fn nanarai lata “ 




6610300010 Final response to FOIA request for documents re facilities. Portions of doc- 
ument listed In App C withheld (ref FOIA Exemption 5). Remaining portions of record 
fall outside scope of request. 

GRIMSLEY.D.H. Division of Rules and Records, FIN A-9093. 86/10/24. VIROSTEK,C. 
Kiski Valley Coalition to Save Our Children. 2pp. 38406:295-38406:298. 
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8610300290 Response to FOIA request for map &/or list of addresses of regional 
ofc, administrator &/or info officer & states & regulated facilities in each region.lnfo 
available in NRC directory (NUREG/BR-0046). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/27. COSTNER.P. National 
Water Center. 2pp. 38409:034*38409:03S. 

8610300294 Appeals denial of FOIA request for Stauter 860320 Itr to Crow re Monitor 
Well FTP-2A & procedure for NRC access to PDR computer files. 

COSTNER.P. National Water Center. 86/09/17. ROBINSON, LL. Division of Rules and 
Records. 2pp. 38409:036-38409:037. 

8610300297 Requests that documents responsive to 860410 FOIA request be forward- 
ed directly to requestor or to LPDR in Sallisaw.OK. Status of FOIAs 86-471 & 86-447 
also requested. 

COSTNER, P. National Water Center. 86/08/04. GRIMSLEY.D.H. Division of Rules 
and Records. 4pp. 38409:038-38409:041 . 

8610300316 FOIA request for all records re TF Westerman 860530 Itr to WG Counsil in 
ref to 4-86-A-019. 

BAUMAN, L. Government Accountability Project. 86/10/02. Office of Administration. 
2pp. 38409:016-38409:017. 

8610300322 Responds to FOIA request for TF Westerman 860530 Itr to WG 
Counsil.Forwards App A documents.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/23. BAUMAN, L Government 
Accountability Project. 3pp. 38409:018-38409:025. 

--8610300325 Discusses T Westerman 860530 Itr to util re various allegations.Based on 
GAP representation of alleger, allegations given to NRC in confidence & forwarded to 
util w/o prior approvaI.AIIegations provided to util requested. 

GARDE.B.P. Government Accountability Project. 86/09/25. MARTIN.R.D. Region 4, 
Office of Director. 2pp. 38409:021-38409:025. 

8610300394 FOIA request for documentation re 850527-31 special insp of quality first 
prc^ram.including insp Rept 50-482/85-28. 

STEPHENS,S. Nuclear Awareness Network. 86/05/09. Office of Administration. 2pp. 
38409:090-38409:091. 

8610300399 Final response to FOIA request.Forwards App B documents. App A docu- 
ment available in PDR.App C documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/24. STEPHENS, S. Nuclear 
Awareness Network. 5pp. 38409:092-38409:098. 

—8610300400 Record of review form for util quality first review. 

* NRC - No Detailed Affiliation Given. 86/10/24. 2pp. 38409:097-38409:098. 

8610310004 FOIA request for all documents re deposition of NRC personnel deposed in 
litigation between util & Brown & Root, Inc over facilities. 

GARDE, B.P. Government Accountability Project. 85/05/16. Office of Administration. 
2pp. 38426:096-38426:097. 

8610310010 Partial response to FOIA request.Documents in Apps A-l available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. GARDE.B.P. Government 
Accountability Project. 32pp. 38426:098-38442:240. 

-7909120297 Responds to 790709 Itr re discovery of new voids In concrete contain- 
ment bldg.Discusses discovery of defect by util & steps taken by NRC & util to correct 
deficiency.No difficulty is envisioned in repairing voids. 

SEYFRIT,K.V. Region 4, Dallas, Office of the uirector. 79/07/26. PICKLE, J.J. House 
of Rep. 2pp. 38428:221-38428:222. 

-8001130081 Responds to C Gage concerns re const practices at facility. Allegations re 
structural flaws & threats to insp personnel investigated by NRC.In light of other 
agency investigations & new allegations.investigation is reopening. 

StELLO.V. Office of Inspection & Enforcement, Office of the Director. 79/11/21. 
BENTSEN.L Senate. Ip. 38433:094-38433:098. 

-8002200255 Forwards Senator Tower 791109 Itr forwarding allegations of structural 
flaws & threats to Insp personnel at facility. Requests comment 
SEYFRIT,K.V. Region 4, Dallas, Office of the Director. 79/12/07. THORNBURG, H.D. 
Division of Reactor Construction Inspection. Ip. 38429:020-38429:022. 

-8003040562 Responds to 791030 referral of constituent 791020 Itr re const deficien- 
cies & recommendations.Discusses NRC process for overseeing quality of const & 
safety of operation of each planttnvestigation of South TX reactors underway. 
GOSSICK,L.V. Office of the Executive Director for Operations. 80/01/10. DOLE,R. 
Senate. 2pp. 38433:099-38433:100. 

-8005200107 Responds to 800314 Itr requesting response to 791019 inquiry re investi- 
gation of structural flaws & threats to insp personnel at facility.Forwards NRC 791121 
response to 791019 inquiry.Investigatlon rept briefing scheduled wk of 800414. 
DIRCKS.W.J. Office of the Executwe Director for Operations. 80/04/08. BENTSEN,L. 
Senate. 10pp. 38433:101-38433:124. 

-8106190079 Summary of 800426-27 meeting in Bethe8da,MD re resolution of review 
of facility investigation findings on structural backfill.Design requirements satisfied 
based on results of in-place density test & field investigation borings. 

GALLAGHER,E.J. Mechanical, Structural & Metallurgical Section. 81/05/29. 
WILBER, H,A. Mechanical, Structural & Metallurgical Section. 182pp. 38427:064- 
38427:250. 

-8610310020 Marked-up notice of violation from insp on 791110-800207, draft investi- 
gation rept & proposed enforcement actions. 

^ NRC - No Detailed Affiliation Given. 86/09/30. 282pp. 38426:130-38427:047. 

-8610310024 Advises that coversheet of end Insp Repts 50-498/80-17 & 50-499/80- 
17 signed w/understanding that comments discussed in 800710 telcon will be Incor- 
porated except comment on vibration frequency .Supporting documentation end. 
LANDSMAN, R.B. Region 3, Chicago, Office of the Director. 80/07/10. HAYES, D.W. 
Region 3, Chicago, Office of the Director. 16pp. 38427:048-38427:063. 

-8610310033 Advises that oral depositions of NRC witnesses RE Hall, WC Seidle.HS 
PhiHips,R Landsman & V Stello & original exihibits sent under separate cover for 
review.correction & signature.Supporting documentation end. 

MORRIS,J. Jack Moms, Inc. 84/09/25. BERKOVITZ,D. Office of the General Counsel. 
334pp. 38427:251-38428:220. 


-8610310039 Forwards transcript of KV Seyfrit CBS Magazine interview. Requests that 
KV Seyfrit review transcript prior to deposition. 

HAMLIN, J.B. Shaw, Pittman, Potts & Trowbridge. HAMLIN, J.B. Houston Lighting & 
Power Co. 84/07/03. BERKOVITZ.D.M. Office of the General Counsel. 588pp. 
38429:023-38430:246. 

-8610310043 Certifies that 10CFR50,App B as existed on 721031 & each subsequent 
amend true & accurate copy of document. 

MALUSCH,M.G. Office of the General Counsel. 84/07/02. 10pp. 38430:247- 
38430:256. 

-8610310045 Certifies that IE document listed & end true & accurate copy of docu- 
ment. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 84/06/14. 
3pp. 38430:257-38430:275. 

-B610310052 Forwards Insp Repts 50-498/78-04 & 50-499/78-04 on 780321-23 & 
notice of violation.Certain activities in noncompliance w/ 10CFR50,App B.Corrective 
actions completed prior to conclusion of insp. 

SEIDLE.W.C. Region 4, Dallas, Reactor Construction 6 Engineering Support Branch. 
78/04/11. 0PREA,G.W. Houston Lighting & Power Co. 2pp. 38430:276-38430:277, 

-8610310063 Notice of violation from insp on 780321-23. 

* Region 4, Dallas, Office of the Director. 50-499/78-04. 78/04/11. Ip. 38430:278- 
38430:278. 


-8610310074 Insp Repts 50-498/78-04 & 50-499/78-04 on 780321-23. Noncompliance 
noted.-failure to follow procedures for control of special processes.W/draft order to 
show cause whether licensee required to take actions per Section V(A). 
HUBACEK,W.G., ROSENBERG,A.B., GILBERT,L.D. Region 4, Dallas, Office of the Di- 
rector. 50-499/78-04. 78/04/11. 30pp. 38430:279-38430:308. 

-8610310080 Forwards Insp Repts 50-498/77-13 & 50-499/77-08 on 771 21 9-21 .No 
noncompliance noted. 

SEIDLE,W.C. Region 4, Dallas, Reactor Construction & Engineering Support Branch. 
78/01/04. OPREA,G.W. Houston Lighting & Power Co. 2pp. 38430:309-38430:310. 

-8610310090 Insp Repts 50-498/77-13 & 50-499/77-08 on 771 219-21. No noncompli- 
ance or deviations noted. Major areas inspected: repair of structural steel columns & 
review of records for containment basemat concrete placements. 

TAYLOR,R.G., GILBERT.LD., CROSSMAN.W.A. Region 4, Dallas, Office of the Direc- 
tor. 50-498/77-08. 78/01/04. 4pp. 38430:311-38431:335. 

-8610310096 Certifies that 860421 staff requirements memo from SJ Chilk to WJ 
Dircks re briefing on investigation of QA/QC problems at facilities true & accurate 
copy of document. 

HOYLE, J.C. Office of the Secretary of the Commission. 84/06/29. Ip, 38431:336- 
38431:337. 

-8610310103 Certifies that end 22 pages contain true copy of 810819 Itr from KV Sey- 
frit to Brown & Root,lnc re licensee contractor vendor insp program insp by DF Fox 
on 810720-24. 

SHELBURNE,E. Office of the Secretary of the Commission. 84/08/10. Ip. 38431:338- 
38431:360. 

-8610310108 Certifies that end 18 pages contain true copy of 810518 Itr from JT Col- 
lins to Brown & Root,lnc re licensee contractor vendor insp program insp by DF Fox 
on 810413-17. 

SHELBURNE,E.C. Office of the Secretary of the Commission. 84/08/10. Ip. 
38432:001-38432:019. 

-8610310113 Certifies that end 26 pages contain true copy of 810128 Itr from KV Sey- 
frit to Brown & Root, Inc re licensee contractor vendor insp program audit by DF Fox 
on 810105-08.Supporting documentation end, 

SHELBURNE, E.C. Office of the Secretary of the Commission. 84/08/10. 26pp. 
38432:020-38432:045. 

-8610310118 Certifies that end 359 pages contain true copy of ASLB 840314 partial 
initial decision (OL-Phase I). 

SHELBURNE, E.C. Office of the Secretary of the Commission. OL. 84/08/10. 29pp. 
38432:046-38433:093. 

-8610310136 Forwards Itr sent to A Canales, US Atty, Houston, TX re actions of K 
Seyfrit,Director,Region IV.W/o encl.Supporting documentation end. 

SINKIN.L. Affiliation Not Assigned. 80/04/11. MCGURREN,H.J. Hearings Division. 
60pp. 38433:125-38435:110. 

-8610310146 Forwards Apr surveillance schedule & const milestone events. Activities 
In Mar Included concrete placement for portion of ninth lift & completion of eighth or 
Unit 1 exterior wall & containment liner for Unit 2. 

PHILLIPS,N.N. Houston Lighting & Power Co. 78/04/03. HUBACEK,W.G. Region 4 
Dallas, Office of the Director. 1 p. 38435:1 1 1-38435:1 1 1 . 

-8610310155 Clarifies statements in newspaper article re facilities, per Commissione 
Bradford 791019 request.W/791031 draft memo from V Stello to Commissioner Brad 
ford. 

HUBACEK,W.G. Region 4, Dallas, Office of the Director. 79/10/26. REINMUTH,G.W 
Division of Reactor Operations Inspections. 15pp. 38435:176-38435:208. 

-8610310158 Transcript of 820120 hearing In Houston, TX.Pp 105-109. 

* Atomic Safety and Licensing Board Panel. 82/01/20. 5pp. 38435:209-38435:300. 

-6610310165 Discusses insp on 750317-20 re implementation of QA program for con. 
activities concerning CP applicatlon.QA program deficient.per 1OCFRS0,App B, “Q 
Criteria for Nuclear Power Plants.” Responses requested within 30 days. 

MADSEN, G.L. Region 4, Dallas, Office of the Director. 75/04/02. OPREA,G.W. Hou 
ton Lighting & Power Co. 15pp. 38435:301-38436:014. 

-8610310169 Forwards Insp Repts 50-498/78-03 & 50-499/78-03 on 780221 -24.r 
nonoompliance noted. 

SEIDLE,W.C. Region 4, Dallas, Reactor Construction & Engineering Support Bran< 
78/03/03. OPREA,G.W. Houston Lighting & Power Co. 2pp. 38436:015-38436:016. 
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-8610310173 Insp Repts 50-498/78-03 & 50-499/78-03 on 780221-24.No noncompli- 
ance or deviations noted.Major areas inspected: const activities.including receipt of 
Class IE electrical cables & observation of concrete placement for Unit 1. 
HUBACEK.W.G., TAYLOR.R.G.. KELLEY, D.L Region 4. Dallas. Office of the Director. 
50499/78^3. 78/03/03. 8pp. 38436:017-38436:024. 

-8610310177 Forwards insp Repts 50498/78-07 & 50-499/78-07 on 780417-20 & 
notice of violation. 

SEIDUE,W.C. Region 4. Dallas, Reactor Construction & Engineering Support Branch. 
78/05/08. OPREA.G.W. Houston Lighting & Power Co. 2pp. 38436:025-38436:026. 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8610010073 Forwards “Susceptibility of ERCO-SIL 36S Insulation Pillows to Debris For- 
mation Under Exposure to Energetic Jet Flows" & "Bouyancy, Transport & Head Loss 
Characteristics of ERCO-SIL 36S Insulation Pillows for Nuclear...." 

SPEISJ.P. Division of Safety Review & Oversight (post 851126). GL-85-22, 86/09/19. 
NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 
MIRAGLIA,F.J, Division of Pressurized Water Reactor Licensing - B 5>ost 851125). 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. Ip, 38056:101- 


—8610310182 Notice of violation from insp on 780417-20. 

• Region 4, Dallas. Office of the Director. 50499/78-07. 78/05/08. 2pp. 38436:027- 
38436:028. 

-8610310184 Insp Repts 50498/78-07 & 50-499/78-07 on 780417-20. Noncompliance 
noted:faiIure to provide revised drawings & incomplete insp of structural steel docu- 
mented as complete. 

HUBACEK.W.G., ROSENBERG, A.B., GILBERT.LD. Region 4. Dallas, Office of the Dl- 
rector. 50499/78-07. 78/05/05. 9pp. 38436:029-38436:052. 

-8610310187 Ack receipt of 791116 & 800125 Itrs in response to NRC 791016 & 
801111 Itrs re Insp Repts 50498/78-14 & 50-499/79-1 4.Supporling documentation 

SEIDLE.W.C. Region 4, Dallas. Office of the Director. ST-AE-HL-601 . 80/02/20. 
TURNER.E.A. Houston Lighting & Power Co. 16pp. 38436:175-38436:238. 

-6610310190 Forwards SALP Board rept released on 82061 S.DeposItion of WC Huba- 
cek on 840920 in District Court of Matagorda County, TX end. 

QLrnERREZ,J.M. Office of the Executive Legal Director (Pre 860701). 82/06/28. 
BECHHOEFER.C., LAMB,J.C.. HILL,E.E. Atomic Safety and Licensing Board Panel. 
688pp. 38436:239-38438:198. 

-8610310193 Forwards Insp Repts 50-498/78-10 & 50499/78-10 on 780530-0602.No 
rroncompiiance noted. 

SEIDLE,W.C. Region 4. Dallas. Reactor Construction & Engineering Support Branch. 
ST.AE-HL-562. 78/06/20, TURNER, E.A. Houston Lighting & Power Co, 2pp. 
38438:225-38438:226. 


8610060341 NUREG-1169 TECHNICAL FINDINGS RELATED TO GENERIC ISSUE C- 
8;BOILING WATER REACTOR MAIN STEAM ISOUTION VALVE LEAKAGE AND 
LEAKAGE TREATMENT METHODS. 

RIDGELY,J.N., WOHL,M.L Division of Bolling Water Reactor (BWR) Licensina 86/08/ 
31 . 354pp. 381 1 1 :053-381 1 2:046. 

8610070494 Summary of 860903 meeting w/utll & Sandia in Bethesda.MD re USI-44, 
“Station Blackout," requirements.List of attendees end. 

MCDONALD,D.G. PWR Project Directorate 2. 86/09/30. PWR Project Directorate 2. 
3pp. 38131:045-38131:047. 

8610090342 Forwards response to NRC 860813 request for addi info re matl properties 
for fracture toughness requirements for protection against pressurized thermal shock 
events. 

WOODY, C.O. Florida Power & Light Co. L-86-394. 86/10/02. THADANI.A.C. PWR 
Project Directorate 8. 3pp. 38182:310-38182:312. 

8610150162 Revised emergency plan procedures, Including Rev 5 to EP-290, “Inad- 
equate Core Cooling," Rev 1 to EP-220, “Pressurized Thermal Shock’* & Rev 2 to EP- 
140, "Emergency Reactivity Control." 

* Florida Power Corp. (subs, of Florida Progress Corp.). 86/10/02. 32pp. 38246:053- 
38246:084. 

8610160346 Summary of 860916 & 1001 meetings w/Nuclear Util Group on Station 
Blackout in Bethesda.MD re USI A-44. 

RUBIN, A. Reactor Safety Issues Branch. 86/10/08. SPEIS,T.P. Division of Safety 
Review & Oversight (post 851125). 4pp. 38275:218-38275:221. 


-8610310194 Forwards Insp Repts 50498/78-01 & 50499/78-01 on 780110-13 & 
notice of violation. 

SEIDLE,W.C. Region 4, Dallas. Office of the Director. 78/01/27. OPREA.G.W. Hous- 
ton Lighting & Power Co. 2pp. 38438:199-38438:200. 


-8610310197 Insp Repts 50498/78-10 & 50-499/78-10 on 780530-0602.No noncom- 
pfiance or deviations noted-Major areas inspected: records re concrete placement in 
Unit 2.Supporting documentation end, 

HUBAGEK,W.G.. TAPIA.J.I., CROSSMAN.W.A. Region 4, Dallas. Office of the Direc- 
tor. 50499/78-10. 78/06/20. 1.250pp. 38438:227-38442:240. 


-8610310199 Notice of violation from Insp on 7801 10-13. 

• Region 4, Dallas, Office of the Director. 50-499/78-01. 78/01/27. Ip. 38438:201- 
38438:201. 


8610170128 Notification of CRGR Meeting 100 on 861029 to discuss end proposed 
final version of reg guide for pressurized thermal shock & proposed deferred policy 
statementEncI withheld. 

SNIEZEK,J.H. Committee to Review Generic Requirements. 86/10/10. 
BERNERO,R.M. Office of Nuclear Reactor Regulation, Director (post 651125). 
STAROSTECKI.R. Office of Inspection & Enforcement, Director (Post 820201). 
CUNNINGHAM, R.E. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
38287:325-38287:326. 

8610200352 Forwards schedule for resolving Generic Issue 125.11.1, "Need for AddI Ac- 
tions on Auxiliary Feedwater Sys," for comments. Resolution of Issue 125.ll.1,b should 
not be delayed. 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
08, SPEIS,T.P. Division of Safety Review & Oversight (post 851125). 2(^p. 
38304:043-38304:062. 


-8610310203 Insp Repts 50498/78-01 & 50499/78-01 on 780110-13. Noncompliance 
noted:faiiure to follow procedures for concrete placements. 

TAYLOR.R.G., TAPIA, J.I., CROSSMAN, W.A. Region 4, Dallas, Office of the Director. 
50499/78-01. 78/01/27. 6pp. 38438:202-38438:207, 


-8610310205 Responds to NRC 780127 Itr re violations noted in Insp Repts 50498/78- 
01 & 50499/78-01. Corrective actions:Const Procedure A040KPCCP4 revised to clari- 
ty cold weather conditions for concrete pouring. 

OPREA,G.W. Houston Lighting & Power Co. ST-HL-AE-244. 78/02/28, SEIDLE,W.C 
Region 4, Dallas. Reactor Construction & Engineering Support Branch. 3pp! 
38438:208-38438:2 1 0. 


8610200389 Informs of change to rept re use of recirculation pump motor-generator set 
crane, per NUREG-0612,on control of heavy loads.Summary of safety evaluation end. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN.86.46. 86/10/09. MULLER.D.R. BWR Project Directorate 2. 7pp. 
38300:355-38300:361. 

6610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169, “Technical Findings re Generic Issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list end. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 66/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


—8610310207 Ack receipt of 780228 Itr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50-498/78-01 & 50499/78-01, 

SEIDLE,W.C. Region 4, Dallas, Office of the Director. ST-AE-HL-O0551. 78/03/03. 
OPREA,G.W, Houston Ughting & Power Co. 6pp. 38438:21 1-38438:224. 

-8611030192 Forwards Sept surveillance schedule & const milestone events-Actlvities 
in Aug induded ASME piping Installation, placement of Unit 1 steam generators & 
completion of setting Unit 1 containment liner dome courses. 

Houston Ughting & Power Co. 79/08/30. HUBACEK,W.G. Region 4. 
Dallas, Office of the Director. 4pp. 38435:1 12-38435:1 75. 

8610310016 Partial response to FOIA request for documents re investigation of safety 
McWeeney. Forwards documents listed in App B.Info partially 
withheld (ref FOIA Exemption 6). j 

PAVNE,M.T. Edelsteir, & 

861031M« Appeals NRC response to FOIA request for listing of facilities authorized by 
NRC to incinerate radioactive matl. List submitted in response to FOIA Request 86- 
544 incomplete A inaccurate. h » 

86/08/12. Division of Rules and 

8610310260 Responds to appeal re completeness of response to request concerning 
^ of radioactive matl via incineration.Updated State of Ml portion of 

Jicensees authorized to perform incineration end. 

STEU.O,V. Office of the Executive Director for Operations. 86/10/27. CONOIT.R 

Government Accountability Project. Ip. 38421:121-3 ££i:128. 

Licensees Performing Indneration.” 

NRC - No Detailed Affiiiation Given. 84/1 1 /i 3. 3pp. 38421 :122-38421 :1 28. 


8610240267 Forwards reviews of ISAP 1.14.2, "Install New 480-Volt Load Qr A Rear- 
range Equipment In Fire Area S-8," 1.14.4, "Install Remote Shutdown Instrumentation 
Panel" A 1.61, "Pressurized Thermal Shock," per 850517 commitment. 

OPEKA,J.F, Connecticut Yankee Atomic Power Co. B12246. 86/10/16. GRIMES, C.l. 
Integrated Safety Assessment Project Directorate. 10pp. 38356:207-38356:216. 

8610280400 Forwards evaluations supporting 860115,0402,05 A 0710 responses to 
10CFR50.61 fracture toughness requirements for protection against pressurized ther- 
mal shock events, based on 32 EFPYs. 

HOOD.D. PWR Project Directorate 4. 86/10/21. TUCKER, H.B. Duke Power Co. 6pp. 
38385:276-38385:281. 

8610280496 Summary of ACRS DHR Sys Subcommittee 860909 meeting w/NRC & util 
In Washlngton,DC re review of NRR Action Plan to address concerns w/rellabiirty of 
auxiliary feedwater sys. Related documentation end. 

* ACRS - Advisory Committee on Reactor Safeguards. 86/09/12. ACRS - Advisory 
Committee on Reactor Safeguards. 28pp. 38383:346-38384:012. 

8610280500 Comments on ACRS DHR Subcommittee 860909 meeting.Plethora of pro- 
grams re auxiliary feedwater sys should be coordinated to limit waste A broaden per- 
spectives. 

DAVIS, P.R. PRD Consulting. 86/09/17. WARD.D. ACRS - Advisory C^ommittee on Re- 
actor Safeguards. 2pp. 38383:104-38383:106. 

8610300101 Advises that License Condition 2.C.(8) for control of heavy loads no longer 
required.Application for license amend per Generic Ltr 85-1 1 may be submitted. 
VARGA, S.A. PWR Project Directorate 3. GL-85-11. 86/10/24. SHIPPER, J.D. Pacific 
Gas & Electric Co. 3pp. 38409:052-38409:054. 


i&E INSPECTION AND ENFORCEMENT 


86103^5 Partial response to FOIA requesLForwards document listed c 

aocumeni iisreo c 

GRIMSl^,p. Dlv®lon of Rules and Records. 86/10/24, HOLLAR, D.E. Carolir 
Power A Li^t Co. 3pp. 38421:101-38421:107. uaroiir 


8103300409 IE Info Notice 81-32, “Transfer A/or Disposal of Spent Generators." W/o 
svc list, 

* Office of Inspection A Enforcement, Director (Post 620201). 81/10/23. CorwoHdated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 
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8107230047 Rev 1 to IE Info Notice 80-32. "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Mails." W/o svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co. of New York. Inc. 4pp. 38351:079-38351:082. 

8609250062 IE info Notice 86-084, "Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination." Svc list end. 
PARTLOW,J.G, Division of Inspection Programs (Post 85021 2). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc, 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, "Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Misadministrations." Svc list end. 

PARTLOW,J.G. Division of Inspection Programs (Post 850212). IEIN-85-061. 86/10/ 
03. Consolidated Edison Co. of New York, me. 70pp. 381 26:237-381 26:303. 

8610010458 PNO-ll-86-065:on 86091 7,reactor manually tripped from 3% power due to 
decreasing condenser vacuum.Caused by leak in condenser tube cleaning sys & 
flooding of condenser inlet pit. Leak isolated & plant taken to hot shutdown. 

MELLEN,L., FREDERICKSON,P. Region 2, Office of Director. 86/09/19. Ip. 
38059:128-38059:128. 

8610020019 PNO-ll-86-067:on 860918 & 19.two control rods dropped Into core.Caused 
by worker bumping electrical connector which resulted in loss of electric power to 
control rod.Operators manually tripped reactor & started cold shutdown. 

IGNATONIS,A.. BROWNLEE.V.L. Region 2, Office of Director. 86/09/23. 1p. 
38066:100-38066:100. 

8610020031 PNO-il-86-066:on 860920,leaking relief valve on storage tube on hydrogen 
trailer discovered.Other tubes isolated from leak, area roped off & smoking 
prohibited. Event terminated on 860921. 

ELROD,S.A., VERRELLI.D.M. Region 2, Office of Director. 86/09/22. Ip. 38070:088- 
38070:088. 

8610020085 PNO-IV-86-030:on 860924,following reactor trip on high RCS 
pressure,quench tank parameters & tail pipe temp indicated that one or both pressur- 
izer safety valves lifted.Caused by improper setup during lift testRetest in progress. 
GAGLIARDO,J.E. Region 4, Office of Director. 86/09/25. Ip. 38061:274-38061:274. 

8610030165 PNO-lll-86-106:on 860926, suspicious device found on hatch cover on 
fourth floor of auxiliary bidg.Bomb disposal specialists investigated device & found 
device empty.Device was piece of pipe placed on hatch by maint personnel. 
CREED,J.R., AXELSON,W.L. Region 3, Office of Director. 86/09/26. Ip. 38079:311- 
38079:311. 

8610030448 PNS-l-86-016:on 860926,bomb threat received from United Front of 
America.Bomb search & mgt recall procedures conducted.Three pieces of taped pipe 
found in radwaste processing bldg control room.FBI & State of NH notified. 

BAILEY, R., KE1MIG,R. Region 1, Office of Director. 86/09/29. Ip. 38085:347- 
38085:347. 

8610060249 IE Compliance Bulletin 86-003, "Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of Air-Operated Valve in Min Flow Recirculation Line.’* Svc list 
end. 

TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/10/08. 
Consolidated Edison Co. of New York, Inc. 102pp. 38258:276-38259:017. 

8610060252 EN-86-071:on 860926,notice of violation & proposed imposition of civil pen- 
alties in amount of $800 will be issued.Action based on numerous health physics vio- 
lations. including failure to properly store licensed matl. 

ROBINSON.P., AXELRAD.J. Office of Inspection & Enforcement, Director (Post 
820201). 86/09/23. Ip. 38094:354-38094:354. 

8610070383 PNO-lil-86-l08:on 860926,radiation monitor for condenser air ejector 
alarmed in control room.Caused by two tanks of argon gas inadvertently connected 
w/hydrogen tanks used to supply cover gas for vol control tank.Tanks disconnected, 
JACkiW.I.N., SCHUMACHER.M., GULDEMOND.W.G. Region 3, Office of Director, 86/ 
09/29. 2pp. 38119:343-38119:344. 

8610070385 PNO-lli-86-1 09:on 860929.OL issued to util for facility. License limited to 
fuel loading & operation up to 5% power. Fuel loading will begin on 860929 & takes 3 
wks to complete. State of IL notified. 

KNOP.R., WARNICK.R. Region 3, Office of Director. 86/09/29. Ip, 38119:345- 
38119:345. 


8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 67pp. 38234:262- 
38234:328. 


8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer." Svc list end. 

JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 


8610080355 PNO-IV-86-031 -.routine inventory check failed to locate 4.5 Ci Am-241 
source.Source should have been stored at licensee field ofc at either Ardmore or 
Yukon,OK.Inventory checks being repeated. 

CAIN,C.L. Region 4, Office of Director. 86/09/29. Ip. 38177:248-38177:248. 

8610090202 PNO-lll-86-107:on 860925,approx 15 employees exposed to low levels of I- 
125 gas.Probable cause due to leaking source or from contamination of packaging 
matls.ShIpment repackaged 6 sent to Argonne Natl Lab for analysis. 

SRENIAWSK1,D., HIND,J. Region 3, Office of Director. 86/09/26. 2pp. 38182:006- 
38182:007. 

8610090329 PNO-V-86-067:on 861 001, fuel assembly in vessel found w/ 10-degree tilt & 
resting askew against core baffle plate. Cause under investigation.Program & special 
tools prepared to return assembly to vertical position. 

MENDONCA,M., NARBUT,P. Region 5, Office of Director. 86/10/01. Ip. 38145:357- 
38145:357. 

8610090438 PNO-V-86-066:on 860929, shutdown commenced due to excessive leakage 
from reactor coolant pump seal.Seals to be replaced & addi maint performed. 
CALDWELL, C., HUEY.R. Region 5, Office of Director. 86/09/30. Ip. 38178:255- 
38178:255. 

8610090443 PNO-l-86-072A:investigation of alleged offsite drug use by two operations 
dept personnel led to termination of employment.Press release issued on 861001 & 
Reaion I responding to media inquiries. 

BLOUGH.R., KISTER.H. Region 1, Office of Director. 86/10/02. Ip. 38180:223- 
38180:223. 

8610090450 EN-86-075:on 861002,order issued modifying license,effective 

immediately, based on 860104 accident at facility in which cylinder filled w/U hexa- 
fluoride ruptured. 

FLACK, E., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 820201). 
86/10/02. Ip. 38180:271-38180:271. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 106pp. 38331:086- 
38331:191. 

8610100424 PNO-V-86-068:on 861002,open 55 gallon radwaste drum found. State of 
OR notified & examined & surveyed drum. Radioactivity indistinguishable from natural 
background.Drum impounded at US Coast Guard Station in Yaquina Bay,OR. 
MONTGOMERY, J.L, SCARANO,R.A. Region 5, Office of Director. 86/10/03. 1p. 
38196:253-38196:253. 

8610140049 EN-86-074:on 861 006,notice of violation & proposed imposition of civil pen- 
alty in amount of $3,000 will be issued.Action based on transportation, health physics, 
safeguards & operational violations. 

FLACK, E,, AXfcLRAD,J. Office of Inspection & Enforcement, Director (Post 820201). 
86/09/30. 1p. 38225:342-38225:342. 


8610070386 PNO-l-86-080:on 860929,licensee commenced shutdown upon discovering 
water leakage into main turbine electrohydraulic control oil sys-Return to svc not ex- 
p^ected for approx 5 days following determination of source of leakage. 

ESELGROTH,P. Region 1, Office of Director. 86/09/30. 2pp. 38125:021-38125:022. 


8610150028 PNO-V-86-069:on 861003,DMR tost for approx 13 minutes.Caused by clo- 
sure of isolation block valve on DHR pump suction due to apparent electrical 
transient.lnvestlgation continuing. 

MILLER, R. Region 5. Office of Director. 86/10/03. Ip. 38239:079-36239:079. 


8610070519 PNO-lll-86-107A:inspectors examined 300 sealed i-125 radioactive sources 
& found two w/gaseous leaks.Air samples taken on 860927 showed 1-125 level in hot 
lab had not decreased from previous night.Sources returned to AECL 
WIEDEMAN.D.G.. AXELSON,W.L. Region 3, Office of Director. 86/09/29. 2pp, 
38125:023-38125:024. 


8610150524 PNO-lll-86-111:on 861 005, reactor manually scrammed from 15% power 
due to partial loss of vacuum in condenser causing temp increase.Also,on 
861 005, during test of water level transmitters,pres8ure spike inadvertently introduced. 
WRIGHT, G.C., GULDEMOND.W.G. Region 3, Office of Director. 86/10/08. Ip. 
38252:011-38252:011. 


8610070520 PNO-II 1-86-1 10:documents State of IL concerns re viability of emergency 
evacuation routes for plant due to recent flooding in area.Plants not affected as Unit 1 
shut down for refueling & Unit 2 operating at 99% power. 

SNELL, W., SHAFER, W.D.. HIND.J, Region 3, Office of Director. 86/09/30, Ip. 
38124:265-38124:265. 

8610070529 EN-86-073:on 860929, notice of violation & proposed imposition of civil pen- 
alty in amount of $40,000 will be issued to licensee, based on mod to reactor bfdg 
polar crane w/o proper engineering review & documentation. 

BEACH.B., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 820201). 
86/09/29. 1p. 38120:294-38120:294. 

8610080035 PNO-il-86-068:media interest developed in reprimand of employee by com- 
pany re failure to survey himself for radioactive contamination on 86091 2.Employee & 
union contend disciplinary action stems from 860918 hearing. 

MCALPtNE,E.J., COLLINS, D.M. Region 2, Office of Director. 86/09/25. 1p. 
38132:319-38132:319. 

8610080063 EN'86-072;on 860930, notice of violation & proposed imposition of civil pen- 
alties in amount of $1 ,000 will be i8Sued.Action based on seven violations including 
failure to conduct inventories & perform leak tests. 

ROBINSON, P., AXELRAD,J. Office of Inspection & Enforcement, Director (Post 
820201). 86/09/24, 1p. 38131:348-38131:348, 


8610160034 PNO-V-86-071:on 861 006, reactor tripped from 20% power on low 
DNBR.Caused by feedwater perturbations.Safety Injection activated.Ail safety sys re- 
sponded as designed. 

MILLER, L. ZIMMERMAN, R. Region 5, Office of Director. 86/10/07. Ip. 38271:124- 
38271:124. 

8610160040 PNO-V*86-070:on 861 004, discovered two snubbers on charging sys mis- 
takenly removed.Charging sys required by Tech Specs for refueling boratlon flow 
path.Snubbers reinstalled within hour of discovery. 

MENDONCA.M.. NARBUT,P. Region S, Office of Director. 86/10/06. 1p. 38271:120- 
38271:120. 

8610160114 PNO-l-86-081:on 860930, foreman for Schneider Power Corp alleged that 
qualified welder assisted weiding of test coupon by another welder undergoing 
qualification, Both welders fired.Licensee investigating action. 

BLOUGH, KISTER Region 1, Office of Director. 86/10/08. Ip. 38271:140-38271:140, 

8610160199 EN-86-078:on 861014,notice of violation & proposed imposition of civil pen- 
atties In amount of $310,000 will be issued for license. Action based on 860104 acci- 
dent at plant re cylinder that ruptured while being heated in steam chest. 

FLACK, E., AXELRAD,J. Office of Inspection & Enforcement, Director (Post B20201). 
86/10/14. 1p. 38265:333-38265:333. 
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SS10160361 EN-86-024A:on 860528, licensee responded to notice of violation & pr<> 
posed imposition of civil penalties in amount of 850,000. Violation involving unescorted 

& Enforcement, Omotor (Post 

820201). 86/ib/IO. Ip. 38273:327-38273:327. 

8610160368 EN-86-028A:on 860605.1icensee responded to notice of elation & pro- 
posed imposition of civil penalties in amount of Sl00,000.>flotations did occur as set 

fo^ in notice. Order imposing dvitmonetaiy penalties issued on 861 010. 

RC^INSONP AXELRAD,J. Office of Inspection & Enforcement, Director (Post 
820201}. 86/10/10. Ip. 38273:326-38273:326. 

8610170038 EN-86-025A:on 861014.order imposing civil monetary penalty in amount of 
$25,000 issuedSufficient basis exists for mitigating proposed SW.OOO civil penalty by 
50% based on licensee extensive corrective actions noted in 860528 Itr. ^ 

FL/VCK E AXELRAD,J. Office of Inspection &. Enforcement. Director (Post 820201). 
86/10/14. 1p. 38277:359-38277:359. 

8610170040 EN-86-047A;on 860627.notice of violation & proposed imposition of civil 
penalties in amount of $15,000 will be issued.based on unauthorized transfer of li- 
censed matl & use of licensed matl at unauthorized location. , ^ 

ROBINSON P AXELRAD,J. Office of Inspection & Enforcement. Director (Post 
820201). 86/10/10. Ip. 38278:022-38278:02Z 

8610170041 PNO-lll-86-113:on 861009, three licensee employees received minor facial 
bums from small released of UF6 from process equipment inside plantWorkers treat- 
ed onsite & returned to work.No offsite release of UF6 occurred. 

GREGERLR., SHAFER, W.D. Region 3. Office of Director. 86/10/10. Ip. 38277:360- 
38277:360. 


8610170046 PNO-lll-86-115:US Court of Appeals, Sixth Circuit, in Cincinnati, OH, rescinded 
860904 order prohftKting NRC from voting on issuance of full power CL for 

fadlity.State of OH will be notified. 

KNOP.R-C., WARNICRR.F. Region 3. Office of Director. 86/10/14. Ip. 38278:001- 
38278:001. 


8610170167 PNO-lll-86-1 12:on 861 009, problem occurred w/rod sequence control 
sys.hindeing normal manual insertion of control rods.Caused by low voltage in normal 
power supply.Evaluation of problem underway. 

WRIGHT.G.C., GULDEMOND.W.G. Region 3, Office of Director. 86/10/10. Ip. 
38287:324-38287:324. 


8610170192 PNO-llf-86-1l4:on 861010.NRC presented licensee w/order requiring sus- 
pension of all ficensed svc acti^ties for teletherapy machines,due to maint & svc work 
p^ormed by unauthorized personnel. 

MAL1.ETT.B., SHAFER.W.D. Region 3. Office of Director. 86/10/10. 1p. 38287:106- 
38287:106. 


8610170289 PN&{'86-017:Qn 861009.cfisc jockey at radio station in Leominster, MA re- 
ceived teicon that bomb wilt go off at plant late this wk or next.Ucensed notified.Bomb 
search procedures implemented w/ne^tive results. 

BAILEY, R.. KElMfQ.R. Region 1. Office of Director. 86/10/10. Ip. 38287:344- 
38287:344. 


8610200042 EN-8&077:on 861010, order suspending license & order to show cause 
issued to Advanced MecTicaf Sys,Inc.Orders modifying licenses of six medical facilities 
also lssued.Actions based on employees lack of training & NRC authorization. 
FLACK.E, AXELRAD,J. Office of Infection & Enforcement, Director (Post 820201). 
86/10/10, Ip. 38294:135-38294:135. 

8610200081 PNS-l-8^l8;on 86t010,licer»ee received notification from police of threat 
against plant security n^asures impl®^nteclThreat not credible Init investigator will 
Interview corrvenience store attendant making rept 

KEIMIG,R„ JOYNER.J. Re^ 1. Office of Director. 86/10/10. Ip. 38290:040- 
38290:040. 


8810200141 EN-86-076:on 86101 4,proposed civil penalty of $50,000 will be Imposed 
based on failure to maintain operable flow paths for RHR sys cold leg injection & in- 
adequate QC in^ of pressurize safety valve installation. 

WONG,H., AXELRADJ. Office of Inspection & Enforcement. Director (Post 820201). 
EN-864)76, 86/10/09, Ip. 38290:279-38290:279. 


8610220444 PNO-l-86-083:on 861 01 5, licensee manually scrammed unit 8 placed in 
cold shutdown for condensate pump repairs.Damaged thrust bearing will be repaired 
& Dump will be returned to svc on 861019.Startup planned on 861019. 

ESELGROTH.P. Region 1, Office of Director. 86/10/17. 1p. 38331:083-38331:083. 

8610220466 EN-86-079:on 861 020, order to show cause why radios or other electrical/ 
electronic equipment providing background music should not be removed, will be 
issued Licensee Aug 1985 Itr ack radios removed as potential distraction. 

BEACH, A.B. Office of Inspection & Enforcement. Director (Post 820201). 86/10/17. 
Ip. 38330:354-38330:354. 

8610270024 EN-86-053A:on 861 022, notice of violation & proposed imposition of civil 
penalties in amount of $175,000 will be issued to licensee based on 851226 loss of 
power to integrated control sys. 

BEACH, A.B. Office of Inspection & Enforcement, Director (Post 820201). 86/10/20. 
Ip. 38358:313-38358:313. 

8610270051 PNO-ll-86-076:on 861015,29 of 53 sirens failed to activate during annual 
emergency exercise.Siren sys encoder replaced & radio transmitters checked. Further 
testing will be performed to ascertain & correct cause. 

KREH,J.L., DECKER,T.R. Region 2, Office of Director. 86/10/16. Ip. 38360:248- 
38360:248. 


8610270111 PNO-ll-86-078:on 861021,2 gallons of hydrazine spilled in turbine 
bldg.Caused by leak in deionized water mixing valve overflowing mix tank.Spill cleaned 
up. 

BURGER.C., BROWNLEE, V.L. Region 2, Office of Director. 86/10/22. Ip. 38359:134- 
38359:134. 


8610270128 PNO-ll-86-079:on 861 022, reactor bldg temporarily evacuated after detec- 
tion of live steam near post-accident sampling sys drain line.Sys isolation valve re- 
ceived stray signal & energized open.Cause under investigation. 

WEDDlNGTON,R., HOSEY.C. Region 2, Office of Director. 86/10/22. 2pp. 38360:054- 
38360:055. 


8610270165 PNO-l-86-086A:on 861 022, NRC inspectors confirmed that Mo-99/ Tc-99m 
generator inadvertently incinerated.Caused by use of nonfunctioninp survey equipment 
& poor technique.lncinerator shut down until background levels achieved. 

WH1TE,J.. JOYNER, J. Region 1, Office of Director. 86/10/22. 2pp. 38362:005- 
38362:006. 


8610270166 PNO-IV-86-032:on 861 023, boric acid corrosion on HPI nozzle for penetra- 
tion Into reactor coolant pump A discharge pipe discovered.Body-to-bonnet leak on 
manual isolation valve in HPt apparent source.B&W to assist in evaluation of problem. 
HUNTER, D.R. Region 4, Office of Director. 86/10/23. Ip. 38360:222-38360:222. 

8610270358 PNO-ll-86-077:radioactive soil density gauge stolen from State of AL High- 
way Dept location in Winfield, AL.Shell of device marked w/radiation symbol, New re- 
lease issued to stay away from gauge & notify State of AL. 

TROJANOWSKI.R. Region 2, Office of Director. 86/10/21. Ip. 38373:360-38373:360. 

8610270382 PNO-l-86-087:on 861 022, approx 3,000 gallons of liquid radwaste spilled on 
floor of radwaste bldg.Caused by isolation valve leak.Spill cleaned up. Decontamination 
of affected areas underway. 

STROSNIDER.J. Region 1, Office of Director. 86/10/22. Ip. 38373:228-38373:228. 

8610280150 PNO-l-86-086:on 861019.Mo-99/Tc-99m generator, containing 880 mCi Mo- 
99, accidentally incinerated.Caused by personnel error.Surveys for fixed & removable 
contamination indicated no radiation levels exceeding background. 

JOHANSEN, J., WHITE.J. Region 1, Office of Director. 86/10/22. Ip. 38366:153- 
38366:153. 


8610280169 PNO-l-86-085:on 861 021 .train collided w/propane tank truck outside 
site, resulting in minor propane leak. Plant fire brigade commander dispatched to 
site.No add! action by licensee necessary. 

ELSASSER.T. Region 1, Office of Director. 86/10/21. Ip. 38366:228-38366:228. 

8610280190 PNO-l-86-084:on 861 020, reactor tripped.Caused by failure of safety Injec- 
tion logic relay which demands reactor trip upon safety injection actuatlon.Difficulties 
encountered w/two of three auxiliary feedwater pumps. 

SUMMERS, R. Region 1, Office of Director. 86/10/21. 1p. 38366:102-38366:102. 


86102100TO Ry(>lf6^;on 861012.package containing 5 lOO-uQ & 10 50- mCi 
doses of 1-131 & 1 6-mCt dose of Ga-67 fell from Meteor, lnc.truck.Package retrieved 
occurred.Package returned on 861013. 

1. Office of Director. 86/10/14. 1p. 

861W10«t PN0-ll-86073;State of MS advised region that Gulfport Memorial Hosp 900 
mO Tc-^ generator caBbr on 861004 may contain staph bacterial 
w^aminatK)n.Qen6rator in use smee 86i006.ResuIts of sterility testingavallable In 2 

TROaANOWSKI,R. Regkxv 2, Office of Director, 86/10/10. Ip. 38311:075-38311:075. 

861013.Kcens^ t^d news release stating that Investi- 
^ ^issa! or voluntary re^nation of 13 

3S3,(.e5. 

dooirnoo, 

deteetors,each con- 

^ Kreotor. 86/10/1S. 2pp. 

S6t022S4yr PN^-BS-OIOion 861 01 6, contractor providinq securitv sves for niant 

Bureai.lnc.Ucensee advised NRC 

JOYNERj. Region 1. Of&e of Direclor. 86/10/17. Ip. 38331^)82- 
d rtaf^ed that to^ strip in m^of 
38331.*0ei-38331K)81. «egx3n i, 


nmuing. 

. Office Of Director, 86/10/20. 


8610290298 PNO-lll-86-1 18:on 861 023, licensee demonstrated remote shutdown 
capability.Demonstratlon successful w/all equipment operating as designed.Plant con- 
trol returned to control room after 45 minutes.Plant in cold shutdown for scheduled 
maint 

WRIGHT, G.C., GULDEMOND.W.G. Region 3. Office of Director. 86/10/24. Ip, 
38401:048-38401:048. 


8810290368 PNO-lll-86-1 19:on 861 020, northwest district of Ohio Assoc of Public 
School Employees signed resolution opposing member participation In planning or 
evacuation caused by nuclear plant accident. 

MARABITO.R., SNELL, W., UCKUS,R. Region 3, Office of Director. 86/10/24. lp. 
38402:141-38402:141. 


8610300084 PNO-l-86-088:on 861 022, during testing of HPCI sys, steam accidentally re- 
leaseo into RHR pump room.Caused by two mispositioned drain valves in piping asso- 
condensing mode of RHR sys.State of PA notified. 

STROSNIDER.J. Region 1, Office of Director. 86/10/23. Ip. 36404:028-38404:028. 

8610300235 PNO-V-86-073:GL McChain.in custody by FBI on parole violation, Issued 
claims of evading security background checks for 6 yrs while working at listed facilities 
falsified weld recor(fs.Inve8tigation in progress. 

Director. JOUKOFF.P. Region 3. Office of Director. 86/ 
10/23, Ip. 38405:049-38405:049. 


J ^'''‘-»‘m*»B-iZ2:on 86i027.State of OH Atty General, AJ Celebrezze will 

hold press conference announcing governor petitioned NRC to suspend plant OL to 
determine adequacy of offsite planning. 

y^ABITO.R., LICKUS.R. Region 3, Office of Director, 86/10/27. Ip. 38419:171- 

86091 8,radwa$te discovered in five unlabeled barrels in 
worage bldg.One worker had minor spot of Am-241 contamination which was suc- 
cessfully deconaminated. 

f 8 ^ 7 - 3 ^? 38 * 417 * 35 ^^*‘^*^’'^’*^' *^®9lon 3, Office of Director. 86/10/27. 2pp. 
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8610310222 PNO-lll>86-121:on 861024,cliesel generator IB failed during post-maunt 
run.Local shutdown button depressed. No injuries or fire occured. Written rept detailing 
root cause & corrective action will be submitted within 30 days. 

WRIGHT, G. NORELIUS.C. Region 3, Office of Director. 86/10/27. 2pp. 38418:125- 
38418:126. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8610100282 Forwards final Commission paper for concurrence re termination of pro- 
posed rulemakings, "Employees Who Provide Info.lOCFRSO.Chapter 1" & "Extension 
of Criminal Penalties." W/o ends. 

GOLLER,K.R. Division of Regulatory Applications (Post 860720). 86/09/24. 
AXELRAD,J.A. Enforcement Stan. PARLER.W.C. Office of the General Counsel. Ip. 
38206:291-38206:291. 


8610100312 Requests summary rept,w/total number of NRC items of noncompliance & 
insp hours, for all operating reactors & reactors under const for 1985.Example end. 
MOORE, R.H. Philadelphia Electric Co. 86/10/03. BI-AHA,J.L. Program Support & 
Analysis Staff. 3pp. 38187:026-38187:028. 

8610160453 Responds to 821006 request for guidance re use of NRC certified 
casks.No objection to use of NRC certified cask as outer end for inside packages. 
HIGGINBOTHAM,L. Fuel Facilities & Materials Branch. IEIN-80-32. 82/10/19. 
GREGER,L.R. Region 3, Office of Director. 2pp. 38281:275-38281:277. 


-8610160458 Requests guidance re use of NRC certified casks.Guidance needed since 
licensees often ship 55-gallon drums containing low specific activity matl inside shield- 
ed casks.lE Info Notice 80-32,Rev 1,ack licensees practice. 

GREGER,L.R. Region 3, Office of Director. IEIN-80-32. 82/10/06. HIGGINBOTHAM.L 
Division of Fuel Facilities, Materials & Safeguards (Pre 830103). Ip. 38281:277- 
38281:277. 


8610170027 Responds to 780109 Itr requesting general counsel interpretation of use of 
NRC Forms 4.Discussion & answers to questions end. 

VOLGENAU,E. Office of Inspection & Enforcement, Office of the Director. 78/01/25. 
DEVLIEGER.T.A. Affiliation Not Assigned. 4pp. 38289:138-38289:143. 

-8610170030 Requests interpretation of 10CFR20 by general counsel,per Section 
20.6.Specific concerns include recordkeeping, notification of abuse & exceeding quar- 
terly exposure. 

DEVLIEGER.T.A. Affiliation Not Assigned. 78/01/09. NRC - No Detailed Affiliation 
Given. 2pp. 38289:142-38289:143. 

8610170051 Responds to 810114 Itr re policy for transfer of control of corporation 
which owns two subsidiaries holding NRC source matl licenses.NRC approval not re- 
quired if licensee name & personnel involved in day-to-day operations do not change. 
MILLER, V.L Materials Licensing Branch. 81/03/24. MYERS, A.C. Skadden, Arps, 
Slate, Meagher & Flom. Ip. 38289:185-38289:185. 

8610170199 Discusses 10CFR20.203(f) enforcement guidance for container 
labeis.Comprehensive & aggressive radioactive matl control program esseritial to 
ensure adequate info available to enable safe radioactive matls handling &. minimize 
exposure. 

GIBSON,A.F. Region 2, Atlanta, Office of the Director. 80/03/07. Region 2, Atlanta, 
Office of the Director. 2pp. 38289:179-38289:180. 

8610280141 Forwards Commission FR notice, for info, re Public Law 97-415 enacted on 
830104.Law authorizes NRC to issue & make immediately effective any OL amend 
involving NSHC & requires notice every 30 days of amends & proposed amends 
issij 0 cl 

DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
16. SIMPSON,A. Senate. Environment & Public Works. UDALL.M.K. House of Rep., 
Interior & Insular Affairs, MARKET, E.J. House of Rep., Energy & Commerce. 2pp. 
38387:302-38387:303. 


8610280318 Lists comments on proposed std ANSI N-14.2, "Tiedown for Truck Trans- 
port of Radioactive Matls,” per 860915 request. Std should address tiedowns for hori- 
zontal packages, multiple package shipments & securing of packages during shipment 
COLLINS.D.M. Region 2. Office of Director. 86/10/16. MACDONALO.C.E. Transporta- 
tion Certification Branch. 2pp. 38375:181-38375:182. 

8610300206 Fonfvards attendance lists for 860429,0506,14 & 22 meetings re backfit 
workshops w/industry,for Inclusion w/transcripts. 

GABRIEUB. Regional Operations & Generic Requirements. 86/09/26, NRC - No De- 
tailed Affiliation Given. 22pp. 38408:326-38408:347. 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 


8607090362 Informs that RA Fortuna of Ofc of Investigations & LI Cobb of IE concurred 
on 860602 & 04, respectively, that Vol II of NUREG-1179. "Rupture of Model 48Y UF6 
Cylinder & Release of UF6,” will not affect ongoing investigation. 

COOL,D.A. Uranium Fuel Licensing Branch. 86/06/04. Uranium Fuel Licensing 
Branch. 2pp. 36939:018-36939:019. 

8609250149 NUREG-1021 R03 OPERATOR LICENSING EXAMINER STANDARDS. 
SZYMANSKI,T. Division of Human Factors Technoiogy (post 851125), 86/09/30. 
20pp. 37979:038-37979:056. 

8610010073 Forwards "Susceptibiiity of ERCO-SiL 36S Insulation Pillows to Debris For- 
mation Under Exposure to Energetic Jet Fiows” & "Bouyancy, Transport & Head Loss 
(Characteristics of ERCO-SIL 36S Insulation Pillows for Nuclear...." 

SPE1S,T.P. Division of Safety Review & Oversight (post 851125). GL-85-22. 86/09/19. 
NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 
MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
BERNERO.R.M. Division of Bolling Water Reactor (BWR) Licensing. Ip, 38056:101- 
38056:163. 


8610010099 Forwards draft site technical position on use of hydrazine by DOE/Rock- 
well Hanford Operations to simulate expected conditions & NUREG/CR-3851 ,VoI 1, 
"Progress In Evaluation of Radionuclide Geochemical Info....” W/o NUREG/CR-3851. 
BRC^KS,D.J. Geotechnical Branch (Post 831001). FIN D-10Q3. 2813. 86/09/03. 
PANNO.S. Roy F. Weston, Inc. 9pp. 38057:345-38057:353. 


8610020106 Disagrees w/NRC 860813 position that fission product barrier approach to 
emergency event classification unacceptable. Approach goes beyond current require- 
ments of NUREG-0654, Resolution requested. 

NAUMAN,D.A. South Carolina Electric & Gas Co. 86/09/25. TAYLOR.J.M. Office of 
Inspection & Enforcement, Director (Post 820201). 2pp. 38066:290-38066:291. 

8610020258 Informs that papers from Apr 1986 NEA symposium in Japan re reduction 
of scram frequency available for public insp at PDR.Recently published NUREG-1212 
presents NRC findings re initial phase of maint & surveillance program. 

ZWOLINSKI,J.A. BWR Project Directorate 1. 86/09/25. BERRY, K.W. Consumers 
Power Co. 10pp. 37669:069-37669:078. 

8610020282 NUREG/CR-4495 VISCOSITY OF ZIRCONIUM-URANIUM OXIDE (2r-U02) 
MIXTURES AT 1800 TO 2100 C. 

BUNNELL,L.R., PRATER,J.T. Battelle Memorial Institute, Pacific Northwest Laborato- 
ries. FIN B-2455. PNL-5627. 86/09/30. Division of Reactor System Safety (Post 
860720). 58pp. 38074:273-38074:314. 

8610020428 Forwards Requalification Program Evaluation Rept 50-31 2/OL-86-02 on 
860722-25.Requaiification program considered satisfactory using criteria of NUREG- 
1021 .AddI mgt attention required to ensure addi depth in training. 

PATE,R.J. Region 5, Office of Director. 86/09/11. WARD,J. Sacramento Municipal 
Utility District. 2pp. 38069:069-38069:133. 

8610030075 NUREG/CR-4575 PREDICTIONS OF J-R CURVES WITH LARGE CRACK 
GROWTH FROM SMALL SPECIMEN DATA. 

PAPASPYROPOULOS, MARSCHALL,C., LANDOW.M. Battelle Memorial Institute, Co- 
lumbus Laboratories. FIN B-8134. BMI-2137. 86/09/30, Division of Engineering Safety 
(Post 860720). 87pp. 37670:197-37670:284. 

8610030143 LER 86-020-00:on 860827.small bore torus attached piping supports violat- 
ed allowable limits specified in NUREG-0661. Caused by design eror.Pipe supports 
will be modified. W/860925 Itr. 

LEAHY, M., EENIGENBURG,E. Commonwealth Edison Co. 86-053. 86/09/24. 4pp. 
38088:252-38088:255. 

8610030211 NUREG/CR-4558 INTERACTION OF HOT SOLID CORE DEBRIS WITH 
CONCRETE. 

COPUS, E.R.. BRADLEY,D.R. Sandia National Laboratories. FIN A-1218. SAND85- 
1739. 86/06/30. Division of Accident Evaluation (Post 840101). 73pp. 37676:189- 
37676:262. 


8610030396 NUREG/CR-4340 V02 REACTOR SAFETY RESEARCH SEMIANNUAL 
REPORT. July - December 1985. 

• Sandia National Laboratories. FIN A-1016. SAND85-1606. 86/07/31. Division of Ac- 
cident Evaluation (Post 840101). 332pp. 37676:263-37677:234. 


8610030400 NUREG/CR-4125 V01 R1 GUIDELINES AND WORKBOOK FOR ASSESS- 
MENT OF ORGANIZATION AND ADMINISTRATION OF UTILITIES SEEKING OPER- 
ATING LICENSE FOR A NUCLEAR POWER PLANT.Volume 1:Guidelines For Utility 
Organization And Administration Plan. 

THURBER,J.A., OLSON, J., OSBORN, R.N. Battelle Human Affairs Research Centers. 
FIN B-2360. PNL-5374. 86/09/30. Division of Human Factors Technology (post 
851125). 41pp. 37680:202-37680:242. 


8610030402 NUREG/CR-4125 V02 R1 GUIDELINES AND WORKBOOK FOR ASSESS- 
MENT OF ORGANIZATION AND ADMINISTRATION OF UTILITIES SEEKING OPER- 
ATING LICENSE FOR A NUCLEAR POWER PLANT.Volume 2:Workbook For Assess- 
ment Of Organization And Management. 

THURBER,Ia., OLSON, J., 0SB0RN,R.N. Battelle Human Affairs Research Centers. 
FIN B-2360. PNL-5374. 86/09/30. Division of Human Factors Technology (post 
851125). 87pp. 37680:115-37680:201. 


8610030403 NUREG/IA-0002 HEAT TRANSFER PROCESSES DURING INTERMEDI- 
ATE AND LARGE BREAK LOCAS. ^ ^ 

VOJTEK,!. Reactor Safety Co. (GRS), Inc. 86/09/30. 160pp. 37680:243-37681:042. 


8610030404 NUREG/CR-4308 VANESA:A MECHANISTIC MODEL OF RADIONUCLIDE 
RELEASE AND AEROSOL GENERATION DURING CORE DEBRIS INTERACTIONS 
WITH CONCRETE. . . . ^ ^ , 

POWERS,D.A., BROCKMAN, J.E., SHIVER,A.W. Sandia National Laboratories. FIN A- 
1019. SAND85-1370, 86/07/31. Division of Accident Evaluation (Post 840101). 
474pp. 37679:001-37680:114. 

8610030405 NUREG/CR-473B SIZE INFLUENCE ON THE SEALING PERFORMANCE 
OF CEMENTITIOUS BOREHOLE PLUGS, . 

AKGUN,H.. DAEMEN,J.J. Arizona, UnIv. of, Tucson, AZ. FIN B-6627. 86/09/30. Divi- 
sion of Engineering Safety (Post 860720). 320pp. 37681:043-37681:362. 

8610030406 NUREG/IA-0003 INFLUENCE OF THE WETTING STATE gf, A IJATED 
SURFACE ON HEAT TRANSFER AND PRESSURE LOSS IN AN EVAPORATOR 

KOHLER, W., HEIN.D. Kraftwerk Union AktIengesellschaft. 86/09/30. 129pp. 
37682:001-37682:129. 


8610030408 NUREG/CR4480 EROSION PROTECTION OF URANIUM TAILINGS IM- 

^LTERilwH., SKAGGS.R.L, FOLEY, M.G. Battelle Memorial Institute, Pacific North- 
west Laboratories. FIN B-2370, PNL-5724. 86/09/30. Division of Engineering Safety 
(Post 860720). 109pp. 37678:180-37678:288. 

8610030409 NUREQ-1123 KNOWLEDGE AND ABILITIES CATALOG FOR NUCLEAR 
POWER PLANT dPERATOR:BOILING WATER REACTORS. 

* Division of Human Factors Technology (post 851125). 86/09/30. 436pp. 37671:185- 
37672:260. 

8610030411 NUREG/CR-4266 V02 AN ASSESSMENT OF THE SAFETY IMPLICA- 
TIONS OF CONTROL AT THE CALVERT CLIFFS-1 NUCLEAR PLANT.Volume 2:Ap- 

^AuIlsJ* Oak Ridge National Laboratory. FIN 8-0467. ORNL/TM-9640/V^^^ 

31. Division of Engineering Technology (Pre 860720). 371pp. 37675:178-37676:188. 

8810030412 NUREQ/OT-4430 LEPRICON ANALYSIS OF PRESSURE VESSEL SUR- 
VBLLANk DOS^^ INTO H.B. ROBlNSON-2 DURING CYCLE 9. 

MAERKER,RE. Oak Ridge National Laboratory. FIN B-0415. ORNL/TM-10132. 86/ 
09/30. Division of Reactor System Safety (Post 860720). 70pp. 37669:151-37669:219. 
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8610030413 NUREG/IA-0007 ASSESSMENT OF RELAP5/MOD2 AGAINST CRITICAL 
FLOW DATA FROM TESTS JIT 11 AND CFT 21. 

ROSDAHL.O.. CARAHER.D. Sweden. Govt. of. 86/09/30. 62pp. 37678:289- 
37678:353. 

8610030414 NUREG-0853 S07 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF CLINTON POWER STATION.UNIT NO. 1. Docket No. 50-461. (Illinois 
Power Company, et al) 

* Division of Boiling Water Reactor (BWR) Licensing. 86/09/30. 56pp. 37669:220- 
37669:284. 

8610030416 NUREG/CR-4082 V04 DEGRADED PIPING PROGRAM - PHASE 
ll.Semiannual Report, October 1985 - March 1986. 

WILKOWSKl.G.M., AHMAD, J., BARNES,C.R. Battelle Memorial Institute, Columbus 
Laboratories. FiN B-8134. BMl-2120. 86/09/30, Division of Engineering Safety (Post 
860720). 343pp. 37674:195-37675:177. 

8610030417 NUREG-1047 S04 SAFETY EVALUATiON REPORT RELATED TO THE 
OPERATION OF NINE MILE POINT NUCLEAR STATION,UNIT 2.Docket No. 50-410. 
(Niagara Mohawk Corporation) 

* Division of Boiling Water Reactor (BWR) Licensing. 86/09/30. 78pp. 37671:006- 
37671:184. 

8610030418 NUREG/CR-4367 R01 ORVIRT.PC (VERSION 2.0):A 2-0 FINITE-ELE- 
MENT FRACTURE ANALYSIS PROGRAM FOR A MICROCOMPUTER. 

BRYSONJ.W. Oak Ridge National Laboratory. FIN B-0119, ORNL-6208/R1. 86/08/ 
31, Office of Nuclear Regulatory Research, Director (Post 860720), 70pp. 37672:261- 
37672:329. 

8610030421 NUREG-1203 TECHNICAL SPECIFICATIONS FOR CLINTON POWER 
STATION.UNIT 1. Docket No. 50-461 .(Illinois Power Company, et al) 

* Division of Boiling Water Reactor (BWR) Licensing. 86/09/30. 554pp. 37673:001- 
37674:194. 

8610030474 Forwards comments on proposed "Interim Requirements re Hydrogen Con- 
trol" & NUREG/CR-2540, "Method for Analysis of Hydrogen....*’ Promulgation of inter- 
im requirements not advised.Recommendations provided. 

RlCHARDSON,J.D. Hydrogen Control Owners Group. HGN-004. 82/04/08. CHILK.S.J. 
Office of the Secretary of the Commission. 16pp. 38084:135-38084:150. 

8610030544 Advises that util unable to meet June 1986 deadline to upgrade senior 
technical advisor program.Until effort completed.contract engineers, w/credentlals & 
training per NUREG-0737,will be utilized. 

21MMERMAN,S.R. Carolina Power & Light Co. NLS-86-342. 86/09/24. MULLER,a 
BWR Project Directorate 2. 1p. 38086:163-38086:163. 

8610060129 Forwards proprietary “Rept of CLASIX-3 Generic Analysis & Validation of 
CLASIX-3 Against 1/4 Scale Test Facility Data." Affidavit encI.Rept withheld (ref 
10CFR2.790). 

LANGLEY, J.R. Hydrogen Control Owners Group. HGN-092. 86/06/10. BERNERO,R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 5pp. 38096:284- 
38096:288. 

8610060341 NUREG-1169 TECHNICAL FINDINGS RELATED TO GENERIC ISSUE C- 
8;BOILING WATER REACTOR MAIN STEAM ISOLATION VALVE LEAKAGE AND 
LEAKAGE TREATMENT METHODS. 

RIDGELY.J.N., WOHL,M.L. Division of Boiling Water Reactor (BWR) Licensing. 86/08/ 
31. 354pp. 38111:053-38112:046. 

8610060350 NUREG-0874 INTERNAL DOSIMETRY MODEL FOR APPLICATIONS TO 
BIOASSAY AT URANIUM MILLS. 

ALEXANDER, R.E., NEEL,R.B., PUSKIN.J.S. Office of Nuclear Regulatory Research, 
Director (Pre 860720). 86/07/31. 172pp. 38112:047-38112:218. 

8610060372 Forwards reviews of ISAP Topics 1.18,1.26 & 1.42, "Reactor Coolant Pump 
Seal Cooling Mods," "Relief Valve & Safety Valve Testing" & "RCS Vents Tech 
Specs.” respectively. 

OPEKA,J.F., SEARS, J.F. Connecticut Yankee Atomic Power Co. B12194. 86/09/19. 
GRIMES, C.I. Integrated Safety Assessment Project Directorate. lOpp, 38089:099- 
38089:108. 

8610060383 Forwards change to FSAR Page 3.5-2 re evaluation of temp detectors in- 
stalled in high energy pipinainadvertently omitted from 860617 transmittal, per SER 
(NUREG-0781) Open Item 2.Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0953, OL 86/09/30. 
NOONAN, V.S. PWR Project Directorate 5. 4pp. 38089:008-38089:011, 

8610060436 Forwards response to Generic Ltr 85-12, Section A "Implementation of TMI 
Action ltem,II.K.3.5 ‘Automatic Trip of Reactor Coolant Pumps,’" Info should close 
SER {NUREG-0781) confirmatory item.Related correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0960. OL. 86/09/30. 
THOMPSON.H.L. Division of Pressurized Water Reactor Licensing - A (post 851125). 
8pp. 38157:096-38164:033. 

8610060488 Submits detailed description of plant emergency lighting sys in response to 
telcon re util response to closing of SER (NUREG-0781) Confirmatory Item 20.Related 
correspondence. 

WISENBURG.M.R. Houston Lighting & Power Co. #486 0949. ST-HL-AE-1751. 86/ 
09/30. NOONAN, V.S. PWR Project Directorate 5. 4pp. 38098:180-38098:183. 

8610060510 Application for Proposed Amend 132 to License DPR-54, updating Tech 
Specs re primary & backup detectors Installed per NUREG-0737.ltem II.D.3 & Reg 
Guide 1.97 for electromagnetically operated valve.Fee paid. 

WARD,J.E. Sacramento Municipal Utility District. JEW-86-288, 86/09/22. 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
4pp. 38098:201-38098:206. 

-8610060516 Proposed Tech Specs re primary & backup detectors Installed per 
NUREG-0737 Item II.D.3 & Reg Guide 1.97 requirements for electromagnetically oper- 
ated valve. 

* Sacramento Municipal Utility District. 86/09/22. 2pp. 38098:205-38098:206. 

8610060612 NUREG/BR-0051 V08 N1 POWER REACTOR EVENTS.January-February 
1 986. 

MASSARO,S.A. AEOD, Director’s Office. 86/09/30. 50pp. 38111:005-38111:052. 


8610060632 Forwards Decision DD-86-12 in response to petition & suppis re licensing 
actions based on aliegations.NRC evaluation of allegation & basis for conclusions in 
Decision DD-86-12 contained in SSER 33 to NUREG-0675, transmitted on 860527. 
VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (post 851125). #486 
0932. 2.206. 86/09/30. DEVINE,T, Government Accountability Project. 3pp. 
38092:104-38092:114. 

-8610060640 Decision DD-86-12,denying T Devine & GAP 840727 request,on behalf of 
TJ O’Neill & JL McDermott,to defer licensing actions pending completion of items re 
ailegations.No allegation re plant safety. 

VOLLMER,R.H. Office of Nuclear Reactor Regulation, Director (post 851125), 2.206. 
86/09/30. 8pp. 38092:107-38092:114. 

8610070010 Forwards Amend 101 to License DPR-51 & safety evaluation. Amend re- 
vises Tech Specs re min level requirement for Emergency Feedwater Condensate 
Storage Tank T41B. 

V1SSING,G.S. PWR Project Directorate 6. 86/09/26. CAMPBELL,G. Arkansas Power 
& Light Co. 2pp. 38127:060-38127:068. 

-8610070063 Safety evaluation supporting Amend 101 to License DPR-51. 

* Office of Nuclear Reactor Regulation, Director (post 851126). 86/09/26. 2pp. 
38127:067-38127:068. 

8610070092 Fonwards Requalification Exam Rept 50-254/OL-86-02 administered on 
86091 5-1 7.Requallfication program potentially unsatisfactory,per NUREG-1021.Addl 
exams will be conducted during wk of 861013 to determine program adequacy. 
HEHL,C,W. Region 3, Office of Director, 86/09/30. REED.C. Commonwealth Edison 
Co. 2pp. 38125:207-38125:291. 

8610070121 Forwards "CRDR Final Summary Rept" & proposed irnplementation sched- 
ule for DCRDR.Rept includes info required by SuppI 1 to NUREG-0737 & matl dis- 
cussed during 850912 meeting w/NRC & Science Applications lntl,lnc. 

CUTTER,A.B. Carolina Power & Light Co. TAC 56159. 86/09/23. RUBENSTEIN,L.S. 
PWR Project Directorate 2. Ip. 38115:219-38116:254, 

8610070135 NUREG/CR-4574 AN EXPERIMENTAL AND ANALYTICAL ASSESSMENT 
OF CIRCUMFERENTIAL THROUGH-WALL CRACKED PIPES UNDER PURE BEND- 
ING. 

SCOTT,P,, BRUST.F, Battelle Memorial Institute, Columbus Laboratories. FIN B-8134. 
BMI-2136. 86/09/30. Division of Engineering Safety (Post 860720). 118pp. 
38128:143-38128:260. 

8610070176 Comments on proposed Rev 2 to NUREG-0313, "Technical Rept on Matl 
& Processing Guidelines for BWR Piping." Proposed rev represents accurate compila- 
tion of status of IGSCC. 

FARRAR,D.L. Commonwealth Edison Co. 51FR26196. 86/09/24. Division of Rules 
and Records. 16pp. 38125:030-38125:050. 

8610070255 NUREQ/IA-OOOS ASSESSMENT OF RELAP/MOD2,CYCLE 36,AGAINST 
FIX-ll SPLIT BREAK EXPERIMENT NO. 3027. 

ERIKSSON, J. Sweden. Govt. of. 86/09/30. 86pp. 38129:309-38130:034. 

8610070260 Requests rev of 840628 procedures generation package (PGP), addressing 
Items described in end draft SER Section 2.PGP inadequately addresses require- 
ments of NUREG-0737, Suppi 1. Requests response within 60 days of ltr receipt. 
TAM.P.S. PWR Project Directorate 2. GL-82-33. 86/09/30. SIEBER.J.D. Duquesne 
Light Co. 12pp. 38129:297-38129:308. 

8610070262 NUREG/CR-4694 APPLICATION OF THERMIX-KONVEK CODE TO ACCI- 
DENT ANALYSES OF MODULAR PEBBLE BED HIGH TEMPERATURE REACTORS 
fHTRSI 

CLEVELAND,J.C., GREENE.S.R. Oak Ridge National Laboratory. FIN A-9473. ORNL/ 
TM-9905. 86/08/31. Division of Safety Review & Oversight (post 851125). 80pp. 
38131:055-38131:134. 

8610070270 NUREG-0781 SOI SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF SOUTH TEXAS PROJECT, UNITS 1 AND 2.Docket Nos. 50-498 And 
50-499. (Houston Lighting And Power Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). 86/09/30. 
137pp. 38128:323-38129:099. 

8610070284 RO:on 860921 .drywell floor & equipment sump integrator registered 5.65 
gpm leak rate.Caused by packing leak on recirculation loop discharge valve A discov- 
ered on 860922. Repairs completed. 

HORN.G.R. Nebraska Public Power District. CNSS864329, 86/09/22. MARTIN.R.D. 
Region 4, Office of Director. 2pp. 38119:335-38119:336. 

8610070289 Forwards addi info re NUREG-0737 Item II.D.1 re performance testing of 
relief & safety valves, per NRC 860422 requests. Response to Question 10 revised to 
incorporate new info re safety valve ring settings. 

PETRICK,N.A. Standardized Nuclear Unit Power Plant System. SLNRC 86-09. 86/09/ 
26. DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 861125). 19pp. 
38125:145-38125:163. 

8610070304 Forwards "DCRDR Suppi to Summary Rept...," per Suppi 1 to NUREG- 
0737,NRC 850906 ltr & 851024 meeting.AII HEOs, including mods, will be completed 
by end of Refuel VI in Fall 1987. 

WIDELUR.C, Florida Power & Light Co. 3F0986-29. 86/09/30. STOLZ.J.F. PWR 
Project Directorate 6. 1p. 38121:330-38122:217. 

8610070431 NUREG/CR-4647 ERR Errata to "Calculation of Power Distribution In 
Venus PWR Mock-Up Benchmark Using Two-Group Diffusion Theory," replacing Page 

WILLIAMS.M.L, LANDESMAN.M., KAM.F.B. Oak Ridge National Laboratory. FIN B- 
0415. ORNL/TM-1 0095. 86/08/28. Division of Engineering Technology (Pre 860720). 
3pp. 38129:144-38129:146. 

8610070486 Forwards third amend to 820211 application for amend to Licenses DPR- 
44 & DPR-56.Amend further revises application to comply w/staff requests for mods 
to proposed Tech Specs re limitations on use of overtime. 

BRADLEY,E.J. Philadelphia Electric Co. 001 2Q. 86/09/30. DENTON.H.R, Office of 
Nuclear Reactor Regulation, Director (post 851125). Ip. 38124:223-38124:233. 
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•>^610070500 Third amend to 820211 application for amend to Licenses DPR-44 & 
DPR-56.Amend would incorporate overtime work restrictions for certain plant 
personnel, per NUREG-0737,ltem I.A.1.3 & Generic Ltr 83-02. 

DALTROFF.S.L. Philadelphia Electric Co. GL-83-02. 86/09/30. Commissioners. 8pp. 
38124:224-38124:231. 

8610070536 LER 86-01 7-00:on 860826, discovered that plant operated outside Tech 
Specs since 1983.Condition could have caused failure of safety sys train in event of 
large break LOCA. Proposes installation of diesel generators.W/860926 ltr. 

COLOMBO, R.W., WARD,J.E. Sacramento Municipal Utility District. JEW 86-465. 86/ 
09/26. MARTIN.J.B. Region 5, Office of Director. 6pp. 38124:179-38124:184. 

8610080005 FOIA request for all records which form basis for NUREG-0956 conclusion 
on Mark I containment in severe accidents & post-OL license records re analysis or 
evaluation of containment or related sys of Vermont Yankee reactors. 

CURRAN,D. Harmon & Weiss. 86/07/31. GRIMSLEY,D.H. Division of Rules and 
Records. 3pp. 38142:324-38142:326. 

8610080006 Responds to FOIA request for all records which form basis for NUREG- 
0956 conclusion about Mark I containment in severe accidents. End App A documents 
available in PDR.App B documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. CURRAN.D. Harmon & 
Weiss. 4pp. 38142:327-38142:330.' 

-8606110465 Responds to HR Denton 860523 memo re review of NUREG-0660 issues 
resulting from Chernobyl accident. List of new potential generic issues for consider- 
ation end, including storage & use of highly flammable combustible gases. 

LAINAS.G.C. Assistant Director for Technical Support (BWR). 86/05/28. KNIEL.K. 
Safety Program Evaluation Branch. 15pp. 38143:139-38143:155. 

8610080011 Comments on draft NUREQ/CR-2540, “Method for Analysis of Hydrogen & 
Steam Releases to Containment During Degraded Core Cooling Accidents" & pro- 
posed “Interim Requirements re Hydrogen Control." 

RICHARDSON,J.D. Hydrogen Control Owners Group. RICHARDSON, J.D. Mississippi 
Power & Light Co. 82/04/08. BERNERO,R.M. Division of Risk Analysis & Operations 
(post 840429). 15pp. 38132:332-38132:346. 

8610080078 Forwards, for review,revised schedule for implementation of resolved gener- 
ic issues.Ali completion dates shown in schedule reflect present best estimates for 
completion of tasks. 

KINGSLEY.O.D. Mississippi Power & Light Co. AECM-86/0285. 86/09/25. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 5pp. 
38132:001-38132:005. 

8610080100 Part 21 & interim deficiency rept re potential for hydrogen embrittlement 
failure of Valcor solenoid valve springs. Initially reported on 860702.Valcor recom- 
mends retrofitting valves w/suitable matl. 

FOSTER.D.O. Georgia Power Co. IEIN-86-072. 86/09/17. GRACE, J.N. Region 2. 
Office of Director. 8pp. 38131:354-38131:361, 

8610060159 SuppI to 841008 application for amend to Licenses DPR-38, DPR-47 & 
DPR-55, revising Tech Specs to reflect operability requirements for accident monitoring 
instrumentation,per Generic Ltr 83-27. 

TUCKER.H.B. Duke Power Co. GL-83-27. 86/09/19. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp. 38131:334-38131:337. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & In PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Govwnment 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610090266 Forwards FR notice re AOs for Third Quarter 1985 for publication.AOs 
submitted to Commission as part of draft rept to Congress by SECY-86-38 on 
860203,W/o end. 

STELLO.V. Office of the Executive Director for Operations. 86/03/13. CHiLK,S.J. 
Office of the Secretary of the Commission. Ip. 38253:094-38253:094. 

-8610140209 Forwards FR notice re AO rept to Congress (NUREG-0090) & Iti's.for 
signature. W/o ends. 

STELLO.V. Office of the Executive Director for Operations. 86/03/19. CHILK,S.J. 
Office of the Secretary of the Commission. Ip. 38253:221-38253:221, 

-8603130421 Submits description of five actions assigned to IE resulting from investiga- 
tion of 850609 Davis-Besse event described In NUREG-1154. 

TAYLOR. J.M. Office of Inspection & Enforcement. Director (Post 820201). IEB-d5-003. 
86/03/07. STELLO.V. Office of the Executive Director for Operations. 3pp. 
38253:131-38253:133. 

-8610090077 Forwards NRC rept "Rupture of Model 48Y UF6 Cylinder & Release of U 
Hexaflaoride," (NUREG-1179).Staff investigation reported in rept raised questions 
about licensee practices prior to acddent.W/o rept. 

STELLO.V. Office of the Executive Director for Operations. 86/03/07. PALLADINO 
Commissioners. 2pp. 38253:020-38253:021. 

8610080188 RO:on 66091 S.spurious safety injection occurred due to momentary high 
steam flow signal concurrent w/low RCS average temp.Cause not stated.Unit 
stabilized.Corrective action taken to preclude late reporting of unusual events. 
THORNBERRY.R.C. Pacific Gas & Electric Co. 86/09/26. BRIAM.W. San Luis Obispo. 
CA. 2pp. 38137:321-38137:322. 

8610080205 FOIA request for ail documents re SSER 13 (NUREG-0797) issued on 
860609 

GARDE.B.P. Environmental Whistleblower Clinic. 86/08/28. Office of Administration. 
2pp. 381 39:001 -381 39:002. 

8610080219 Forwards Amend 91 to License DPR-72 & safety evaluation. Amend allows 
operation of certain isolation valves that would normally be isolated-Changes to cer- 
tain steam generator valves & hydrogen purge sys valves denied. 

MOZAFARI.B. PWR Project Directorate 6. 86/09/16. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.). 5pp. 38144:071-38144:088. 

-8610080226 Notice of denial of amend to License DPR-72 re changes to Valves CAV- 
4,5,6 8 7 & LRV-70,71 ,72 & 73.Sys proposed does not meet requirements of NUREG- 
0737.ltem II.E.4.2, 

EDISON, G.E. PWR Project Directorate 6. 86/09/16. 3pp. 38144:086-38144:088. 


8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/23. HOLMES,G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8508010232 Trip rept of 850709 site visit to review specific seismicaliy induced sys 
interaction postulated between in-core flux mapping sys & seal table. 

COFFMAN, F.D. Reliability & Risk Assessment Branch. 85/07/22. THADANI,A.C. Reli- 
ability & Risk Assessment Branch. 3pp. 38232:083-38232:085. 

-8508010557 Fonvards “In-Progress Audit Rept of DCRDR for Diablo Canyon 
Plant, Units 1 & 2." Rept provides basis for evaluation of DCRDR.DCRDR does not 
satisfy requirements.Meeting should be held to discuss DCRDR process. 

REGAN, W.H. Human Factors Engineering Branch. 85/07/24. KNIGHTON,G.W. Li- 
censing Branch 3. 3pp. 38232:092-38232:130. 

-8511250004 Forwards Mechanical Engineering Branch SER re safety & relief valve 
testing,per NUREG-0737,ltem II.D.I.Info demonstrates ability of RCS PORV,safety 
valves & piping to function under expected operating conditions. 

BOSNAK,R.J. Assistant Director for Comp. & Structures Engineering (Post 830201). 
TAG 59602. 85/11/18. NOVAK,T.M. Division of Licensing (800428-851124). 2pp. 
38232:267-38232:268. 

-8601300020 Describes transfer of review responsibilities for DCRDR per SuppI 1 to 
NUREG-0737 for listed plants from Div of Human Factors Technology to PWR Licens- 
ing-A.Status of each plant summarized. 

ROWSOME.F.H. Human Factors Issues Branch. TAC M56126. 86/01/24. ROSA,F. 
Electrical, Instrumentation & Control Systems Branch (PWR-A). 4pp. 38233:112- 
38233:146. 

-8610090213 SER re safety & relief valve testing,per NUREG-0737, Item il.D.1 or Multi- 
Plant Action F-14.1nfo demonstrates ability of RCS PORVs,PORV block valves,safety 
valves & associated piping to function under expected operating conditions. 

* Office of Nuclear Reactor Regulation, Director (pre-851125). TAC 59602. 85/11/18. 
25pp. 36232:269-38232:293. 

8610080301 Advises that NRC has reviewed status of emergency response facilities & 
confirms util commitment to implement certain post-TMl related items from SuppI 1 to 
NUREG-0737, “Requirements for Emergency Response Capability." 

YOUNGBLOOD, B.J. PWR Project Directorate 4. 86/09/29. DOLAN,J. Indiana & Michi- 
gan Electric Co. DOLAN, J. American Electric Power Service Corp. 2pp. 38140:097- 
38140:098. 

8610080388 Forwards safety evaluation accepting util 860228 submittal of Rev 2 to off- 
site dose calculation manual on interim basis due to problem involving 1-133 dose 
ca)culation.Suppl to App D to TER-C5506-591 also end. 

ABELSON,H.I. BWR Project Directorate 2. 86/10/02. BRONS,J.C. New York Power 
Authority (formerly Power Authority of the State of New York). 2pp. 38140:023- 
38140:039. 

8610080390 Comments on Rev 2 to NUREG-0313 & draft generic ltr re IGSCC in BWR 
austenitic stainless steel plping.Term “independent examiners" on Page 5 of draft ge- 
neric ltr should be clarified. 

BOOKER, J.E. Gulf States Utilities Co. 51FR26196. 86/09/26. Division of Rules and 
Records. 4pp. 38165:343-38165:346. 

8610090117 Responds to violations noted in Insp Rept 50-302/86-21. Corrective 
actions-.reactor operators evaluated & Procedure TDP-203 revised to clarify simulator 
evaluation requirements. 

WIDELL,R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 3F0986-26. 86/ 
09/26. GRACE, J.N. Region 2, Office of Director. 3pp. 38181:258-38181:260. 

8610090193 Suppis 860228 & 850515 responses to Generic Ltr 82-33, “Requirements 
for Emergency Response Capability." Status of SPDS & digital radiation monitoring 
sys discussed. 

BOOKER, J.E. Gulf States Utilities Co. GL-82-33. 86/09/29. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 2pp. 38181:322-38181:323. 

8610090199 Forwards change to FSAR Page 3.5-2 re evaluation of temp detectors in- 
stalled in high energy piping,per SER (NUhEG- 0781) Open Item 2 concerning internal 
missile analysis. 

WISENBURG,M.R. Houston Lighting & Power Co. ST-HL-AE.1769. 86/09/30. 
NOONAN,V.S. PWR Project Directorate 5. 6pp. 38182:013-38182:016. 

8610090212 Comments on draft Rev 2 to NUREG-0313 & generic ltr re state-of-the-art 
technology on BWR/IGSCC ls8ue.Document8 provide sound basis from which to de- 
velop long-range plans re IGSCC. 

THORPE,J.R. General Public Utilities Corp. - GPU Service Corp. JRT-86-154. 86/09/ 
19. PHILIPS,J.D. Division of Rules and Records. 9pp. 38146:126-38146:133. 

8610090382 Requests util identify compliance to list of variables identified in Reg Guide 
1.97 re emergency response capability & provide justification for deviations,per Gener- 
ic Ltr 82-33 & Supp1 1 to NUREG-0737. 

LEAR,G.E. PWR Project Directorate 1. GL-82-33. 86/10/01. HINT2,D.C. Wisconsin 
Public Service Corp. 4pp. 38165:229-38185:232. 

8610090385 Informs of completion of human engineering deficiency as identified in 
SSER 4 (NUREG-0876).Source range & vol controls relocated & successfully tested 
at Unit 1 .Controls will be relocated at Unit 2 prior to fuel load. 

MIOSI,A.D. Commonwealth Edison Co. 2207K. 86/10/02. DENTON.H.R. Office of Nu- 
clear Reactor Regulation, Director (post 851125). Ip. 38149:334-38149:334. 

8610100042 Partial response to FOIA requesLForwards documents listed on App 
F.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/30. HOLMES, G.A. MHB Tech- 
nical Associates. 4pp, 38206:320-38207:131. 

-8111250713 Trip rept of 811031-0904 visit to San Francisco.CA re audit of util docu- 
mentation on environ qualification of electrical equipment par NUREG-0588. 

LE,N.B. Equipment Qualification Branch. 81/10/23. ROS2TOCZY,2.R. Equipment 
Qualification Branch. 37pp. 38208:067-38208:103. 

8610100165 Forwards revised toxic gas analysis re NUREG-0737.III.D.3.4, “Control 
Room Habitability," justifying deletion of ammonia & sulfur dioxide 

detector8.1mplementation plan for design changes & related info end. 

WITHERS.B.D. Portland General Electric Co. 86/09/30. VARGA.S.A. PWR Project Di- 
rectorate 3 . 29pp. 381 91 :1 73-381 91 :201 . 
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8610100200 Forwards Amend 35 to FSAR.changing Chapters 1,3,6,7,8,9,10, 11 & 15 & 
TMJ Justification enci.Changes reviewed against SER (NUREG-1038) through SuppI 3. 
CUTTERAB. Carolina Power & Ught Co. NLS-86-308. 86/10/01. DENTON, H.R. 
Office of Nudear Reactor Regulation, Director (post 851125). 4pp. 38186:001- 
38186:133. 


8610150079 Forwards corrected Tech Spec page to Amends 78 & 71 to Licenses DPR- 
42 & DPR-60, respectively, incorporating revised Table T.S3.15-1, "Event Monitoring In- 
strumentation - Process & Containment," per TMI Item II.F.2. 

DIIANNI.D.C. PWR Project Directorate 1, GL-82-28. 86/10/08. MUSOLF.O.M. North- 
ern States Power Co. 2pp. 38254:257-38264:260. 


8610100216 Submite results of control room HVAC sys test per NUREG-0737,ltem 
nj.D.3.4 concerning control room habitability.Rev required for toxic gas & radiological 
analyas submitted on 850816 & 061 7, respectively. 

FIEOLER.P.B. General Public Utilities Corp. - GPU Service Corp. 86/09/29. 
2WOL!NSKi,J.A. BWR Project Directorate 1. 8pp. 38189:078-38189:085. 

8610100380 Discusses initial operator licensing exams scheduled for Jan & May 1987. 
WENZINGER.E.C. Region 1, Office of Director. 86/09/29. CAREY, J.J. Duquesne Ught 
Cc. 3pp. 38194:357-38194:359. 


8610100479 Requests remittance of fee for 860519 application for review of BAW- 
1915P, "Bounding Analytical Assessment of NUREG-0630 Models on LOCA KW/R 
Umits W/Use of FIECSET." per 10CFR170.21J. 

DjGGS.R.M. License Fee Management Branch. 86/10/02. TAYLOR. J.H. Babcock & 
Wilcox Co. Ip. 38208:314-38208:314. 

8610100500 Forwards Rev 0 to Emergency Plan Implementing Procedure EP-2320, 
“Emergency Technical Assessment" in response to util 851104 commitment to revise 
core damage evaluation procedures & NRC 840719 Itr re NUREG-0737.ltem II.B.3. 
WILUAMSJ. Toledo Edison Co. 1295. 86/10/02. STOLZ.J,F. PWR Project Directorate 
6. 2pp. 38202:105-38202:145. 

8610100524 Clarifies response to Generic Ltr 86-04 re engineering degrees, per 
NUREG-0737,ltem IA1.1 requIrements-Shift technical advisors required to have 
degree in engineering or equivalent & 2 yrs nuclear experience. 

AGOSTI.F.E Detroit Edison Co. VP-86-0135. 86/10/01. ADENSAM.E.G. BWR Project 
Directorate 3. 2pp. 38194:246-38194:247. 

8610100687 Forwards Requalification Exam Rept 50-341 /OL-86-02 of exam adminis- 
tered on 860729-31 & 0827-28.Overall program rating of satisfactory assigned, In ac- 
cordance w/NUFIBG-1021,ES601. 

HEHLC.W. Region 3, Office of Director. 86/10/03. SYLVIA.B.R. Detroit Edison Co. 
2pp. 38199:008-38199:117. 


8610100766 Forwards BAW-1976. "Small Break LOCA Analysis for B&W 177FA Low- 
aed L»^ Plante in Response to NUREG-0737,!tem II.K.3.31," for review & approval. 
ENOS.J.T. Arkansas Power & Ught Co. 1CAN098614. 86/09/30. STOL2 J.F PWR 
Project Directorate 6. Ip. 38198:127-38198:203. 

-8610100779 BAW-1976 "Small Break LCXJA Analysis for B&W 177FA Lowered Loop 
Plants in Response to NUREG-0737,ltem l}.K.3.3V' ^ 

74^*38198*2^3^^®*'"® ^1-''’SS715.00. 86/09/30. 

S61014()M2 /^lieatiOT for am^ to Licenses DPR.31 & DPR.41,upQradln8 Tech 
NUREG^52,STS for WesSnghouse PWRs.Fee |^. 
4'" ‘-•S®-393- 86/09/29. THOMPSON, HL. Divi- 

Water Reactor Ucensing - A (post 851125). 4pp. 38227:295- 


■^S^orW^goSlw^'^®^ Specs,incorpotoSng guidance of NUREG- 
* Florida Power & Ught Co. 86/09/29. 825pp. 38227:299-38230:043. 


8610150219 Forwards Insp Repts 50-206/86-38.50-361/86-28 & 50-362/86-27 on 
860902-05.No violations noted. 

PATE.R.J. Region 5, Office of Director, 66/09/23. BASKIN, K.P. Southern California 
Edison Co. 2pp. 38240:247-38240:252. 

-8610150292 Insp Repts 50-206/86-38.50-361/86-28 & 50-362/86-27 on 860902- 
05.No violations or deviations noted. Major areas inspected;prevlous insp findings.TMl 
Items & TDI emergency diesel generator 10CFR21 followup. 

WILLETT.D. Region 5, Office of Director. 50-362/86-27. 86/09/18. 4pp. 38240:249- 
38240:252. 

8610150237 Forwards "CRDR," summary rept, per SuppI 1 to NUREG-0737 & NUREG- 
0700.SPDS not required to be fully operational until 870325 or startup from Cycle 
8,whichever is later. 

OPEKA,J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). OPEKA,J.F. 
Northeast Utilities. A02959. 86/09/30^. THADANI.A.C. PWR Project Directorate 8. 2pp. 
38241:016-38241:171, 


-8610150239 “CRDR," summary rept. 

OPEKA,J.F. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 86/09/30. 
154pp. 38241 :01 8-38241 :1 71 . 


8610150354 Forwards safety evaluation re util 851001 & 860529 responses to Generic 
Ltr 85-12 & NUREG-0737, TMI Action Item ll,K.3.5 concerning reactor coolant pump 
trip.Responses acceptable. 

DIIANNI.D.C. PWR Project Directorate 1. GU-8S-12. 86/10/08. MUSOLF.O.M. North- 
ern States Power Co. 21pp. 38257:326-38257:346. 


8610150404 Forwards safety evaluation accepting util 860425 revised program for com- 
plying w/NUREG-0737,ltem I.A.1,1, "Shift Tet^nicai Advisor..." for plants excluding 
^ 2.Program meets Commission policy statements criteria. 
ZWOLINSKI,J.A. BWR Project Directorate 1. TAC 61544. 86/10/01. FARRAR, DX. 
Commonwealth Edison Co. 6pp. 38251:279-38251:288. 

evaluation concluding that util 860425 revised training program for 
NUREG-()737,ltem I.A.1.1, Shift Technical Ad'risor...," meets criteria contained in 
Commission policy statements. 

R®flvtation, Director (post 851126). 86/10/01. 4pp. 

ooZol :2B5-38251 :288. 


NUREG/CR^Oer. "Effects of Environ & Gamma Irridlation on 
^‘0^ Density Polyethylens." Record of 860623 tolcon 

encI.W/0 NUREG. 

ffiiliu M F°®' 831001). 1317, 86/06/23. HAGQEG.F. Battelle 

Memorial Institute, Columbus Laboratories. 2pp. 38269:356-38259:360. 

perform inservioe exam & test requirements In SSER 
^ generator pressurizer. 

0e^1O/O8. DENTON, H.R. Office of Nu- 
clear Reactor Regulation, Director (post 861126). 2pp. 38270:284-38270:285. 


schedule for completion of Rei 
rterns.}mplementatJon schedule for new non- qualified area radiation moni 
to |s capable of meeting ranges specified in Reg Guide 1.97 to be provided b 

Pressurized Water Reactor UcensinQ - A foost 85119 * 5 \ ta< 
62182. 86/09/30. WOODY.C.O. Florida Power & UgMC^. Ik^cJli^OK 

marked-up Amend 37 to FSARJustification for revs to lista 




^ estimate core damage In response to i 
wiSpwS*S 2^ M D NUREG-0737, Item II.B 3, "Post-Accident Sampling Sys." 
wrvfwAM 5 c’^5;d ^ Power Co. ST-HL-AE-1 760. 66/10/09. 

NOONAN. V.S. PWR Project Directorate 5. 3pp. 38269:032-38269:262. 


"*FaiKfFJ2"”®'' ® OPEP02-ZG-0007, "Coolant Activity & Radionuclide Trend for 

* Houston Lighting & Power Co. 86/12/31. 41pp. 38269;O36-38269;075. 


plirw Sw." '^vrv/o-A^^•uvu«» uporanon a wiamt of Post-Accident Sar 

LOScS,J.W. Houston Lighting & Power Co. 86/06/16. 68pp. 38269:076-38269:133, 


8610140293 Application for amends to Licenses OPR-33 DPR-52 & DPR-ea 

yOUNGBLOOD.BJ. ™ 

<toeuroents Hated on Apps A 
""nols 1 



86tO1S0G72 Forwaids add! kifo on 88091 9 eoArv 


LOSCH,J.W. Houston Lighting & Power Co. 86/08/24. 46pp. 38269:134-38269:178. 

of Reacts Ccptori. 

LOSCHJ.W. Houston Ugbtlng 6 power Co. 86/06/24. 30pp, 38269:179-38269:20$. 
-^^10^160170 Rev 0 to 1PCP08-AP-0006* "Oetermlna«on Of Radionuclides - Post-Accl- 
KINSEY, W.H. Houston Ughting & Power Co. Be/m/22. 12pp. 38269 : 209 - 38269 : 220 . 
J0180182 Rev 0 to OPCPO8.AP-0OO6. -Baoteiip Determination of Boron - Post-Accl- 
^M^00D,XE, Houston Ughting 6 Power Co. 86/09/22. 3pp. 38269:221- 

-^eww Rev 0 to lPCP08.2Z.Ooa7, "^pp Determination of Chlorides - Post- 
^^^0GDiJ.E Houston Ughting 6 Power Co. 86/09/23. 3pp. 3e2B9:224'’ 

6 Analysis for Release Assess- 

KtNSEY.W.H. Houston lighting 6 Power Do^ 8evW22. 38269:227-38269:233. 

*^a^Hn^>SialyS8.^ l^POE-^-OOOI. **PoslaAocktent Core Damage Assessment 
KINSEY, .H, Houston LIghfing & Power Co. 88/09/18. 11pp. 38269:234-38269:244. 
-wmeotae Rev a to bPCP0i-2A-00l7e "PoKMCddent Sampling 6 Analysis Pro- 
INSEY.WH, Houston Ughdng & Power Co. eeyWiS. 18pp. 38269;a46-38269;262. 
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8610160296 Forwards evaluation of LERs during May 1985 - Jul 1986 based on exam 
of 22 randomly selected LERs, per NUREG/CR-4178. 

KISTER.H.B. Region 1, Office of Director. 86/10/06. KEISER.H.W, Pennsylvania 
Power & Light Co. 66pp. 38264:250-38264:315. 

8610160335 Forwards "Program to Address SEP Topic 11-1. C, 'Offsite Hazards’ & TMI 
Action Plan Item lll.D.3.4, 'Control Room Habitability’,” per 860629 commitmenLInfo 
supercedes 860328 transmittal & revises 830314 commitments.Related info end. 
MEDFORD.M.O. Southern California Edison Co. 86/10/10. LEAR.G.E. PWR Project 
Directorate 1. 100pp. 38275:018-38275:117. 

8610160355 Forwards response to NRG questions re masonry wail seismic 
evaluation, per 860606 Itr.Info sufficient to enable NRC to prepare safety evaluation 
which will be included in SER for SEP Topic 111-6. 

PAPAN1C,G. Yankee Atomic Electric Co. FYR 86-093. 86/10/01. MCKENNA,E. PWR 
Project Directorate 1. 21pp. 38274:229-38274:281. 

8610160372 Discusses whether evaluation criteria found in NUREG-0654/FEMA-REP-1 
binding regulations or advisory guidance,per 830609 requesLRept established staff cri- 
teria for evaluating compliance w/regulatory requirements. 

DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 83/08/ 
10. MYERS, 1. Alabama, State of. 2pp. 38275:252-38275:255. 

-8610160380 Requests interpretation of applicability of specific criteria in NUREG- 
0654/FEMA-REP-1 re onsite & offsite emergency response plan for nuclear power 
plants,as requirement on licensee compliance w/10CFR50.47(b). 

MYERS,I.L Alabama, State of. 83/06/09. BICKWIT.L. Office of the General Counsel. 
1p. 38275:254-38275:254. 

—8610160396 Discusses State of AL 830609 request for binding interpretation of status 
of NUREG-0654.Due to lack of dispute re guidance nature of rept, official interpretation 
not needed. 

MALSCH,M.G. Office of the General Counsel. 83/07/06. REHM.T.A. Office of the Ex- 
ecutive Director for Operations. Ip. 38275:255-38275:255. 

8610160417 Forwards "WPPS 1 Position on Nonmechanistic Piping Failures In Main 
Steam & Feedwater Isolation Area (MSFIA).” Design features adequately address 
concern re assuring plant safe shutdown,per NUREG-0800. 

SORENSEN, G.C. Washington Public Power Supply System. 86/10/01. STOL2,J.F. 
PWR Project Directorate 6. 2pp. 38273:135-38273:169. 

8610160434 Fonvards SER accepting WCAP-11145, "Westinghouse Small Break LOCA 
ECCS Evaluation Model Generic Study W/NOTRUMP Code," for ref resolution of TMI 
Item II.K.3.31. Publication per NLIREG-0930 requested. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/10/06. 
BUTTERFIELD,L. Westinghouse Operating Plants Owners Group. BUTTERFIELD.L. 
Commonwealth Edison Co. 1p. 38275:268-38275:277. 

-8610160437 SER on WCAP-11145, "Westinghouse Small Break LOCA ECCS Evalua- 
tion Model Generic Study W/NOTRUMP Code." Rept acceptable for ref. 

• NRC - No Detailed Affiliation Given. GL-83-35. 86/10/06. 9pp. 38275:269- 
38275:277. 

8610170005 Forwards SSER 1 (NUREG-1002).W/o end. 

NOONAN,V.S. PWR Project Directorate 5. 86/10/08. FARRAR, D.L. Commonwealth 
Edison Co. Ip. 38282:313-38282:313. 

8610170025 Advises that control room modified by installing new carpet. Use of carpet- 
ing in control room recommended by NUREG-0700, "Guidelines for CRDR." Certifica- 
tion of carpeting installed end. 

ANDREWS,R.L. Omaha Public Power District. LIC-86-509. 86/10/10. SELLS, D.E. 
PWR Project Directorate 8. 4pp. 38277:350-38277:353. 

8610170135 Summary of CRGR Meeting 96 on 860917 re proposed rule, “Criminal His- 
tory Checks," proposed rev to SRP 3.6.2, "Determination of Rupture..." & proposed 

§ eneric Itr forwarding technical findings In NU REG-1 169. Agenda end. 

NIEZEK,J.H. Committee to Review Generic Requirements. 86/10/03. STELLO.V. 
Office of the Executive Director for Operations. 3pp. 38281:250-38281:252. 

8610170223 Forwards FEMA 860908 Itr & associated evaluation of alert & notification 
sys,determinlng that sys satisfies criteria of Rev 1 to NUREG-0654/FEMA-REP-1. 
SHAFER,W.D. Region 3, Office of Director. 86/10/10. EDELMAN,M.R. Cleveland 
Electric Illuminating Co. 2pp. 38279:319-38280:239. 

8610170279 Summary of 861002 meeting w/util re NUREG-0737,ltem lt.F.2, "Inad- 
equate Core Cooling.” Attendee list & related info end. 

THOMA,J. PWR Project Directorate 6. 86/10/09. STOL2,J. PWR Project Directorate 
6. 4pp. 38289:105-38289:108. 

8610200158 Forwards FEMA 860915 Itr & "Clinton Power Station, Site-Specific Offsite 
Radiological Emergency Preparedness Alert & Notification Sys QA Verification," con- 
cluding sys satisfies criteria of NUREG-0654/FEMA-REP-1,Rev 1. 

SHAFER,W.D. Region 3, Office of Director. 86/10/14, GERSTNER,W.C. Illinois Power 
Co. 2pp. 38297:242-38298:163. 

8610200352 Fonvards schedule for resolving Generic Issue 125.11.1, "Need for Add! Ac- 
tions on Auxiliary Feedwater Sys," for comments,Resolution of Issue 1 25.11.1 .b should 
not be delayed. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/ 
08. SPEIS,T.P. Division of Safety Review & Oversight (post 851125). 20pp. 
38304:043-38304:062. 

8610200353 Comments on propo ad Rev 2 to NUREG-0313, "Technical Rept on Matl 
& Processing Guidelines for PWR Piping." Limits on number of cracked weldments 
may necesitate needless pipe replacement. 

BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 51FR2619 006. 86/10/09. PHILIPS.J. Division of Rules and Records. 8pp. 
38303:316-38303:323. 

8610200387 Forwards BAW-1976, "Small Break LOCA for B&W 177FA Lowered Loop 
Plant in Response to NUREG-0737,ltem n.K.3.31." 

SIMPSON, E.C. Florida Power Corp. (subs, of Florida Progress Corp,). 3F1 086-09. 86/ 
10/14. DENTON, H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 
1 p. 38304:063-38304: 1 40. 


8610200389 Informs of change to rept re use of recirculation pump motor-generator set 
crane,per NUREG-0612,on control of heavy loads.Summary of safety evaluation end. 
BRONS,J.C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN-86-46. 86/10/09. MULLER,D.R. BWR Project Directorate 2. 7pp. 
38300:355-38300:361. 

8610210077 Responds to 860731 request for addi info re NUREG-0737, Item 
II.D.1, concerning valve operability & thermal hydraulic & structural analysis of inlet & 
discharge piping.Complete responses to Questions 2,3,4 & 10 provided. 

WILLIAMS, J. Toledo Edison Co. 1308. 86/10/14. STOL2,J.F. PWR Project Directorate 
6. 8pp. 38305:239-38305:246. 

8610210090 Informs of two discrepancies discovered during facility review per Reg 
Guide 1 .97 re inadequate separation of steam generator wide-range level instrument 
channels,per Suppl 1 to NUREG-0737. 

STEWART,W.L. Virginia Power (Virginia Electric & Power Co.). 86-485. 86/10/13. 
DENTON,H.R., RUBENSTEIN,L.S. PWR Project Directorate 2. 7pp. 38305:209- 
38305:215. 

8610210214 NUREG-0933 S05 A PRIORITIZATION OF GENERIC SAFETY ISSUES. 
EMRIT,R., VANDERMOLEN,H., PITTMAN.J. Engineering Issues Branch. 86/09/30. 
164pp. 38320:123-38320:286. 

8610210236 Forwards suppl to initial DCRDR final summary rept re invalid human engi- 
neering deficiencies & corrective actions in response to Suppl 1 to NUREG-0737. 
COOK,K.W. Louisiana Power & Light Co. W3P86-2557. 86/10/14. KNIGHTON,G.W. 
PWR Project Directorate 7. 34pp. 38314:321-38314:354. 

8610210319 NUREG/CR-4646 EXPERIMENTAL EVALUATION OF RESIDUAL 
STRESSES IN A WELD CLAD PLATE AND CLAD TEST SPECIMENS. 

RYBICKI,E.F.. SHADLEY,J.R., SANDHU,A.S. Tulsa, Univ. of, Tulsa, OK. FIN B-8900. 
MEA-2145. 86/10/31. Division of Engineering Safety (Post 860720). 47pp. 38317:095- 
38317:141. 

8610210393 Forwards Safety Insp Rept 50-423/86-27 on 86081 8-22.No violations or 
deviations noted.Three items requiring improvement re NUREG-0737 noted.Response 
required within 30 days. 

MARTIN,T.T. Region 1. Office of Director. 86/10/15. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). 2pp. 38311:230-38311:253. 

-8610210398 Safety Insp Rept 50-423/86-27 on 86081 8-22.No violations or deviations 
identified.Major areas inspected:status & implementation of NUREG-0737 
items,including post-accident sampling of reactor coolant & containment atmosphere. 
MILLER,M., CIOFFl,J., WEADOCK,T. Region 1, Office of Director, GL-82-05. 86/10/ 
09. 22pp. 38311:232-38311:253. 

8610210395 NUREG-0713 VOS OCCUPATIONAL RADIATION EXPOSURE AT COM- 
MERCIAL NUCLEAR POWER REACTORS AND OTHER FACILITIES 1984.Seven- 
teenth Annual Report. 

BROOKS, B. Division of Regulatory Applications (Post 860720). 86/10/31. 175pp. 
38316:230-38317:044. 

8610210396 NUREG-1214 HISTORICAL DATA SUMMARY OF THE SYSTEMATIC AS- 
SESSMENT OF LICENSEE PERFORMANCE. 

JOHNSON,M.R. Division of Inspection Programs (Post 850212). 86/10/31. 64pp. 
38315:259-38315:322. 

8610210401 NUREG-0837 VOS N02 NRC TLD DIRECT RADIATION MONITORING 
NETWORK PROGRESS REPORT, APRIL - JUNE 1986. 

JANG,J., RABATIN,K., COHEN.L. Region 1, Office of Director. 86/10/31. 225pp. 
38316:005-38316:229. 

8610210404 NUREG/IA-0006 ICAP ASSESSMENT OF RELAP5/MOD2 AGAINST MAR- 
VIKEN JET IMPINGEMENT TEST II LEVEL SWELL. 

ROSDAHUO., CARAHER.D. Sweden, Govt, of. 86/09/30. Office of Nuclear Regula- 
tory Research, Director (Post 860720). 51pp. 38317:045-38317:094. 

8610210452 NUREG-0540 V08 N08 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE.August 1-31, 1986. 

* Division of Technical Information & Document Control. 86/10/31. 485pp. 
38317:142-38318:266. 

8610220139 Requests exemption for plant SER topics not meeting current 
regulations, including Topics 11-1 .A, “Exclusion Area Authority & Control" & 11-3. B.1, 
"Capability of Operating Plants to Cope W/Design Basis Flooding...." 

TAYLOR,J.W. Dairyland Power Cooperative. LAC-11883, 86/10/10. ZWOLINSKLJ.A. 
BWR Project Directorate 1. 6pp. 38324:328-38324:333. 

8610220157 NUREG-1002 SOI SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF BRAIDWOOD STATION,UNITS 1 & 2.Docket Nos. 50-456 And 50- 
457.(Commonwealth Edison Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). 86/09/30. 65pp. 
38332:281-38333:087. 

8610220203 Informs that all equipment installed In facility environmentally qualified, per 
SSER 5 (NUREG-0876) & Reg Guide 1.97.Maint & surveillance program implemented 
to maintain qualification. ^ 

AINGER,K.A. Commonwealth Edison Co. 2270K. 86/10/15. DENTON,H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). Ip. 38323:266-38323:266. 

8610220241 Informs of issuance of SSER 1 (NUREG-0781 , Suppl 1) for plants.W/o 
SSER 1 

NOONAN,V.S. PWR Project Directorate 5. 86/10/16. GOLDBERG, J.H. Houston Light- 
ing & Power Co. Ip. 38331:360-38331:360. 

8610220359 Forwards safety evaluation accepting deferment of five NRC required mods 
from Cycle 1 1R outage to Cycle 12R outage,jn response to 850726 re'”'est.Schedules 
in 8201 19 & 840612 orders will be revised to agree w/new schedules. 

ZWOLINSKI,J.A. BWR Project Directorate 1. TAC 59400. 86/10/C6. FIEDLER,P.B. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 38330:046-38330:070. 

-8610220394 Safety evaluation accepting deferment of five NRC required mods from 
Cycle 11R outage to Cycle 12R outage,per licensee 850726 request. 

* Office of Nuclear Reactor Regulation, Director (post 851125). lEB-80-11. 86/10/06. 
22pp. 38330:049-38330:070. 
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8610220434 Forwards order modifying 810113,1219 & 820119 orders to continue ex- 
emption from GDC 50 of 10CFR50,App A & extend completion date for remaining two 
plant mods needed to comply w/NUREG-0661,App A acceptance criteria. 
ZWOLINSKi,J.A. BWR Project Directorate 1. TAG 61966. 86/10/06. FIEDLER.P.B. 
General Public Utilities Corp. - GPU Service Corp. 3pp. 38330:180-38330:189. 

-8610220449 Order modifying 810113,1219 & 820119 orders to continue exemption 
from GDC 50 of App A to 10CFR50 & extend completion date for remaining two plant 
mods needed to comply w/acceptance criteria in App A to NUREG-0661. 
BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/06. Gener- 
al Public Utilities Corp. - GPU Service Corp. 7pp. 38330:183-38330:189. 

8610230062 Generic Ltr 86-17 to all BWR licensees & applicants re availability of 
NUREG-1169. 'Technical Findings re Generic issue C8;BWR MSIV Leakage & Leak- 
age Treatment Methods." Svc list encl. 

BERNERO.R.M. Division of Boiling Water Reactor (BWR) Licensing. 86/10/17. Com- 
monwealth Edison Co. 31pp. 38411:266-38411:296. 


8610280272 Forwards FEMA evaluation of prompt alert & notification sys. Alert & notifi- 
cation sys satisfies requirements of 44CFR350 & NUREG-0654 & adequate to prompt- 
ly alert public in event of emergency. 

MARTIN, T.T. Region 1, Office of Director. 86/10/22. HUKILL.H.D. General Public Utili- 
ties Corp. - GPU Sen/ice Corp. 3pp. 38378:264-38378:340. 

8610280276 Forwards Amend 16 to License NPF-35 & safety evaluation. Amend revises 
license condition & Attachment 1 to incorporate recommendations & conclusions in 
NUREG-1216 re TDI emergency diesel generators. 

JABBOUR.K. PWR Project Directorate 4. 86/10/21. TUCKER.H.B. Duke Power Co 
2pp. 38386:2 1 2-38386:225. 

-8610280279 Amend 16 to License NPF-35, revising license condition & Attachment 1 
to incorporate recommendations & conclusions in NUREG-1216 re operability/ reliabil- 
ity of TDI emergency diesel generators. 

JABBOUR.K. PWR Project Directorate 4. 86/10/21. 5pp. 38386:214-38386:218. 


8610230114 Suppis 860609 comments re DOE 860430 memo "Review of NUREQ/CR- 
4271." DOE needs to implement most NUREG recommendations. 

BLAND, W.M. Management & Technical Consulting. FIN D-1014. 3393. 86/09/11. 
DELLIGATTI.M.S. Policy & Program Control Branch (Post 831001). 4pp. 38335*119- 


8610240080 Forwards remittance of application fee for 8AW-1915P, “Bounding Analyti- 
lly^ssessment of NUREG-0630 Models on LOCA KW/FT Limits W/Use of FLEC- 


TAYLOR,J.H. Babcock & Wilcox Co. JHT/86-256. 86/10/20. DIGGS,R.M. Office of 
Administration. Ip. 38346:077-38346:077. 


8610240100 Forwards BAW-1976, “Small Break LOCA Analysis for B6W 177FA Low- 
ered Loop Plants in Response to NUREG-0737,ltem II.K.3.31," & Generic Ltr 83-35 
WARD,J.E. Sacramento Municipal Utility District JEW 86-631. 86/10/16 
MiR/^LIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). Ip. 


-8610240207 BAW-1976 “Small Break LOCA Analysis for B&W 177FA Lowered Loop 
Plants in Response to NUREG-0737,ltem II.K.3.31." 

PAUING.J.R., SCHOMACHER,R.J. Babcock & Wilcox Co. 86/09/30. 77dd 
38348:076-38348:152. 


-8610280281 Safety evaluation supporting Amend 16 to License NPF-35. 

• Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/21 7dd 
38386:219-38386:225. 


8610280283 Forwards FEMA "TMI Site-Specific Offsite Radiological Emergency Pre- 
paredness Alert & Notification Sys QA Verification." Alert & notification sys meets re- 
quirements of 44CFR350 & NUREG-0654 & acceptable. 

MARTIN,T.T. Region 1, Office of Director. 86/10/22. STANDERFER.F. General Public 
Utilities Corp. - GPU Service Corp. 2pp. 38377:232-38377:307. 


8610280305 NUREG/CR-4636 PLAN FOR EXPERIMENTAL CHARACTERIZATION OF 
CLAD VESSEL STEEL AFTER IRRADIATION. 

MCCABE, D.E. Materials Engineering Associates, Inc. FIN B-8900. MEA-2139 86/10/ 
31. Division of Engineering Safety (Post 860720). 38pp. 38386:086-38386:122. 


8610280309 NUREG/CR-4129 V02 EXPLORATORY TREND AND PATTERN ANALY- 
SIS OF 1981 THROUGH 1983 LICENSEE EVENT REPORT DATA.Appendices. 
HESTER, O.V., GROH.M.R., FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FIN A-6231. EGG-2372. 86/10/31. Program Technology Branch. 185pp. 38384:049- 
38384:233. 


8610240314 Forwards comments on draft NUREG/CR-3366 re guidance for preparing 
scenarios for emergency preparedness exercises at nuclear generating 
statons.Content of handbook exceeds intended scope & tantamount to exercise 
manual. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/24. JORDAN EL 
Inspection & Enforcement. Director (Post 820201). 8pp. 38356:314- 

38356:321. 

response to SER Comfirmatory Item 42 re NUREG-0737. Section 
”*^j*J^Attachment 1. 'Noble Gas Effluent Monitor" & 2, “Sampling & Analysis for Plant 

BAlLEY,j.A. Georgia Power Co. GN-1127. 86/10/20. YOUNGBLOOD,B J PWR 
Project Directorate 4. 7pp. 38362:079-38362:085. 

861.0270309 Requests ^cumentation on U exposures for Individuals in vicinity of facility 
based on data in NUREG-1l89,per ref made at 861016 appearance before Commis- 

SEnLi “STNER,P. 

^ Co. L-86-351. 86/08/29. GRACE, J.N. Reaion 2 
Office of Director. Ip. 38362:117-38362:277. 

"^eri^ j” j Commission Approval (or 

* Fiorida Power & Light Co. 86/06/30. 160pp. 38362:118-38362:277. 

*^8608?? reqSst^*^*^^ Region II incident response pian rev distribution, per 

WCODY.Cp. Florida Power & Ught Co. L-86-362. 86/09/05. BANKS,C. Region 2 

Office of Director. 4pp. 38366:013-38366:016. negion a:, 

meetings re DCRDR preimplementation audit per 
v v^idation & verification programs requested concern- 
ino isick of RHR dfSDiav.MAAtinn mimitoc A liet 


C?""*®® * ''S' o' attendees Ind 
THOMPSON J.W. PWR Project Directorate 4. 


10pp. 38387:292-38387:301. 


I. 86/10/22. PWR Project Directorate 4. 


Ltr 83-28. including 

2J,Equiprnent Classification & Vendor Interface..." & Topic 1.41 
nSS'A Functional Testing." per util 850517 commitment 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. B12270. 86/10/16. GRIMES Cl 
Integrated Safety Assessment Project Directorate. 16pp. 38366:287-38366:302. ’ 

Ba«mcre Gas S 

of . u "S'". "••LMIj.Steam generatons assumed to be symmetri- 
^ly plug^ at 23.4% tubM pli^ per steam generator. 

WEKAJ.F. Northeast Nuclear Energy Co. (subs, of Northeast utilitiesi oppm t p 

SS/'O^^^aJanTa." p™ P?|a5 (Sio^^e^si^: 
“tot ^ETT INtoMn S'™ fourteenth WATER REAC- 

“'sstor (Post 860720). FIN A- 
J® request to review NRC final SER (NUREG-1216) re 

SlalSSl SI Sllbl^lSbyl^S^ •» 

LEONARD, J.D. Long Island lighting Co. SNRC-i285. 86/10/14. DENTON H R Office 
of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38379:287-3^79588"^ 


8610280315 NUREG/CR-4635 COMPUTATIONAL MODEL FOR RESIDUAL STRESSES 
IN A CLAD PLATE AND CLAD FRACTURE SPECIMENS. 

RYBICKI.E.F., STONESIFER.R.B. Materials Engineering Associates, Inc. FIN B-8900. 
MEA-2136. 86/10/31. Division of Engineering Safety (Post 860720). 26pp. 38386:123- 
38386:148. 

8610280319 NUREG/CR-4129 V01 EXPLORATORY TREND AND PATTERN ANALY- 
SIS OF 1981 THROUGH 1983 LICENSEE EVENT REPORT DATA.Main Report. 
HESTER.O.V., GROH.M.R.. FARMER, F.G. EG&G Idaho, Inc. (subs, of EG&G, Inc.). 
FiN A-6231. EGG-2372. 86/10/31. Program Technology Branch. 104pp. 38384:234- 
38384:337. 

8610280322 NUREG/CR-4637 EPICOR-II RESIN WASTE FORM TESTING. 
NEILSON.R.M., MCCONNELL.J.W, EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A- 
6188. EGG-2457. 86/10/31. Division of Waste Management. 46pp. 38386:343- 
38387:026. 

8610280335 Summaiv of CRGR Meeting 97 on 861001 re draft NUREG-1225, “Imple- 
mentation of NRC Policy on Nuclear Power Plant Standardization" & proposed Rev 2 
to Reg Guide 1.100, “Seismic Qualification...." Attendance list encl. 

SNIEZEK,J.H. Committee to Review Generic Requirements. 86/10/15. STELLOV 
Office of the Executive Director for Operations. 2pp. 38375:178-38375:179. 

8610280339 NUREG/CR-3613 V03 N2 EVALUATION OF WELDED AND REPAIRED- 
WELDED STAINLESS STEEL FOR LWR SERVICE, Annual Report For October 1984 
Through September 1985. 

^"^ERIDGE.D.G., BRUEMMER,S.M. Battelle Memorial Institute, Pacific Northwest 
B-2449. PNL-4941. 86/10/31. Division of Engineering Safety (Post 
860720). 114pp. 38386:229-38386:342. 

8610280363 Ack receipt of 860924 ltr re U facility in Gore.OK.Meeting & possible vote 
on restart of facility scheduled for 861016. 

ffSi’tvSK' ^^OfTfi'Tilssioners. 86/10/15. BOREN.D.L. Senate. Ip. 38387:027- 
38387:103. 

-88^280372 Forwards Vol 9,Number 1 to NUREG-0090, "Rept to Congress on 
AOs, Jan-Mar 1986." Two AOs at licensed plants involved loss of power & water 
^ integrated control sys power & overcooling transient. 
2ECH,LjW. Commissioners. 86/10/16. O'NEILL, T.P. House of Rep., Speaker of the 
House. BUSH.G.H. Senate, President of the Senate. 73pp. 38387:031-38387:103. 

indexes to nuclear REGULATORY COMMIS- 
SION I^UANCES FOR JAN 1986 - JUNE 1986.Pages 1-93. 

Information & Document Control. 86/10/31. 87pp. 38385:333- 

3o3oo*059. 

Subcommittee on Severe Accidents 860924 meeting 
9 ®®' P®ll®y no meaning due to inability to key 

ggicy to physical features of plants. 

QateSSn?’ ACRS - Advisory Committee on Reactor 
fpp^3W83*097^38383*099^^’^’ Committee on Reactor Safeguards. 

sli^ets for supports subj to PORV discharge loads 
. oad combinatlons.per 860626 response to NRC 850714 re- 
JV®s; for a^l info re NUREG-0737, Item II.D. 1 . 

PWR f®)!'®! ^ 44626. 86/10/24. RUBENSTEIN,LS. 

PWR Project Directorate 2. 5pp. 38380:151-38380:1 55. 

Instant senior reactor operator training program equivalent to 
IA2 1 ^ program described in FSAR.per NUREG.0737.ttem 

fo/pf wni 7 rc"2?/S®^®r of Florida Progress Corp.). 3F1086-18. 86/ 

10/23. STOLZ,J.F. PWR Project Directorate 6. 4pp. 38394:060-38394:063. 
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8S10310144 NUREG-1002 S02 SAFETY EVALUATION REPORT RELATED TO THE 
OPERATION OF BRAIDWOOD STATION, UNITS 1 AND 2.Docket Nos. STN 50-456 
And STN 50-457.(CommonweaIth Edison Company) 

* Division of Pressurized Water Reactor Licensing - A (post 851125). 86/10/31. 
131pp. 38425:198-38425:328. 

8610310152 NUREG/CR-3774 VOS ALTERNATIVE METHODS FOR DISPOSAL OF 
LOW-LEVEL RADIOACTIVE WASTES.Task 2d:Technical Requirements for Mined 
Cavity Disposal of Low-Level Waste. 

MCANENY.C.C. Army, Dept, of, Army Engineer Waterways Experiment Station. FIN D- 
1001. 86/10/31. Division of Waste Management. 62pp. 38422:302-38423:002. 

8610310161 NUREG/CR-2331 V06 N1 SAFETY RESEARCH PROGRAMS SPON- 
SORED BY OFFICE OF NUCLEAR REGUUTORY RESEARCH.Quarterly Progress 
Report, January 1- March 31,1986. 

WEISS AJ- Brookhaven National Laboratory. FIN A-3014. BNL-NUREG-61464. 86/ 
09/30. Office of Nuclear Regulatory Research, Director (Post 860720). 123pp. 
38423:050-38423:172. 

8610310162 NUREG/CR-4608 EPtCOR-ll RESIN DEGRADATION-RESULTS FROM 
SECOND SAMPLES OF PF-8 & PF-20. 

SANDERS,R.D., MCCONNELUJ.W. EG&G Idaho, Inc. (subs, of EG&G, Inc.). FIN A- 
6188. EGQ-2452. 86/10/31. Division of Waste Management. 46pp. 38423:003- 
38423:049. 

8610310168 NUREG/CR-4745 ENERGETICS OF SMELT/WATER EXPLOSIONS. 
(BRACE, T.M. Institute of Paper Chemistry. ROBINSON,R.R. IIT Research Institute. FIN 
G-1067. 86/10/31. Division of Reactor System Safety (Post 860720). 277pp. 
38424:285-38425:197. 

8610310176 Notification of 861105 & 06 meetings w/BNL,AIF,NUS & Future Resources 
Assoc, Inc in Annapolis,MD to discuss workshop on form & content of PRAs for future 
plant applications. 

ROS2TOC2Y,Z.R. Regulatory Improvement Branch. 86/10/24. SPEIS.T.P. Division of 
Safety Review & Oversight (post 851125). 3pp. 38425:357-38425:359. 

8610310178 NUREG-CR/4592 LEACHING OF SOLUTES FROM ION-EXCHANGE 
RESINS BURIED IN BANDELIER TUFF. 

ESSINGTON.EH.. FUENTES,H.R.. POL2ER.W.L. Los Alamos Scientific Laboratory. 
FIN A-7150. LA-10707-MS. 86/10/31. Division of Waste Management. 172pp. 
38424:113-38424:284. 

8610310229 NUREG/CR-4394 ROD BUNDLE FILM BOILING AND STEAM COOLING 
DATA BASE AND CORRELATION EVALUATION. 

YODER,G.L Oak Ridge National Laboratory. FIN B-0463. ORNL/TM-9628. 86/08/31. 
Division of Reactor System Safety (Post 860720). 68pp. 38426:031-38426:095. 


8610060320 Forwards FEMA 860723 Itr to State of NY re need for Itrs of agreement to 
assure availability of school district resources in Rockland County. Ltr inadvertently 
omitted from FEMA Indian Point finding sent to NRC on 860917. 

KRIMM.R.W. Federal Emergency Management Agency. 86/09/24. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 4pp. 
38089:012-38069:015. 

8610060334 Forwards "Interim Findings Rept on Adequacy of Radiological Emergency 
Response Preparedness for Plant Vogtle,GA.’’ Emergency response plans adequate. 
KRIMM,R.W. Federal Emergency Management Agency. 86/09/25. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103), 2pp. 
38089:110-38089:137. 

-8610060347 “Interim Findings Rept on Adequacy of Radiological Emergency Re- 
sponse Preparedness for Plant VogtIe.GA.*’ 

* Federal Emergency Management Agency. 86/09/08. 26pp. 38089:112-38089:137. 

8610060509 Advises that SM Rochlis no longer regional counsel for FEMA & name 
should be removed from svc list. Certificate of Svc end. 

FLYNN,H.J. Federal Emergency Management Agency. #486 0722. OL 86/09/15. 
Docketing 8 Services Branch. 3pp. 38098:196-38098:198. 

8610080068 IE Info Notice 86-086, "Clarification of Requirements for Fabrication & 
Export of Certain Previously Approved Type B Packages.” Svc list end. 

JORDAN,E.L, Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York. Inc. 67pp. 38234:262- 
36234:328. 

8610080071 IE Info Notice 86-087, "Loss of Offsite Power Upon Automatic Bus Trans- 
fer.” Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/10. Consolidated Edison Co. of New York, Inc. 105pp. 38259:018- 
38259:122. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Steilo.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P, Government 
Accountability Project 13pp. 38252:244-38252:256. 

-8610090015 Responds to 860115 Itr re upcoming natl readiness exercise REX-86 
BRAVO.NRC will provide list of headquarters & regional contacts for exercise & info 
re NRC participation in planning & conduct of exercise. 

STELLO.V. Office of the Executive Director for Operations. 86/02/21 . BECTON,J.W. 
Federal Emergency Management Agency. Ip. 38253:004-38253:004. 


0R6 CORRESPONDENCE WITH OTHER ORGANIZATIONS 

8103300409 IE Info Notice 81-32, "Transfer &/or Disposal of Spent Generators." W/o 
svc list. 

* Office of Inspection & Enforcement, Director (Post 820201). 81/10/23. Consolidated 
Edison Co. of New York, Inc. 4pp. 38351:075-38351:078. 

8107230047 Rev 1 to IE Info Notice 80-32, "Clarification of Certain Requirements for 
Exclusive-Use Shipments of Radioactive Matls." W/o svc list. 

Office of Inspection & Enforcement, Director (Post 820201). 82/02/12. Consolidated 
Edison Co, of New York, Inc. 4pp, 38351:079-38351:082. 

8609250062 IE Info Notice 86-084, “Rupture of Nominal 40-mCi 1-125 Brachytherapy 
Seed Causing Significant Spread of Radioactive Contamination.” Svc list end. 
PARTLOW,J.G, Division of Inspection Programs (Post 850212). 86/09/30. Consolidat- 
ed Edison Co. of New York, Inc. 67pp. 38058:266-38058:332. 

8609300125 IE Info Notice 86-085, “Enforcement Actions Against Medical Licensees for 
Willful Failure to Rept Mlsadministrations." Svc list end. 

PARTLOW.J.G. Division of Inspection Programs (Post 850212). IElN-85-061. 86/10/ 
03. Consolidated Edison Co. of New York. Inc. 70pp. 38126:237-38126:303. 

8610010073 Forwards "Susceptibility of ERCO-SIL 36S Insulation Pillows to Debris For- 
mation Under Exposure to Energetic Jet Flows" & "Bouyancy, Transport & Head Loss 
Characteristics of ERCO-SIL 36S insulation Pillows for Nuclear...." 

SPElS,T.P. Division of Safety Review & Oversight (post 851125). GL-85-22. 86/09/19. 
NOVAK,T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). 
MIRAGLIA,F.J. Division of Pressurized Water Reactor Ucensing - B (post 851125). 
BERNERO,R.M. Division of Boiling Water Reactor (BWR) Ucensing. Ip. 38056:101- 
38056:163. 

-8810010076 103-84/M544F "Susceptibility of ERCO-SIL-36S Insulation Pillows to 
Debris Foimation Under Exposure to Energetic Jet Flows.” 

NORElCA,J.F., BROCARD.D.N. Alden Research Laboratory. 84/10/31. 35pp. 
38056:102-38056:121, 


-8610140192 Informs that (Commission directed DIv of Fuel Cycle & Matl Safety to 
assign observers to Interagency Nuclear Safety Review Panel (INSRP).Observers will 
contribute to reviews & may informally consult w/staff. 

CARTER, T.F. Division of Fuel Cycle & Material Safety. 79/12/05. KERR.T. National 
Aeronautics & Space Admin. 2pp. 38253:207-38253:208. 

8610080206 Notifies that legislation requires NRC to periodically publish notice of 
amends Issued or proposed to be issued. FR notice encl.W/o end. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 86/09/ 
22. SIMPSON, A. Senate, Environment & Public Works. 1p. 38143:337-38143:337. 

8610090019 Summary of Operating Reactors Event Meeting 86-33 on 860922. View- 
graphs & attendees list end. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 861125). OREM-86-033. 
86/09/26. DENTl)N,H.R. Office of Nuclear Reactor Regulation, Director (post 
851125). 18pp. 38184:218-38184:235. 

8610100105 IE Info Notice 86-089, "Uncontrolled Rod Withdrawal Because of Single 
Failure.” Svc list end. 

JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 93pp. 38331:192- 
38331:284. 

8610100107 SuppI 1 to IE Info Notice 86-005, "Main Steam Safety Valve Test Failures 
& Ring Setting Adjustments." Svc list end. 

JORDAN, E.L. Division of Emergency Preparedness & Engineering Response (Post 
830103). 86/10/16. Consolidated Edison Co. of New York, Inc. 107pp. 38331:086- 
38331:191. 

8610100194 Request for 0MB review & supporting statement re NRC 241, "Rept of 
Proposed Activities in Non-Agreement States." Estimated respondent burden is 50 h. 
NORRY,P.G. Office of Administration. 0MB 3150-0013. 86/10/03, 7pp. 38208:137- 
38208:143. 


Bouyancy, Transport & Head Loss Characteristics of 
ERCO-SIL 368 Insulation Pillows for Nuclear CJontainment Areas Mfg by Eastern Re- 
fractones Co.Inc." 

BROCARD.D.N., NOREIKA,J,F. Alden Research Laboratory. 85/09/30. 42pp. 
38056:122-38056:163. 


8610100288 Fonwards final versions of position papers on NRC/IDCOR Technical 
issues 1,2,3,5.6,11,13A & 17.Toplcs include fission product release prior to vessel fail- 
ure & hydrogen ignition & burning. 

SPEIS,T.P. Division of Safety Review & Oversight (post 851125). 86/09/22. BUHL, A. 
International Technology. 34pp. 38205:210-38205:243. 


Radiological Emergency Preparedness Exercise Rept” for 
^430^501 full participation joint exerdse of States of GA & SC & counties of 
Aiken,Anendale & Bamweil. No deficiencies Identified. 

KRIMM,RjW. Federal Emergency Management Agency. 86/09/23. JORDAN, E.L Divi- 
3^53^25lS8lS3”^2 * Engineering Response (Post 830103). 1p. 


8810100589 Forwards "Post-Exercise Assessment 860604 Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Rockland, Orange & Putnam (Bounties 
for Indian Point Nuclear Power Station.” 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/06. JORDAN, E.L Divi- 
sion of Emergency Preparedness 8 Engineering Response (Post 830103). 2pp. 
38199:243-38200:155. 


-8610010251 "Radiological Emergency Preparedness Exercise Rept” for 860430^601 
exerdse. 

* Federal Emergency Management Agen. 86/09/19. 42pp. 38053:260-38053:302. 


86100^49 IE (^rnpfiance Bulletin 86-003, “Potential Failure of Multiple ECCS Pumps 
Due to Single Failure of /Ur-Operated Valve In Min Row Recirculation Line.” Svc list 
enci. 

TAYLOR,J.M. Wice of Inspection A Enforcement, Director (Post 8202O1). 86/10/08. 
Consoiidlated Edison Co, of New York, Inc. 106pp. 38258:276-38259:017. 


-8810100593 “Post-Exercise Assessment 860604 Exercise of Radiological Emergeiwy 
Preparedness Plans of State of NY,Rockland,Orange & Putnam Counties for Indian 
Point Nuclear Power Station.” . ^ 

* Federal Emergency Management Agency. 86/09/10. 271pp. 381^:245-38200:155., 


8610100651 Request for 0MB review & supporting statement re simulation facility 
certlficatlon.Estlmated respondent burden is 1 ,920 h, ^ ^ 

NORRY.P.G. Office of Administration. 0MB 3150-0018. 86/10/01. 7pp. 38220:152- 
38220:158. 
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8610160281 Forwards summary of questions & NRC responses re 800609 publishing of 
changes to NRC regulations re labeling of gas & aerosol detectors (smoke 
detectors).New labeling requirements become effective on 810101. 

MILLER.V.L. Materials Licensing Branch. 80/08/07. AfTiliation Not Assigned. 4pp. 
38275:243-38275:246. 

8610160293 Informs of 10CFR19.11 requirements re posting of notices of violations in- 
volving radiological working conditions, proposed impositions of civil penalties & 
orders to workers. Citations not issued for licensee corrected conditions. 

DAVIS, J.G. Office of Inspection & Enforcement, Office of the Director. 75/09/12. 
0’REILLY.J.P. Region 1, Philadelphia, Office of the Director. MOSELEY, N.C. Region 
2. Atlanta, Office of the Director, KEPPLER.J.G. Region 3, Chicago, Office of the Di- 
rector. 1p. 38275:247-38275:247. 

8610160473 Discusses airflow measurement & control for supplied-air re8plrators,in re- 
sponse to regional inspector requesLEncI LASL memorandum provides suggestions 
for using supplied-air respirators.lE considering drafting info notice. 

WlGQINTON,J.E. Engineering & Technical Support Branch. 82/08/05. JOYNER, J.H. 
Region 1, Office of Director. GIBSON,A.F. Region 2, Office of Director. MILLER, J.R. 
Region 3, Office of Director. 2pp. 38281:278-38281:283. 

-8610160475 Suggests methods to measure & control airflows for supplied- air respira- 
tors & discusses problems of measuring airflow in airline as compared to std condi- 
tions. 

HACK, A. Los Alamos Scientific Laboratory. H-5R 82-65. 82/06/09. HENDRICKS.L 
Office of Nuclear Regulatory Research, Director (Pre 860720), 4pp. 38281:280- 
38281:283. 

8610170009 Provides updated guidance on fit testing of BioPak 60-P respirator users in 
response to inquiries from licensees & inspectors re implementation of previous guid- 
ance (830808 memo).W/o stated end. 

CUNNINGHAM,L.J. Operating Reactors Program Branch. 84/08/29. JOYNER, J.H. 
Region 1, OfHce of Director. 6ARR,K.P. Region 2, Office of Director. AXELSON.W.L. 
Region 3, Office of Director. 4pp. 38282:324-38282:327. 

8610170012 Provides guidance on 10CFR20.1 03(b)(2) re 40 MPC-hour control 
measure.Control measure not limit except for recurrence of exposure to greater than 
40 MPC-hours. 

HIGGINBOTHAM, L. Division of Fuel Facility & Materials Safety. 80/06/26. DAViS,A.B. 
Region 3. Chicago, Fuel Facility & Materials Safety Branch. 1p. 38282:323-38282:323. 

8610170139 Responds to request for info re enforceability of end draft NRR Itr to li- 
censees re criteria for individuals qualified in radiation protection procedures.Citation 
must be written against Tech Spec.not list of criteria. 

CUNNINGHAM, LJ. Division of Fuel Facility & Materials Safety. 77/12/20. 
FISHER,W.L Region 2, Atlanta, Office of the Director. 3pp. 38289:163-38269:165. 

8610170141 Discusses qualifications for radiation protection manager. Technidan expe- 
rience not equivalent to prof experience. Exceptions may be granted under certain 
special circumstances.Cases would be examined on case-by-case basis. 
CUNNINGHAM,L.J. Engineering & Technical Support Branch. 82/08/05. 
GREENMAN.E. Region 1, Office of Director (810301-820201). Ip. 38289:167- 
38289:167. 

8610170215 Informs that possession of tungsten-thorium or magnesium- thorium scrap 
not exceeding 4% by weight exempt from 10CFR40.1 3(c)(4) regulations. Applicable 
section of regulation end. 

DUBINSKI.L, Atomic Energy Commission. 66/05/09. KIRKMAN.R.W., DAVIS, J.G., 
HAGEMAN.R.C. Atomic Energy Commission. 3pp. 38289:214-38289:216. 

8610170238 Advises NRC of several deficiencies in alert & notification sys around 
plantFEMA cannot make statement of reasonable assurance that plant alert notifica- 
tion sys adequate to provide prompt alerting to population. 

MCLOUGHLIN.D. Federal Emergency Management Agency. 86/10/10. STELLO.V. 
Office of the Executive Director for Operations. 23pp, 38285:171-38286:063. 

8610200065 Advises that bend radius of greater than/equal to five times radius of sam- 
pling line should be accepted in examining installation of stack & vent sampling sys. 
HIGGINBOTHAM, L. Office of Inspection & Enforcement. Office of the Director. 77/03/ 
08. FISHER, W.L Region 3. Chicago. Office of the Director. 1p. 38300:003-38300:003. 

8610200140 Forwards IE position paper entitled, "Unduly Restricted Access of Female 
NRC Inspectors to Radiation Areas." Initial intent of position was for issuance of IE 
info notice. 

SNIEZEK.J.H. Division of Fuel Facility & Materials Safety. 80/10/02. QRIER.B.H. 
Region 1, Philadelphia, Office of the Director. 0*RE1LLY,J.P. Region 2, Atlanta, Office 
of the Director. KEPPLER.J.G. Region 3, Chicago. Office of the Director, ip. 
36299:339-38299:340. 

-8006190087 IE position paper. "Unduly Restricted Access of Female NRC Inspectors 
to Radiation Areas." 

* Office of inspection & Enforcement Office of the Director. 80/09/19. Ip. 

8610200186 Forwards Ofc of Stds Development 790814 response re applicability of 
Footnote 1 of 10CFR20.103(a)(1) to 103(bH2).Verbal explanation provided on 
7809UAction item F30414H3 closed. 

HIGGINBOTHAM.L. Division of Fuel Facility & Materials Safety, 76/09/14. 
KEPPLER,J.G., DAVISA-B. Region 3v Chieagct Office of ftm Director. Ip. 38321:288- 
38321:290, 

-8610210108 Responds to 780905 inquiry transmittfaig Region ill question on exception 
to concentrations for tritium in App B of ldCFR20. 

ALEXANDER, R.E. Occupational Health Standards Brar^. (after 780914 see SSOH). 
78/09/14. METZQER,J.R. Division of Fuel Facility 6 Materials Sdfety. 2pp. 
38321:289-38321:290. 

8610200251 Forwards exchange of correspondence re processing of transportation en- 
forcement cases based on third party data cotlected by state agencies. 
THORNBURG.H.D. Division of Safeguards Inspections. 80/12/05. QRIER.B.H. Region 
1, Philadelphia. Office of the Director. O’REILLY, J.P. Region 2, Atlanta. Office of the 
Director. K)EPPLER,J.Q. Region 3, Chics^o, Office of the Director. Ip. 36299:108- 
38299:111. 

-8610200252 Summary of 801017 meeting w/State of SC Bureau of Radiological 
Health re matters of mutual interest on iiisp of incomthg waste shipments to Barnwell 
site, 

SNIEZEK.J.H; DiviSidrr of FcmI FaGiltiy & Materials Safety, 80/11/03. UEBERMAN,J. 
Regional Operatbns & Enforcernerrt Oivition: Tp. 38299:1 09-382^:11 1 . 


8610200260 Provides guidance on statement in 10CFR20.102 re licensee effort to 
obtain repts from individuals of previously accumulated occupational dose. 
HIGGINBOTHAM, L. Division of Fuel Facility & Materials Safety. 80/06/30. DAVIS.A.B. 
Region 3, Chicago, Office of the Director. 2pp. 38299:076-38299:077. 

8610200264 Request for 0MB review & supporting statement re NRC Form 327, “SNM 
Physical Inventory Summary Rept." Estimated respondent burden is 1 88 h. 

NORRY.P.G. Office of Administration. 86/10/09. 6pp. 38299:070-38299:075. 

8610200292 Comments on proposed rules 10CFR 19, 20, 30, 31 ,32, 34.40, 50,61 & 70 re 
stds for protection against radiation.Proposed rules not cost-beneficial in terms of 
dose reduction.Several specific new provisions in proposed rules supported. 
KENNEDY.W.J. Atomic Industrial Forum. 50FR51992 584. 86/10/06. Office of the 
Secretary of the Commission. 32pp. 38302:025-38303:124. 

-8610200296 Transcript of AIF 831014 presentation to ACRS on proposed rev to 
10CFR20.Vlewgraphs end. 

LEWIS, L. Atomic Industrial Forum. 50FR51992. 83/10/14. 14pp. 38302:057- 
38302:070. 

-8610200317 Transcript of AIF 840123 presentation to ACRS Subcommittee on Reac- 
tor Radiological Effects re de minimis radiation levels. 

GOLDMAN, M.l. Atomic Industrial Forum. 50FR51992. 84/01/23. 5pp. 38303:224- 
38303:228. 

8610210052 Forwards "Exercise Evaluation of Implementation of State & Local Radio- 
logical Emergency Response Plans Conducted 860730." Two noted deficiencies will 
be rectified at rescheduled 861022 remedial exercise. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/07. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). Ip. 
38305:067-38305:116. 

-8610210057 "Exercise Evaluation of Implementation of State & Local Radiological 
Emergency Response Plans Conducted 860730." 

* Federal Emergency Management Agency. 86/09/30. 48pp. 38305:068-38305:116. 

8610210102 Responds to 830419 request for guidance on 10CFR20.103 & use of pres- 
sure demand self-contained breathing apparatus. Region III licensee proposed respira- 
tory protection plan to allow bearded personnel to use demand apparatus discussed. 
CUNNINGHAM.LJ. Division of Emergency Preparedness (Pre 830103). 83/09/08. 
GREGER,L.R. Division of Radiological & Materials Safety Programs. 7pp. 38319:178- 
38319:184. 

8610210180 Forwards "Turkey Point Nuclear Power Plant Exercise," conducted on 
860122-23.No deficiencies identified .Ten areas requiring corrective actions & 15 areas 
recommended for improvement noted. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/03. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). ,3pp^ 
38305:285-38305:343. 

-8610210184 "Turkey Point Nuclear Power Plant Exercise." conducted on 860122-23. 

• Federal Emergency Management Agency. 86/10/03. 52pp. 38305:288-38305:343. 

8610210242 Submits highlights of mgt work group 860925 meeting. Scenario develop- 
ment work group rept discussion items, attendee list & news release end. 
WlLKERSON,R.S. Federal Emergency Management Agency. 86/10/01. JORDAN, E.L 
Division of Emergency Preparedness & Engineering Response (Post 830103). 11pp. 
38313:141-38313:151. 

8610220025 Discusses enforcement of reg guides.Matters involving enforcement prob- 
lems encountered during insps should be forwarded to IE headquarters so licensing 
legal staff can be alerted. 

THOMPSON,D. Office of Inspection & Enforcement, Director (Post 820201). 77/02/ 
17. O’REILLY, J.P. Region 1, Philadelphia, Office of the Director. MOSELEY,N.C. 
Region 2, Atlanta, Office of the Director. KEPPLER,J.G. Region 3, Chicago, Office of 
the Director. 2pp. 38332:035-38332:038. 

-8610220029 Discusses problems w/ enforcement of reg guides, per Kewaunee situation 
re security insp indicating Reg Guide 1.17 not metSuggested actions listed. 
NORELIUS.C.E. Region 3. Chicago, Office of the Director. 76/09/28. ROY.G.W. NRC 
- No Detailed Affiliation Given. 2pp. 38332:037-38332:038. 

8610240265 Responds to 860806 request for assistance in responding to mayor of 
Laguna Beach,CA petition to expand offsite radiological emergency planning to In- 
clude cities of Laguna Beach and South Laguna, CA. Related info end. 

KR(MM,R.W. Federal Emergency Management Agency. 86/10/21. JORDAN, E.L. 
Office of Inspection & Enforcement, Director (Post 820201). 9pp. 38356:222- 
38356:230. 

8610240290 Responds to 860911 request for evaluation of issues raised in 660725 
petltion,filed under 10CFR2.206 on behalf of village of Seneca,IL, prohibiting 
restart-Evaluation of six emergency planning issues identified on 860806 end. 
KRIMM.R.W. Federal Emergency Management Agency. 2.206, 86/10/16. 
JORDAN, E.L. Office of Inspection & Enforcement, Director (Post 820201). 20pp. 
38356:262-38356:282. 

8610240314 Forwards comments on draft NUREG/CR-3365 re guidance for preparing 
scenarios for emergency preparedness exercises at nuclear generating 
stations-Content of handbook exceeds intended scope & tantamount to exercise 
manual. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/24. JORDAN, E.L 
Office of Inspection & Enforcement, Director (Post 820201), 8pp. 38356:314- 
38356:321. 

8610270097 Forwards FEMA memo identifying addi deficiency in 860604 full-scale 
exercisePost-exercise assessment forwarded on 861006 incorrectly categorized inad- 
equacies at Orange County personnel monitoring ctr. Related info end. 

KRIMM,R.W. Federal Emergency Management Agency. 86/10/21. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 3pp. 
38359:119-36359:121. 

8610270351 Forwards status update rept on offsite radiological emergency prepared- 
ness for facility.Rept reflects schedule of activities & accomplishments for 860703- 
0923.Mar 1987 exercise status rept will be submitted. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 9pp. 
38374:225-383%:233. 
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8610270431 Request for OMB review & supporting statement re 10CFR50 "Domestic 
Licensing of Production & Utiiization Faciiities." Estimated respondent burden is 0 h. 
NORRY.P.G. Office of Administration. OMB 3150-0011. 86/02/19. 5pp. 38372:195- 
38372:199. 


8610010066 Package of five comments in opposition to proposed rules 
10CFR1 9,20, 30.31. 32, 34, 40, 50,61 & 70 re stds for protection against radiation 
MORRIS,J., KUSH.S.B., CARY.M.L Affiiiation Not Assigned. 50FR51992. 86/09/22 
NRC - No Detailed Affiliation Given. 5pp. 38059:324-38059:328. 


8610280104 Forwards "Exercise Rept,Lasalle Nuclear Power Station, Joint Exercise," 
conducted on 860408.No deficiencies noted. Four areas requiring corrective actions 
obsen/ed.State of IL schedule for corrective actions also end. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/15. JORDAN, E.L Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 6pp. 
38367:242-38367:275. 


-8610280154 "Exercise Rept,Lasalle Nuciear Power Station.Joint Exercise," conducted 
on 860408. 

* Federal Emergency Management Agency. 86/07/17. 28pp. 38367:248-38367:275. 


8610280188 Forwards rept on 860610 joint exercise of offsite radiological emergency 
preparedness plans involving State of Ml & Berrien County.Deficiency re public alert- 
ing & instruction rectified on 860922.Exercise approved. 

KRIMM.R.W. Federal Emergency Management Agency. 86/10/21. JORDANjEL. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38366:118-38366:152. 


-8610280215 “Donald C Cook Nuclear Power Plant, Joint Exercise." conducted on 
860610. 

* Federal Emergency Management Agency. 86/09/29. 33pp. 38366:120-38366:152. 

8610280536 Request for OMB review & supporting statement re 10CFR33, "Specific 
Domestic Licenses of Broad Scope for Byproduct Matl." Estimated respondent burden 
is 2,400 h. 

NORRY.P.G. Office of Administration. OMB 3150-0015. 86/10/23. 6pp. 38383:058- 
38383:063. 

8610290174 Forwards draft environ assessment for remedial action at Lakeview.OR In- 
active U mill tailings site.for review & comment by 850425.Remedial action plan.site 
conceptual design & other documents transmitted under separate cover. 
THEMELIS.J.G. Energy, Dept. of. 85/03/07. NRC - No Detailed Affiliation Given. Ip. 
38399:093-38399:093. 


8610290199 Submits status rept on Commitments 2,5,8,11,12,13 & 14 from states & 
Indian tribes 860813 quarterly meeting in Portland, OR re current projections for re- 
lease of design requirements documents for waste packages. 

KALE,S.H. Energy, Dept. of. 86/10/20. STILL,N. NRC - No Detailed Affiliation Given. 
ARONSON.H. Yakima Indian Nation. BARRETT, H. Energy, Dept. of. 3pp. 38399:063- 
38399:065. 


8610290367 Requests written response within 30 days of Itr receipt describing plans to 
correct alert & notification sys deficiencies,schedule for implementation & interim 
means of notification.FEMA 861010 Itr end. 

MARTIN.R.D. Region 4, Office of Director. 86/10/24. SCHAUFELBERGER Nebraska 
Public Power District. 2pp. 38402:131-38402:140. 

8610300024 Responds to JS Corbett request for explanation of whether company 
records of personnel radiation exposure satisfied regulatory requirements or whether 
radiation exposure records obtained from Part 50-licensed facilities. 

HIGGINBOfHAM,L Division of Fuel Facility & Materials Safety. 78/10/03. 
ROMAINE.D. Chem-Nuclear Systems, Inc. 2pp. 38406:300-38406:301. 

6610300162 Forwards AEOD/P604, "Trends & Patterns Analysis of Operational Experi- 
ence of Newly Licensed US Nuclear Power Reactors." New plant study will be contin- 
ued in order to Identify root causes for observed trends. 

HELTEMES.C.J. AEOD, Director's Office. AEOD/P604. 86/08/21. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). ROSS.D.F. Office of Nu- 
clear Regulatory Research, Director (Post 860720). TAYLOR,J.M. Office of Inspection 
& Enforcement, Director (Post 820201). 2pp. 38407:174-38407:224. 

8610300239 Request for OMB review & supporting statement re NRC Form 483, "Reg- 
istration Certificate-In Vitro Testing W/Byproduct Matl Under General License." Esti- 
mated respondent burden is 30 h. 

NORRY,P.G. Office of Administration. OMB 3150-0038. 86/10/23. 8pp. 38408:275- 
38408:282. 


8610300401 Requests assistance to complete AO rept to Congress for Third Quarter 
CY86, proposing listed events for reporting. 

HELTEMES,C.J. AEOD, Director's Office. 86/10/08. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 14pp. 38409:076-38409:089. 


PR PROPOSED RULE 

8609150094 Package of three comments opposing proposed rules 10CFR2,19, 

20,30,31,32,34,40,50,61 & 70 re reduction in public participation in licensing hearings 
8i increasing radiation exposure limits. 

MORSE,M.L Affiliation Not Assigned. 51FR24365. 86/09/09. Docketing & Services 
Branch. 3pp, 37827:282-37827:284. 

8810010015 Package of eight comments opposing proposed rules 10CFR19, 

20,30,31,32,34,40,50,61 & 70 re relaxation of stds for measuring exposures to public 
& wof^ors 

KLUGE.H.’ Lakeland Audubon Society, Inc. WHtTE,A.. SULLIVAN.M.R. Affiliation Not 
Assigned. 50FR51992. 86/09/16. Docketing & Services Branch. 11pp. 38059:293- 
38059:303. 


8810010018 domments opposing proposed rule 10CFR2 re licensing procedures for nu- 
clear power plants.Rule minimizes role & effect of intervenors during proceedings. 
BARATELLI.M.E., BARATELLI.P.N. Affiliation Not Assigned. 51FR24365 095. 86/09/ 
28. Docketing & Services Branch. Ip. 38059:304-38059:304. 

8810010035 Requests correction to spelling of author name on NRC ack of comments 
on proposed rules 1 0CFR1 9,20,30,31 ,32,34,40,50,61 & 70. 

BOWHERS,J.V. Affiliation Not Assigned. 50FR51992. 86/09/11. Docketing & Services 
Branch. 1p. 38059:329-38059:329. 

8610010045 Comments in opposition to proposed rules 10CFR2, 19,20,21 ,51. 

70,72,73,75 .& 150 re bldg of proposed monitored retrievable storage facility. 

BEAN, T. Affiliation Not Assigned. 51FR19106 172. 86/09/20. NRC - No Detailed Af- 
filiation Given. Ip. 38059:305-38059:305. 


8610010096 Comments supporting proposed rule 10CFR50 re mod of GDC 4 require- 
ments for protection against dynamic effects of postulated pipe ruptures.Encouraaes 
Commission to expedite future rulemaking to include all areas of plant design. 
ZIMMERMAN,S.R. Carolina Power & Light Co. 51FR26393 016. 86/09/23. CHILK.S J 
Office of the Secretary of the Commission. 2pp. 38059:163-38059:164. 

8610010112 Comments supporting proposed rule 10CFR50 re mod of GDC 4 require- 
ments for protection against dynamic effects of postulated pipe ruptures.Rulemaking 
need not be delayed pending extension of technology to other requirements. 
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New 
York). 51FR26393 011. 86/09/22. Docketing & Services Branch. 3pp. 38059:165- 
38059:167. 

8810010144 Package of four comments opposing proposed rules 10CFR19.20 

30.31.32.34.40.50.61 & 70 re stds for protection against radiation. ICRP limits five 
times lower than present NRC levels. 

BROWN,W.M., HILL-WHILTON,N., NEWELL,P.R. Affiliation Not Assigned. 50FR51992 
86/09/25. Docketing & Services Branch. 4pp, 38059:197-38059:200. 

8810010266 Package of 11 comments opposing proposed rules 10CFR2,19, 

20.21.51.70.72.73.75 & 150 re toxic waste dump in State of TN.State sits on two feuit 
lines & road sys needs much improvement. 

HAMRICK.R., RABY.S., NEWMAN, P. Affiliation Not Assigned. 51FR19106. 86/09/29. 
Office of the Secretary of the Commission. 12pp. 38053:167-38053:178, 

8610010269 Comments on proposed rules 10CFR 19, 20, 30,31 ,32, 34, 40, 50, 61 & 70 re 
stds for protection against radiation. Proposed changes would result in increased per- 
sonnel & resource requirements w/o improving public health & safety. 

STAUTER,J.C. Kerr-McGee Corp. 50FR51992 527. 86/09/12. Docketing & Services 
Branch. 6pp. 38058:151-38058:156. 

8610010288 Comments on proposed rule 10CFR2 re policy statement on radwaste 
below regulatory concern. Policy statement does not fully Implement statutory directive 
in Section 10 of Low Level Radwaste Policy Act of 1985. 

WANDKE.N. Commonwealth Edison Co. 51FR30839 002. 86/09/25. CHILK.S.J. 
Office of the Secretary of the Commission. 2pp. 38052:357-38052:358. 

8610010292 Package of five comments opposing proposed rule 10CFR2 re changes in 
licensing procedures for plants.Role & effect of intervenors would be minimized. 
MISPICKIN,B., PESUE,T., GALUGHER,L Affiliation Not Assigned. S1FR24365. 86/ 
09/25. Docketing & Services Branch. 5pp. 38053:345-38053:349. 

8610010305 Comments opposing proposed rules 10CFR2,19,20,21,51,70,72, 73,75 & 
150 re temporary nuclear storage facility. Reasons for opposition detailed. 

LOWE,V.E. Affiliation Not Assigned. 51 FR 191 06 169. 86/09/18. NRC - No Detailed 
Affiliation Given. 6pp. 38053:303-38053:308. 

8610010322 Package of three comments in opposition to proposed rules 
10CFR19,20,30,31 ,32,34,40,50,61 & 70 re stds for protection against radiation. 
MOORE,F.S., ALISON, L.. REED.R.P. Affiliation Not Assigned. 50FR51992. 86/09/23. 
Docketing & Services Branch. 7pp. 38053:325-38053:331. 

8610010428 Package of three comments opposing proposed rules 10CFR19. 

20.30.31 .32.34.40.50.61 & 70 re stds for protection against radiation. 

ZURIN.P.T.. *, MICHAEL,B. Affiliation Not Assigned. 50FR51992. 86/09/18. Docket- 
ing & Services Branch. 3pp. 38058:185-38058:187. 

8610010464 Package of two comments opposing proposed rules 10CFR2,19. 

20.21.51.70.72.73.75 & 1 50 re temporary nuclear storage facility in State of TN.Facility 
should be licensed twice. 

KERR.F.F. Affiliation Not Assigned. 51FR19106. 86/09/22. NRC - No Detailed Affili- 
ation Given. 2pp. 38059:123-38059:124. 

8610010465 Comments on proposed rules 10CFR1 9,20,30,31 ,32,34,40,50,61 & 70 re 
stds for protection against radiation.Opposes rule on grounds that raising legal HttHU 
for exposure would threaten public safety. 

ESPINOSA,C. Affiliation Not Assigned. 50FR51992 548. 86/09/20. Office of the Sec- 
retary of the Commission. Ip. 38058:195-38058:195. 

8610010480 Comments on proposed rule 10CFR40 re U mill tailings regulations for 
groundwater protection & other issues. Criterion of perfect containment for alterna- 
tives to liner should be modified to incorporate de minimis levels of risk. 
FARRAR,D.L. Commonwealth Edison Co. 51FR24697 009. 86/09/16, CHILK.SJ. 
Office of the Secretary of the Commission. 3pp. 38058:145-38058:147. 

8610010491 Comments on proposed rule 10CFR100 re Commission reassessmertl d 
current seismic & geologic siting criteria for nuclear power plants.OBE should not be 
included in nuclear power plant criteria. 

RAHE.E.P. Westinghouse Electric Corp. 51FR30224 001. 86/09/22. Office of the Sec- 
retary of the Commission. 2pp. 38058:353-38058:354. 

8610020045 Comments on proposed rule 10CFR50 re mod of GDC 4 requirements for 
protection against dynamic effects of postulated pipe rupture. NRC should address 
high margins so that technology can be extended to smaller pipe sizes. 

CAREY, J.J. Duquesne Light Co. 51FR26393 015. 86/09/23. Docketing & Services 
Branch. 2pp. 38068:315-38068:316. 

8610020090 Comments on proposed rule 10CFR50 re expanded mod of GOC 4. 
Present leakage detection criteria established by Tech Spec should be conservative^ 
applied so leak rate from throughwall flow greater than unidentified leakage rata. 
KEISER,H.W. Pennsylvania Power & Light Co. 51FR26393 014. 86/09/22. CH1LK.SJ 
Office of the Secretary of the Commission. Ip. 38066:293-38066:293. 

8610020122 Comments on proposed rule 10CFR60 re expanded mod of GDC 4toiiv 
elude ail high energy piping.Change should improve overall safety of piping sys & 
reduce man-rem maint & operating costs. 

GRADOMSKI,R.J. Babcock & Wilcox Operating Plants Owners Group. 51FR263K 
012. 86/09/25. CH1LK,S.J. Office of the Secretary of the Commission. 5pp. 
38066:263-38066:267. 



NONDOCKETED ITEMS 327 


8610020130 Package of two comments opposing rule 10CFR2 re changes in licensing 
procedures for nuclear power plants. 

CHATTIGNY.J.R., CRAIB.E., CRAIB,J. Affiliation Not Assigned. 51FR24365. 86/09/24. 
Docketing & Services Branch. 3pp. 38066:271-38066:273. 

8610020181 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Implementation of proposed rule would sub- 
stantially reduce reactor safety due to replacement of degreed operators. 

ANDREWS, R.L Omaha Public Power District. 51FR19561 151. 86/09/24. CHILK.S.J. 
Office of the Secretary of the Commission. 10pp. 38060:351-38060:360. 

8610020342 Package of 10 comments opposing proposed rule 10CFR2 re limiting 
public role in licensing proceedings for nuclear power plants.Proposals minimize role & 
effect of interveners during licensing proceedings. 

PRIMO.J.P., LIPKIND.LA.. HOLT.S.A. Affiliation Not Assigned. 51FR24365. 86/09/29. 
Docketing & Services Branch. 10pp. 38070:144-38070:153. 

8610020479 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Supports rules. 

LASH.T.R. Illinois. State of. 51FR19561 178. 86/09/29. Docketing & Services Branch. 
6pp. 38073:145-38073:150. 

8610020516 Package of four comments opposing proposed rules 10CFR50 & 55 re 
baccalaureate degree requirements for senior reactor operators. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
EDWARDS, D.W. Yankee Atomic Electric Co. OPEKA,J.F. Connecticut Yankee Atomic 
Power Co. 51FR19561. 86/09/30. CHILK.S.J. Office of the Secretary of the Commis- 
sion. 79pp. 38075:010-38075:087. 

8610030001 Package of three comments supporting proposed rule 10CFR50 re mod of 
GDC 4 for protection against dynamic effects of postulated pipe ruptures.Ruie would 
enhance plant safety through improved insp access & reduce exposures. 
SORENSEN.G.C. Washington Public Power Supply System. OPEKA.J.F. Northeast 
Utilities. LANDERS, D.F. Teledyne Engineering Services. 51FR26393. 86/09/29. Dock- 
eting & Services Branch. 9pp. 38083:001-38083:009. 


8610070456 Comments on proposed rule 10CFR50 re mod to GDC 4, “Requirements 
for Protection Against Dynamic Effects of Postulated Pipe Ruptures." Leak-before- 
break concept should be applied to all aspects of design. 

EDWARDS.D.W. Yankee Atomic Electric Co. 51FR26393 020. 86/09/26. Docketing & 
Services Branch. 2pp. 38123:001-38123:002. 

8610080010 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Mandating need for degree would,in long 
term,detract from nuclear safety rather than enhance safety. 

THORPE,J.R. General Public Utilities Corp. - GPU Service Corp. 51 FR 19561 196. 86/ 
09/26. CHiLK,S.J. Office of the Secretary of the Commission. 11pp. 38132:226- 
38132:236. 

8610080028 Comments on proposed rules 1QCFR1 9,20,30,31,32,34,40,50,61 & 70 re 
extension of mid-Oct deadline to file comments on Part li issues until 861115,concern- 
ing proposed stds for protection against radiation. 

SAMUELS.S.W. AFL-CIO, 50FR51992. 86/10/02. Office of the Secretary of the Com- 
mission. Ip. 38132:237-38132:237. 

8610080037 Comments on proposed rule 10CFR20 re requirement that skin dose aver- 
age 10 square centimeters.Regulations should be revised to average dose from 100 
square centimeters. 

WATZL.E.L. Northern States Power Co. 51FR30870 003. 86/09/26. Docketing & 
Services Branch. Ip. 38131:339-38131:339. 

8610080044 Package of two comments opposing proposed rules 10CFR19,20, 

30,31.32,34,40,50.61 & 70 re increased exposure limits to nuclear radiation. 
KENNEDY, E.M. Senate. HARMON, B. Affiliation Not Assigned. 50FR51992. 86/10/02. 
Office of (Congressional Affairs. 2pp. 38132:247-38132:249. 

8610080115 Package of 14 comments opposing proposed rule 10CFR5O & 55 re 
degree requirement for senior operators at nuclear plants. 

MILLER.J.H. Georgia Power Co. NAUMAN,D.A. South Carolina Electric & Gas Co. 
SHIFFER.J.D. Pacific Gas & Electric Co. 51FR19561. 86/10/02. CHILK.S.J. Office of 
the Secretary of the Commission. 104pp. 38135:002-38135:105. 


8610030105 Comments opposing proposed rule 10CFR2 re public participation in nucle- 
ar plant licensing proceedings. No justification in terms of expedience to cut back in- 
tervener procedural rights. 

CAMPBELL, S.E. Sinnissippi Alliance for the Environment (SAFE). 51FR24365 106. 
86/09/23. Docketing & Services Branch. 4pp. 38088:246-38088:249. 

8610030262 Package of two comments opposing proposed rules lOCFR 19,20, 

30,31,32,34,40,50,61 & 70 re stds for protection against radiation. 

BURKE, S., 0’REILLY,E.H. Affiliation Not Assigned. 50FR51992. 86/09/26. Docketing 
& Services Branch. 3pp. 38081:330-38081:332. 

8610060001 Comments opposing proposed rules 10CFR50 & 55 re degree require- 
ments for senior operators.Operations dept turnover could be expected to increase & 
experience level could drop. Related info end. 

GONYEAU.J.A. Northern States Power Co. 51FR19561 166. 86/09/26. Office of the 
Secretary of the Commission. 147pp. 38093:228-38094:014. 

8610060173 Comments opposing proposed rules 10CFR50 & 55 re degree require- 
ments for senior operators.No technical rationale exists for degree requirement. 
COLLINS.P.F. KMC. Inc. S1FR19561 165. 86/09/29. Docketing & Services Branch. 
16pp. 38091:127-38092:095. 

-8610060186 “Sun/ey of Operators.Shift Senior Operators & Shift Technical Advisors re 
Degree Requirements for Senior Operators." 

* KMC, Inc. 51FR19561 165. 86/09/30. 13pp. 38091:143-38091:155. 

-8610060199 “Operators Degrees - Operators Viewpoint." 

LABARGE,D.E. Vernnont Yankee Nuclear Power Corp. 51FR19561 165. 86/04/30. 
19pp. 38091:156-38091:173. 

-8610060208 “Operator Response to Incidents, Probabilistic Risk Perspective." 

* Delian Corp. 51FR19561 165. 86/09/30. 282pp. 38091:174-38092:095. 

8610060393 Comments on proposed rule 10CFR50 re amend to GDC 4 requirements 
for protection against dynamic effects of postulated pipe ruptures.Finai rule should re- 
flect possibility of teak-before-break justification. 

REYNOLDS,N.S. Nuclear Utility Group on Equipment Qualification. 51FR26393 013. 
86/09/22. CHILK,S.J. Office of the Secretary of the Commission. 7pp. 38100:001- 
38100:007. 

8610060538 Package of two comments in opposition to proposed njles 
10CFR1 9,20,30,31 ,32,34,40,50,61 & 70 re stds of acceptable levels of radiation expo- 
sure to workers & public. 

ROBERTSON.E. Affiliation Not Assigned. SALITAN.LF. Center for Farm & Food 
Research, Inc. 50FR51992. 86/09/30. NRC - No Detailed Affiliation Given. 2pp. 
38098:172-38098:173. 

8610060593 Comments on proposed rules 10CFR50 & 55 re establishment of new re- 
quirements for senior operator licensed applicants. Rule opposed due to deleterious 
effects forseen by util including reduction In operational experience levels. 
DALTROFF,S.L. Philadelphia Electric Co. 51FR19561 150. 86/09/22. GHILK,S.J. 
Office of the Secretary of the Commission. 20pp. 38092:233-38092:252. 

8810070194 Package of seven comments in opposition to proposed rules 
10CFR1 9,20,30,31 ,32,34,40,50,61 & 70 re stds for protection against radiation. 
PRIMO,J.P., PRINCE, A., HOLLAND, R.T. Affiliation Not Assigned. 50FR61992. 86/09/ 
29. Docketing & Senrices Branch. 7pp. 38126:113-38126:119. 


8610080153 Package of four comments opposing proposed rules 1OGFR19,20, 

30,31 ,32.34.40,50,61 & 70 re changes to radiation protection requirements. 
COCHRAN.H., WIENER, M., LABRADOR.T.E. Affiliation Not Assigned. 50FR51992. 
86/10/02. Docketing & Services Branch. 10pp. 38136:250-38136:259. 


8610080172 Package of seven comments opposing proposed rules 10CFR50 & 55 re 
degree requirements for senior operators at nuclear plants.Degree requirements will 
adversely impact availability of qualified senior operators. 

AGOSTI,F.E. Detroit Edison Co. BRONS,J.C. New York Power Authority (formerly 
Power Authority of the State of New York). MILLER,J.H, Georgia Power Co. 
51FR19561. 86/09/29. CH1LK,S.J. Office of the Secretary of the Commission. 46pp. 
38137:186-38137:228. 

8610080220 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Degree requirements will adversely affect 
safety by decreasing level of senior operator experience. 

KOESTER,G.L Kansas Gas & Electric Co. 51FR19561 197. 86/09/29. Office of the 
Secretary of the Commission. 13pp. 38137:252-38137:264. 


8610080233 Comments on proposed rules 10OFR50 & 55 re decree requirements for 
senior operators at nuclear power plants. Degree unnecessary for safe & competent 
operation. 

GUCWA.lt. Georgia Power Co. 51FR19561 199. 86/09/29. Docketing & Services 
Branch. 7pp. 38137:245-38137:251. 

8610080247 Forwards documents being placed in PDR & identified as AB78-1 re regula- 
tory history for proposed amends to 10CFR2, *'Adjudicatlons:Special Procedures for 
Resolving Conflicts Concerning Disclosure or Nondisclosure of Info." 

BEESOHN. Office of Administration. AB78-1 53. 86/09/30. LEACOCK.C. Technasso- 
ciates, Inc. 2pp. 38144:034-38144:070. 


-8610080252 Provides comments on proposed amend to 10CFR2 re establishing spe- 
cial ex parte in camera procedures for resolving conflicts concerning disclosure & 
nondisclosure of info. 

FITZGERALD, J.A. Office of the General Counsel. AB78-1 54. 84/12/11. 
CUNNINGHAM, G.H. Office of the Executive Legal Director (Pre 860701). 30pp. 
38144:036-38144:065. 

-8610080255 Concurs w/proposed rulemaking 10CFR2 establishing special ex parte in 
camera procedures for resolving conflicts concerning disclosure or nondisclosure of 
info. 

KEPPLER,J.G. Region 3, Office of Director, AB78-1 55. 84/12/12. 

CUNNINGHAM.G.H. Office of the Executive Legal Director (Pre 860701). Ip. 
38144:066-38144:066. 

-8610080257 Offers no further comment on proposed amend to 10CFR2 re establish- 
ing special ex parte in camera procedures for resolving conflicts concerning disclosure 
or nondisclosure of info. 

MARTIN, R.D. Region 4, Office of Director. AB78.1 56. 84/12/12. CUNNINGHAM.G.H. 
Office of the ^ecutive Legal Director (Pre 860701). Ip. 38144:067-38144:067. 


-8610080261 Suppis 841211 memo by addressinq Part 0 issues.Recommends pro- 
posed amends be expanded to include unauthorized disclosure of info covered by 
10CFR2.790 or proposed rule not modify 10CFRO. 

RTZGERALD.J.A. Office of the General Counsel. AB78-1 57. 84/12/13. 
CUNNINGHAM, G. Office of the Executive Legal Director (Pre 860701). Ip. 38144:068- 
38144:068. 


8610070415 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Opposes rule.Urges Commission to suspend 
rulemaking proceeding. 

LEMPQES,f.E. Niagara Mohawk Power Corp. 51FR19561 198. 86/09/29. CHILK.S.J. 
Office of the Secretary of the Commission. 7pp. 38120:212-38120:218. 

8610070433 Package of 13 comments opposing proposed rules 1OCFR50 & 55 re 
degree requirements for senior reactor operators at nuclear power plants, 
MEDFORO.M.O. Southern California Edison Co. WILUAMS.J, Toledo Edison Co. 
HICKS, M.M. Utility Workers Union of America. 51FR19561. 86/09/29. Docketing & 
Services Branch. 141pp. 38120:320-38121:100. 


-8610080266 (Comments on proposed amends to 10CFR2 governing procedures for re- 
striction of disclosure of info re investigations & insps-New procedures should be pre- 
sented in single section w/paragraphs devoted to stds & Commission review. 
COTTER.B.P. Atomic Safety and Licensing Board Panel. AB78-1 58. 84/12/13. 
CUNNINGHAM.G.H. Office of the Executive Legal Director (Pre 860701). 2pp. 
38144:069-38144:070. 

8810080264 Comments on proposed rules 10CFR 19, 20, 30, 31 ,32, 34, 40, 50, 61 & 70 re 
stds for protection against radlation.Public hearing & EiS & study recommended. 
MEYER, K.D. Affiliation Not Assigned. 50FR51992 574. 86/09/29. Docketing & Serv- 
ices Branch, ip. 38134:360-38134:360, 
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8610080362 Comments on proposed rule 10CFR50 & 55 re degree requirements for 
senior reactor operator at nuclear power plantimplementing requirements for degree 
provide little enhancement to operating, engineering & mgt expertise. 

WILLIAMS, J. Toledo Edison Co. 51FR19561 200. 86/09/26. Docketing & Services 
Branch. 8pp. 38164:034-38164:041. 

8610080363 Comments on proposed rules 10 CFR 19 , 20 , 21 ,30, 32, 39, 40, 51 ,70, 71 & 150 
re definitions, training requirements,sealed source criteria & personnel monitoring. 
MORRISON, M.M. NL Industries. 50FR 13797 097. 86/08/18. Docketing & Services 
Branch. 3pp. 38165:360-38166:004. 

8610080375 Comments on proposed rules 10CFR2,1 9, 20,21, 51, 70.72, 73.75 & 150 re 
Comment 125,which was incorrectly coded.Number will not be used again. 

* Docketing & Services Branch. 51FR19106. 86/10/06. NRC - No Detailed Affiliation 
Given. Ip. 38165:270-38165:270. 

8610080394 Requests extension of deadline for commenting on proposed rules 
10CFR1 9,20,30,31, 32,34,40,50, 61 & 70 re stds for protection against radiation. 
OAKES.J. Common Sense. 50FR51992 579. 86/09/11. Docketing & Services Branch. 
2pp. 38165:271-38165:272. 

8610080448 Package of five comments opposing proposed rules 10CFR19,20, 

30.31 .32.34.40.50.61 & 70 re stds for protection against radiation. 

MCKENNEY.L, YOUNGER, P., PASFIELD.F. Affiliation Not Assigned. 50FR51992. 86/ 
10/03. Docketing & Services Branch. 5pp. 38166:081-38166:085. 

8610080477 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommis- 
sioning criteria for nuclear faciiities.TMI-2 should not be subj to provisions of proposed 
rulemaking until decision made re disposition of plant. 

CLARK, P.R. General Public Utilities Corp. - GPU Service Corp. 50FR5600 112. 86/09/ 
30. CHILK,S.J. Office of the Secretary of the Commission. 2pp. 38165:347-38165:348. 

8610090204 Forwards C Yeast comment opposing proposed rules 10CFR19,20, 

30.31.32.34.40.50.61 & 70 re changes in regulations concerning radiation 
exposure.Requests appropriate response be provided. 

SARBANES.P.S. Senate. Banking. Housing & Urban Affairs. 50FR51992 062. 86/09/ 
12. ZECH,LW. Commissioners. Ip. 38182:001-38182:003. 

8610090218 Informs that Comment 68 miscoded. 

• Docketing & Services Branch. 51FR24365. 86/10/06. Docketing & Services Branch. 
Ip. 38147:352-38147:352. 

86100902S9 Package of two comments opposing proposed rules 10CFR19,20, 

30.31.32.34.40.50.61 & 70 re increase to existing stds of exposure.Rule adverse to 
trend among govt agencies to seek to diminish threat of health-destroying substances. 
GUNSELMAN,D.J., GlTCHEL,B.A.. GITCHEL,B.A. Affiliation Not Assigned. 
50FR51992. 86/10/01. Office of the Secretary of the Commission. 2pp. 38146:248- 
38146:249. 

8610090262 Comments on proposed rules 10CFR2, 19,20,30,31 ,32,34,40,50,61 & 70 re 
increasing limits of radiation levels.Rule opposed due to conflict changes would have 
on safety of plant workers & general public. 

KRZCUIK.K. Affiliation Not Assigned. 51FR24365 067. 86/09/08. Docketing & Serv- 
ices Branch, ip. 38145:360-38145:360. 

8610090269 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Requirement would increase hiring & salary 
costs beyond current ability to compete for qualified individuals. 

HAYNES,J.G. Arizona Nuclear Power Project (formerly Arizona Public Sen/ice Co.). 
51FR19561 187. 86/09/30. GHILK.S.J. Office of the Secretary of the Commission. 
8pp. 38146:235-38146:242. 

8610090273 Comments on proposed rule 10CFR50 re requirement for protection 
against dynamic effects of postulated pipe rupture.Limitation of scope & premature 
specificity of acceptance criteria only significant drawbacks. 

BRADBURY.R.B. Stone & Webster Engineering Corp. 51FR26393 021. 86/09/29. 
CHtLK,S.J. Office of the Secretary of the Commission. 6pp. 38146:229-38146:234. 

8610090280 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Requirement will not upgrade 
operating, engineering & accident mgt expertise available on shift. 

TIERNAN,J.A. Baltimore Gas & Electric Co. 51FR19561 180. 86/09/29. Docketing & 
Services Branch. 11pp. 38146:107-38146:117. 

8610100180 Responds to 860916 Itr re proposed rule 10CFR2 involving changes to pro- 
cedures governing NRC licensing hearings.NRC will evaluate all comments received 
during extended comment period.FR notice encl.W/o notice. 

PARLER.W.C. Office of the General Counsel. 51FR24365. 86/09/29. SMITH,R.C. 
House of Rep. Ip. 38193:047-38193:054. 

-8610100185 Forwards constituent JE Loder 860902 Itr transmitting 860830 Itr to Com- 
mission re five proposed rule changes, for response.Addl info re attempt to reduce 
public input in licensing proceedings requested. 

SMITH,R.C. House of Rep. 51FR24365. 86/09/16. ZECH,L. Commissioners, 2pp. 
38193:048-38193:054. 

-8610100190 Comments in opposition to five new rules of procedures further limiting 
public participation in licensing process of nuclear power plants.Author right to attend 
hearings & voice concerns should be defended by NRC. 

LODER,J.E. Affiliation Not Assigned. 51FR24365. 86/08/30. Docketing & Services 
Branch. 5pp. 38193:050-38193:054. 

8610100288 Notifies recipients of proposed rules 10CFR1 9,20,30,31 ,32, 34,40,50,61 & 
70 of listed corrections to miscoded comments. M Bauman Comment 317 should be 
Comment 3l7A.Comment Numbers 255,365 & 508 miscoded & not reusable. 

* Docketing & Services Branch. 50FR51992. 86/10/06. Docketing & Services Branch. 
Ip. 38189:100-38189:100. 

86101Q0432 Comments on proposed rule 10CFR2 re licensing procedures for nuclear 
power plants.Opposes rule.Proposals minimize role & effect of interveners during li- 
ceneing proceedings. 

SCHROtH,J. Affiliation Not Assigned. 51FR24365 120. 86/10/07. Docketing & Serv- 
ices Branch. 1 p. 38201 :332-38201 :332. 

86101004S2 Package of two comments opposing proposed rule 10CFR2 re changes in 
licensing procedures for nuclear power plants. Proposal would keep safety info from 
being brought forward to protect public. 

BAKER, R.H., BAKER, W.O.. PRENDERGAST.M. Affiliation Not Assigned. 51FR24365. 
86/10/08. Docketing & Services Branch, 2pp. 38185:356-38185:357. 


8610100523 Package of two comments opposing proposed rules 10CFR19,20, 

30.31.32.34.40.50.61 & 70 re stds of radiation exposure allowed for workers & general 
public. 

ADAMS.M., BERG,W. Affiliation Not Assigned. 50FR51992. 86/10/08. Docketing & 
Services Branch. 3pp. 38198:286-38198:288. 

8610100670 Package of three comments opposing proposed rules 10CFR19, 

20.30.31.32.34.40.50.61 & 70 re increase in permissible annual intake of 
radiation.Proposal cynical reaction to large-scale radiation releases in US & through- 
out world. 

LAFARGE,J.. HOYT.P.A., STONE.C.E. Affiliation Not Assigned. 50FR51992, 86/10/ 
06. NRC - No Detailed Affiliation Given. 3pp. 38200:204-38200:206. 

8610100723 Comments on proposed rules 10CFR1 9,20,30,31 .32,34,40,50,61 & 70.Dis- 
mayed that NRC proposing changes in acceptable exposure levels which will increase 
exposure of some workers. 

TORCH, D.. ISHll.K. Affiliation Not Assigned. 50FR51992 577. 86/09/05. Docketing & 
Services Branch. 2pp. 38201:050-38201:051. 

8610100739 Package of two comments opposing proposed rule 10CFR2 re licensing 
procedures for nuclear power plants. 

BEARDSLEY.H., HOYT.P.A. Affiliation Not Assigned. 51FR24365. 86/10/06. Docket- 
ing & Senrices Branch. 2pp. 38201:070-38201:071. 

8610100744 Comments approving proposed rules 10CFR1 9,20,30,31 ,32,34,40, 50,61 & 
70 re increase in permissible level of radiation exposure of workers.lssue misrepre- 
sented by opponents as means to criticize nuclear energy. 

OWENS, M. Affiliation Not Assigned. 50FR51992 580. 86/10/06. Office of the Secre- 
tary of the Commission. Ip. 38201:074-38201:074. 

8610100749 Package of 10 comments opposing proposed rule 10CFR2 re minimizing 
role & effect of intervenors in licensing proceedings for nuclear power 

plants. Intervenors serve as voice of concern for public safety. 

BURTON.H.S., GRACE.S.J.. REILLY.M.E. Affiliation Not Assigned, 51FR24365. 86/ 
10/02. Docketing & Services Branch. 11pp. 38200:278-38200:286. 

8610100785 Package of four comments opposing proposed rule 10CFR2 re minimizing 
role & effect of intervenors in licensing proceeding for nuclear power 

plants.lntervenors serve as voice of concern for public safety. 

MARTIN.LD., MCKENNEY.L. Affiliation Not Assigned. KASSEN.M. Environmental De- 
fense Fund. 51FR24365. 86/10/03. Docketing & Services Branch. 9pp. 38198:276- 
38198:285. 

8610100790 Comments on proposed rules 10CFR50 & 55 re degree requirement for 
senior operators at nuclear power plants. Requirement opposed.Facllity safety de- 
pends on stability of long-term loyalty to staff. 

WILLIAMS,J.W. Atomic Industrial Forum. 51FR19561 179. 86/09/29. Docketing & 
Senrices Branch. 4pp. 38196:356-38196:359. 

8610140040 Ack receipt of 860910 Itr forwarding views of constituent LC Green re pro- 
posed revs to 10CFR2. 

PARLER.W.C. Office of the General Counsel. 51FR24365. 86/09/29. CLAY.W.L 
House of Rep. 2pp. 38225:358-38225:361. 

-8610140044 Comments on proposed rules to limit public participation In licensing pro- 
ceedings for nuclear power plants.Proposed rules would make mockery of hearing 
process. 

GREEN, L.C. Green, Hennings & Henry. 51FR24365. 86/08/26. Docketing & Services 
Branch. 2pp. 38225:360-38225:361. 

8610150024 Comments on proposed rules 10CFR2, 19, 20, 21 ,51,70,72,73,75 & 150 re 
site of nuclear waste storage facility.Opposes rules. Suggests deserts as sites for 
dumps or licensing facility. 

FERGUSON.S. Affiliation Not Assigned. 51FR19106 184. 86/10/03. Docketing & 
Services Branch. 3pp. 38239:358-38239:360. 

8610150305 Package of two comments opposing proposed rules 10CFR50 & 55 re 
degree requirements for senior operators at nuclear plants. 

SCHNELL.D.F. Union Electric Co. WITHERS, B.D. Portland General Electric Co, 
51FR19561. 86/10/07. CHILK,S.J. Office of the Secretary of the Commission. 14pp. 
38240:223-38240:236. 

8610150362 Package of two comments opposing proposed rules 10CFR19,20, 

30,31,32,34,40,50,61 & 70 re increasing permissible intake of radiation.Requests that 
public hearings be held prior to any change in existing stds. 

HICKMAN.J.B., MARTIN, C. Affiliation Not Assigned. 50FR51992. 86/10/10. Office of 
the Secretary of the Commission. 2pp. 38251:137-38251:138. 

8610150376 Comments opposing proposed rule 10CFR2 re procedural changes in li- 
censing proceedings.RulB would reduce opportunities for intervener to present evi- 
dence & cross-examine witnesses. 

BISHOP, W. A. Washington, State of. 51FR24365 123. 86/10/07. Office of the Secre- 
tary of the Commission. 2pp. 38249:019-38249:020. 

8610150380 Comments opposing proposed rules 10CFR50 & 55 re degree require- 
ments for senior operators at nuclear power plants. Rule would result in decrease in 
overall experience level of operators. 

DEDDENS,J.C. Gulf States Utilities Co. 51FR19561 203. 86/10/02. CHILK.S.J. Office 
of the Secretary of the Commission. 3pp. 38251:358-38251:360. 

8610150501 Package of four comments opposing proposed rules 1OCFR19,20, 

30.31.32.34.40.50.61 & 70 re proposed rev to existing stds of radiation exposure al- 
lowable for workers & general public. 

PEDERSEN,G., PEDERSEN.A.. BRENNER, R.A. Affiliation Not Assigned. 50FR51992. 
86/10/09. Office of the Secretary of the Commission. 4pp. 38252:077-38252:080. 

8610150510 Requests public hearings be held on proposed rules 10CFR19. 

20.30.31.32.34.40.50.61 & 70 re rev to existing stds of raoiatton exposure.lssuance of 
EiS also requested. 

GlFT,J.S. Affiliation Not Assigned. 50FR51992 589. 86/10/06. Office of the Secretary 
of the Commission. Ip. 38252:074-38252:074. 

8610160036 Comments on proposed rules 10CFR1 9, 20, 30, 31 ,32, 34, 40, 50,61 & 
70.Public hearing & environ impact study requested. 

SU1ECKI.J. Affiliation Not Assigned. 50FR51992 587. 86/10/07, NRC - No Detailed 
Affiliation Given. 1 p. 38271 :1 23-38271 :1 23. 
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8610160130 Package of two comments opposing proposed rule 10CFR2 re licensing 
procedures for nuclear plants.Proposal would minimize role & effect of interveners 
during licensing proceedings. 

REILLY, B-W., BILLINGTON.S.T. Affiliation Not Assigned. 51FR24365. 86/10/10. 
Docketing & Services Branch. 2pp. 38270:277-38270:278. 

8610160262 Comments supporting proposed rule 10CFR50 re mod of GDC 4 require- 
ments for protection against dynamic effects of postulated pipe ruptures. 

TAYLOR, J.J. Electric Power Research Institute. 51FR26393 022. 86/09/29. 
CHILK,S.J. Office of the Secretary of the Commission. 3pp. 38269:340-38269:342. 

8610160334 Comments on proposed rule 10CFR20 re change in allowable radiation 
dose.Opposes rule.No dose completely safe. 

STEFAN.F. Washington, State of. 51FR30870 004. 86/10/10. Docketing & Services 
Branch. 1 p. 38275:1 47-38275:1 47. 

8610170055 Comments on proposed rules 10CFR50 & 55 re degree requirement for 
senior operators at nuclear power plants.NRC should not impose degree requirement 
on applicants for senior reactor operator licenses. 

OPEKA,J.F. Connecticut Yankee Atomic Power Co. OPEKA,J.F. Northeast Nuclear 
Energy Co. (subs, of Northeast Utilities). OPEKA,J.F. Northeast Utilities. 51 FR 19561 
205. 86/09/29. CHILK,S.J. Office of the Secretary of the Commission. 55pp. 
38278:042-38278:096. 

8610170105 Comments on proposed rules 10CFR50 & 55 re degree requirement for 
senior operators at nuclear power plants. Rule will cause erosion of pertinent skills & 
abilities of operating crew. 

GRIDLEY.R.L Tennessee Valley Authority. 51FR19561 204. 86/10/06. Docketing & 
Services Branch. 3pp. 38278:002-38278:004. 

8610200226 Package of four comments opposing proposed rule 10CFR20 re increase 
in allowable amounts of human exposure to some types of radiation. No level of radio- 
active exposure safe. 

WELLS, G., HILLMAN, S. Affiliation Not Assigned. 51FR30870. 86/10/10. NRC - No 
Detailed Affiliation Given. 8pp. 38303:229-38303:236. 

8610200292 Comments on proposed rules 10CFR1 9,20, 30, 3 1,32,34, 40,50,61 & 70 re 
stds for protection against radiation.Proposed rules not cost-beneficial in terms of 
dose reduction.Severai specific new provisions in proposed rules supported. 

KENNEDY, W.J. Atomic Industrial Forum. 50FR61992 584. 86/10/06. Office of the 
Secretary of the Commission. 32pp. 38302:025-38303:228. 

-8610200296 Transcript of AIF 831014 presentation to ACRS on proposed rev to 
10CFR20.Viewgraphs end. 

LEWIS,L. Atomic Industrial Forum. LEWIS,L Duke Power Co. 50FR51992. 83/10/14. 
14pp. 38302:057-38302:070. 

-8610200306 Transcript of VS Boyer 831117 testimony in Washington, DC re proposed 
rev to 10CFR20.Supporting documentation end. 

BOYER, V.S. Edison Electric Institute. BOYER,V.S. Philadelphia Electric Co. 
50FR51992. 83/11/17. 20pp. 38302:071-38302:090. 

-8610200310 AIF/NESP-030 “Dosimetry & Recordkeeping Implications of Proposed 
Revs to 10CFR20." Related documentation end. 

BOOTH,L.F., BRONSON,F,L., QROTH,D.W. Radiation Management Corp. 50FRS1992. 
85/01/31. 170pp. 38302:091-38302:260. 

-8610200312 AIF/NESP-035 “Evaluation of Potential for Deregulated Disposal of Very 
Low Wastes From Nuclear Power Plants," 

CHAN.D.W., DAVIS, J.P., DANNA,R. General Physics Corp. 50FR51992. 86/05/31. 
224pp. 38302:261-38303:124. 

-8001230450 AIF/NESP-016 "Natl Environ Studies Proiect:de minimus Concentrations 
of Radionuclides in Solid Wastes." 

RODGER,W.A.. STANTON.S.S., FRENDBERG.R.L. Nuclear Safety Associates. 
50FR51992. 78/04/30. 93pp. 38303:125-38303:223. 


8610210191 Package of two comments opposing proposed rules 10CFR50 & 55 re 
degree requirements for senior operators at nuclear power plants. 

LEMPGES.T.E. Niagara Mohawk Power Corp. RANDAZ2A,J.B. Maine Yankee Atomic 
Power Co. 51FR19561. 86/10/14. CHILK.S.J. Office of the Secretary of the Commis- 
sion. 8pp. 38307:189-38307:196. 

8610210195 Package of 30 comments opposing proposed rules 10CFR 19,20, 

30,31,32,34,40,50,61 & 70 re increase in permissible radiation exposure. 

MINNIOH,N.R., RUSSELL,N., WILL,D. Affiliation Not Assigned. 50FR51992. 86/10/15. 
NRC - No Detailed Affiliation Given. 32pp. 38306:134-38306:165, 

8610210284 Advises recipients of comments on proposed rules 10CFR50 & 55 that 
Comments 181,187,199,200 & 201 duplicates of previously received documents & will 
not be used again. Comment 205 will be used again. 

* Docketing & Services Branch. 51FR19561. 86/10/16. Docketing & Services Branch. 
Ip. 38313:339-38313:339, 

8610210331 Package of six comments opposing proposed rules 10CFR19,20, 

30,31,32,34,40,50,61 & 70 re stds for protection against radiation. 

MCINTIOSH,S., DRESCHER,R., ATKINSON,M. Affiliation Not Assigned. 50FR51992. 
86/10/16. Office of the Secretary of the Commission, 6pp. 38314:128-38314:133. 

8610220243 Package of two comments opposing proposed rule 10CFR2 re licensing 
hearing process. 

MANSO,R.A. Affiliation Not Assigned. * Nuclear Energy Information Service. 2 
51FR24365. 86/10/16. Docketing & Services Branch. 33pp. 38325:296-38325:327. 

8610230141 Fonwards documents re final rules 10CFR30,40 & 70, delegating licensing 
responsibility for US Air Force nuclear matls license from Headquarters to Region 
IV,for placement in Document Control Sys. 

DEEGAN,Q.J. Division of Fuel Cycle & Material Safety. AC31-2 01. 86/10/16. Record 
Services Branch (Document Control Desk). 4pp. 38354:068-38354:151. 

-8610230189 Forwards proposed revs to 10CFR30,40 & 70,extending Region IV au- 
thority to include US Air Force licensing activities. Similar delegation of authority antici- 
pated for US Navy program in 1987.Rule effective on 861001. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. AC31-2 02. 86/ 
10/07. SIMPSON, A. Senate, Environment & Public Works. UDALUM.K. House of 
Rep., Interior & insular Affairs. MARKEY,E.J, House of Rep., Energy & Commerce. 
5pp. 38354:072-38354:076. 

-8610230263 Final rules 10CFR30,40 & 70, “Regional Nuclear Matls Licensing for US 
Air Force," decentralizing licensing process.Region IV authority exented to include li- 
censing of US Air Force. 

STELLO.V. Office of the Executive Director for Operations. ACS 1-2 03. 86/09/26. 
10pp. 38354:077-38354:086. 

-8610230271 Delegates authority to perform licensing actions for US Air Force, effective 
on 861 001. Authorization supersedes 820527, 830401,840402 & 850402 authoriza- 
tions. 

STELLO,V. Office of the Executive Director for Operations. DAVIS,J.G. Office of Nu- 
clear Material Safety & Safeguards, Director. AC31-2 04. 86/09/26. Region 1, Office of 
Director. 4pp. 38354:087-38354:090. 

-8610240027 Fonwards final rule & delegation of authority re decentralization of US Air 
Force license on 861 001. Air Force excluded from 1985 decentralization of Federal li- 
censes due to in-progress consolidation of Air Force licenses. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. AC31-2 05. 86/ 
09/23. STELLO,V. Office of the Executive Director for Operations. Ip. 38354:091- 
38354:091. 

-8610240Q39 Forwards final rules 10CFR30,40 & 70, “Regional Nuclear Matls Licens- 
ing for US Air Force," to include Air Force license in Region IV matls licensing 
program.Publication in FR requested. 

CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety. AC31-2 06. 86/09/19. 
GRIMSLEY.D.H. Division of Rules and Records. Ip. 38354:092-38354:092. 


-8610200317 Transcript of AIF 840123 presentation to ACRS Subcommittee on Reac- 
tor Radiological Effects re de minimis radiation levels. 

GOLDMAN,M.f. Atomic Industrial Forum. GOLDMAN, M.l. NUS Corp. 50FR61992. 84/ 
01/23. 5pp. 38303:224-38303:228, 


8610200358 Comments on proposed rule 10CFR60 re QA requirements & draft generic 
technical position on items & activities in high level waste geologic repository 
program,Analyses used in determining QA program encourage program shortcomings. 
FHISHMAN.S. Texas, State of. 51FR17477. 86/10/09. PHIUP^J.D. Division of Rules 
and Records. 4pp. 38300:268-38300:271. 


8610210023 Comments supporting proposed rule 10CFR50 re mod to GDC 4. 

THORPE, J.R. General Public Utilities Corp. - GPU Senrice Corp. 51FR26393 023. 86/ 
09/29. CHILK,S.J. Office of the Secretary of the Commission. Ip. 38306:019- 


8610210029 Package of three comments opposing proposed rule 10CFR2 re changes 
In licensing procedures.By restricting use of discovery against NRC, public would need 
to take NRC word. 

SWEENEY,E.A. Affiliation Not Assigned. SWEENEY, C.J., AXELSON,N.S. Affiliation 
Not Assigned. 51FR24365. 86/10/15. Docketing & Services Branch. 3pp. 38305:282- 


8610210032 Comments on proposed rules 10CFR50 & 55 re degree requirements for 
senior operators.Opposes rules.Subjs taught nnust be sharply focused. 

FISHER.V.B. Affiliation Not Assigned. 51FR19561 207. 86/10/07. Docketing & Serv- 
ices Branch. 2pp. 38306:097-38306:098, 


8610210100 Corrects figures on deaths from heart disease re 860429 comments on 
fadSrtio? 10CFR 19.20,30,31 ,32,34,40,50,61 & 70 on stds for protection against 

50FR51992. 86/10/11. Docketing & Services Branch. 

Ip. 38306:036-38306:036. 


-8610240058 Forwards final rule package transferring licensing authority for US Air 
Force master matls license from Headquarters to Region IV.Draft Itr to EDO recom- 
mending approval, congressional Itr & delegation of authority end. 

CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety. AC31-2 07. 86/09/19. 
DAVIS, J.G, Office of Nuclear Material Safety & Safeguards, Director. 3pp. 38354:093- 
38354:095. 

-8610240188 Concurs w/final rules 10CFR30,40 & 70 re regional licensing for US Air 
Force.Marked-up rules indicating editorial comments end. 

NORRY.P.G. Office of Administration. AC31-2 09. 86/09/11. DEEGAN.G. Division of 
Fuel Cycle & Material Safety, 1 3pp, 38354:1 1 6-38354:1 29. 

-6610240210 Forwards draft final rule package decentralizing US Air Force matls li- 
censes on 861 001 .Air Force excluded from 1985 decentralization effort due to in-proc- 
ess consolidation of 75 licenses.Review & comments requested by 860822. 
DEEGAN,G.D. Division of Fuel Cycle & Material Safety. AC31-2 10. 86/08/08. 
DELMEDICO,J. Office of Congressional Affairs, PINELES.B. Office of the General 
Counsel. PHlUPS,J. Division of Rules and Records. 22pp. 38354:130-38354:151. 

-8610240220 Forwards marked-up final rules 10CFR30,40 & 70 re regional nulear matls 
licensing for US Air Force.Request for EDO approval of rulemaking effort per 840213 
memo recommended. 

PHILIPS, J. Division of Rules and Records. AC31-2 08. 86/08/18. DEEGAN.G. Division 
of Fuel Cycle & Material Safety. 18pp. 38354:096-38354:115. 

-8610230189 Forwards proposed revs to 10CFR30,40 & 70, extending Region IV au- 
thoritv to include US Air Force licensing activities. Similar delegation of authority antid- 

g rted for US Navy program in l987.Rule effective on 861001. 

AVIS.J.Q, Office of Nuclear Material Safety & Safeguards,Director. AC31-2 02. 86/ 
10/07. SIMPSON, A. Senate, Environment & Public Works. UDALL,M.K. House of 
Rep., Interior & Insular Affairs. MARKEY,E.J. House of Rep., Energy & Commerce, 
6pp. 38354:072-38354:076. 


86102101^ Package of seven comments opposing proposed rule 10CFR20 re change 
in allowable radiation dose. 

HOFFERBERT,M. Affiliation Not Assigned. 51FR30870. 86/10/ 
1 5. Docketing & Services Branch. 1 0pp. 38307:1 44-38307:1 53. 


-8610230263 Final rules 10CFR30,40 & 70, "Regional Nuclear Matls Licensing for US 
Air Force," decentralizing licensing process.Region IV authority exented to include li- 
censing of US Air Force. 

STELLO.V. Office of the Executive Director for Operations. AC31-2 03. 86/09/26. 
10pp. 38364:077-38354:086. 



330 NONDOCKETED ITEMS 


-8610230271 Delegates authority to perform licensing actions for US Air Force, effective 
on 861 001 .Authorization supersedes 820527, 830401,840402 & 850402 authoriza- 
tions. 

STELLO.V. Office of the Executive Director for Operations. DAVIS, J.G. Office of Nu- 
clear Material Safety & Safeguards,Director. AC31-2 04. 86/09/26. Region 1. Office of 
Director. 4pp. 38354:087-38354:090. 

-8610240027 Forwards final rule & delegation of authority re decentralization of US Air 
Force license on 861 001 .Air Force excluded from 1985 decentralization of Federal li- 
censes due to in-progress consolidation of Air Force licenses. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards,Oirector. AC31-2 05. 86/ 
09/23. STELLO.V. Office of the Executive Director for Operations. Ip. 38354:091- 
38354:091. 

-8610240039 Forwards final rules 10CFR30,40 & 70, "Regional Nuclear Matls Licens- 
ing for US Air Force," to include Air Force license in Region IV matls licensing 
program.Publication in FR requested. 

CUNNINGHAM,R.E. Division of Fuel Cycle & Material Safety. AC31-2 06. 86/09/19. 
GRIMSLEY,D.H. Division of Rules and Records. Ip. 38354:092-38354:092. 

-8610240058 Forwards final rule package transferring licensing authority for US Air 
Force master matls license from Headquarters to Region IV.Draft Itr to EDO recom- 
mending approval, congressional Itr & delegation of authority end. 

CUNNINGHAM.R.E. Division of Fuel Cycle & Material Safety. AC31-2 07. 86/09/19. 
DAVIS,J.G. Office of Nuclear Material Safety & Safeguards,Director. 3pp. 38354:093- 
38354:095. 

-8610240188 Concurs w/final rules 10CFR30,40 & 70 re regional licensing for US Air 
Force.Marked-up rules indicating editorial comments end. 

NORRY.P.G. Office of Administration. AC31-2 09. 86/09/11. DEEGAN.G. Division of 
Fuel Cycle & Material Safety. 13pp. 38354:116-38354:129. 

-8610240210 Forwards draft final rule package decentralizing US Air Force matls li- 
censes on 861 001. Air Force excluded from 1985 decentralization effort due to in-proc- 
ess consolidation of 75 licenses.Review & comments requested by 860822. 
DEEGAN.G.D. Division of Fuel Cycle & Material Safety. AC31-2 10. 86/08/08. 
DELMEDICO,J. Office of Congressional Affairs. PINELES,B. Office of the General 
Counsel. PHI LIPS, J. Division of Rules and Records. 22pp. 38354:130-38354:151. 

-8610240220 Forwards marked-up final rules 10CFR30,40 & 70 re regional nulear matls 
licensing for US Air Force.Request for EDO approval of rulemaking effort per 840213 
memo recommended. 

PHILIPS.J. Division of Rules and Records. AC31-2 08. 86/08/18. DEEGAN.G. Division 
of Fuel Gycie & Material Safety. 18pp. 38354:096-38354:115. 

-8610230189 Forwards proposed revs to 10CFR30,40 & 70, extending Region IV au- 
thority to include US Air Force licensing activities. Similar delegation of authority antici- 
pated for US Navy program in 1987.Rule effective on 861001. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards.Director. AC31-2 02. 86/ 
10/07, SIMPSON. A. Senate. Environment & Public Works. UDALL.M.K. House of 
Rep., Interior & Insular Affairs. MARKEY,E.J. House of Rep,, Energy & Commerce. 
5pp. 38354:072-38354:076, 

-8610230263 Final rules 10CFR30,40 & 70, "Regional Nuclear Matls Licensing for US 
Air Force," decentralizing licensing process-Region IV authority exented to include II- 
censino of US Air Force. 

STELLO.V. Office of the Executive Director for Operations. AC31-2 03. 86/09/26. 
10pp. 38354:077-38354:086. 

-8610230271 Delegates authority to perform licensing actions for US Air Force,effective 
on 861 001. Authorization supersedes 820527. 830401.840402 & 850402 authoriza- 
tions. 

STELLO.V. Office of the Executive Director for Operations. DAVIS,J.G. Office of Nu- 
clear Material Safety & Safeguards.Director. AC31-2 04. 86/09/26. Region 1, Office of 
Director. 4pp. 38354:087-38354:090. 

—8610240027 Fonwards final rule & delegation of authority re decentralization of US Air 
Force license on 861 001 .Air Force excluded from 1985 decentralization of Federal li- 
censes due to in-progress consolidation of Air Force licenses. 

DAVIS, J.G. Office of Nuclear Material Safety & Safeguards, Director. AC31-2 05. 86/ 
09/23. STELLO,V. Office of the Executive Director for Operations. 1p. 38354:091- 
38354:091, 

—8610240039 Forwards final rules 10CFR30,40 & 70, “Regional Nuclear Matls Licens- 
ing for US Air Force," to include Air Force license in Region IV matls licensing 
program.Publication in FR requested. 

CUNNINGHAM, R.E. Division of Fuel Cycle & Material Safety. AC31-2 06. 86/09/19. 
GR1MSLEY,D,H. Division of Rules and Records. Ip. 38354:092-38354:092. 

—8610240058 Forwarcte final rule package transferring licensing authority for US Air 
Force master matls license from Headquarters to Region IV.Draft Itr to EDO recom- 
mending approval, congressional Itr & delegation of authority end, 

CUNN1NGHAM,R.E. Division of Fuel Cycle & Material Safety. AC31-2 07, 86/09/19. 
DAVIS, J.G. Office of Nuclear Material Safety & Safeguards.Director. 3pp. 38354:093- 
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8610240010 Comments on proposed rule 10CFR50 re mod of GDC 4 requirements for 
protection against dynamic effects of postulated pipe ruptures.Added conservatisms 
unnecessary for well established mechanistic evaluation of piping. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 51FR26393 025. 86/ 
10/15. Docketing & Services Branch. 6pp. 38346:208-38346:213. 

8610240034 Comments on proposed rules 10CFR1 9,20,30,31 ,32,34,40,50,61 & 70 re 
stds for protection against radiation.Radiation protection for workers should be im- 
proved by establishing lifetime dose-equivalent limit. 

LODOE,G.M. General Public Utilities Corp. - GPU Service Corp. 50FR51992 669. 86/ 
10/17. Docketing & Services Branch. 24pp. 38346:106-38346:129. 

8610240042 Comments on proposed rule 10CFR50 re rev to GDC 4 requirements for 
protection against dynamic effects of postulated pipe ruptures.Final rule should allow 
leak- before-break consideration on iocation-by-location basis. 

WELLS.R.W. C-E Operating Plants Owners Group. WELLS,R.W. Northeast Utilities. 
51FR26393 026. 86/10/10. CHILK.S.J. Docketing & Services Branch. 2pp. 
38346:204-38346:205. 

8610240045 Package of two comments opposing proposed rules 10CFR19,20, 

30.31.32.34.40.50.61 & 70 re increased acceptable radiation exposure. 

GREGG, D.R., BELL.E.K.. BELL,W.R. Affiliation Not Assigned. 50FR51992. 86/10/21. 
Docketing & Services Branch. 3pp. 38346:103-38346:105. 

^10240071 Comments opposing proposed rule 10CFR60, "Disposal of High Level 
Radwastes in Geologic Repositories;Conforming Amends." NRC should determine 
definition of “Special Source of Groundwater" to be consistent W/40CFR191. 
EVANS.T.J. Wisconsin, Univ. of, Madison. Wl. 51FR22288 018. 86/10/13. CHILK,S.J. 
Office of the Secretary of the Commission. 5pp. 38346:068-38346:072. 

8610240072 Package of five comments opposing proposed rule 10CFR2 re changes in 
procedural rules for licensing process for nuclear plants. 

BRONSTEIN.D.S. Massachusetts. Commonwealth of. TOUSLEY.D.R. Harmon & 
Weiss. TIERNEY. J.E. Maine. State of. 51FR24365. 86/10/20. Docketing & Services 
Branch. 43pp. 38346:266-38346:308. 

8610240076 Comments on proposed rules 10CFR1 9,20,30,31, 32, 34, 40, 50,61 & 70 re 
revs to radiation exposure stds.Public hearings & EIS urged. 

STRANGE,A. Affiliation Not Assigned. 50FR51992 662. 86/10/16. Office of the Sec- 
retary of the Commission. 1p. 38346:163-38346:163. 

8610240110 Package of 18 comments opposing proposed rules 10CFR19,20, 

30.31 .32.34.40.50.61 & 70 re rev to radiation exposure stds. 

VERMONT.K. Stetson University Coalition for Social Responsibility. COLLINS,L., 
AVERY Affiliation Not Assigned. 50FR51992. 86/10/20. NRC - No Detailed Affiliation 
Given. 22pp. 38346:132-38346:153. 

8610240111 Package of five comments opposing proposed rule 10CFR2 re changes in 
licensing procedures for reactors. 

COSTELLO.N.J., ALEXANDER,L.R. Massachusetts. Commonwealth of. ELLIS,J. Citi- 
zens Association for Sound Energy. 51FR24365. 86/10/17. Docketing & Services 
Branch. 45pp. 38346:352-38347:036. 

8610240113 Forwards comments supporting proposed rule 10CFR2 re changes in li- 
censing procedures for plants.lssuance of preliminary license for low power operation 
& disposal also recommended. 

KEARNEY,J.J. Edison Electric Institute. 51FR24365 135. 86/10/17. Docketing & 
Services Branch. 9pp. 38348:201-38348:209. 

8610240120 Comments opposing proposed rule 10CFR2, "Rules of Practice for Domes- 
tic Licensing Proceedings - Procedural Changes in Hearing Process." Listed items 
should be modified or rejected-Separate proposals by Asselstine not promising. 
MESERVE.R.A. Covington & Burling. MESERVE.R.A. Kerr-McGee Corp. 51FR24365 
136. 86/10/17. CHILK,S.J. Office of the Secretary of the Commission. 4pp. 
38348:160-38348:163. 

8610240125 Comments on proposed rule 10CFR2 re changes to procedural 
regulation$.Proposed amend to 10CFR2.714 re admission of contentions similar to 
Option B supported by author in 1981. 

VOIGT.H.H. LeBoeuf, Lamb. Leiby & MacRae. 51FR24365 146. 86/10/17. CHILK.S.J. 
Office of the Secretary of the Commission. 5pp. 38348:174-38348:178. 

8610240129 Forwards UCS comments on proposed rule 10CFR2 re procedural changes 
in hearing process. 

WEISS, E.R. Harmon & Weiss. 51FR24365 144. 86/10/17. CHILK,S. Office of the 
Secretary of the Commission. Ip. 38348:189-36348:200. 

-8610240140 Comments on proposed rules 10CFR2 re procedural changes In hearing 
process.Rules anathema to fair & open decisionmaking process. 

WEISS.E.R. Union of Concerned Scientists. WEISS.E.R. Harmon & Weiss. 
51FR24365. 86/10/17. 11pp. 38348:190-38348:200. 


—8610240188 Concurs w/final rules 10CFR30,40 & 70 re regional licensing for US Air 
Force.Marked-up rules indicating editorial comments end. 

NORRY,P.G. Office of Administration. AC31-2 09. 86/09/11. DEEGAN.G. Division of 
Fuel Cycle & Materia) Safety. 13pp. 38354:116-38354:129. 

-8610240210 Forwards draft final rule package decentralizing US Air Force matls li- 
censes on 861 001 .Air Force excluded from 1985 decentralization effort due to In-proc- 
ess consolidation of 75 iicenses.Review & comments requested by 860822. 

Division of Fuel Cycle & Material Safety, AC31-2 10. 86/08/08. 
DELMED1CO.J. Office of Congressional Affairs. PINELES,B. Office of the General 
Counsel. PHILIPS, J. Division of Rules and Records. 22pp. 38354:130-38354:151. 

-8610240220 Forwards marked-up final rules 10CFR30,40 & 70 re regional nulear matls 
licensing for US Air Force.Request for EDO approval of rulemaking effort per 840213 
memo recommended. 

PHILIPS, J. Division of Rules and Records. AC31-2 08. 86/08/18. DEEGAN,G, Division 
of Fuel Cyde & Material Safety. 1 8pp. 38354:096-38354:1 15. 

8610230218 Comments on proposed rules 10CFR2, 19,20,21 ,51 ,70,72,73,75 a 150 re 
temporaty nuclear waste dump.Hazards of add! transportation make proposal 
unwi8e.Uc^sing before a after const essential for safety. 

MCGEHEE.R.M. Affiliation Not Assigned. 51FR19106 185. 86/10/11. Office of the 
Secretary of the Commission. 1 p. 38343:1 51 -38343:1 51 . 


8610240131 Comments on proposed rule 10CFR2 re procedural changes In hearing 
process.Proposed rules may restrict public participation a could be impediment to lim- 
ited resources availible for public intervention. 

GADPiCK,C.A. Alabama, State of. 51FR24365 145. 86/10/17. Docketing a Services 
Branch. Ip. 38348:164-38348:164. 

8610240191 Comments on proposed rule 10CFR50 re expanding scope of mods to 
GDC 4 to cover ail high energy piping in all nuclear power plants.Mod will allow more 
extensive removal of counter productive hardware. 

MITTUR.L Public Service Electric a Gas Co. of New Jersey. 61FR26393 024. 86/10/ 
08. CHILK,S.J. Office of the Secretary of the Commission. Ip. 38348:188-38348:188. 

8610240324 Comments on proposed rule 10CFR2 re procedural changes in hearing 
process for domestic licensing proceedings.State of MN comments concurred w/a 
adopted.Opportunity to partidpate in decisionmaking needs to be assured. 
LIEBERMAN,J.I. Connecticut, State of. 51FR24365 143. 86/10/17. Office of the Sec- 
retary of the Commission. 8pp. 38356:306-38356:313. 

8610270022 Package of three comments opposing proposed rule 10CFR2 re licensing 
procedures for nuclear power plants, 

MORRISON, E. Affiliation Not Assigned. 51FR24365. 86/09/23. Docketing a Services 
Branch. 3pp. 38358:316-38358:318. 
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8610270162 Comments on proposed rules 10CFR1 9, 20, 30,31, 32, 34, 40, 50, 61 & 70 re in- 
creasing acceptable radiation levels.Public hearings & EIS essential before relaxing or 
towering radiation exposure stds. 

HOPKINS, R.H. Affiliation Not Assigned. 50FR51992 647. 86/10/14. Office of the Sec- 
retary of the Commission. 1 p. 38362:070-38362:070. 

8610270173 Comments on proposed ruies 10CFR1 9.20.30,31 .32,34,40.50.61 & 70 re 
revs in existing stds of radiation exposure for workers & general public.Pubiic hearings 
essential for health issue. 

GOOLD.A. Affiliation Not Assigned. 50FR51992 643. 86/10/13. Office of the Secre- 
tary of the Commission. Ip. 38360:214-38360:214. 

8610270182 Package of 15 comments opposing proposed rules 10CFR19,20, 

30,31,32,34,40,50,61 & 70 re increasing internal exposure levels of radiation. 
WELLMAN, C.S.. WELLMAN.G.A., MCMULLAM.W. Affiliation Not Assigned. 

50FR51992. 86/10/17. Docketing & Services Branch. 15pp. 38361:305-38361:319. 

8610270194 Comments in opposition to proposed rule 10CFR2 re definition & subjectiv- 
ity of radwaste below regulatory concern. Listed criteria for rule meaningless & con- 
fuses rather than protects health & public safety. 

LEWIS.M. Lewis, M. 51FR30839 016. 86/10/21. NRC - No Detailed Affiliation Given. 
6pp. 38361:320-38361:325. 

8610300240 Comments on proposed ruies 10CFR50 & 55 re degree requirements for 
senior operators at nuclear power plants. Proposal would regulate where regulation 
unnecessary.NUMARC comments strongly endorsed. 

STEW ART, W.L Virginia Power (Virginia Electric & Power Co.). 51FR19561 208. 86/ 
10/21. CHILK,S.J. Office of the Secretary of the Commission. 2pp. 38405:047- 
38405:048. 

8610300259 Comments on proposed rule 10CFR2 re radwaste below regulatory con- 
cern policy statement.Rule supported as definitive & generally reasonable. 
POLLARD.C.G. Texas, State of. 51FR30839 005. 86/10/23. Docketing & Services 
Branch. Ip. 38410:019-38410:019. 

8610300268 Comments on proposed rules 10CFR1 9.20.30,31 .32,34.40.50,61 & 70 re 
stds for protection against radiation. 

MOTTS.F.C. American Industrial Hygiene Association. 50FR51992 686. 86/10/13. 
Docketing & Services Branch. 9pp. 38404:348-38404:356. 

8610300296 Comments on proposed rule 10CFR2 re de minimus concept concerning 
radwaste below regulatory concern.Rule opposed due to use of vague & arbitrary lan- 

g uage for unsubstantiated risk assumptions. 

I’ARRIGO.D. Nuclear Information & Resource Service. 51FR30839 004. 86/10/27. 
NRC - No Detailed Affiliation Given. Ip. 38409:322-38409:322. 

8610300309 Package of two comments opposing proposed rules 10CFR19,20, 

30,31 .32,34,40,50,61 & 70 re increase of permissible annual intake of radiation. 
HUNTINGTON.D.. HAWLEY.H.G., HAWLEY.P. Affiliation Not Assigned. 60FR51992. 
86/10/24. Docketing & Services Branch. 2pp. 38409:331-38409:332. 

8610300313 Comments on proposed rule 10CFR2 re rules of practice for domestic li- 
censing proceedings.Rule generally supported although revs far more substantial than 
those proposed should be made. 

COWAN.B.Z. Atomic Industrial Forum. 51FR24365 147. 86/10/17. Office of the Sec- 
retary of the Commission. 7pp. 38409:333-38409:339. 

8610300387 Package of three comments opposing proposed rules 10CFR19, 

20,30,31,32,34,40,50,61 & 70 re stds for protection against radiation.Basis for defining 
radiation risk unacceptable. Rule blatantly disregards humanity entirely. 

DEAR.T.M., COLENY.S., BOWMAN.B. Affiliation Not Assigned. 50FR51992. 86/10/ 
22. Office of the Secretary of the Commission. 3pp. 38409:230-38409:232. 

8610300414 Comments of proposed rules 10CFR1 9,20,30,31 ,32,34,40,50,61 & 70 re 
backfit analysis for radiation protection stds. Expected benefits of reduced health risk 
& dose reduction to workers would be minimal. 

BERRY, K.W. Consumers Power Co. 50FR51992 673. 86/10/17. CHILK.S. Office of 
the Secretary of the Commission. 3pp. 3841 1:220-3841 1:222. 

8610310086 Comments on proposed rule 10CFR2 re rules of practice for domestic li- 
censing proceedings.Opposes proposed blanket prohibition of interrogatories address- 
ing reasons that NRC did not use alternative data assumptions & analysis. 

HICKS.R., RIDDELUJ. Texas, State of. 51FR24365 148. 86/10/23. Docketing & Serv- 
ices Branch. 4pp. 38419:216-38419:219. 

8610310268 Comments on proposed rule 10CFR50 re GDC 4 on requirement for pro- 
tection against dynamic effects of postulated pipe ruptures.Supports extension of leak- 
before-break analysis techniques to certain piping. 

FARRAR, D.L Commonwealth Edison Co. 51FR26393 027. 86/10/22. CHILK,S.J. 
NRC - No Detailed Affiliation Given. 2pp. 38418:188-38418:189. 

8610310274 Package of 10 comments opposing proposed rules 10CFR19,20, 

30,31,32,34,40,50,61 & 70 re increased acceptable radiation exposure stds. 
STIFTAR,E.. WHITE,D., GARCIA,L.J. Affiliation Not Assigned. 50FR51992. 86/10/23. 
Docketing & Services Branch. 10pp. 38418:200-38418:209. 


PRM PETITION FOR RULEMAKING 

8610060223 Comments opposing Committee to Bridge the Gap 860707 proposed 
amends to petition for rulemaking PRM'50-44 re graphite reactors. 

WILSON, W.E. Washington State Univ., Pullman, WA. 61FR31341. 86/09/19. Office of 
the Secretary of the Commission. 9pp. 38093:219-38093:227. 

8610100569 Requests 90-day extension of comment period for petition for rulemaking 
50-44,per NBS test,research & training reactors directors & managers 860925 re- 
quest 

RABY,T.M. Commerce, Dept, of, National Bureau of Standards. 51FR31341. 86/10/ 
01. Docketing & Services Branch. Ip. 38194:331-38194:331. 

8610150346 Requests 90-day extension to comment on petition for rulemaking PRM-50- 
44.Addl time needed to review original petition. 

MEYER.W.A., ALGER,D.M. Missouri, Univ. of, Rolla, MO. 51FR31341. 86/10/01. Cor- 
respondence & Records Branch. 1 p. 38249:021 -38249:021 . 

8610200206 Requests 60-day extension to comment on petition for rulemaking PRM-50- 
44.Addl time needed due to late receipt of FR listing of petition for rulemaking. 
JOHNSON, A,G. Ohio State Univ., Columbus, OH. 51FR31341, 86/10/10. Correspond- 
ence & Records Branch. 2pp. 38294:359-38294:360. 


8610200337 Comments on petition for rulemaking PRM-50-44 re stored energy in graph- 
ite at nonpower research reactors.Extenslon of comment period requested to permit 
more extensive evaluation of technical aspects of rule. 

NEWTON,T.H. Worcester Polytechnic Institute, Worcester, MA. 51FR31341. 86/10/ 
09. Correspondence & Records Branch. Ip. 38303:310-38303:310. 

8610210001 Notice of receipt of KG Sexton petition for rulemaking PRM-50-45 re re- 
evaluation of established emergency planning zone for nuclear power plants. 

CHtLK,S.J. Office of the Secretary of the Commission. 51FR35518. 86/09/30. 4pp. 
38305:037-38305:040. 

8610210050 Comments on petition for rulemaking PRM-50-47 re size of plum exposure 
pathway emergency planning zone for nuclear power plants. Recommends site-specific 
determination of emergency planning zone. 

SEXTON, K.G. Affiliation Not Assigned. 51FR35518. 86/08/04. Office of the Secretary 
of the Commission. 15pp. 38305:052-38305:066. 

8610210306 Forwards FR notice denying State of Wl Dec 1984 petition for rulemaking 
PRM-71-10, requesting expansion of scope of regulations re spent nuclear fuel 
transport.Suggests exam of State of IL insp & escort program for nuclear shipments. 
CHILK,S.J. Office of the Secretary of the Commission. 86/10/10. SINDERBRAND.C. 
Wisconsin, State of. 2pp. 38315:328-38316:004. 

-8610210308 Notice of denial of State of Wl petition for rulemaking PRM-71-10,request- 
ing NRC expand scope of regulations re spent nuclear fuel transport. Existing regula- 
tion sufficient. 

CHILK.S. J. Office of the Secretary of the Commission. 86/10/10. 36pp. 38315:330- 
38316:004. 

8610240070 Requests extension of comment period re petition for rulemaking PRM-50- 
45 from 60 to 150 days.Extenslon necessitated by delay in receiving petition & com- 
plexity of emergency planning issue. 

AFTERGOOD.S. Committee to Bridge the Gap. 51FR35578. 86/10/17. Docketing & 
Services Branch. Ip. 38346:001-38346:001. 

8610240087 Comments on petition for rulemaking PRM-50-44 re credibility & relevance 
of Committee to Bridge Gap bases for petition to measure stored Wigner energy in 
research reactors.Petition should be denied. 

WEGST,W.F. California. Univ. of, Los Angeles, CA. 51FR31341 002. 86/10/13. 
2ECH,L., ASSELSTINE.J., BERNTHAL.F. Commissioners, 4pp. 38346:073-38346:076. 

8610240127 Comments on petition for rulemaking PRM-50-44 re nonpower reactors that 
contain graphite.Requests that Commission delay deadline 90 days for receiving com- . 
ments. 

WEHRING.B.W. North Carolina State Univ., Raleigh, NC. 51FR31341. 86/10/14. 
Office of the Secretary of the Commission. Ip. 38347:082-38347:082. 

8610300236 Requests extension of comment period for petition for rulemaking PRM-50- 
44.Concern expressed by GAP unjustified & petition should be rejected on grounds of 
insufficient merit. 

MULDER, R.U. Virginia. Univ. of, Charlottesville, VA. 51FR31341. 86/10/10. Office of 
the Secretary of the Commission. Ip. 38404:347-38404:347. 

8610300245 Withdraws util 850329 petition for rulemaking (PRM-50-39) on emergency 
arrangements for medical svcs for contaminated injured individuals.Commission policy 
statement {10CFR50.47(b)(12)) rendered petition moot. 

PlGOTT,D.R. Southern California Edison Co. PIGOTT,D.R. Orrick, Herrington & Sut- 
cliffe. 50FR20799. 86/10/21. CHILK,S.J. Office of the Secretary of the Commission. 
2pp. 38404:198-38404:199. 

8610300331 Withdraws petition for rulemaking PRM-30-55 re major by- product 
facility, due to resolution of previous situation. 

NICHOLLS,G.P. New Jersey. State of. 42FR40791. 86/05/13. CHILK.S. J. Office of 
the Secretary of the Commission. Ip. 38409:353-38409:353. 

8610300380 Notice of extension of comment period for Committee to Bridge the Gap 
petition for rulemaking requiring operators of reactors using graphite as moderator/ 
reflector to submit fire response/evacuation plans.Ciosing date is 870203. 

CH1LK,S.J. Office of the Secretary of the Commission. 51FR31341. 86/10/23. 2pp. 
38409:253-38409:254. 


PROJ PROJECTS - PREDOCKET LICENSING 


8610160202 Requests expedited processing of security clearances for listed 
personnel, per 10CFR25.Clearances needed in anticipation of joint venture involving 

g rivate enrichment plant using company centrifuge technology. 

ADER,J.F. Urenco, Inc. 27443. 86/09/19. DAVIS, J.G. Office of Nuclear Material 
Safety & Safeguards, Director, 3pp. 38352:103-38352:105, 

8610210121 Summary of 861007 meeting w/LLL & Genera! Nuclear Sys,lnc at LLL re 
safety review of CASTOR V/21 borated stainless steel fuel basket design.List of at- 
tQncl30s 0ncl 

ROBERTS, J.K Advanced Fuel & Spent Fuel Licensing Branch, 86/10/14. 

ROUSE, LC. Advanced Fuel & Spent Fuel Licensing Branch, 4pp. 38321:202- 
38321:205. 

8610210313 Summary of 860903 meeting w/General Nuclear Sys.Inc in Silver 
Spring, MD re vendor submittal for Castor v/21 borated stainless steel basket design. 
ROBERTS,J.P. Advanced Fuel & Spent Fuel Licensing Branch. 86/09/04. 

ROUSE,L.C. Advanced Fuel & Spent Fuel Licensing Branch. 1p. 38319:074- 
38319:075. 

8610210316 Summary of 861009 meeting w/Nuciear Packaging Inc, in Silver Spring, MD 
re submittal of topical rept for dry concrete spent fuel storage cask design.List of at- 
tendees & viewgraphs encl.Next meeting scheduled for 861203. 

ROBERTS, J.P. Advanced Fuel & Spent Fuel Licensing Branch. 86/10/14. 

ROUSE,L.C. Advanced Fuel & Spent Fuel Licensing Branch. 29pp. 38319:046- 
38319:073. 

8610230242 Forwards Rev 0 to “Safety Analysis for Low Level Class B & Class C Rad- 
waste Handling & Disposal Operations for Radwaste Treatment Drum Cell." 
HAMRIC,J.P. Energy, Dept, of, Idaho Operations Office. 27514. 86/09/29. 
CLARK, A.T. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 38351:007- 
38351:074. 
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-8610230252 Rev 0 to “Safety Analysis for Low Level Class B & Class C Radwaste 
Handling & Disposal Operations for Radwaste Treatment Drum Cell." 

DOOLEY.D.A.. BLICKWEDEHL.R., BELL,R.A. Energy. Dept, of, Idaho Operations 
Office. 86/09/30. 66pp. 38351:009-38351:074. 

8610240385 Forwards Rev 0 to “SAR for Low Level Class A Radwaste Handling & Dis- 
posal Operation Safety & Environ Assessment.” 

HAMRtC,J.P. Energy, Dept, of, Idaho Operations Office. 27459. 86/09/04. 
CLARK, A.T. Advanced Fuel & Spent Fuel Licensing Branch. 2pp. 38351:119- 
38351:179. 

-8610240388 Rev 0 to "SAR for Low Level Class A Radwaste Handling & Disposal Op- 
erations Safety & Environ Assessment.” 

* Energy, Dept, of, Idaho Operations Office. 86/08/31. 59pp. 38351:121-38351:179. 

8610270028 Forwards CASTOR V/21 fuel basket design drawings to facilitate review of 
mechanical design.Affidavit end. Drawings withheld (ref 10CFR2.790), 
ANDERSON.R.T. General Nuclear Systems, Inc. 27458. 86/09/30. ROBERTS.J. Ad- 
vanced Fuel & Spent Fuel Licensing Branch. 4pp. 38369:020-38369:023. 

8610300408 Summary of 861021 meeting w/DOE & All Chemical Isotope 
Enrichment,lnc in Silver Spring, MD re applicable rules & procedures for facility being 
considered by All Chemical Isotope Enrichment, lnc.Meeting agenda end. 

CLARK,A.T. Advanced Fuel & Spent Fuel Licensing Branch. 86/10/24. ROUSE, LC. 
Advanced Fuel & Spent Fuel Licensing Branch. 4pp. 38409:069-38409:072. 

8610310026 Forwards initial comments on Uravan remedial action plan & State of CO 
analysis per 10CFR40 in response to 861006 telcon.Review focuses on completeness 
of plan & appropriateness of criteria used to meet prescribed stds. 

SM1TH.R.D. Uranium Recovery Field Office. 86/10/14. HAZLE.A.J. Colorado, State of. 
4pp. 38412:073-38412:076. 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

8610010296 Part 21 rept re heat treatment process causing inconsistent mechanical 
properties. Listed evaluations,including identifying purchase orders where open fire fur- 
naces used for austentizing,will be conducted. 

DONOVAN, M.J. Cardinal Industrial Products Corp. 86/08/27. HEISHMAN,R.F. Vendor 
Program Branch. 4pp. 38053:309-38053:313. 

-8610010299 Advises of developing approach to review heat treatment process used 
on matl,per discussion. 

DONOVAN,M.J. Cardinal Industrial Products Corp. 86/09/08. JACOBSON,J. Region 3, 
Office of Director. Ip. 38053:313-38053:313. 

8610060670 Part 21 & deficiency rept re intermittent contact bounce in Westinghouse 
7300 series temp channel test relay cards. Initially reported on 830906.Relay cards in 
Unit 1 replaced. Actions on Unit 2 equipment will be completed at later date. 
FOSTER,D.O. Georgia Power Co. GN-1063. 86/08/28. GRACE, J.N. Region 2, Office 
of Director. 2pp. 38092:261-38092:265. 

8610080100 Part 21 & interim deficiency rept re potential for hydrogen embrittlement 
failure of Valcor solenoid valve springs. Initially reported on 860702.Valcor recom- 
mends retrofitting valves w/suitable matl. 

FOSTER, D.O. Georgia Power Co. GN-1077. 86/09/17. GRACE.J.N. Region 2, Office 
of Director. 8pp. 38131:354-38131:361. 

8610090080 LER 86-01 7-00:on 860924 & 26,pressurizer level Channel 2L-461 abnor- 
mally high.Caused by leaking valves on valve manifold due to apparent improper 
torquing by valve mfg. Manifold valves retorqued.W/860930 Itr. 

LESNET.M., PL1ML,G.J. Commonwealth Edison Co. 0393D. 86/09/30. 6pp. 
38181:222-38181:227. 

8610090192 Final Part 21 & Deficiency Rept CP-86-43 re environ qualification of ITT 
Barton Model 580 series indication switches.! nitially reported on 860604.Switches do 
not require quaHfication.ltem not reportable per 10CFR50.55(e). 

COUNSIUW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-5047. 86/09/26. JOHNSON,E.H. Region 4, Office of Director. 2pp. 38181:320- 
38181:321. 

8610090506 Part 21 rept re swing chiller control circuitlnitially reported on 86l003.Cir- 
cult found to have deficiency which would prevent chiller from starting.Utll informed of 
condition & implemented appropriate administrative controls. 

SAILER,W.F. Gilbert/Commonwealth, Inc. (formerly Gilbert Associates, Inc.). 86/10/ 
03. TAYLOR,J.M. Office of Inspection & Enforcement, Director (Post 820201). 2pp. 
38179:003-38179:004. 

8610100003 Forwards Insp Rept 99900317/86-01 on 860728-0801 8 notice of 
nonconformance.lnsp necessitated by recent 8 significant Part 21 repts re Cooper 
standby diesel generators at nuclear power plants. 

HEISHMAN,R.F. Vendor Program Branch. 86/10/02. STOLBA,F,B. Cooper Industries, 
Inc. 2pp. 38192:338-38192:355. 

-8610100007 Insp Rept 99900317/86-01 on 860728-0801 .Noncompliance noted: out- 
of-date procedures 8 procedures index found in heat treatment area shop ofc proce- 
dures manual. 

TROTTlER,E.H., MERSCHOFF,E.W. Vendor Program Branch. 86/10/02. 15pp. 
38192:341438192:355. 

8610100010 Part 21 8 deficiency rept re Synchro-Start Type ESSB speed 
switches-lnitially reported on d60822.Speed switches currently in svc or designated for 
SVC will be tested for relay contact closure 8 relay contact condition. 

DRIS(X)LL,H. Louis-Allis Co. 86/09/26. FORNEY,W.L. Region 3, Office of Director. 
9pp. 38193:061-38193:069. 

8610100669 LER 86-028-01 :on 860801, control room flooded 8 other plant areas not 
analyzed.Caused by error in AE design control process.Sprinkler line in control room 
isolated.Also reportable per 10CFR21. W/861003 Itr. 

WASHINGTON.S., POWERS,C.M. Washington Public Power Supply System. 86/10/ 
03. 4pp. 38200:200-38200:203. 

8610140142 Advises that pl^t-specific ampacity tests conducted at UL on 860925- 
29.Gontrolling nominal ambient temp targeted to be circumferentially uniform around 
test article at level of 40 C. 

FELDMAN,R. Thermal Science, Inc. 86/10/02, TAYLOR,J- Office of Inspection 8 En- 
forcement, Oirectof (Post 820201 ), 2pp. 38225:31 3-38225:31 4. 


8610150031 Part 21 rept re outside containment flooding analysis calculation.lnitially re- 
ported on 860407.Calculation revised to evaluate lines previously exempted from anal- 
ysis 8 flood barriers constructed around listed areas. 

GARFINKEL.P. Stone 8 Webster Engineering Corp. 86/10/07. TAYLOR, J.M. Office of 
Inspection 8 Enforcement, Director (Post 820201). 3pp. 38239:076-38239:078. 

8610150067 Disputes conclusions reached in util Part 21 rept, concurrent w/LER 86- 
017-00 re improper torquing of manifolds by mfg 8 generic implications.Incident clear- 
ly isolated 8 probably attributable to improper reassembly following maint. 

WEST, J. A. Anderson-Greenwood 8 Co. 86/10/07. Office of Inspection 8 Enforce- 
ment, Director (Post 820201). Ip. 38239:333-38239:333. 

8610160054 Final Part 21 8 Deficiency Rept DER 86-27 re air starting valve seat insert 
problem on Cooper Energy Svcs diesel generators.lnitially reported on 860829.Caused 
by copper plating used on cylinder heads.Cylinder heads replaced. 

HAYNES.J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
ANPP-38458-JGH/. 86/09/29. KIRSCH.D.F. Region 5, Office of Director. 4pp. 
38262:357-38262:360. 

8610160161 Final Part 21 8 deficiency rept re failure to adequately disposition report- 
able nonconformances in divs of nuclear engineering 8 nuclear consLlnitially reported 
on 860224. Changes to corrective action program listed. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/06. GRACE,J.N. Region 2, Office of 
Director. 5pp. 38271:032-38271:036. 

8610170039 Deficiency rept,fonA/arding advisory distributed to all US nuclear power 
plants, on handling Foxboro N-E11 8 N-E13 transmitters.Warning label also end. 
BERBERIAN,M.J. Foxboro Corp. 86/10/07. Office of Inspection 8 Enforcement, Di- 
rector (Post 820201). 3pp. 38278:099-38278:101. 

8610200424 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required value of 33 Hz.lnitially reported on 841227.No ad- 
verse effects noted during testing. 

RANDALL, R.D. International Telephone 8 Telegraph Corp. 86/10/10. NRC - No De- 
tailed Affiliation Given. 7pp. 38301:001-38301:007. 

8610210059 Part 21 rept re vendor tests of air-operated diaphragm valves revealing nat- 
ural frequencies less than required values of 33 Hz.lnjtially reported on 841227.No ad- 
verse effects noted during testing. 

BROOME, E.C. International Telephone 8 Telegraph Corp. 86/10/10, 

ANDERSON. W.F, NRC - No Detailed Affiliation Given. Ip. 38308:177-38308:184. 

8610210104 Part 21 rept re deficiencies in TDI time delay relays. Initially reported on 
860926.Relays repaired by startup test group.Work request generated to inspect re- 
maining relays. 

WARD.J.E. Sacramento Municipal Utility District. JEW 86-462. 86/10/01. MARTIN, J.B. 
Region 5, Office of Director. 3pp. 38308:156-38308:158. 

8610220075 Part 21 8 deficiency rept re missing lock welds on set screws in certain 
Anchor/ Darling swing check valves, initially reported on 860425. Valves inspected 8 
identified in end tables.Deficient valves reworked. 

FOSTER, D.O. Georgia Power Co. GN-1104. 86/10/08. GRACE.J.N. Region 2. Office 
of Director. 15pp. 38324:339-38324:353. 

8610220104 LER 86-033-00:on 861008,safety evaluation found incorrect sizing of un- 
derground cables in duct banks between main plant 8 svc water pumphouses.Caused 
by B8R error in cable caIcuIations.Also reported per 10CFR21.W/861013 Itr. 
WASHINGTON, S.L, POWERS.C.M. Washington Public Power Supply System. 86/10/ 
13. 4pp. 38324:302-38324:305. 

8610220150 Part 21 8 deficiency rept re 860529 8 0603 simultaneous interruptions of 
svc on reserve auxiliary transformers 1NXRA 8 INXRB.Caused by jumper wiring error 
in boric acid blending sys.ltem not reportable per 10CFR50.55(e) or Part 21. 

RICE.P.D. Georgia Power Co. GN-1105. 86/10/09. GRACE.J.N. Region 2, Office of 
Director. 4pp. 38322:043-38322:046. 

8610240275 Corrected deficiency 8 Part 21 rept re potential concern that lock-welds 
not installed on setscrews in certain Anchor Darling Valve Co swing check 
valves.lnitially reported on 860425.Deflcient valves reworked. 

FOSTER.D.O. Georgia Power Co. GN-1104. 86/10/08. GRACE, J.N. Region 2, Office 
of Director. 15pp. 38356:190-38356:204. 

8610240366 Deficiency rept re site-designed cable splices using Raychem (Dorp heat 
shrinkable insulation. I nitially reported on 86081 2.IE info Notice 86-053 provides notifi- 
cation of similar conditions discovered at other fadlities. 

FOSTER,D.O. Georgia Power Co. GN-1095. 86/10/09. GRACE, J.N. Region 2. Office 
of Director. 6pp. 38355:163-38355:168. 

6610270299 Part 21 8 Final Deficiency Rept NCR W-377-P re leakage in lower seals of 
essential raw cooling water dutch assembly. Initially reported on 860418.011 baffles 8 
new clutch assemblies will be installed prior to Unit 1 fuel loading. 

GRIDLEY.R, Tennessee Valley Authority. NCR W-377-P. 86/10/20. GRACE, J.N. 
Region 2, Office of Director. 3pp, 38372:321-38372:323, 

8610280012 Deficiency rept submitting corrected list of mode) numbers^ by company, re 
safety-related problems in applications reportable per 10CFR2t 8 author 860917 Itr. 
KAMERMAN.L. Validyne Engineering Sales Corp. 86/10/16. Office of Inspection 8 
Enforcement, Director (Post 820201). 2pp. 38367:236-38367:237. 

8610280397 Part 21 8 Final Deficiency Rept DER 86-23 re failure of Dyson ASTM A640 
Grade B24 Class 1 nutlnltially reported on 860725.Spec change notice issued to limit 
hardness 8 min tempt for ASTM A540 matl. 

HAYNES, J.G. Arizona Nuclear Power Project (formerly Arizona Public Service Co.). 
DER 86-23. 86/10/09. KIRSCH,D.F. Region S/Cffioe of Director. 9pp. 38376:1 36- 
38376:143. 


QA999 QUALITY ASSURANCE INSPECnOMS 

8610010296 Part 21 rept re heat treatment process causing inconsistent mechanical 
properties.Listed evaluations, including identifying purchase orders where open fire fur- 
naces used for austentizing.will be conducted. 

DONDVAN,M.J. Cardinal Industrial Products Corp. 86/08/27. HEiSHMAN.R.F. Vendor 
Program Branch. 4pp. 38053:309-38053d3t3. 
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-8610010299 Advises of developing approach to review heat treatment process used 
on matl.per discussion. 

DONOVAN.MJ. Cardinal Industrial Products Corp. 86/09/08. JACOBSON, J. Region 3, 
Office of Director. 1 p. 38053:31 3-38053:31 3. 

8610020175 Responds to 860821 Itr re plan for corrective actions of three nonconfor- 
mance issues noted in insp Rept 99901045/86-01 & proposed dates of 
completion.Intended actions listed. 

BERTLING,R.J. Control Product Corp. 86/09/25. HEISHMAN.R.F. Vendor Program 
Branch. 2pp. 38061:330-38061:331. 

8610060790 Confirms NRC approval of addi 1-wk extension of time until 861003 for 
Golden Gate Forge & Flange, Inc to respond to notices of violation & 
nonconformance.per 860925 telcon. 

PEMBERTON.N.S. Topel & Goodman. 86/09/25. MERSHOFF.E. Vendor Program 
Branch. Ip. 38108:185-38108:185. 

8610080259 Forwards Insp Rept 99900302/86-01 on 860811-12 & insp data sheet. 
HEISHMAN.R.F. Vendor Program Branch. 86/09/30. FRIEDMAN, K.A. Western Piping 
& Engineering Co.. Inc. 5pp. 38136:129-38136:138. 

-^610080263 Insp Rept 99900302/86-01 on 86081 1-12.No violations, nonconfor- 
mances or unresolved items noted.Areas inspected: QA & engineering records re alle- 
gations of certification & mfg of pipe clamps. 

CORREIA,R.P., CRAIG, J.W. Vendor Program Branch. 86/09/29. 5pp. 38136:134- 
38136:138. 

8610100003 Forwards Insp Rept 99900317/86-01 on 860728-0801 & notice of 
nonconformance.lnsp necessitated by recent & significant Part 21 repts re Cooper 
standby diesel generators at nuclear power plants. 

HEISHMAN.R.R Vendor Program Branch. 86/10/02. STOLBA.F.B. Cooper Industries. 
Inc. 2pp. 38192:338-38192:355. 

-8610100005 Notice of nonconformance from insp on 860728-0801. 

* Vendor Program Branch. 86/10/02. Ip. 38192:340-38192:340. 

-8610100007 Insp Rept 99900317/86-01 on 860728-0801 .Noncompliance noted: out- 
of-date procedures & procedures index found in heat treatment area shop ofc proce- 
dures manual. 

TROTTIER.E.H., MERSCHOFF.E.W. Vendor Program Branch. 86/10/02. 15pp. 
38192:341-38192:355. 

8610100284 Informs of results of NRC review of commitments made in 740917 Itr re 
reporting items described in l0CFR50.55(e). Since Westinghouse not reactor CP 
holder, 10CFR50.S5(e) inapplicable.Compliance w/10CFR21 sufficient. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201), 86/10/02. 
GALLAGHER, J.L Westinghouse Electric Corp. 2pp. 38189:103-38189:108. 

8610100408 Fonwards Insp Rept 99900840/85-01 on 850401-05 & notice of 
nonconformance.Implementatlon of QA program failed to meet NRC 
requirements.Written statement addressing corrective actions for listed nonconfor- 
mances requested within 30 days. 

ZECH.G.G, Vendor Program Branch. 85/07/26. DONOVAN.M.J. Cardinal Industrial 
Products Corp. 3pp. 38196:291-38196:307. 

-8610100413 Notice of nonconformance from insp on 850401-05. 

* NRC - No Detailed Affiliation Given. 85/07/26. 2pp. 38196:294-38196:295. 

-8610100417 Partially deleted Insp Rept 99900840/85-01 on 850401-15 (ref 
1 0CFR2.790).Nonconformances noted:failure to document audits of subtier suppliers 
& inadequate review of matl certifications. 

BAKER,E.T. Division of QA, Vendor & Technical Training Center Programs (Post 
850212). MERSCHOFF,E.W. Vendor Program Branch. 85/06/28. 12pp. 38196:296- 
38196:307. 

8610100457 Responds to NRC Itr re violation/nonconformance noted in QA Program 
Insp Rept 99901 057/86-01 .Corrective actions'.mfg will not produce matls for use in 
nuclear power facilities & notified customers that matls not produced per QA program. 
PEMBERTON,N.S. Topel & Goodman. PEMBERTON,N.S. Golden Gate Forge & 
Flange, Inc. 86/10/02. HEISHMAN.R.F. Vendor Program Branch. 9pp. 38194:272- 
38194:280. 

8610100511 Forwards Insp Rept 99900403/86-03 on 860811 & 12 & notice of 
nonconformance.lnsp conducted as result of 860614 unusual control rod movement 
due to use of refurbishment scram solenoid pilot valve kits. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/02. BRUGGEMAN.W.H. General 
Electric Co. 3pp. 38193:318-38193:328. 

-8610100518 Notice of nonconformance from Insp on 860811 & 12. 

^ Vendor Program Branch. 86/10/02. Ip. 38193:321-38193:321. 

-8610100530 Insp Rept 99900403/86-03 on 860811 & 1 2.Nonconformance 

noted’.nonsafety-related refurbishment kits for scram solenoid pilot valve supplied in 
place of safety-related Type FV 204-139 kits. 

NAIDU.K.R., MERSCHOFF.E.W. Vendor Program Branch. 86/09/24. 7pp. 38193:322- 
38193:328. 

8610100527 Forwards Insp Rept 99900005/86-01 on 860818-20 & notice of 
nonconformance,lmplementatlon of QA program failed to meet certain 
requirements-Weaknesses identified in areas of confirmed traceability to NBS.One un- 
resolved item noted. 

HEISHMAN.R.F, Vendor Program Branch. 86/10/08. SLEMSER.R. Westinghouse 
Electric Corp. 3pp. 38198:289-38198:306. 

-8610100536 Notice of nonconformance from insp on 860818-20. 

* Office of International Programs, Director, 86/10/08. 2pp. 38198:292-38198:293. 

—8610100547 Insp Rept 99900005/86-01 on 86081 8-20.Noncompliance noted: std used 
for ultrasonic testing to validate tube ovality not serialized & maintained under equip- 
ment caiibr control sys & dimensions of std not traceable to NBS. 

ABBATE.C.M., CRAIG, J.W. Office of Inspection & Enforcement, Director (Post 
820201). 86/10/07. 13pp. 38198:294-38198:306. 

6610100544 Responds to NRC 860829 Itr re violation & nonconformance noted in Insp 
99900362/86-01 .Corrective actions:10CFR50.21 regulations posted & procedure re- 
vised to specify time limit for reporting defects, 

CONDIT.T.B. Unistrut Corp. 86/10/01. HEISHMAN.R.F. Vendor Program Branch. 3pp. 
38194:184-38194:186. y kk 


8610140276 Forwards Insp Rept 99900302/86-01 of NRC Insp conducted at Western 
Piping & Engineering on 86081 1-1 2.1nsp addresses concerns w/qualifications of engi- 
neer performing pipe clamp certifications, per recipient 860329 Itr.W/o rept, 
HEISHMAN.R.F. Vendor Program Branch. 86/10/08. VAN METER.W. Affiliation Not 
Assigned. Ip. 38226:237-38226:237. 

8610140292 Confirms insp of Rockwell Inti Flow Control Div on 861021- 24, per 861001 
telcon.lnsp will relate to implementation of QA program. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/07. SCHLEMM.T. Rockwell Interna- 
tional Corp. Ip. 38226:210-38226:210. 

8610150151 Responds to NRC 860916 Itr re nonconformance noted in QA Insp 
99900002/86-01. Corrective actions:stop watch issued to teak test operator to estab- 
lish test times & memo issued stressing that required approvals must be obtained. 
LICHTENBERGER Combustion Engineering, Inc. 86/10/07. HEISHMAN.R.F. Vendor 
Program Branch. 3pp. 38241:276-38241:278. 

8610150220 Forwards Insp Rept 99901063/86-01 on 860908-09.No violations noted. 
HEISHMAN.R.F. Vendor Program Branch. 86/10/10. KIES.F.K. BOC Group, Inc. 2pp. 
38252:127-38252:133. 

-8610150233 Insp Rept 99901063/86-01 on 860908-09.No violations noted. Major 
areas inspect6d:allegation that E-Brite 26-1 metal mfg by Airco Vacuum Metals (cur- 
rently BOC Group, Inc) shipped to nuclear power plants in 1970s. 

CONWAY. J., MERSCHOFF,E.W. Vendor Program Branch. 86/10/09. 5pp. 38252:129- 
38252:133. 

8610150397 Ack receipt of 860715 Itr Informing NRC of steps taken to correct noncon- 
formance & violation noted in Insp Rept 99900100/86-01. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/08. DENHAM.F.K. Limitorque Corp, 
Ip. 38251:337-38251:337. 

8610160398 Forwards Insp Rept 99900400/86-01 on 860623-27 & notice of nonconfor- 
mance. 

HEISHMAN.R.F. Quality Assurance Branch. 86/10/03. PRYOR, C.W. Babcock & 
Wilcox Co. 5pp. 38274:074-38274:097. 

-8610160400 Notice of nonconformance from insp on 860623-27. 

* Quality Assurance Branch. 86/10/03. 2pp. 38274:079-38274:080, 

-8610160403 Insp Rept 99900400/86-01 on 860623-27,Noncompliance noted: reported 
results of reactor & DNB power levels not independently verified & overcooling tran- 
sient not identified as analysis performed by computer code. 

CORREIA.R.P., CRAIG. J.W. Quality Assurance Branch. 86/10/06. 17pp. 38274:081- 
38274:097. 

8610210136 Advises that business still under review by prospective buyers.per 860625 

JONES.W.F. Morrison-Knudsen Engineers, Inc. 86/09/12. TROTTIER.E. Vendor Pro- 
gram Branch. Ip. 38307:115-38307:115. 

8610220275 Confirms QA program insp at Richland.WA plant on 861027-30 per 861015 
telcon.lnsp will review fabrication & testing of fuel assemblies.computer codes, Exxon 
fuel incidents at reactor sites & corrective actions. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/17. VOLMER.C.J. Exxon Nuclear 
Co., Inc. (subs, of Exxon Corp.). Ip. 38328:010-38328:010. 

8610220277 Forwards Insp Rept 99901064/86-01 on 860915-18 & notices of violation 
& nonconformance. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/20. GODFREY, D.A. Enerfab. 4pp. 
38325:216-38325:228. 

-8610220280 Notice of violation from insp on 860915-18. 

* Vendor Program Branch. 86/10/20. Ip. 38325:220-38325:220. 

-8610220282 Notice of nonconformance from insp on 860915-18. 

* Vendor Program Branch. 86/10/20. Ip. 38325:221-38325:221. 

-8610220284 Insp Rept 99901064/86-01 on 86091 5-1 B.Violation noted: failure to adopt 
procedures for evaluating deviations or informing customers of 
defects.Nonconformance noted: procedures not established for acceptance criteria. 
YACHIM1AK,E., MERSCHOFF.E.W. Vendor Program Branch. 86/10/17. 7pp, 
38325:222-38325:228. 

8610270140 Forwards Insp Rept 99901058/86-01 on 860519-23 & notice of 
nonconformance.NRC ack recent design activities performed by licensee as significant 
improvement over packages completed prior to 1983,despite weaknesses. 
HEISHMAN.R.F. Vendor Program Branch. 86/10/10. DUTTON, D.E. Southern Compa- 
ny Services, Inc. 3pp. 38361:068-38361:103. 

-8610270150 Notice of nonconformance from Insp on 860519-23. 

* Vendor Program Branch. 86/10/10. 3pp. 38361:071-38361:073, 

-8610270160 Insp Rept 99901058/86-01 on 86051 9-23.Nonconformances noted: listed 
procedures for calculation & domestic drawing preparation inadequate for identifica- 
tion of safety classifications of equipment/matls. 

CORREIA, R.P., CRAIG.J.W. Vendor Program Branch. 86/10/06. 30pp, 38361:074- 
38361:103. 

8610270401 Ack receipt of 860925 Itr informing NRC of steps taken to correct noncon- 
formance noted in QA Program Insp Rept 99901045/86-01. 

HEISHMAN,R.F. Vendor Program Branch. 86/10/22, BERTLING.R. Control Product 
Corp. Ip. 38374:156-38374:156. 

8610280059 Responds to NRC 860915 Itr re nonconformance noted in Insp Rept 
99900751/86-01 .Corrective actions:QA manual updated to include specific instruc- 
tions requiring documentation of auxiliary storage oven temp checks. 

BROOKS, R.E. RECO Industries, Inc. 86/10/09. HE1SHMAN,R.F. Vendor Program 
Branch, 5pp. 38374:354-38374:358. 

8610280163 Ack receipt of 861009 Itr informing NRC of addl steps taken to correct non- 
conformance noted in Insp 99900751/86-01. Actions adequate to assure that weld 
rod auxiliary storage oven temps checked daily. 

HEISHMAN.R.F. Vendor Program Branch. 86/10/23. POINT, S. RECO Industries, Inc. 
Ip. 38366:082-38366:082. 
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8610310034 Ack receipt of 860929 response to violations & nonconformance noted in 
Insps 99901047/86-01 & 99901 047/86-02.Corrective actions taken or planned satis- 
factory & no addi info needed. 

HEISHMAN,R,F. Vendor Program Branch. 86/10/27. JONES.D.E. Pacific Nuclear Sys, 
Inc. 3pp. 38420:155-38420:157. 


8610090244 Comments on draft reg guide, Task MS 501-4, “Fracture Toughness Criteria 
for Ferritic Steel Shipping Containers W/Wall Thickness Greater Than Four Inches." 
Criteria not consistent w/previous NRC documents. 

OPEKA.J.F.. SEARS.C.F. Northeast Utilities. 51FR23613. 86/09/26. Division of Rules 
and Records. Ip. 38146:307-38146:307. 


REGGD REGULATORY GUIDES 

8607220151 Forwards safety evaluation & EG&G technical evaluation rept accepting util 
850830 & 11 27 responses to Generic Ltr 82-33 re post-accident monitoring instrumen- 
tation compliance w/ guidelines of Reg Guide 1 .97, Rev 2. 

COLBURN.T.G. PWR Project Directorate 1. GL-82-33. 86/07/11. FAY,C.W. Wisconsin 
Electric Power Co. 3pp. 38289:308-38289:340. 

-8606110136 EGG-EA-6771 “Conformance to Reg Guide 1.97,Point Beach Nuclear 
Plant, Units 1 & 2." 

STOFFEUJ.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51120. 86/ 
04/30. NRC - No Detailed Affiliation Given. 27pp. 38289:314-38289:340. 

8610010073 Forwards “Susceptibility of ERCO-SIL 36S Insulation Pillows to Debris For- 
mation Under Exposure to Energetic Jet Flows" & "Bouyancy .Transport & Head Loss 
Characteristics of ERCO-SIL 36S Insulation Pillows for Nuclear...." 

SPEIS.T.P. Division of Safety Review & Oversight (post 851125). GL-85-22. 86/09/19. 
NOVAK.T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). Ip. 
38056:101-38056:163. 

8610010527 Forwards 1986 internal cash flow projections.per 10CFR1 40.21 require- 
ments re licensee guarantee of payment of deferred premiums.Encl follows format for 
cash flow statement contained in Sept 1978 Reg Guide 9.4. 

LEONARD.J.D. Long Island Lighting Co. SNRC-1280. 86/09/22. DENTON.H. Office of 
Nuclear Reactor Regulation, Director (post 851125). 2pp. 38060:170-38060:171. 

8610020261 Informs that master list of electrical equipment prepared, per 
10CFR50.49(d).Equlpment required to satisfy Reg Guide 1.97 environmentally quali- 
fied & sub] to maint & surveillance program. 

SMITH.D.H. Commonwealth Edison Co. 2150K. 86/09/25. DENTON, H.R. Office of 
Nuclear Reactor Regulation. Director (post 851125). Ip. 38068:017-38068:017. 


8610090251 Forwards listed proprietary drawings for review of SAR.per Reg Guide 
7.9, Proposed Rev 2.Drawings not intended for Inclusion into nonproprietary SAR.W/o 
end. 

ANDERSON.R.T., POPPE.L.K. Chem-Nuclear Systems, Inc. 27346. 86/08/27. 
MACDONALD.C.E. Transportation Certification Branch. 5pp. 38184:263-38184:267. 

8610090382 Requests util identify compliance to list of variables identified in Reg Guide 
1.97 re emergency response capability & provide justification for deviations,per Gener- 
ic Ltr 82-33 & Supp1 1 to NUREG-0737. 

LEAR,G.E. PWR Project Directorate 1. GL-82-33. 86/10/01. HINTZ.D.C. Wisconsin 
Public Service Corp. 4pp. 38186:229-38185:232. 

8610100335 Notification of 861016 meeting w/utll,Bechtel & Southern Co Svcs in 
Bethesda,MD to discuss NRC request for addI info re physical independence of elec- 
tric sys, per Reg Guide 1 .75. 

THOMPSON, J. PWR Project Directorate 4. 86/10/06. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 3pp. 38212:338-38212:340. 

8610140080 Modifies Commission 850715 order re schedule for completion of Reg 
Guide 1.97 items.Implementation schedule for new non- qualified area radiation moni- 
tor sys capable of meeting ranges specified in Reg Guide 1.97 to be provided by 
861231. 

NOVAK, T.M. Division of Pressurized Water Reactor Licensing - A (post 851125). TAC 
62183. 86/09/30. WOODY,C.O. Florida Power & Light Co. 5pp. 38222:091-38222:095. 

8610140090 Approves 860716 request for application of ASME Code Case N-411-1 
damping values in piping analyses instead of values specified in FSAR.EncI Reg 
Guide 1.84,Rev 24 requirements & commitments described in 860716 request must 
be met. 

KNIGHTON.G.W. PWR Project Directorate 7. 86/10/06. DEWEASE.J.G. Louisiana 
Power & Light Co. 4pp. 38221:001-38221:004. 


8610030129 Reg Guide 5.65,Task SG 302-4, “Vital Area Access Controls, Protection of 
Physical Security Equipment & Key & Lock Controls." 

* Office of Nuclear Regulatory Research. Director (Pre 860720), 86/09/30. 12pp. 
37670:185-37670:196. 

8610060051 Advises that commitment to Rev 4 to Reg Guide 8.8 changed to Rev 3,per 
NRC request. Revised Table 1.8-2 re enduring exposure ALARA end & will be incorpo- 
rated into FSAR.No Tech Spec change required. 

MANGAN,C.V. Niagara Mohawk Power Corp. (NMP2L 0889). 86/09/26. 

ADENSAM.E.G. BWR Project Directorate 3. 4pp. 38094:314-38094:317. 

8610060372 Forwards reviews of ISAP Topics 1.18,1.26 & 1.42, "Reactor Coolant Pump 
Seal Cooling Mods," “Relief Valve & Safety Valve Testing" & “RCS Vents Tech 
Specs," respectively. 

OPEKA,J.F., SEARS, J.F. Connecticut Yankee Atomic Power Co. B12194. 86/09/19. 
GRIMES,C.I. Integrated Safety Assessment Project Directorate, 10pp. 38089:099- 
38089:108. 


8610150033 Discusses applicability of Reg Guide 1.121 to once through steam 
generators.Guide not directly applicable where significant secondary stress 
exists.ldentified alternate approach recommended to ensure tube integrity. 

WILSON, R.F. General Public Utilities Corp. - GPU Service Corp. 5000-86-1050. 86/ 
10/03. STOL2,J.F. PWR Project Directorate 6. 6pp. 38239:070-38239:075. 

8610150100 Proposed Rev 1 to Reg Guide 3.50, Task CE 402-4, “Guidance on Prepar- 
ing License Application to Store Spent Fuel & High Level Radwaste." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 86/09/30. 19pp. 
38254:160-38254:182. 

-8610150102 Draft value/impact assessment of proposed Rev 1 to Reg Guide 
3.50,Task CE 402-4, “Guidance on Preparing License Application to Store Spent Fuel 
& High Level Radwaste." Proposed rev to reg guide should be prepared. 

• Office of Nuclear Regulatory Research, Director (Post 860720). 86/09/30. 4pp. 
38254:179-38254:182. 


8610060510 Application for Proposed Amend 132 to License DPR-54, updating Tech 
Specs re primary & backup detectors installed per NUREG-0737,ltem II.D.3 & Reg 
Guide 1 .97 for electromagnetically operated valve.Fee paid. 

WARD,J.E. Sacramento Municipal Utility District, JEW-86-288. 86/09/22. 

MIRAGLIA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
4pp. 38098:201-38098:206. 

-8610060516 Proposed Tech Specs re primary & backup detectors installed per 
NUREG-0737 Item 1I,D.3 & Reg Guide 1.97 requirements for electromagnetically oper- 
ated valve. 

* Sacramento Municipal Utility District. 86/09/22. 2pp. 38098:205-38098:206. 

8610060730 Forwards response to 851016 ltr re conformance to Reg Guide 1.97,includ- 
ing info concerning Item 3.3.30/4.17 of interim rept on noble gas vent from steam 
generator safety relief valves or atmospheric dump valves. 

WILLIAMS,J. Toledo Edison Co. 1266. 86/09/26. ST0L2,J.F. PWR Project Directorate 
6. 7pp. 38108:296-38108:302. 

8610070254 Forwards safety evaluation re util 860513 response to EG&G ldaho,lnc rept 
re conformance to Reg Guide 1.97,Rev 2. Response acceptable except for quench 
tank temp & neutron flux variables.instrumentation should be upgraded. 

CHAN,T.L. PWR Project Directorate 3. 86/09/29. WITHERS,B.D. Portland General 
Electric Co. 2pp. 38130:136-38130:155. 


8610160218 Submits response to comments on changes to FSAR Table 421.36-1 re 
Reg Guide 1.97 submitted in 860919 & 23 Itrs. 

MANGAN,C.V. Niagara Mohawk Power Corp. NMP2L 0902. 86/10/10. 

ADENSAM,E.G. BWR Project Directorate 3. 6pp. 38265:082-38265:087. 

8610160372 Discusses whether evaluation criteria found In NUREG-0654/FEMA-REP-1 
binding regulations or advisory guidance,per 830609 request.Rept established staff cri- 
teria for evaluating compliance w/regulatory requirements. 

DEYOUNG,R.C. Office of Inspection & Enforcement, Director (Post 820201). 83/08/ 
10. MYERS, I. Alabama, State of. 2pp. 38275:252-38275:255. 

8610170003 Forwards clarification of Reg Guide 1,21 .Section C.10, “Sensitivity," in re- 
sponse to 770408 questions. 

COHEN, LK. Division of Fuel Facility & Materials Safety. 77/10/05. 
SUTHERLAND.J.T. Region 2, Atlanta, Fuel Facility & Materials Safety Branch. 3pp, 
38282:328-38282:330. 

8610170056 Informs that due to equipment procurement & delivery delays, listed Reg 
Guide 1.97 mods.scheduled for completion during Oct 1986 refueling outage, will not 
be compieted.R6vised mod completion schedule end. 

WOJNAROWSKI,J. Commonwealth Edison Co. 221 3K. 86/10/06. DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38278:032- 
38278:034. 


-8610070287 Safety evaluation re util 860513 response to Reg Guide 1.97. Licensee 
provided acceptable justification for deviating from guidance of reg guide for each 
post-accident monitoring variable except for quench tank temp & neutron flux. 

* NRC - No Detailed Affiliation Given. GL-82-33. 86/09/29. 4pp, 38130:138- 
38130:141. 


—8609240175 EQG-NTA-7076 “Conformance to Reg Guide 1.97,Trojan Nuclear Plant.” 
STOFFEUJ.W. EG&G Idaho. Inc. (subs, of EG&G, Inc.). FIN A-6483. TAC 51362, 86/ 
07/31. NRC - No Detailed Affiliation Given. 14pp, 38130:142-38130:155. 


8610080058 Requests addi info for approval of decommissioning plan, including Inclu- 
sion of refs to Reg Guides 8,31 & 8.15, details to show levels of kind of contamination 
& procedures for transportation to another facility. 

HAWKINS,E.F. Uranium Recovery Field Office. 86/09/17. SCOTT.E. Bear Creek Ura- 
nium Co. 2pp. 38142:247-38142:251. 


8610080276 Forwards proposed rev to Unit 2 License Condition 2.C.(14) re Implementa- 
tion schedule for mods necessary to comply w/Reg Guide 1,97,Rev 2 & basis for 
change,per 830304 request for rev.Unlt 1 implementation date needs rev.Fee paid. 
GRIDLEY.R.L Tennessee Valley Authority. 86/09/30. YOUNGBLOOD, B. PWR Project 
Directorate 4, 4pp. 381 38:352-381 38:355. 


8610080445 Forwards responses to request for addi info re conformance to Reg Guide 
1.97. 

PAPANIC,G. Yankee Atomic Electric Co. FYR-86-091. 86/09/30. MCKENNA.E.M, 
PWR Project Directorate 1. 11pp. 38166:086-38166:096. 


8610170116 Cancels Reg Guide 1.97 instrumentation mods identified in util 860801 & 
0131 ltrs,Transmitter for Variable Number 36, isolation condenser shell side water 
level retained. 

WOJNAROWSKI,J. Commonwealth Edison Co. 2174K. 86/10/01. DENTON,H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp, 38278:020- 
38278:021. 

8610200270 Notification of 861015 & 16 meetings w/utit in Bethesda,MD to discuss ap- 
plication of leak-before-break technology & application of Reg Guide 1 .75 re separa- 
tion criteria at plant. 

KADAMBI,N.P. PWR Project Directorate 5. 86/10/08. NOONAN, V.S, PWR Project Di- 
rectorate 5. 4pp. 38299:066-38299:069. 

8610200411 Responds to unresolved concerns in NRC 860204 evaluation of util re- 
sponse to Generic Ltr 84-11, “Insps of BWR Stainless Steel Piping." Compliance w/ 
Reg Guide 1.45 demonstrated.No changes to Tech Specs re leakage detection sys 
ndodsd 

FRISCH, R.R. Consumers Power Co. GL-84-11. 86/10/13. Office of Nuclear Reactor 
Regulation, Director (post 851 1 25). 5pp. 38301 :258-38301 :262. 

8610210002 Discusses util commitments,including implementation of program to ensure 
capability to monitor plant parameters & sys operating status during & following 
accidentjper Rev 3 to Reg Guide 1.97. 

THOMAS,G.S. Public Service Co. of New Hampshire. SBN-1215. 86/10/15. 
NOVAK.T.M. PWR Project Directorate 4. 2pp. 38305:188-38305:189. 
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8610210090 Informs of two discrepancies discovered during facility review per Reg 
Guide 1 .97 re inadequate separation of steam generator wide-range level instrument 
channels, per SuppI 1 to NUREG-0737. 

STEWART, W.L Virginia Power (Virginia Electric & Power Co.). 86-485. 86/10/13. 
DENTON, H.R. PWR Project Directorate 2. 7pp. 38305:209-38305:215. 

8610210097 Fonwards explanation of how 3L panel tested, highlights of 860908 meeting 
& justification & position for not using 3L panel to meet Reg Guide 1.68 
commitments-Meeting requested to resolve confusion. 

AGOSTI,F.E. Detroit Edison Co. VP-86-0136. 86/10/14. ADENSAM,E.G. BWR Project 
Directorate 3. 8pp. 38305:195-38305:202. 

8610220025 Discusses enforcement of reg guides.Matters involving enforcement prob- 
lems encountered during insps should be fon^arded to IE headquarters so licensing 
legal staff can be alerted. 

THOMPSON, D. Office of Inspection & Enforcement, Director (Post 820201). 77/02/ 
17. 0’REILLY.J.P. Region 1, Philadelphia. Office of the Director. MOSELEY,N.C. 
Region 2, Atlanta, Office of the Director. KEPPLER,J.G. Region 3, Chicago. Office of 
the Director. 2pp. 38332:035-38332:038. 

-8610220029 Discusses problems w/enforcement of reg guides.per Kewaunee situation 
re security insp indicating Reg Guide 1.17 not met.Suggested actions listed. 
NOREUUS,C.E. Region 3, Chicago. Office of the Director. 76/09/28. ROY.G.W. NRC 
- No Detailed Affiliation Given. 2pp. 38332:037-38332:038. 

8610220069 Forwards summary of safety impact model project analysis for ISAP Topic 
1.21, “Reg Guide 1.97 Instrumentation.” 

OPEKA.J.F.. SEARS.C.F. Connecticut Yankee Atomic Power Co. B12288. 86/10/10. 
GRIMES,C.I. Integrated Safety Assessment Project Directorate. 15pp. 38327:007- 
38327:021. 

8610220085 Responds to 860724 request for antitrust info per Reg Guide 9.3.Util air- 
rentiy has excess in generating capacity resources not expected when Texas Munici- 
pal Power Agency became permittee of Unit 1 CP. 

TARTT.B. Fulbright, Crooked & Jaworski. TARTT.B. Texas Municipal Power Agency. 
A. 86/10/06. FUNCHES.J.L. Planning & Program Analysis Staff (post 851125). 3pp. 
38326:206-38326:208. 

8610220113 Fonvards comparison of RCS leak detection sys to Reg Guide 1.45 
^UHtermes,per rev to GDC 4.Util intends to remove remaining lateral restraints per 

ENOS.j.T. Arkansas Power & Light Co. 1CAN1 08607. 86/10/14. STOL2.J.F. PWR 
Project Directorate 6. 6pp. 38326:217-38326:222. 

8610220203 Informs that all equipment installed In facility environmentally qualified, per 
SSER 5 (NUREG-0876) & Reg Guide 1 .97.Maint & surveillance program implemented 
to maintain qualification. 

AINGER,K.A. Commonwealth Edison Co. 2270K. 86/10/15. DENTON, H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). Ip. 38323:266-38323:266. 

8610220350 Forwards complete “Conformance to Reg Guide 1.97,Trojan Nuclear 
Plant” technical evaluation reptTechnical evaluation rept forwarded w/860929 Itr in- 
complete. 

CHAN,T.L PWR Project Directorate 3. 86/10/17. WITHERS.B.D. Podland General 
Electric Co. 2pp. 38333:252-38333:276. 

8610230216 “For Comment" issue of draft Rev 1 to Reg Guide 3.48, Task CE 406-4, 
“Std Format & Content for ISFSI or Monitored Retrievable Storage Installation (Dry 
Storage)" & value Impact statement. 

* Office of Nuclear Regulatory Research, Director (Post 860720). 86/10/31. 127pp. 
38342:048-38342:174. 

8610240215 Fonvards QA program for approval to clear way for finalizing shipment 
pians.Program outline follows Reg Guide 7.10. 

RODRIGaE2,F.J.. HARRIS.D.R. Rensselaer Polytechnic Institute, Troy, NY. 27487. 
86/10/08. MACDONALD,C. Transpodation Cedification Branch. Ip. 38354:214- 
38354:223. 

8610240273 Forwards response to Reg Guide 1.97,ltem 3.3.3 re containment isolation 
& motor-operated valves.Annotated figures showing redundant valve functions end. 
2IMMERMAN,S.R. Carolina Power & Light Co. NLS-86-396, 86/10/20. 

RUBENSTEIN,LS. PWR Project Directorate 2. 14pp. 38350:287-38350:300. 

8610270101 Forwards review of ISAP Topic 1.21, “Reg Guide 1.97 Instrumentation.” 
per 85051 7 commitmentNRC 850703 concerns re status of compliance w/Rev 2 to 
Reg Guide 1.97 also addressed. 

OPEKA,J.F. (jonnecticut Yankee Atomic Power Co. A05041. 86/09/30. GRIMES, C.i. 
Integrated Safety Assessment Project Directorate. 35pp. 38359:001-38359:035. 

8610270232 Reg Guide 3.57,Task CE 501-4, “Administrative Practices for Nuclear Criti- 
cality Safety at Fuels & Matls Facilities.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 86/10/31. 2pp. 
38371:272-38371:275. 

-8610270235 Value/impact statement re Reg Guide 3.57, Task CE 501-4, “Administra- 
tive Practices for Nuclear Criticality Safety at Fuels & Matls Facilities.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 86/10/31. 2pp, 
38371:274-38371:275. 

8610270282 Reg Guide 3.58, Task CE 407-4, “Criticality Safety for Handling.Storing & 
Transporting LWR Fuel Outside Reactors." 

* Office of Nuclear Regulatory Research, Director (Post 860720). 86/10/31. 2pp, 
38371:115-38371:118. 

-8610270288 Value/impact statement re Reg Guide 3.58, Task CE 407-4, “Criticality 
Safety for Handling, Storing 6 Transpoding LWR Fuel Outside Reactors.” 

* Office of Nuclear Regulatory Research, Director (Post 860720). 86/10/31. 2pp. 
38371:117-38371:118, 

8610280138 Forwards addi info clarifying proposed change to FSAR Section 1.7 QA 
program description,per Rev 0 to Reg Guide 1.54 & ANSI Std N1 01.4-1 972.Rev 1 to 
Requirement Outline RO-3147, “Painting & Protective Coatings...," also end. 
WIOELL,R.C. Florida Power Corp, (subs, of Florida Progress Corp.). 3F0986-03, 86/ 
09/05. GRACE,J.N. Region 2, Office of Director. 7pp. 38368:185-38368:255. 


8610280335 Summary of CRGR Meeting 97 on 861001 re draft NUREG-1225, “Imple- 
mentation of NRC Policy on Nuclear Power Plant Standardization" & proposed Rev 2 
to Reg Guide 1.100, “Seismic Qualification....” Attendance list end. 

SNIE2EK,J.H. Committee to Review Generic Requirements. 86/10/15. STELLO.V. 
Office of the Executive Director for Operations. 2pp. 38375:178-38375:179. 

8610290038 Fonvards requested addI info re certain items related to exceptions taken 
to Reg Guide 1 .97, Rev 2, Rev 1 to util response to Generic Ltr 82-33 & table summa- 
rizing comments & util response. 

ANDREWS, R.L. Omaha Public Power District. GL-82.33. 86/10/21. SELLS.D.E. PWR 
Project Directorate 8. 73pp. 38393:107-38393:179. 

8610290324 Comments on draft reg guide,Task MS 501-4, “Fracture Toughness Criteria 
for Ferritic Steel Shipping Containers W/Wail Thickness Greater Than Four inches 
(0.1 m)." Recommended NOT not transferable to thick-walled sections. 
SALZBRENNER.R., WELLMAN.G., SORENSON.K, Sandia National Laboratories. 
51FR23613. 86/09/29. GRAVES.H. Division of Rules and Records. 5pp. 38400:321- 
38400:325. 

8610300037 Approves util 860328 request for use of ASME Code Case N-411 for appli- 
cation in facility piping analyses subj to meeting applicability requirements listed in 
End 1 & fulfillment of requirements described in 860328 ltr. 

KNIGHTON, G.W. PWR Project Directorate 7. 86/10/16. CAMPBELL.T.G. Arkansas 
Power & Light Co, 4pp. 38408:080-38408:083. 

8610300040 Branch technical position, “QA Programs for ISFSI." 

* Advanced Fuel & Spent Fuel Licensing Branch. 86/10/20, 18pp. 38408:095- 
38408:112. 

8610300164 Requests assistance in reviewing end draft reg guide.Task CE 301-4, “Std 
Format & Content for SAR for Onsite Storage of Spent Fuel Storage Casks." Com- 
ments & recommendations requested.W/o end. 

GOLLER,K.R. Division of Regulatory Applications (Post 860720). 86/10/14. 
OLMSTEAD,W.J. Assistant General Ck>unsel for Rulemaking & Fuel Cycle. 
CUNN1NGHAM.R.E. Division of Fuel Cycle & Material Safety. GRIMES, B.K. Division of 
QA. Vendor & Technical Training Center Programs (Post 850212). 2pp. 38408:350- 
38408:351. 

6610300168 Fonvards supplemental info to Reg Guide 1.97, Rev 2 re suppi to NUREG- 
0737, including corrections to instrument ranges & clarification of scientific notation. 
SIEBER,J.D. Duquesne Ught Co. GL-82-33. 86/10/13. THOMPSON.H.L Office of Nu- 
clear Reactor Regulation, Director (post 851125). 31pp. 38405:112-38405:142. 

8810300233 Comments on 860728 Info re implementation of ASME Code Case 411 into 
seismic analysis of piping sys, submitted following util receipt of NRC clarification of 
conditions placed on (^e Case by Rev 24 to Reg Guide 1.84. 

THADANI,A.C, PWR Project Directorate 8. 86/10/20. BERRY.K.W. Consumers Power 
Co. 3pp. 38408:283-38408:285. 

8610300266 Forwards safety evaluation & EGG-EA-6789, “Conformance to Reg Guide 
1.97.Cooper Nuclear Station,” accepting response to Generic Ltr 82-33.Exceptions to 
Rev 2 to Reg Guide 1.97 acceptable.except for neutron flux monitoring. 

LONG,W.O. BWR Project Directorate 2. GL-82-33. 86/10/27. PILANT.J.M. Nebraska 
Public Power District. 2pp. 38407:096-38407:119. 

-8610300287 Safety evaluation accepting util response to Generic Ltr 82-33 re con- 
formance to Rev 2 to Reg Guide 1.97, except for instrumentation associated w/neu- 
tron flux variable. 

* Office of Nuclear Reactor Regulation, Director (post 851125). GL-82-33. 86/10/27. 
3pp. 38407:098-38407:100. 

-8610300289 EGG-EA-6789 "Conformance to Reg Guide 1.97, Cooper Nuclear Sta- 
tion.” 

UDY,A.C. EG&Q Idaho, Inc. (subs, of EG&G, Inc.). FIN A-6483. TAG 51062. 86/01/ 
31. NRC - No Detailed Affiliation Given. 19pp. 38407:101-38407:119. 

8610310164 Comments on draft reg guide.Task MS 501-4, “Fracture Toughness Criteria 
for Ferritic Steel Shipping Containers W/ Wall Thickness Greater Than Four Inches 
(0.1 M)." Fracture toughness w/o welds should be for monollthjc ferritic cask. 
JANBERG,K. Affiliation Not Assigned. 51FR23613. 86/08/14. GRAVES, H. Division of 
Rules and Records. 2pp. 38416:186-38416:187. 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 

8610170101 Forwards RES appraisals for FY86,in response to Monaco 860923 
memo.W/o ends. 

GUSTAVE, R.P. Research Planning & Policy Branch. 86/10/10. WESTON, M. Budget 
Operation & Systems Development Branch. Ip. 38282:322-38282:322. 


REVIEW QRP NRC RESEARCH REVIEW GROUPS 

6610020101 Forwards add! info re Generic Ltr 85-12, “Automatic Trip of Reactor Cool- 
ant Pumps,” per 860502 requesLInfo concerns reactor coolant pump trip 
criteriflupotential problems & operator training & procedures. 

<X)UNSiL,W.G, Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
GL-85-12. 86/09/24, NOONAN, V.S. Office of Nuclear Reactor Regulation, Director 
(post 851 125). 3pp. 38066:300-38066:302. 

8610060067 Forwards “Evaluation & Resolution of Generic Technical Issues for Cable 
Tray Harwers.” prepared by Ebasco Svc8,lno & related repts & procedures. 
COUNSILW.G, Texas Utilities Electric Co. (formerly Teias Utilities Generating Co.). 
TXX-4967. 86/09/17. NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 16pp. 38150^)01-38166:360. 

8610080174 Documents 660908 telcon w/C Mason re schedule of restart activities for 

Region 2, Office of Director. ZEOH,Q.G. TVA Oversight Group. 86/09/22. 
W|TO,S:A. Tennessee Valley Authority. 2pp. 38088:359-38088:360. 

8610060506 Forwards weekly schedule of TVA activities for wks of 860929 & 1006. 
THOMPSON, H.L. TVA Oversight Group. 66/09/26. DENTON, H.R, Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement, Director (Post 820201). ZECH,a TVA Oversight Group. 4pp. 38113:090- 
38113K)93. 
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8610060872 Forwards summary of CRGR activities for Aug 1986.Summary will be in- 
cluded in EDO weekly rept to Commission for wk ending 860926. 

ZERBE.J. NRC - No Detailed Affiliation Given. 86/09/29. Committee to Review Ge- 
neric Requirements. 2pp. 38112:336-38112:337. 


-8512030650 Provides list of NRR/IE staff audits/insps recorded for Oct, Nov & Dec 
1985,for which trip repts must be written. 

VIETn-COOK,A. Comanche Peak Project (Technical Review Team). 85/11/26. 
SHAO.L NRC - No Detailed Affiliation Given. 4pp. 38220:021-38220:036. 


8610070013 Notifies that proposed Revs 29 & 30 to plant radiological emergency plan 
consistent w/10CFR50.47(b) planning stds & 10CFR50,App E requirements. 
2ECH.G.G. Region 2. Office of Director. 86/09/19. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 38118:227-38118:228. 

8610070039 Forwards Comanche Peak Response Team results rept Rev 1 to Issue 
Specific Action Plan l.d.2, “Guidelines for Administration of QC Inspector Test" 
COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-6001. 86/09/26. NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 2pp. 38126:188-38126:230. 


-8605150205 Trip rept of 851125 visit to S&W Engineering Corp re audit of nonseisrnic 
piping effects on seismic design piping. Further audit of anchor designs required.List 
of attendees & related Info end. , ^ ^ 

HOU.S.N. Comanche Peak Project (Technical Review Team). 85/12/18. SHAO.LC. 
Comanche Peak Project (Technical Review Team). 19pp. 38220:101-38220:142. 

-8605150207 Forwards Comanche Peak Review Team presentation on mechanical 
open issue status, based on 851204 audit of mechanical/piping areas in SS^ ^9: , « 
HOU.S.N. Comanche Peak Project (Technical Review teanrO- 86/02/06. SHAO.LC. 
Comanche Peak Project (Technical Review Team). 616pp. 38213:331-38215:242. 


8610070433 Package of 13 comments opposing proposed rules 10OFR50 & 55 re 
degree requirements for senior reactor operators at nuclear power plants. 

MEDFORD, M.O. Southern California Edison Co. WILLIAMS, J. Toledo Edison Co. 
HICKS, M.M. Utility Workers Union of America. 51FR19561. 86/09/29. Docketing & 
Services Branch. 1 41 pp. 381 20:320-381 21 : 1 00. 

8610080006 Responds to FOIA request for all records which form bads for NUREG- 
0956 conclusion about Mark I containment in severe accldents.Encl App A documente 
available in PDR.App B documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. CURRAN, D. Harmon & 
Weiss. 4pp. 38142:327-38142:330. 

-8606110465 Responds to HR Denton 860523 memo re review of NUREG-0660 issues 
resulting from Chernobyl accident List of new potential generic issues for consider- 
ation enci.Inciuding storage & use of highly flammable combustible gases. 

LAINAS,G.C. Assistant Director for Technical Support (BWR). 86/05/28. KNIEL.K. 
Safety Program Evaluation Branch. 15pp. 38143:139-38143:155. 

-8610080019 Draft "Preliminary Analysis of Radiological Monitoring Data From Accident 
at Chernobyl Nuclear Power Plant" Status briefing on Chernobyl nuclear accident 
presentation to Commission on 860513 end. 

MCKENNA,T. Incident Response Branch. HOGAN, R. Emergency Preparedness 
Branch. MEINKE.W. Office of Nuclear Reactor Regulation, Director (post 851125). 86/ 
05/16. 163pp, 38142:336-38143:138. 

8610080076 Advises that 860827 rev to physical security plans consistent w/provisions 
of 10CFR50.54(p) & acceptable. 

2ECH,G.G. Region 2, Office of Director. 86/09/30. WHITE, S. A. Tennessee Valley Au- 
thority. 3pp. 38131:351-38131:353. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & O documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE.B.P. Government 
Accountability Project 13pp. 38252:244-38252:256. 

-8603030176 Forwards weekly schedule of TVA activities involving staff for wks of 
860203 & 10. 

THOMPSON,H.L. TVA Oversight Group. 86/01/31. DENTON, H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 4pp. 38253:079-38253:082. 

8610080208 Partial response to FOIA requestForwards documents on app, re Coman- 
che Peak Response Team program plan.Documents also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/24. GARDE.B.P. Government 
Accountability Project 2pp. 38139:003-38139:004. 

-8507170254 Comments on 850613-14 slide presentations on applicant plan re Coman- 
che Peak Response Team design adequacy program.NRC needs to be assured that 
new team fully aware of unique aesign problems. 

TERAO.D. Comanche Peak Project (Technical Review Team). 85/07/08. SHAO.L. Co- 
manche Peak Project (Technical Review Team). 2pp. 38139:005-38139:006. 

-8507250282 Comments on 850628 Rev 2 to program plan re design adequacy. Inter- 
faces between response team & NRC should be clearly established. 

TERAO.D. Comanche Peak Project (Technical Review Team). 85/07/15. SHAO.L Co- 
manche Peak Project (Technical Review Team). 3pp. 38139:007-38139:009. 

-8508080574 Provides addi comments on Comanche Peak Response Team program 
pian.S&W procedures.guideiines & design criteria should be reviewed In detail by NRC 
& Teledyne consultants before S&W piping reanatysis effort initiated. 

TERAO.D. Comanche Peak Project (Technical Review Team). 86/07/22. SHAO.L. Co- 
manche Peak Project (Technical Review Team). 2pp. 38139:010-38139:011. 

-8610080225 Forwards outline as guide in preparing SER on Rev 3 to Comanche Peak 
Response Team program plan.StR will Include four main sections:executive summary 
& evaluations of program plan, design adequacy review & const adequacy review. 
SHAO.L Comanche Peak Project (Technicai Review Team). 85/11/27. MARINOS, E. 
NRC - No Detailed Affiliation Given. 13pp. 38139:012-38139:024. 


-8610090229 Discusses 851113-14 audit of Comanche Peak Response Team const 
evaluation program in area re piping & pipe supports. Three unresolved items listed. 
TERAO.D. Comanche Peak Project (Technical Review Team). 85/12/11. SHAO.LC. 
Comanche Peak Project (Technical Review Team). 56pp. 38220:046-38220:100. 

8610090361 Forwards Insp Repts 50-259/86-27,50-260/86-27 & 50-296/86-27 on 
860728-0801 & notice of violation. 

2ECH.G.Q. Region 2. Office of Director. 86/09/29. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 38182:266-38182:278. 

-8610090365 Notice of violation from insp on 860728-0801. 

ZECH,G.G. Region 2. Office of Director. 50-296/86-27. 86/09/29. 2pp. 38182:267- 
38182:268. 

8610100049 Ack receipt of 860320 & 0424 Itrs informing NRC of steps taken to correct 
violations noted in Insp Repts 50-327/86-45 & 50-328/86-45.Corrective action unac- 
cept^le until program provided to ensure adequate short-term corrective actions. 
ZECH.G.G. Region 2. Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/29. 
WHiTE,SJV. Tennessee Valley Authority. 2pp. 38190:292-38190:293. 

8610100332 Informs of CRGR Meeting 98 agenda mod. 

SNiEZEK,J.H. Committee to Review Generic Requirements. 86/10/03. 
BERNERO,R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Office of Inspection & Enforcement, Director (Post 820201). 
CUNNiNGHAM,R.E. Office of Nuclear Material Safety & Safeguards,Director. 2pp. 
38220:159-38220:160. 

8610100529 Forwards Insp Repts 50-259/86-28,50-260/86-28 & 50-296/86-28 on 
860801 -31. No violation noted. 

ZECH.G.G. Region 2. Office of Director. 86/09/29. WHITE, S.A. Tennessee Valley Au- 
thority. 2pp. 38194:228-38194:241. 

8610100760 Forwards weekly schedule of TVA activities involving staff for wks of 
861006 & 13.NRR directors requested to provide similar input for NhR activities. 
THOMPSON.H.L TVA Oversight Group. 86/10/03. DENTON,H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR, J.M. Office of Inspection & En- 
forcement Director (Post 820201). ZECH.G. Region 2, Office of Director. 4pp. 
38205:170-38205:173. 

8610140083 Notifies of CRGR Meeting 99 on 861008 in Bethesda.MD. W Russell will 
present proposed Commission paper on Tech Spec improvements for CRGR review. 
SN1EZEK,J.H. Committee to Review Generic Requirements. 86/10/03. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Office of Inspection & Enforcement Director (Post 820201). 
CUNNINGHAM, R.E. Office of Nuclear Material Safety & Safeguards, Director. 2pp. 
38222:187-38222:188. 

8810140130 Advises that Rev 24 to radiological emergency plan consistent w/provl- 
sions of 10CFR50.47(b) & acceptable. 

ZECH,G.G. Region 2, Office of Director. ZECH.G.G. TVA Oversight Group. 86/09/23. 
WHITE,SA Tennessee Valley Authority. 2pp. 38225:114-38225:115. 

8610140333 Responds to FOIA request for three categories of documents re deaths re- 
sulting from accidents at Chernobyl, Davis-Besse & Perry.Forwards app 
documents.Documents also available in PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. GANNIS.S. Affiliation Not 
Assigned. 2pp. 38230:045-38230:046. 

-8610140336 Draft Part ILAnnexes 2 & 7 to “USSR State Committee on Utilization of 
Atomic En«ray:Accident at Chernobyl Nuclear Power Plant & Consequences,*' pre- 
sented at lAI^ experts meeting on 860825-29 in Vienna.Austria. 

* Union of Soviet Socialist Republics. 86/08/31. 11pp. 38230:047-38230:057. 

8610140361 Responds to FOIA requestForwards documents listed on Apps A & 
B.Documents also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. REYTBLATT,Z. Illinois In- 
stitute of Technology, Chicago, IL. 3pp. 38234:073-38234:134. 


-8610080229 Forwards draft SSER input re Comanche Peak Response Team program 
plan in piping & pipe support area for review.Oraft includes input from Teledyne & 
ETEC consultants. 

TERAO.D. Comanche Peak Project (Technical Review Team). 86/01/03. SHAO.LC, 
Comanche Peak Project (Technical Review Team). 54pp. 38139:025-38139:078. 


-8610140372 Discusses CRGR 850603 meeting re App J revs & upcoming meeting to 
discuss origin of need & technical basis for leak-tight containmentRelevant 
info.including App A & J citations, end. 

ROSS,D.F. Office of Nuclear Regulatory Research, Director (Pre 860720). 85/06/06. 
Committee to Review Generic Requirements. 14pp. 38234:096-38234:109. 


-8610080232 Marked-up SER re Rev 3 to Comanche Peak Response Team program 
plan. 

• Comanche Peak Project (Technical Review Team). 86/02/18. 200pp. 38139:079- 
38139:316. 


-8610140380 Forwards F Gillespie memo re reexam of App J regulations, for consider- 
ation during CRGR delit)6rations.Scinto notes also enci.W/o Gillespie memo. 
SNIEZEK,/. Regional Operations & Generic Requirements. 85/06/20. Committee to 
Review (aeneric Requirements. 4pp. 38234:131-38234:134. 


8810080349 Final response to FOiA requests for records re evaluation of ISAPs for 
planLApp E documents in PDR.App F,G & H documents end & in PDR. App I & J doc- 
uments withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/03. GARDE,B,P. Government 
Accountability Project 25pp. 38213:007-38213:330. 

-8511010536 Forwards, for review,documentation of applicant proposed Project Proce- 
dure CPP^22, "Supplemental Evaluation of Visual Welding Insp Techniques.” Com- 
ments & SSER requested by 851 125. 

NCX>NAN,V,S, Comanche Peak Project (Technical Review Team). 85/10/30. 
KNIGHT.J.P. Division of Engineering {pre-851125). 1p. 38220:036-38220:045. 


8610150072 Forwards add! info on 860912 proposed FSAR amend, incorporating 
changes re S&W piping & pfiping support requalification effortChanges consistent w/ 
current staff guidance, including NUREG-0800. 

<X>UNS1LW.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-5049. 86/10/07. N(X)NAN,V.S. Comanche Peak Project (Technical Review 
Team). 7pp. 38239:092-38239:0^. 

8610150244 Ack receipt of 860822 & 0904 Itrs informing NRC of steps taken to correct 
violations noted hi Insp Repts 50-327/86-36 & 50-328/86-36. 

ZECH.G.G. Region 2* Office of Direclor. ZECH.G.G. TVA Oversight Group. 86/10/09. 
WHrrE.S.A. Tennessee Valley Autiioiity. 1 p. 38252:1 26-38252: 1 26. 
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S610160119 Requests extension of time frame to review Soviet rept on Chernobyl acci- 
dent & assess impact on facility safety.Util will define areas to be further investigated 
& complete schedule by 861022. 

BREY.H.L Public Service Co. of Colorado. P-86574. 86/10/06. BERKOW.H.N. Stand- 
ardization & Special Project Directorate, 2pp. 38270:239-38270:240. 


8610280335 Summary of CRGR Meeting 97 on 861001 re draft NUREG-1225, "Imple- 
mentation of NRC Policy on Nuclear Power Plant Standardization” & proposed Rev 2 
to Reg Guide 1.100, "Seismic Qualification...." Attendance list end. 

SNIEZEK,J.H. Committee to Review Generic Requirements. 86/10/15. STELLO.V. 
Office of the Executive Director for Operations. 2pp. 38375:178-38375:179. 


8610170128 Notification of CRGR Meeting 100 on 861029 to discuss end proposed 
final version of reg guide for pressurized thermal shock & proposed deferred policy 
statementEncI withheld. 

SNIE2EK,J.H. Committee to Review Generic Requirements. 86/10/10. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Office of Inspection & Enforcement, Director (Post 820201). 
CUNNINGHAM, R.E. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 
38287:325-38287:326. 

8610170135 Summary of CRGR Meeting 96 on 860917 re proposed rule, “Criminal His- 
tory Checks," proposed rev to SRP 3.6.2, "Determination of Rupture..." & proposed 
generic Itr forwarding technical findings in NUREG-1169.Agenda end. 

SNIEZEK,J.H. Committee to Review Generic Requirements. 86/10/03. STELLO,V. 
Office of the Executive Director for Operations, 3pp. 38281:250-38281:252. 

8610170301 Forwards changes scheduled for future FSAR amend.resulting from analy- 
sis to justify cable slices in raceways, per 860804 commitments. 

COUNSIL.W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-6014. 86/10/03. NOONAN, V.S. Comanche Peak Project (Technical Review 
Team). 26pp. 38288:064-38288:089. 


8610300375 Forwards weekly schedule of TV A activities for wks of 861027 & 1193.0fc 
of Investigations (01) activities not included, per 01 request,since schedule made 
public. 

THOMPSON, H.L TVA Oversight Group. 86/10/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation. Director (post 851125). 4pp, 38411:262-38411:265. 

8610310188 Minutes of CRGR Meeting 99 on 861 008.Requests written response re 
CRGR recommendations on comments received from CRGR Meeting 94 on 860822 & 
concurrence review of revs to proposed Tech Spec policy.EncI 2 withheld as predeci- 
sional. 

SNIEZEK,J.H. Committee to Review Generic Requirements. 86/10/16. STELLO,V. 
Office of the Executive Director for Operations. 3pp. 38417:358-38417:360. 


SECY POSITION PAPERS BEFORE THE COMMISSION 


8610070147 Draft Commission paper informing of finding of no significant change per 
OL antitrust review. Finding concurred by Ofc of General Counsel. 

STELLO,V. Office of the Executive Director for Operations. A. 86/09/19. Ip. 
38127:220-38127:220. 


8610200125 Answers to 14 ASLB questions re Action Plan Results Rept Vll.a.5,per 
860414 proposed memorandum & order.Certificate of Svc end. 

GELZER.J.R., HANSEL.J.L. Comanche Peak Project (T echnical Review Team). #486 
1091. OL 86/10/10. 11pp. 38290:198-38290:208. 

8610220148 Ack receipt of 860917 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50-327/86-31 & 50-328/86-31 .Supplemental response to violation 
re polar crane wall entrance expected. 

ZECH,G.G. Region 2. Office of Director. ZECH,G.G. TVA Oversight Group. 86/10/10. 
WHITE,S.A. Tennessee Valley Authority. 2pp. 38325:165-38325:166. 


8610070309 Responds to 860826 appeal of 860812 denial of FOIA requests for listed 
documents.Previously partially withheld document L-2 released.Documents L-1 & L-4 
partially withheld & L-3 completely withheld. 

CHILK,S.J. Office of the Secretary of the Commission. 86/09/26. GARDE,B.P. Gov- 
ernment Accountability Project. 2pp. 38129:268-38129:296. 

“8610070314 Comments on DOE proposed rulemaking interpreting definition of byprod- 
uct matl. 

STELLO.V. Office of the Executive Director for Operations. 86/01/13. 16pp. 
38129:270-38129:296. 


8610220149 Responds to 860820 request for comments re H.Con.Res.373. Proposed 
resolution would express sense of Congress re need for inti cooperative effort to Iden- 
tify individuals exposed to radiation as result of Chernobyl accident. 

ZECH.LW. Commissioners. 86/10/10. FASCELL,D.B. House of Rep,, Foreign Affairs. 
2pp. 38332:212-38332:218. 

“8610220151 Requests comments on H.Con.Res.373 re need for inti cooperative ef- 
forts to identify monitor health status of individuals exposed to radiation as result of 
nuclear accident at Chernobyl. 

FASCELL,D.B. House of Rep., Foreign Affairs. 86/08/20. ZECH.LW. Commissioners. 
5pp. 38332:214-38332:218. 

8610220371 Forwards summary of CRGR activities for Sept 1986, which will be included 
in EDO weekly rept to Commission for wk ending 861017. 

ZERBE,J. Regional Operations & Generic Requirements. 86/10/20. Committee to 
Review Generic Requirements. 3pp. 38333:221-38333:223. 

8610240011 Ack receipt of 860627 Itr committing to implement Q-list at 
faciljty.Response revises previous commitment described in Insp Repts 50-327/86-11 
& 50-328/86-1 1 .Revised response acceptable. 

ZECH.G.G. Region 2. Office of Director. ZECH.G.G. TVA Oversight Group. 86/10/09. 
WHITE, S.A. Tennessee Valley Authority. Ip. 38346:053-38346:053. 

8610240406 Forwards Chapter 2, "Power Generation Sys," to "Advanced LWR Util Re- 
quirements Document." Rept contains util requirements for main & extraction 
steam, feedwater & condensate.chemical addition, condensate makeup purification & 
auxiliary steam. 

SEARS, C.F. ALWR Utility Steering Committee. SEARS, C.F. Northeast Utilities. 
1405169. 86/10/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director 
(post 851125). 2pp. 38355:194-38355:338. 

“8610240409 Forwards revised pages to Chapter 2, "Power Generation Sys," to "Ad- 
vanced LWR Util Requirements Document." 

VIJUK,R.P. Westinghouse Electric Corp. 86/10/21. KING,T. NRC - No Detailed Affili- 
ation Given. 12pp. 38355:196-38355:206. 

“8610240412 Chapter 2, “Power Generation Sys,” to "Advanced LWR Util Require- 
ments Document.” 

* Electric Power Research Institute. 86/10/31. 132pp. 38355:207-38355:338. 

8610240416 Forwards response to 860911 request for addi info re elimination of arbi- 
trary intermediate pipe breaks. Configurations of eliminated piping attachments within 
five diameters of breaks will be identified. 

COUNSIL,W.G„ KEELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities 
Generating Co.), TXX-6057. 86/10/21. NOONAN.V.S. Comanche Peak Project (Tech- 
nical Review Team), 3pp. 38354:312-38354:314. 


8610080128 Further response to FOIA request for 16 categories of records re 
facilities.Forwards App D & E documents.Documents also available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. RICE,C.M. Kirkland & Ellis. 
5pp. 38140:150-38140:164. 

“8206090262 SECY-82-224 Recommends that Commission not review ALAB-674 deci- 
sion. 

TRUBATCH.S.L Office of the General Counsel. ALAB-674. 82/06/03. 10pp. 
38141:360-38142:009. 

8610080186 Further response to FOIA request for documents generated or prepared by 

V Stello.Apps N & 0 documents end & In PDR.App 0 documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEV.D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 1 3pp. 38252:244-38252:256. 

“8610080237 Update of status rept on BWR pipe crack & projection of licensee 
actions.Last status rept (SECY-86-265) covered reinsp & repair activities at number of 
plants. 

STELLO,V. Office of the Executive Director for Operations. GL-84-11. 86/02/11. 5pp. 
38252:259-38252:263. 

8610100042 Partial response to FOIA request.Forwards documents listed on App 
F.Documents also available In PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/30, HOLMES, G.A. MHB Tech- 
nical Associates. 4pp. 38206:320-38207:131. 

“8505310082 SECY-85-156 Litigation Rept 11 for 1985. 

BRIGGS, W.H. Office of the General Counsel. 85/05/03. 6pp. 38208:115-38208:124. 

8610100351 Responds to FOIA request for SECY-85-386 & EGG-EA-6829 re environ 
qualification audit for Clinton Power Station. Forwards App A & B documents.App A 
documents completely & partially withheld (ref FOIA Exemptions 6 & 6,respectively). 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/06. CONNOR,L. Doc-Search 
Associates. 5pp. 38212:091-38212:156. 

“8610100376 Partially withheld affirmative adjudicatory issue re CBS 850324 broadcast 
of "60 Minutes" on const of Shoreham. 

MALSCH.M.G. Deputy General Counsel. 85/12/05. 3pp. 38212:096-38212:098. 

8610170237 Further response to FOIA request for documents generated or prepared by 

V Stello after appointment as acting EDO. Forwards App N documents.Documents 
partially withheld (ref FOIA Exemption 5). 

GRIMSLEY,D.H. Division of Rules and Records. 86/10/01. GARDE,B.P. Government 
Accountability Project. 4pp. 38288:184-38288:196. 


8610270002 Forwards revised procedure manuals re Comanche Peak response team 
check)ists.Future revs will be sent periodically. Related documentation end. 
QOUNGtL.W,Q. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
TXX-6020. 86/10/10. NOONAN.V.S. Office of Nuclear Reactor Regulation, Director 
(post 851125). 500pp. 38362:289-38364:293. 


“8512130336 SECY-85-369 Provides recommendations for guidance re appropriate 
threshold & priorities for conducting investigations to be followed by staff 8 Ofc of 
Investigations. _ , ^ 

DIRCKS,W.J. Office of the Executive Director for Operations. 85/11/21. 8pp. 
38288:197-38288:209. 


8610270380 Ack receipt of 860930 supplemental response informing NRC of steps 
taken to correct violations noted In Insp Rept 50-391/85-36. 

2ECHwG,G. Region 2, Office of Director. ZECH,G.G. TVA Oversight Group. 86/10/21. 
WK^TEiSA Tennessee Valley Authority. Ip. 38373:210-38373:210. 

8610280246 Notifies of 861104 CRGR Meeting 101 in Bethesda,MD to discuss pro- 
posed STS alternatives for Westinghouse STS & proposed actions re testing of pres- 
sure Elation valves. 

SISHEZEK,J.H. Committee to Review Generic Requirements. 86/10/23. 
BERNERO.R.M. Office of Nuclear Reactor Regulation, Director (post 851125). 
STAROSTECKI.R. Office of Inspection & Enforcement, Director (Post 820201). 
CUNNINGHAM, R. Office of Nuclear Material Safety & Safeguards.Director. 2pp. 
38379:261-38379:262. 


8610280149 Partial response to FOIA requesLApp C & D documents available in PDR. 
GRIMSLEY,D.H. Division of Rules and Records. 86/10/17. KRIESBERG.J. Public Citi- 
zen's Critical Mass Energy Project. 3pp. 38388:030-38388:095. 


“8610280152 SECY-86-001 E Commission paper providing sixth status rept on activities 
In response to issue associated w/TVA.Supporting documentation end. 

STELLO.V. Office of the Executive Director for Operations. 86/09/12. 57pp. 
38388:033-38388:089. 


8610300223 Draft (Commission paper informing Commission of completed staff action re 
finding that no significant antitrust changes occurred since CP review of facility. 
STELLO.V. Office of the Executive Director for Operations. A. 86/10/17. ip, 
38408:304-38406:304. 
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STATE PROG STATE PROGRAMS 

6609260251 Ack receipt of 860731 Itr congratulating author on appointment as 
chairman.Co-insp of nuclear plants w/State of VT being discussed w/TarrantData on 
Chernobyl accident not cause for immediate regulatory concern. 

ZECH.LW. Commissioners. 86/09/19. KUNIN.M.M. Vermont. State of. Ip. 37669:285- 
37669:285. 

-8609260259 Congratulates on recent appointment as NRC Chairman.States must be 
assured that state-of-the-art safety measures used at nuclear power plants, in light of 
recent Chernobyl accidentStringent safety stds should be adopted. 

KUNIN.M.M. Vermont. State of. 86/07/31. ZECH.LW. Commissioners. 2pp. 
68563:121-68563:122. 

8610010037 Notification of contract execution: “Development of Exam Item Bank for in- 
dustrial Radiographic Personnel,” awarded to State of TX. 

MEEHAN.B. Contract Negotiation Branch 1 (Post 860421). FIN D-1 048-6. NRC-02-86- 
009. 86/09/11. BROWN.R.S. Office of Nuclear Material Safety & Safeguards.Director. 
CARRICO.B. NRC - No Detailed Affiliation Given. Ip. 38056:251-38056:260. 

-8610010039 Contract “Development of Exam Item Bank for Industrial Radiographic 
Personnel," awarded to State of TX. 

MACLEAN.R.A. Texas, State of. HAGAN.T.F. Division of Contracts. FIN D-1 048-6. 
NRC-02-86-009. 86/09/11. 9pp. 38056:252-38056:260. 


8610080396 Ack receipt of 860225 Itr in response to NRC 851203 acceptance appraisal 
& concerns.Responses acceptable. Implementation of corrective actions will be re- 
viewed during future performance appraisal. 

MARTIN.R.D. Region 4, Office of Director. 86/10/01, WRIGHT.G.F. Nebraska. State 
of. 2pp. 38165:322-38165:325. 

-8610080410 Responds to acceptance appraisal on 851017-18.One technician added 
to div of labs & split sampling program for Cooper Nuclear Station initiated in Jan 
1986. 

WRIGHT.G.F. Nebraska. State of. 86/02/25. MARTIN.R.D. Region 4. Office of Direc- 
tor. 2pp. 38165:324-38165:325. 

8610090121 Confirms RJ Doda 860829 discussion w/recipient.l..acker & Cochran follow- 
ing review & evaluation of State of TX radiation control program.Most program indica- 
tors within NRC guidelines.Review of U mill program concerns requests. 

MART1N.R,D. Region 4. Office of Director. 86/09/30. BERNSTEIN.R. Texas, State of. 
6pp. 38181:261-38181:266. 

8610100421 Confirms 860905 discussion between RL Woodruff, DA Nussbaumer & JV 
Cooper, MG Cash & AV Godwin following NRC review & evaluation of state radiation 
control program.Actions taken to correct deficiencies acceptable. 

GRACE, J.N. Region 2. Office of Director. 86/10/03. FOX,C.E. Alabama. State of. 4pp. 
38196:254-38196:257. 


8610010047 Requests that periodic listings of PDR documents & technical repts re 
NNWSI be forwarded to State of NV, Nuclear Waste Project ofc,per 860805 meeting. 
JOHNSON.C.A. Nevada. State of. 1109. 86/09/18. STILL.N. Division of Waste Man- 
agement. Ip. 38056:230-38056:230. 

8610010050 Discusses NRC concern re possible conflict of interest arising from state 
contract w/DB Slemmons of Unlv of Nevada at Reno for review of proposed high 
level nuclear waste repository at Yucca Mountain.No conflict of interest exists. 
JOHNSON.C.A. Nevada, State of. 1111. 86/08/21. TRAPP, J. Geotechnical Branch 
(Post 831001). 2pp. 38057:018-38057:019. 

8610010229 Requests inclusion of State of NY Consumer Protection Board as party to 
plant licensing proceeding. 

KESSEL.R.M. New York, State of. 86/09/22. ADENSAM.E. BWR Project Directorate 
3. 2pp. 38059:271-38059:273. 

8610010242 Forwards “Radiological Emergency Preparedness Exercise Rept" for 
860430-0501 full participation pint exercise of States of GA & SC & counties of 
Aiken.A!lendate & Barnwell. No deficiencies identified. 

KRIMM,R.W. Federal Emergency Management Agency. 86/09/23. JORDAN,E.L Divi- 
sion of Emergency Preparedness & Engineenng Response (Post 830103). Ip. 
38053:259-38053:302. 


-8610010251 “Radiological Emergency Preparedness Exercise Rept” for 860430-0501 
exercise. 

* Federal Emergency Management Agency. 86/09/19. 42pp. 38053:260-38053:302. 

8610020233 Informs of change of address. 

* North Carolina, State of. 86/07/09. Office of Inspection & Enforcement, Director 
(Post 820201). 2pp. 38071:060-38071:061. 

8610030225 Fonvards State of CO 860908 comments on Slick Rock CADSAR, for 
r&vi€w« 

HAWKINS, E.F. Uranium Recovery Field Office. 86/09/17. GNUGNOLI.G. Low-Level 
Waste & Uranium Recovery Projects Branch. Ip. 37682:158-37682:164. 

-8610030230 Forwards final comments on Slick Rock CADSAR. 

LUELLEN,J. Colorado, State of. 891. 86/09/08. HAWKINS, E, NRC - No Detailed Affili- 
ation Given. 6pp. 37682:159-37682:164. 

8610060525 Requests that attached listed correspondence be served on emergency 
plan SVC lisLServed on 861002. 

KERR,K. Atomic Safety and Licensing Board Panel. #486 0947. OL-5. 86/10/01. 
CLEMENTS, W.L. Docketing & Services Branch. Ip. 38118:018-38118:030. 

-8610060968 Comments on facility emergency plan exercise.NRC is not following laws 
mandated by Congress.Supports people of Long Island request that facility not be al- 
lowed to operate. 

BIANCHI.I.W. New York, State of. OL-5. 86/09/23. MARGUUES,M.B. Atomic Safety 
and Licensing Board Panel. 3pp. 38118:027-38118:029. 

8610070134 “Incentive Regulation of Nuclear Power Plants by State PUCs, Updated 
Rept - Jul 1986." W/860929 release memo. 

PETERSON,J.C. Office of State Programs, Director. 86/07/31. 65pp. 38127:112- 
38127:219. 


8610070164 Package of data on Sequoyah Fuels Corp in-situ leach.License SUA- 
1387, including restoration of Q-sand, split samples - State of WY,Dept of Environ Qual- 
ity split. 

GRACE,S.R. Wyoming. State of, 912. 86/09/16, 7pp. 38128:128-38128:134. 

8610070170 Forwards annual insp rept for Permits 342 & 351C,per WS 35-11- 
41l(c).Reclamation performance bonds should be submitted within 30 days of Itr re- 
ceipt. 

BOSCO,C. Wyoming, State of. 890. 86/08/18. BENNETT,M. Petrotomics Co. (formerly 
Getty/Petrotomics Co.). 15pp. 38127:036-38127:050. 

8610080006 Responds to FOIA request for all records which form basis for NUREG- 
0956 conclusion about Mark I containment in severe accidente.Encl App A documents 
available in PDR.App B documents also available In PDR. 

GRIMSLEY,D.H. Division of Rules and Records. 86/09/26. CURRAN.D. Harmon & 
Weiss. 4pp, 38142:327-38143:304. 


-8610080051 Requests response to two addi questions on NRC evaluation of 
plant, mciuding explanation of H Denton statement re ability of Mark I containments to 
survive severe accident. NRC response end. 

PAULL,P,L Vermont, State of. 86/06/25. LOHAUS,P. Region 1. Office of Director. 
4pp. 38143:158-38143:161. 


-8610080059 Expresses appreciation for NRC cooperation re State of VT study of plant 
containment sys. 

KUNIN,M.M, Vermont, State of, 86/07/01. DENTON,H. Office of Nuclear Reactor 

Regulation, Director (post 851125). Ip. 38143:183-38143:183. 


8610100424 PNO-V-86-068:on 861002,open 55 gallon radwaste drum found. State of 
OR notified & examined & surveyed drum. Radioactivity indistinguishable from natural 
background.Drum impounded at US Coast Guard Station in Yaquina Bay, OR. 
MONTGOMERY,J.L., SCARANO.R.A. Region 5, Office of Director. 86/10/03. 1p. 
38196:253-38196:253. 

8610100589 Forwards “Post-Exercise Assessment 860604 Exercise of Radiological 
Emergency Preparedness Plans of State of NY, Rockland,Orange & Putnam Counties 
for Indian Point Nuclear Power Station.” 

KRIMM,R.W. Federal Emergency Management Agency. 86/10/06. JORDAN, E.L. Divi- 
sion of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 
38199:243-38200:155. 

-8610100593 “Post-Exercise Assessment 860604 Exercise of Radiological Emergency 
Preparedness Plans of State of NY, Rockland, Orange & Putnam Counties for Indian 
Point Nuclear Power Station.” 

* Federal Emergency Management Agency. 86/09/10. 271pp. 38199:245-38200:155. 

8610100617 Discusses request to reroute Discharge 001 N secondary effluent from 
package sewage treatment plant for domestic sewage only.Rerouting acceptable per 
Discharge Prohibition A.3.Revised program end. 

JONES, K.R. California, State of. 86/10/01. FURTADO.V.C. Pacific Gas & Electric Co. 
10pp. 38202:263-38202:272. 

8610150043 Forwards State of WA,Dept of Social & Health Svcs Certificate of Compli- 
ance WN-HIC-02 for Nuclear Packaging, lnc,authorizing use of NUPAO-FL-50/EA-50 
high Integrity container. 

NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 86/05/22. 
GREEVES,J. Engineering Branch (Post 831001). COBB,L.I. Safeguards & Materials 
Program Branch. KNAPP, M.R. Low-Level Waste & Uranium Recovery Projects 
Branch. 4pp. 38254:300-38254:303. 

8610150082 Forwards State of WA,Dept of Social & Health Svcs 860930 Itr to Nuclear 
Packaging, lnc,authorizing addI NUPAC high integrity containers under specified condi- 
tions. 

NUSSBAUMER, D.A. Assistant Director for State Agreements Programs, 86/10/01. 
KNAPP, M.R. Low-Level Waste & Uranium Recovery Projects Branch. GREEVES,J. 
Engineering Branch (Post 831001). 4pp. 38254:253-38254:256. 

8610150125 Atty General FX Beliotti answer to applicant 860925 motion for decision on 
motions for summary disposition on file & for hearing schedule re State of NH emer- 
gency planning issues.Certificate of Svc end. 

sNEIDER,C.S. Massachusetts, Commonwealth of. #486 1065. OL. 86/10/10. Atomic 
Safety and Licensing Board Panel. 10pp. 38241:006-38241:015. 

8610150149 Responds to 860807 request for info re State of TX regulation of 
byproducLsource & SNM.State of TX became Agreement State on 630301 & adopted 
& enforces radiation control regulations compatible w/NRC. 

REHM,T.A. Office of the Executive Director for Operations. 86/10/07. BROSS.I.D. 
Biomedical Metatechnology, Inc. 4pp. 38254:134-38254:137. 

8610150235 Forwards comments on R Codell draft generic techrtical position, “Ground- 
water Travel Time,” dtd 860630.Comments omitteo from 860930 transmittal. 

COX,S. Nevada, State of. 86/10/01. LINEHAN,J.J. Repository Projects Branch (Post 
831001). 18pp. 38255:032-38255:049. 

8610150243 Record of telcpn w/WS Lingley on 860529 re hydrocarbon potential of 
BWIP RRL area.Significant matters,lncluding State of WA suggestion to have prof pe- 
troleum consulting Tirm address hydrocarbon potential,flsted, 

LEFEVRE.H.E. NRC - No Detailed Affiliation Given. 1907, 86/06/03. 2pp. 38258:274- 
38258:275. 

8610150245 Comments on NRC draft generic technical position on groundwater travel 
time, dtd 860701 .Requests NRC give serious consideration to developing “site-specific 
technical position” documents. 

LOUX,R.R. Nevada. State of. 86/09/30. UNEHAN,J.J. Repository Projects Branch 
(Post 831001). 2pp. 38258:^2-^^825^273. 

8610150260 Commento on NRC draft gensric tod^nical position oh interpretation & 
identification of disturbed zonh^cKd 860^Q;Requests NRC give sertous consideration 
to developing "site-specific technical position” documents. 

LOUX.R.R. Nevada. State of. 86/09/30. LINEHAN.JJ. Repository Projects Branch 
(Post 831001). 2pp. 38234359-38234:360. 

8610150265 Forwards stability checklist for acceptance of Class B & C wastes & Ra- 
226 packaging, packaging guide for Class B concentrations of tritium & radwaste ship- 
ment & disposal manifest for mixed wastes^ . 

ELSEN.M.J. Washington, State of. 8&^9/30, SHAFFNERJ. Low-Level Waste & Ura- 
nium Recovery Projects Branch. 11pp. 38253:317-38253:327. 
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8610150270 Forwards Nevada Nuclear Waste Project ofc comments on draft generic 
technical position, “Interpretation & Identification of Disturbed Zone in High Level 
Waste Rule (10CFR60).'* omitted from 860930 Itr. 

COX.S, Nevada, State of. 86/10/01. LINEHAN.J.J. Repository Projects Branch (Post 
831001). Ip. 38256:105-38256:125. 

—8610150274 Nevada Nuclear Waste Project ofc comments on NRG draft generic tech- 
nical position, "Interpretation & Identification of Disturbed Zone in High level Waste 
Rule (lOCFROO)." 

• Nevada, State of. 86/06/20. 20pp. 38256:106-38256:125. 


8610230150 Agenda of State of NV Commission on Nuclear Projects S6C912 Tneet;r .5 in 
Las Vegas, NV to discuss content & format of Commissiori poiicv recommendaticrs to 
governor & legislature. 

^ Nevada, State of. 1147. 86/09/12. Nevada, State of. 2pp. 33341;147.3334V.143. 

8610230165 Forwards “Hanford Health Effects Pa.nel Preliminary ReccmmendaLorts.’ 
Panel will followup on recommendations, specify DOE funding needed & prcv:de 
timing for future studies. 

B1SH0P,W.A. Washington, State of. 2102. 86/10/03. Washinqtcn, State of, 1? 
38341:060-38341:072. 


8610150273 Forwards fully executed contract w/Mackay School of Mines for technical 
assistance re evaluation of technical suitability of site for high level radwaste reposi- 
tory through process of characterization. 

LOUX.R.R. Nevada, State of. 1122. 86/07/09. Nevada. Univ. of. Reno. NV. 12pp. 
38256:093-38256:104. 

8610150376 Comments opposing proposed rule 10CFR2 re procedural changes in li- 
censing proceedings.Rule would reduce opportunities for intervenor to present evi- 
dence & cross-examine witnesses. 

BISHOP, W.A. Washington, State of. 51FR24365 123. 86/10/07. Office of the Secre- 
tary of the Commission. 2pp. 38249:019-38249:020. 

8610150394 Apologizes that no official from NRG could attend hearing to answer ques- 
tions re disposal of radium at Beatty, NV low level radwaste disposal site.Offers assist- 
ance in solving technical problems re radium disposal. , 

STARMER.R.! Low-Level Waste & Uranium Recovery Projects Branch. 86/05/13. 
SOLSKY.LC. Colorado, State of. 2pp. 38257:280-38257:281, 

8610160256 Interpretive Ltr 76-02 informing that persons working w/agreement matls 
on US Navy ships subj to NRG jurisdiction. State licensed radiographers will need spe- 
cific NRG license if they do not qualify for reciprocity. per "lOCFR 150.20. 

Assistant Director for State Agreements Programs. 76/10/20. Affiliation 
Not Assigned. Ip. 38275:242-38275:242. 

8610160372 Discusses whether evaluation criteria found In NUREG-0654/FEMA-REP-1 
binding regulations or advisory guidance, per 830609 request.Rept established staff cri- 
teria for evaluating compliance w/regulatory requirements. 

DEYOUNG.R.C. Office of Inspection & Enforcement, Director (Post 820201). 83/08/ 

10. MYERS,I. Alabama, State of. 2pp. 38275:252-38275:255. 

-8610160380 Requests Interpretation of applicability of specific criteria in NUREG- 
0654/FEMA-REP-1 re onsite & offsite emergency response plan for nuclear power 
Dlants.as requirement on licensee compliance w/10CFR50.47(b). 

MYERS.LL. Alabama, State of. 83/06/09. BIGKWIT.L. Office of the General Counsel. 

Ip. 38275:254-38275:254. 

-8610160396 Discusses State of AL 830609 request for binding 
of NUREG-0654.Due to lack of dispute re guidance nature of rept, official interpretation 

MALSCHJM.G. Office of the General Counsel. 83/07/06. REHM.T.A. Office of the Ex- 
ecutive Director for Operations. 1p. 38275:255-38275:255. 

8610170084 Requests to be placed on mailing lists for publications re 
BessTrSeaver Valley nuclear plants.PUC of OH directed to induct investigations. 
“Comorehensive Assessment of Perry first study to be condiwted. 

BORROWS, J.D, Ohio, State of. 86/10/09. DENTON.H.R. Office of Nuclear Reactor 
Regulation, Director (post 851125). 1p. 38279:286-38279:286. 

and Records. 4pp. 38300:268-38300:271. 

be rectified at rescheduled 861022 remedial oR/m/oy JORDAN EL Divi- 

KRIMM.R.W. Federal Emergency Management Agency. 86^^^^^^^^ 

Sion of Emergency Preparedness & Engineering Response (Post twui p 
38305:067-38305:116. 

-8610210057 “Exercise Evaluation of Implementation of State & Local Radiological 
WeX &/09/30. 48pp. 38306:068.38305:116. 

recommended for improvement noted. a JORDAN.E L. DM- 

38305:285-38305:343. 

-8610210184 “Turkey Poi^nt 

* Federal Emergency Management Agency. 86/10/03. o^pp. ,30^5.4^0 

8610210306 Forwards FR notice deny^g State oj W1 D^^^^ 

PRM-71-10, requesting expansion for nuclear shipments. 

iLITyW copffto.%i/io/io. siND^^^ 

Wisconsin, State of. 2pp. 38315:328-38316:004. 

of the Seaetaiv o* the Commission. 88/10/10. 36 pp. 38315:330. 
38316:004. . 

identtfled In Category I indicator f on 7 FORT.D.D. New Mexico. State 

MARTIN, R.D. Region 4. Office of Director. 86/10/1/- r<^ni.u.u 
of. 5pp. 38323:261-38323:265. 



uSijKR^^-evada. State of. 1146. 86/08/28. V1ETH.D.L Energy. Dept. of. 3pp. 
38333:336-38333:340. 


-8610230168 “Hanford Health Effects Panel Preliminary Recommendations.” presented 
on 860926 at symposium in Richland, WA. 

* Washington, State of. 86/09/26. 12pp. 38341:061-38341:072. 

8610230169 Forwards State of WA License WN-1019-2,dtd 861001, changing Ccnditicr 
15 to incorporate NRG SNM license requirements & comments on dune 1986 stds & 
procedures manuats.E Martinez 860827 proposal endorsed. 

KIRNER.N.P. Washington, State of. 86/10/06. WRIGHT, S.V. U.S. Ecology. Inc. (for- 
merly Nuclear Engineering, Inc.). 77pp. 38340:330-38341:046. 

8610240072 Package of five comments opposing proposed rule 10CFR2 re changes .n 
procedural rules for licensing process for nuclear plants. 

BRONSTEIN.D.S. Massachusetts. Commonwealth of. TOUSISY.D.R. Harmon & 
Weiss. TIERNEY, J.E. Maine, State of. 51FR24365. 86/10/20. Docketing & Services 
Branch. 43pp. 38346:266-38346:308. 

8610240096 Forwards State of WA 860930 ltr extending interim approval until 861230 
for addi Nucleaur Packaging.lnc high integrity containers under specified ccndrticns. _ 
NUSSBAUMER.D.A. Assistant Director for State Agreements Programs 66': 0. Jo. 
KNAPP.M.R. Low-Level Waste & Uranium Recovery Projects Branch. GREEVES.J. 
Engineering Branch (Post 831001). 4pp. 38351:202-38351:205. 

8610240106 Requests that State of NV .Agency for Nuclear Projects, Nuclear Waste 
Project Ofc be notified 10 working days in advance of ail App 7 technical meetngs. 
LOUX,R.R. Nevada, State of. 1 149. 86/08/29. BROWNING, R. Division of Waste Man- 
agement. 2pp. 38351:208-38351:209. 

8610240111 Package of five comments opposing proposed rule 10CFR2 re changes in 
licensing procedures for reactors. * r* - -e t — 

COSTELLO, N.J.. ALEXANDER.LR. Massachusetts, Commonwealth of. ELl:S,J. 
zens Association for Sound Energy. 51FR24365. 86/10/17. Docxetng & Services 
Branch. 45pp. 38346:352-38347:036. 

8610240131 Comments on proposed rule 10CFR2 re procedural changes 
process.Propos^ rules may restrict public participation & could be impediment to lim- 
ited resources availible for public intervention. , * O 

GADD1CK,C.A. Alabama. State of. 51FR24365 145. 86/10/17, Docketing & Services 
Branch. Ip. 38348:164-38348:164. 

8610240192 Forwards 860926 ltr from V Autry re Hittman cement ^^‘Clification prc^ss. 
NUSSBAUMER.D.A. Assistant Director for State ^greefrents Pn^rarns. 86/ 
KNAPP.M.R. Low-Level Waste & Uranium Recovery Projects Branch. Ip. 38353 J244 
38353:245. ’ 

-8610240196 Responds to 860530 & 0825 requests re Westinghoi^^H^an cement 

for State Agreements Programs. 1p. 38353:245-38353.245. 

8610240221 Forwards M Elsen 860915 Itr to author re ^ate of "p,-’'..!’ 

Waste Chem rept, “10CFR61 Waste Form Conformance Program *C' 5»o«i-...eo . 

Director tor State A^eements Praams. M/^n| 
KNAPpIm r! Low^Level Waste & Uranium Recovery Projects Branch, ip. 38353.223- 
38353:225. 

retary of the Commission. 8pp. 38356.306-38356.3i 3. 

ip- 38373:380^73:360. 

wffifjR NebJ^S Stete MARTIN, R.D. Region 4. Office of Direc; 

tor. Ip. 38368:135-38368:135. 

r. xcvearoieA Rent Lasalle Nuclear Power Station, Jwt Exera&e,' 

8610280104 Forwa^s Bcerase reqdring corrective acbora 

jORDAN.E.L Dh/ 

38367:242-38367:275. 

_«610280154 “Exerdae Rept.Laealle Nuclear Po»er StatioaJoW Exercise," conduct* 
?"FSEmergency Manaflement Agency. 86/07/17. 28pp. 38367:248^7:27 

86102801M 

ffliSon rec^ “'I"*’' JORDAN’^*- 
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~8610280215 "Donald C Cook Nuclear Power Plant, Joint Exercise." conducted on 
860610. 

* Federal Emergency Management Agency. 86/09/29. 33pp. 38366:120-38366:152. 

8610280248 Ack receipt of 861016 response to technical comment & recommendation 
following NRC review of 860808 State of NE radiation control program.NRC will offer 
findings upon receipt of final promulgated regulations. 

MARflN,R.D. Region 4. Office of Director. 86/10/23. WRIGHT, G.F. Nebraska. State 
of. Ip. 38379:275-38379:275. 

8610280292 Discusses licensee 860808 discovery of incorrectly installed pressure sens- 
ing line & NRC actions to ensure that similar errors do not exist.in response to 860822 
Itr.lnsp rept detailing NRC followup end. 

STELLO.V. Office of the Executive Director for Operations. 86/10/21. CURRAN.B.A. 
New Jersey, State of. 3pp. 38386:169-38386:203. 

-8610280314 Discusses 860808 unusual event declared after discovery of incorrectly 
installed pressure relief sensing lines.Info re NRC actions to ensure that similar condi- 
tions do not exist requested. 

CURRAN,B.A. New Jersey, State of. 86/08/22. ZECH.LW. Commissioners. 3pp. 
38386:201-38386:203. 

8610300259 Comments on proposed rule 10CFR2 re radwaste below regulatory con- 
cern policy statementRule supported as definitive & generally reasonable. 
POLLARD.C.G. Texas, State of. 51FR30839 005. 86/10/23. Docketing & Services 
Branch. 1p. 38410:019-38410:019. 

8610300331 Withdraws petition for rulemaking PRM-30-55 re major by- product 
facility.due to resolution of previous situation. 

NICHOLLS.G.P. New Jersey, State of. 42FR40791. 86/05/13. CHILK.S.J. Office of 
the Secretary of the Commission. Ip. 38409:353-38409:353. 

8610300419 Notifies of issuance of License SUA-1492 for Altair R6sources.lnc on 
861014.Licensee retained expertise to conduct groundwater restoration per contrac- 
tual agreements. 

HAWKINS.E.F. Uranium Recovery Field Office. TAG 501350. 86/10/17. SHAFFER, R. 
Wyoming. State of. Ip. 3841 1:231-3841 1:231. 

8610310026 Forwards initial comments on Uravan remedial action plan & State of CO 
analysis per 10CFR40 in response to 861006 telcon.Review focuses on completeness 
of plan & appropriateness of criteria used to meet prescribed stds. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/14. HAZLE.A.J. Colorado, State of. 
4pp. 38412:073-38412:076. 

8610310086 Comments on proposed rule 10CFR2 re rules of practice for domestic li- 
censing proceedings.Opposes proposed blanket prohibition of interrogatories address- 
ing reasons that NRC did not use alternative data assumptions & analysis. 

HICKS, R., RIDDELUJ. Texas, State of. 51FR24365 148. 86/10/23. Docketing & Serv- 
ices Branch. 4pp. 38419:216-38419:219. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


8607230427 Informs of RH Vollmer transfer to NRR as of 860623.AII future correspond- 
ence between owners group & NRC re check valve program should be sent to JM 
Taylor. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/07/21. 
TUCKER.H. Babcock & Wilcox Operating Plants Owners Group. Ip. 38221:350- 
38221:350. 

8608220435 Forwsu'ds data on check valve failures & inservice testing program 
implementation.per 860521 meeting.Meeting requested w/owners group & INPO In 
Aug or Sept to discuss proposed check valve program. 

TAYLOR, J.M. Office of Inspection & Enforcement, Director (Post 820201). 86/08/20. 
TUCKER.H. Babcock & Wilcox Operating Plants Owners Group. Ip. 38222:174- 
38222:186. 

“8607160467 Forwards generic check valve failure evaluation, based on failure of five 
check valves in San Onofre Unit 1 feedwater sys.Data from NPRDS & LER data 
bases analyzed. 

YACHIM!AK,E. Vendor Program Branch. 86/07/14. MERSCHOFF,E.W. Vendor Pro- 
gram Branch. 12pp. 38222:175-38222:186. 

8610010062 Forwards Rev 7, Draft 6 to SL-TR-1A, "QA Assurance Program,” for review 
& acceptance.Proposed Rev 7 satisfies 10CFR50, App B.Summary of proposed 
changes also end. 

TAYLOR,H.S. Sargent & Lundy, Inc. 86/09/22. Record Services Branch (Document 
Control Desk). 11pp. 38054:072-38054:148. 

—8610010079 SL-TR-1A R07 Rev 7,Draft 6 to SL-TR-1A, "QA Assurance Program.” 

* Sargent & Lundy, Inc. 86/09/22. 66pp. 38054:113-38054:148. 

8610010184 Forwards UEC-TR-001-7, "QA Program," for rewew. 

LEONARD,R.H. United Engineers & Constructors. Inc. (subs, of Raytheon Co.). 86/ 
09/24. HEISHMAN,R.F. Vendor Program Branch. Ip. 38053:029-38053:099. 


8610030046 Forwards response to questions raised during 850327 telcon re igniter lo- 
cation in 1/4 scale test facility & containment thermocouple temp response & loca- 
tion. 

HOBBS.S.H. Hydrogen Control Owners Group. HGN-049. 85/08/28. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 17pp. 38082:060- 
38082:076. 

8610030112 Ack receipt of 860306 comments re Revs 3 & 4 to hydrogen control pro- 
gram plan.NRC will be informed of program status & test results as 
available.Responses to comments will be provided by 860516. 

LANGLEY,J.R. Hydrogen Control Owners Group. HGN-088. 86/05/01. KINTNER,L.L. 
BWR Project Directorate 4. Ip. 38082:360-38082:360. 

8610030130 Application for amend to License DPR-54,revising Tech Spec 4.17 re use 
of sleeving to mitigate once-through steam generator tube leaks.Supporting documen- 
tation encl.Fee paid. 

WARD,J.E. Sacramento Municipal Utility District. JEW 86-249. 86/09/24. 

MIRAGLtA,F.J. Division of Pressurized Water Reactor Licensing - B (post 851125). 
8pp. 38080:252-38080:316. 

-8610030164 BAW-1823 R01 Rev 1 to BAW-1823, "Once-Through Steam Generator 
Mechanical Sleeve Qualification.” 

* Babcock & Wilcox Co. 85/11/30. 47pp. 38080:270-38080:316. 

8610030134 Requests that Oct meeting to discuss accident scenarios & selection of hy- 
drogen release histories for input to 1 /4 scale test be deferred until overall program 
plan presented to NRC. 

HOBBS,S.H. Hydrogen Control Owners Group. HOBBS.S.H. Mississippi Power & Light 
Co. HGN-023. 84/11/01. DENTON.H.R. Office of Nuclear Reactor Regulation. Direc- 
tor (pre-851125). 2pp. 38083:359-38083:360. 

8610030221 Forwards "Rept on 1/4 Scale Scoping Test Results," as committed at 
850717 meeting w/NRC.Results indicate that steam had no measurable effect on hy- 
drogen burn environ. Revised instrument layout for 1 /4 scale test facility end. 
HOBBS.S.H. Hydrogen Control Owners Group. HGN-053. 85/08/01. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 2pp. 38086:339- 
38087:043. 

-8610030254 "Hydrogen Control Owners Group Rept on 1/4 Scale Scoping Test Re- 
sults." 

• Hydrogen Control Owners Group. HGN-053. 85/08/01. 63pp. 38086:341-38087:043. 

8610030347 Forwards comments on BNL Repts A-3808 & A-3809 re comparison of 
BWR core heatup code (BWRCHUC) & meltdown accident response characteristic 
(MARCH) code.Use of Cathcart Zircaloy oxidation kinetics above 1,850 K Inappropri- 
ate. 

LANGLEY, J.R. Hydrogen Control Owners Group. HGN-093. 86/07/29. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 8pp. 38086:006- 
38086:013. 

8610030371 Partial response to FOIA request. Forwards App A documents. Documents 
also available in PDR. 

GRIMSLEY.D.H. Division of Rules and Records. 86/09/24. ADATO.M. Union of Con- 
cerned Scientists. 3pp. 38261:286-38281:323. 

-8610160374 NP-3569 “Evaluation of Nuclear Power Plant Standardization Concepts," 
final repLRelated info end. 

NICKELL.R.E. Bechtel Corp. 84/06/30. 90pp. 38282:015-38282:104. 

-8506170610 Forwards expanded write-ups for shutdown DHR.ECCS methodology & 
high strength bolting topics.Discussion of expanded formats & contents at 850411 
NRC Policy Committee/ EPR I util steering committee meeting requested. 

BURSTEIN.S. Electric Power Research Institute. 85/04/04. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (pre-851125). 12pp. 37678:149-37678:160. 

8610030433 Forwards calculation of 75% metal water reaction hydrogen release 
history.Analyses of degraded core accidents performed using BWR core heatup code. 
HOBBS.S.H. Hydrogen Control Owners Group. HGN-034. 85/05/17. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 8pp. 38086:014- 
38086:021. 

8610030474 Forwards comments on proposed "Interim Requirements re Hydrogen Con- 
trol" & NURE6/CR-2540, "Method for Analysis of Hydrogen...." Promulgation of inter- 
im requirements not advised. Recommendations provided. 

RICHARDSON,J.D. Hydrogen Control Owners Group. HGN-004. 82/04/08. CHILK.S.J. 
Office of the Secretary of the Commission. 16pp. 38084:135-38084:150. 

8610060008 Responds to addi questions raised by NRC during review of 840402 Itr re 
equipment simulating heat sinks & blockages. Listed blockages should be included in 
facilities to account for effect blockage may have In adding resistance. 

HOBBS,S.H. Hydrogen Control Owners Group. HGN-054. 85/08/28. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 3pp. 38094:342- 
38094:344. 

8610060017 Fonvards revised scoping & production test matrices per recent discus- 
sions & 850311,0801 & 16 & 0919 Itrs.Production matrix addresses NRC concern that 
containment sprays may not be available during recovery portion of accident. 
HOBBS,S.H. Hydrogen Control Owners Group. HGN-060. 85/10/29. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 6pp. 38094:326- 
38094:330. 

8610060032 FoHArards accepted version of BAW-10150A, “Control Rod Assembly Ejec- 
tion - Analysis of Control Rod Assembly Ejection Accident in B&W PWRs." 
TAYLOR,J.H. Babcock & Wilcox Co. JHT/86-129. 86/08/07. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 4pp. 38094:015-38094:194. 

-8610060037 BAW-10510A "Control Rod Assembly Ejection - Analysis of Control Rod 
Assembly Ejection Accident in B&W PWRs." 

HERWIG,W.M. Babcock & Wilcox Co. 86/06/30. 172pp. 38094:023-38094:194, 

8610060096 Application for amend to License DPR-30,revising Tech Specs to add 
MAPLHGR limits to reload fuel & adjustment of min critical power ratio limit to reflect 
results of Cycle 9 transient anaiyses.Fee paid. 

WOJNAROWSKi,J. Commonwealth Edison Co. 2072K. 86/09/18. DENTON.H.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38096:143- 
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~4610060110 23A4758 ROO Rev 0 to “Supplemental Reload Licensing Submittal for 
Quad Cities Nuclear Power Station, Unit 2, Reload 8 (Cycle 9).” 

SMITH.C.W., ZARBIS.W.A., CHARNLEY.J.S. General Electric Co. 86/07/31. 16pp. 
38096:169-38096:184. 

-8610060112 NEDO-24146A ERR 15 Errata & Addenda Sheet 15, replacing Pages v/ 
vi,3-2,4-3 & 4-16,to “LOCA Analysis Rept for Dresden Units 2 & 3 & Quad Cities 1 & 

2 Nuclear Power Station." 

• General Electric Co. 79NED273. 86/05/21. 8pp. 38096:185-38096:192. 

“8610060119 NEDO-24146A ERR 14 Errata & Addenda Sheet 14, replacing Pages v/ 
vi,3-2,4-3,4-10, 4-15 & 4-16,to "LOCA Analysis Rept for Dresden Units 2 & 3 & Quad 
Cities 1 & 2 Nuclear Power Station." 

• General Electric Co. 79NED273. 86/08/31. 12pp. 38096:193-38096:205. 

8610060129 Forwards proprietary "Rept of CLASIX-3 Generic Analysis & Validation of 
CLASIX-3 Against 1/4 Scale Test Facility Data." Affidavit encI.Rept withheld (ref 
10CFR2.790). 

LANGLEY ,J.R. Hydrogen Control Owners Group. HGN-092. 86/06/10. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 5pp. 38096:284- 
38096:288. 

8610060163 Transcript of ACRS Subcommittee on Westinghouse Reactor Plants 
860925 meeting in Washington,DC.Pp 1-105.Supporting documentation end. 

• ACRS - Advisory Committee on Reactor Safeguards. 86/09/25. 126pp. 38091:001- 
38091:126. 

8610060449 Final Deficiency Rept CP-86-56 re fastening of standby diesel generator 
engine connecting rod assembly identified by TDl.lnitially reported on 86081 4.lssue 
not reportable per 10CFR50.55(e). 

COUNSIL,W.G., KELEY,G.S. Texas Utilities Electric Co. (formerly Texas Utilities Gen- 
erating Co.). TXX-5025. 86/09/19. JOHNSON,E.H. Region 4, Office of Director. Ip. 
38098:260-38098:260. 

8610060506 Forwards weekly schedule of TVA activities for wks of 860929 & 1006. 
THOMPSON.H.L. TVA Oversight Group. 86/09/26. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). TAYLOR,J.M, Office of Inspection & En- 
forcement, Director (Post 820201). ZECH,G. TVA Oversight Group. 4pp. 38113:090- 
38113:093. 

8610060528 Responds to J Groat 860902 note to C Kammerer re Wall Street Journal 
860822 article alleging flaws in BWR containments of Mark I design.No official reply to 
article offered.NRC does not consider design flawed. 

STELLO,V. Office of the Executive Director for Operations. 86/09/23. PORTER,J.E. 
House of Rep. 4pp. 38113:082-381 13:087. 

-8610060530 Requests official NRC reply to allegations outlined in end Wail Street 
Journal 860722 article, "Nuclear Reactor Containment Sys GE Designed Flawed, Aide 
Says." 

GROAT,J.E. House of Rep. 86/09/02. KAMMERER,C. NRC - No Detailed Affiliation 
Given. 3pp. 38113:086-38113:087. 

8610060802 Forwards description of facility cooler sys & simulation in 1/4 scale test 
facility, addressing last open question on 1 /4 scale test facility & closing Subtask 9.5 
of hydrogen control program plan.W/one oversize figure. 

LANGLEY, J.R. Hydrogen Control Owners Group. KGN-101. 86/07/30. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 14pp. 38108:260- 
38108:274. 

8610060830 Confirms 850717 meeting w/NRC to discuss results of scoping tests & 
presentation of modified production test matrix,per 850606 meeting.Proposed agenda 
end. 

HOBBS,S.H. Hydrogen Control Owners Group. HGN-050. 85/07/09. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38108:146- 
38108:148. 

8610060855 Notifies that revised App C identifying methodology to be used in calculat- 
ing hydrogen deflagration temp & pressure limit curves will be submitted in March 
1986. 

LANGLEY,J.R. Hydrogen Control Owners Group. HGN-078. 86/02/27. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38106:116- 
38106:1 17. 

8610060944 Confirms that rate of temp change in 1/4 scale test facility during test ini- 
tialization minimal & should support approval of initial conditions identified in 850801 
Itr.in response to 851129 request. 

LANGLEY,J.R. Hydrogen Control Owners Group. HGN-077. 86/02/27. BERNERO,R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38109:241- 
38109:242. 

8610060980 Fonwards info on SER Open Item 16 & Confirmatory Item 13 re long-term 
cooling.includirig Westinghouse “Long-Term Cooling Analysis for South Texas 
Project" & Repts WCAP-11232 & WCAP-11297,WCAP-11232 withheld (ref 
10CFR2.790). 

WISENBURGpM.R. Houston Lighting & Power Co. ST-HL-AE-1767. 86/09/30. 
NOONAN.V.S. PWR Project Directorate 5, 16pp. 38192:031-38192:263. 

-8610100051 Requests proprietary WCAP-11232, “Comparison of TREAT & NOTRUMP 
Small Break LOCA Transient Results," be withheld, per 10CFR2.790.Affldavit AW-76- 
45 & proprletaiy matl previously submitted end. 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-86-084. 86/09/25. 

DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 9pp. 
38192:135-38192:143. 

-8610100056 WCAP-11297 "Comparison of TREAT & NOTRUMP Small Break LOCA 
Transient Results." 

FRANTZ, E.R., HUANG, P.H., OFSTUN.R.P. Westinghouse Electric Corp. ST-HL-AE- 
1767. 86/09/22. 120pp. 38192:144-38192:263. 

8610070112 Forwards ‘Thermal Analysis of Hydrogen Diffusion Flames in 1 /4-Scale 
BWR Mark III Containment Bldg." Rept adequately addresses commitments to com- 
pare heat losses & verify adequacy of 1 /4-scale heat sink modeling. 

HOBBS, S.H. Hydrogen Control Owners Group. HGN-037. 86/07/29. BERNERO Office 
of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38116:308-38117:035. 

-8610070117 “Thermal Analysis of Hydrogen Diffusion Flames in 1 /4-Scale BWR Mark 
111 Containment Bldg." 

URAL,E.A., ZALOSH,R.G, Factory Mutual Research Corp. 86/07/29. 85pp. 
38116:310-38117:035. 


8610070141 Forwards “Nevada Test Site Data Evaluation," completing Tasks 14.1-14,6 
in hydrogen control program plan re series of tests to investigate hydrogen combus- 
tion In large open vessel. 

LANGLEY, J.R. Hydrogen Control Owners Group. HGN-100. 86/07/31, BERNERO,R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38118:121- 
381 18:1 87. 

—8610070144 “Task 14,Nevada Test Site Data Evaluation." 

HACKING,D.B. Enercon Services. 86/07/31 . 65pp. 381 18:123-381 18:187. 

8610070154 Discusses concerns identified in 850816 & 0402 Itrs re issue of modeling 
blockages to gas flow in 1/4 scale test facility, including horizontal blockage to vertical 
gas flows & effects on carryover of containment spray to wetwell. 

LANGLEY,J.R. Hydrogen Control Owners Group. HGN-063. 86/05/02. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 38115:173- 
38115:176. 

8610070180 Forwards list of assumptions & initial test conditions for 1 /4-scale test pro- 
gram re Mark ill containments during postulated hydrogen generation 
events.Conditions dependent upon plant-specific configurations not addressed. 
HOBBS, S.H. Hydrogen Control Owners Group. HGN-047. 85/08/01. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 38125:357- 
38125:360. 


8810070234 Forwards Tech Spec matrix, reload analysis rept.Suppl 1 to MSS-NA1-P, 
"Qualification of Reactor Physics Methods ..." & CEN-341(C). "Boric Acid Concentra- 
tion Reduction Effort...," In support of Cycle 2 reload. 

COOK,K.W. Louisiana Power & Light Co. W3P86-3328. 86/10/01. KNIGHTON.G.W. 
PWR Project Directorate 7. 301pp. 38117:077-38118:017. 

-8610070244 CEN-341(C) "Boric Acid Concentration Reduction Effort.Technical Bases 
& Operational Analysis, Waterford Nuclear Power Plant Unit 3." 

* Combustion Engineering, Inc. W3P86-3328. 86/10/31. 114pp. 38117:210- 
38117:323. 


8610070303 Fonwards response to NRC 851218 concerns re combustible gas control 
emergency procedure guideline, including proprietary Rev 1 to “PC/H Monitor & Con- 
trol Hydrogen Concentrations." Rev withheld (Ref 10CFR2.790). 

LANGLEY, J.R. Hydrogen Control Owners Group. TAG 60340. 86/06/03. 

BERNERO.R. Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 
38121:323-38121:329. 

8610070363 Forwards proprietary WCAP-11287 “QUAD-f & BWR Critical Power Corre- 
lation Development Rept" & application for withholding proprietary info.Rept withheld 
(ref 10CFR2.790), 

RAHE,E.P. Westinghouse Electric Corp. NS-NRC-86-3170. 86/09/30. LYONS, J. Office 
of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38119:337-38119:339. 

-8610070368 Requests that proprietary WCAP-11287, "QUAD-i- & BWR Critical Power 
Correlation Development Rept," be withheld from public disclosure (ref 10CFR2.790). 
WIESEMANN.R.A. Westinghouse Electric Corp. AW.86-085. 86/09/30. BERNERO.R. 
Division of Boiling Water Reactor (BWR) Licensing. 1p. 381 19:339-381 19:339. 

8610070411 Notification of rescheduled 861001 meeting w/Mark III Containment Hydro- 
gen Control Owners Group in Bethesda.MD to discuss methods used to calculate 
heat transfer to equipment during hydrogen combustion.MeetIng rescheduled for 
861022. 

KINTNER,LL. BWR Project Directorate 4. 86/09/16. BUTLER, W.R. BWR Project Di- 
rectorate 4. 6pp. 38129:167-38129:172. 

8610070428 Forwards response to outstanding items identified in 850416 Ltr HGN-032 
re BWR core heatup code, per 850130 meeting. Response to third Issue discussed 
during 850604 meeting w/ NRC & 6NL will be provided by 850628. 

HOBBS, S.H. Hydrogen Control Owners Group. HGN-043. 85/06/14. BERNERO.R. 
Office of Nuclear Reactor Regulation. Director (pre-851125). 26pp. 38124:153- 
38124:178. 

8610070437 Forwards responses to items requested during 850130 meeting re BWR 
core heatup code.Balance of items will be submitted in mid-May. 

HOBBS, S.H. Hydrogen Control Owners Group. HGN-032. 85/04/16. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (pre-851125). 23pp. 38124:099- 
38124:121. 


8610070445 Provides breakdown of NRC branch originating questions & whether Hydro- 
gen Control Owners Group or Mississippi Power & Light Co responsible for response 
to NRG 831208 ltr. 

HOBBS.S.H. Hydrogen Control Owners Group. HOBBS, S.H. Mississippi Power & Light 
Co. HQN-015. 84/02/09. DENTON.H.R. Office of Nuclear Reactor Regulation, Direc- 
tor (pre-851125), 3pp. 38124:096-38124:098. 

8610070457 Forwards Rev 0 to "Thermal Environ Definition for Mark III Containment 
Equipment Exposed to Diffusive Combustion Transients," per JR Langley 860730 ltr 
to R Bernero re Subtasks 11.7,11.24 & 11.25 of Rev 5 to program plan. 

LANGLEY, J.R. Hydrogen Control Owners Group. HGN-loa 86/07/30, BERNERO,R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38122:273- 
38122:332. 

-8610070461 Rev 0 to "Thermal Environ Definition for Mark III Containment Equipment 
Exposed to Diffusive Combustion Transients." 

HOLCOMB, E.E., HENNE.W.R. Enercon Services, 86/07/30. 58pp. 38122:275- 
38122:332. 


8610070463 Forwards Hydroqen Control Owners Group schedule for upcoming NRC 
submittals & meeting dates & production test milestones. 

LANGLI^,J.R. Hydrogen Control Owners Group. HGN-102. 86/07/29. BERNERO.R. 
Ofjfice of Nuclear Reactor Regulation. Director (post 851125). 5pp. 38122:226- 
38122:230. 


8610070474 Responds to 860801 ltr re reassessment of past issues.B&W Owners 
Group response will include compilation of actions taken &/or status of review at each 
plant for recommendations contained in documents. 

SIMPSON, E.C. Babcock & Wilcox Operating Plants Owners Group. 86/09/26. 
CRUTCHFIELD, D, Assistant Director for Technical Support (PWR-B). Ip. 38124:222- 
38124:222. 
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8610070558 Forwards update of B&W Owners Group planned NRC submittals & Inter- 
actions schedule as of 860929.Written response requested as to earliest date SER for 
BAW-10104P & BAW-1915P may be expected. 

TAYLORJ.H, Babcock & Wilcox Operating Plants Owners Group. 86/09/29. 
PAULSON, W. A. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
38120:261-38120:262. 

8610080020 Forwards "Thermal Analysis of Hydrogen Diffusion Flames in BWR Mark III 
Containments & 1/4 Scale Models." 

LANGLEY.J.R. Hydrogen Control Owners Group, HGN-085. 86/05/05. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 3pp. 38133:111- 
38133:213. 

-8610080023 FMRC J.I.0J3R0.RK "Thermal Analysis of Hydrogen Diffusion Flames in 
BWR Mark III Containments & 1/4 Scale Models." 

URAL,E.A.. TAMANINI,F. Factory Mutual Research Corp. 86/05/31. 100pp. 

38133:114-38133:213. 

8610080092 Fonvards addi info re meeting w/NRC on 850606 in West Gloucester,RI to 
discuss status of 1/4 scale testing program & results of tests completed to 
date.Agenda & map, detailing location of conference ctr.encl. 

HOBBS.S.H. Hydrogen Control Owners Group. HGN-036. 85/05/28. BERNERO.R. 
Office of Nuclear Reactor Regulation, Director (post 851125). 4pp. 38132:320- 
38132:323. 

8610080186 Further response to FOIA request for documents generated or prepared by 
V Stello.Apps N & 0 documents end & in PDR.App O documents partially withheld & 
App P documents completely withheld (ref FOIA Exemptions 4 & 5). 

GRIMSLEY.D.H. Division of Rules and Records. 86/10/01. GARDE, B.P. Government 
Accountability Project. 13pp. 38252:244-38252:256. 

-8610090125 Forwards weekly summary of NRC activities involving TVA for wk of 
860121-24. 

STELLO.V. Office of the Executive Director for Operations. 86/02/05. PALLADINO 
Commissioners. Ip. 38253:068-38253:071. 

-8610090144 Forwards schedule of TVA activities for wk of 860210-17, 

STELLO.V. Office of the Executive Director for Operations. 86/02/10. PALLADINO 
Commissioners. 3pp. 38253:073-38253:075. 

-8610090154 Forwards weekly schedule of TVA activities for wks of 860203 & 10. 
STELLO.V. Office of the Executive Director for Operations. 86/01/31. PALLADINO 
Commissioners. Ip. 38253:078-38253:078. 

-8610140007 Forwards 860328 memo re recent discussions w/TVA on QTC 
contracLStaff continuing work to assure that NRC has access to certified set of com- 
plete copies of QTC files. 

STELLO.V. Office of the Executive Director for Operations. 86/03/31, PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip. 38253:142-38253:142. 

-8610140009 Discusses 860326 & 27 telcons w/TVA re relationship w/QTC. TVA 
should not accept custody of QTC records. Records should be securely locked w/key 
olven to resident inspector for custody if QTC should decide to leave. 

STELLO.V. Office of the Executive Director for Operations. 86/03/28, Office of the 
Executive Director for Operations. 2pp. 38253:143-38253:144. 

8610080239 Partial response to FOIA request.App D documents available in 
PDR.Search continuing. 

GRIMSLEY.D.H. Divisfon of Rules and Records. 86/09/23. HOLMES.G.A. MHB Tech- 
nical Associates. 17pp. 38231:261-38231:278. 

-8509050363 Discusses potential seismic interaction associated w/flux mapping sys in 
Westinghouse piants.Action will be performed on plant specific basis by individual utils 
& corrective action initiated where required.Related info end. 

GOERING,G.T. Westinghouse Operating Plants Owners Group, OG-151. 85/06/10. 
M1RAGLIA.F. Division of Licensing (800428-851124). 9pp. 38232:065-38232:073. 

-8610080282 Forwards evaluation of WCAP 10054(P), "Westinghouse Small Break 
ECCS Model Using NOTRUMP Code." Rept acceptable for ref in license 
applications.W/o end 

THOMAS,C.O. Standardization & Special Projects Branch. 85/05/21. RAHE.E.P. Wes- 
tinghouse Electric Corp. Ip. 38231:333-38231:333. 

8610080347 Notification of 861007,08 & 09 meetings w/BWR Owners Group in 
6ethesda,MD to discuss Rev 4 to emergency procedure guidelines. 

THOMAS, G. Reactor Systems Branch (BWR). 86/09/04. HODGES, M.W, Reactor Sys- 
tems Branch (BWR). 2pp. 38140:091-38140:092. 

8610080348 Notification of room change for 861008 meeting w/WestInghouse & Wes- 
tinghouse Owners Group in Bethesda,MD to discuss content & schedule for Westing- 
house Owners Group emergency procedure guidelines, 

ORR.F. Facility Operations Branch (PWR-A). 86/09/23. BENAROYA,V. Facility Oper- 
ations Branch (PWR-A). Ip. 38140:090-38140:090. 

8610080352 Notification of 860827 meeting w/BWR Owners Group in Bethesda.MD to 
discuss methods for improving interaction between BWR Owners Group & NRC re 
Tech Specs. 

COLLINS, T.E. Reactor Systems Branch (BWR). 86/08/20. HODGES,M.W. Reactor 
Systems Branch (BWR). 2pp. 38140:088-38140:089. 

8610090055 Suppi to 851025 application for amend to License NPF-2, revising heatup 
I^CTOldown curves to extend applicability from existing 7 EFPY to new limit of 16 

MCDONALD, R.P. Alabama Power Co. 86/09/29. RUBENSTEIN.LS. Office of Nuclear 
Reactor Regulation, Director (post 851125). 2pp, 38181:170-38181:212. 

-8610090078 WCAP-10934 R02 Rev 2 to "Heatup & Cooldown Limit Curves for Ala- 
bama Power Co, Joseph M Farley Unit 1 Reactor vessel." 

GONG.H., CONGEDO.T.V:, PALUSAMY,S.S. Westinghouse Electric Corp. 86/06/30. 
32pp. 38181:181-38181:212. 

8610090142 Forwards nonproprietary WCAP-11270 & proprietary WCAP-11269, "Wes- 
tirrahouse Setpoint Methodology for Protection Sys - Vogtie Station" & request for 
withholding. 

BAILEY, J.^ Georgia Power Co. GN-1092. 86/09/29. YOUNGBLOOD,B.J. PWR 
Project Directorate 4. 2pp. 38146:001 -381 46:092. 


-8610090150 Requests withholding of proprietary WCAP-11269, "Westinghouse Set- 
point Methodology for Protection Sys - Vogtie Station," from public disclosure per 
10CFR2.790. Affidavit end. 

WIESEMANN,R.A. Westinghouse Electric Corp. CAW-86-079. 86/09/22. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 9pp. 
38146:003-38146:011. 

-8610090156 WCAP-11270 "Westinghouse Setpoint Methodology for Protection Sys - 
Vogtie Station." 

MOOMAU,W.H., TULEY,C.R. Westinghouse Electric Corp. 86/08/31. 80pp. 

38146:012-38146:092. 

8610090164 Forwards application fee for BAW-1921, "Generic Tech Specs, Surveil- 
lance & Bases for B&W Operating Plants." 

TAYLOR,J.H. Babcock & Wilcox Co. 86/09/24. DIGGS,R.M. Office of Administration, 
ip. 38147:360-38147:360. 

8610090265 Requests that NRC approval of NEDE-30996, “SAFER Model for Evalua- 
tion of LOCAs for Jet Pump & NonJet Pump BWRs,” specifically state applicability of 
version of SAFER code to both jet pump & non-jet pump BWRs. 

PFEFFERLEN.H.C. General Electric Co. MFN-095-086. 86/09/23. BERKOW.H.N. 
Standardization & Special Project Directorate. 2pp. 38145:358-38145:359. 

8610090271 Requests withholding of WCAP-11284, "Westinghouse BWR ECCS Evalua- 
tion Models:Code Description & Qualification," as proprietary,per 10CFR2.790(a). 
W!ESEMANN,R.A. Westinghouse Electric Corp. AW-86-078. 86/09/30. BERNERO,R. 
Office of Nuclear Reactor Regulation, Director (post 851125). Ip. 38144:360- 
38144:360. 

8610090303 Forwards proprietary XN-NF-929(P), "Spray Heat Transfer Coefficients for 
Jet Pump BWR Fuel Asemblies W/Water Rods,” for review.Fee paid. 

WARD,G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW: 102:86. 86/09/18. 
UINAS,G.C. Reactor Systems Branch (BWR). 6pp. 38146:213-38146:219. 

8610090332 Partial response to FOIA request for documents. Forwards Rev 1 to draft 
interim rept, “LWR Standardized Plant Design Evaluation." Rev also available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/09/26. ADATO,M. Union of Con- 
cerned Scientists. 2pp. 38183:141-38184:217. 

-8610090337 SLI-8410 DRFT R01 Rev 1 to draft interim rept, “LWR Standardized Plant 
Design Evaluation." 

ENGEL.R.E. S. Levy, Inc. 84/06/30. 434pp. 38183:144-38184:217. 

8610090364 Corrects info provided at Commission 860919 meeting re advanced BWR 
MSIVs & responds to question re similarity to MSIVs used in US plants.Sulzer-typ6 
MSIVs are globe valves & completely different from Crosby ball-type MSIVs. 

QUIRK,J.F. General Electric Co. 86/09/30. CARUSO.R. Division of Bolling Water Re- 
actor (BWR) Licensing. 2pp. 38182:285-38182:286. 

8610100021 Forwards nonproprietary XN-NF-85-24(NP)(A) & proprietary XN-NF-85- 
24(P)(A), "SLOTRAX-MLComputer Code for Analysis of Slow Transients in PWRs." 
Proprietary rept withheld.per 10CFR2.790(b). 

WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW:103:86. 86/09/19. 
ROSSI.C.E. Assistant Director for Technical Support (PWR-A). Ip. 38197:263- 
38198:034. 

-8610100024 XN-NF-85-24(NP)(A) Partially withheld "SLOTRAX-MLComputer Code for 
Analysis of Slow Transients in PWRs" (ref 10CFR2.790). 

TURNER, D.M., KAYSER.W.V., HOLM.J.S. Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp.). 86/09/09. 131pp. 38197:264-38198:034. 

8610100336 Final Deficiency Rept CP-86-1 5 re diesel generator controls. Initially report- 
ed on 86031 4.Controls reviewed by TDI under owners group design review & quality 
revalidation program. Condition not reportable per 1 0CFR50.55(e). 

COUNSIL,W.G. Texas Utilities Electric Co. (formerly Texas Utilities Generating Co.). 
CP-86-15. 86/10/01. JOHNSON, E.H. Region 4, Office of Director. 2pp. 38195:341- 
38195:342. 

8610100396 Responds to request for info on C-E Owners Group activities addressing 
charging pump block cracking.Several member utils pursuing or have pursued plant- 
specific activities to reduce likelihood of charging pump block cracking. 

WELLS, R.W. C-E Operating Plants Owners Group. RWW-81-79. 86/09/02. 
CRUTCHFIELD,D. Assistant Director for Technical Support (PWR-B). Ip. 38186:235- 
38186:235. 

8610100477 Fonwards NEDC-31322, “BWR Owners Group Rept on Operational Design 
Basis of Selected Safety-Related Motor-Operated Valves," in response to IE Bulletin 
65-003.Response to Items a-d of bulletin also end. 

LEONARD, J.D. Long Island Lighting Co. IEB-85-003. 86/10/08. MURLEY,T.E. Region 
1, Office of Director. 11pp. 38194:009-38194:107. 

-8610100510 NEDC-31322 "BWR Owners Group Rept on Operational Design Basis of 
Selected Safety-Related Motor-Operated Valves." 

HOWARD, R.W., SAWABE.J.K., REICH,R.T. BWR Owners Group. SNRC-1283. 86/09/ 
30. 88pp. 38194:020-38194:107. 

8610100479 Requests remittance of fee for 860519 application for review of BAW- 
191 5P, "Bounding Analytical Assessment of NUREG-0630 Models on LOCA KW/FT 
Limits W/Use of FLECSET," per 10CFR1 70.21 .J. 

DIGGS, R.M. License Fee Management Branch. 86/10/02. TAYLOR, J.H. Babcock & 
Wilcox Co. Ip. 38208:314-38208:314. 

8610100483 Forwards topical rept evaluation of WCAP-7908, "FACTRAN-A FORTRAN 
IV Code for Thermal Transients In U02 Fuel Rod” & app.Rept acceptable for ref in 
licensing actions requiring calculation of heat fluxes & cladding temps. 

ROSSI,c.E. Assistant Director for Technical Support (PWR-A). 86/09/30. RAHE.E.P. 
Westinghouse Electric Corp. 4pp. 38208:298-38208:313. 

-8610100495 Topical rept evaluation of WCAP-7908. "FACTRAN-A FORTRAN IV Code 
for Thermal Transients In U02 Fuel Rod" & app.Rept acceptable. 

• NRC • No Detailed Affiliation Given. 86/09/30. 12pp. 38208:302-38208:313, 

8610100492 Forwards topical rept evaluations of XN-NF-85-92(P) re U dioxide/gadolinia 
irradiation exam & thermal conductivity results & Suppi 4 to XN-75-27(P) re neutronics 
design methods for PWRs.Repts acceptable w/stated condition. 

ROSSI.C.E. Assistant Director for Technical Support (PWR-A). 86/09/26. WARD.G.N, 
Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). 2pp. 38208:284-38208:295. 
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— ooiuiuuw/ lopicai repx evaluation of XN-NF-85-92{P), “Exxon Nuclear U Dioxide/ 
Gadolinia Irradiation Exam & Thermal Conductivity Results.” Rept acceptable for li- 
censing applications w/ listed restrictions. 

* NRC - No Detailed Affiliation Given. 86/09/26. 5pp. 38208:286-38208:289. 


8610150297 Requests comments, within 3 wks,re generic communication to Westing- 
house-designed plants, delineating problems w/ negative rate trip setpoint. 

ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 86/10/07. RAHE,E.P. 
Westinghouse Electric Corp. 2pp. 38257:311-38257:318. 


--8610100503 Topical rept evaluation of SuppI 4 to XN-75-27(P), “Exxon Nuclear Neu- 
tronics Design Method for PWRs." Rept acceptable for calculating neutronic charac- 
teristics of PWR cores w/up to 8 w/o gadolinia bearing fuel rods. 

* NRC - No Detailed Affiliation Given. 86/09/26. 6pp. 38208:290-38208:295. 

10100493 Requests remittance of fee for 860826 application for review of BAW- 
10164P, “RELAP5/MOD2:Advanced Computer Program for LWR LOCA & Non-LOCA 
Transient Analysis," per 10CFR1 70.21 .J. 

DIGGS, R.M. License Fee Management Branch. 86/10/02. TAYLOR,J.H. Babcock & 
Wilcox Co. Ip. 38208:283-38208:283. 

10100634 Forwards nonproprietary repts providing analysis of events supporting 
Cycle 6 operation of facility. 

WARD,G.N. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). GNW:099:86. 86/09/16. 
DENTON.H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 2pp. 
38202:332-38204:100. 

I6101006S0 XN-NF-85-68(NP) R01 Nonprc^rietary Rev 1 to “DC Cook Unit 2 Limiting 
Break LOCA/ ECCS Analysis. 10% Steam Generator Tube Plugging & K( 2 ) Curve." 
TAHVILI.T.. HOLM,J.S„ WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
86/08/31. 87pp. 38202:334-38203:060. 

1610100664 XN-NF-85-64(NP)Sl R1 Nonproprietary Rev 1, Supp1 1 to “Plant Transient 
Analysis for DC Cook Unit 2 W/10% Steam Generator Tube Plugging." 

ADAMS.F.T., WIMPY, P.D., HOLM,J.S. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
86/08/31. 23pp. 38203:061-38203:084. 


-8609110143 Forwards draft IE info notice re negative flux rate trip w/ editorial 
changes.Root cause of reactor trip was vendor rev of safety analysis.Technical review 
of notice by Westinghouse unnecessary. 

HOLAHAN.G.M. Operating Reactors Assessment Staff (post 851125). 86/09/05. 
ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 6pp. 38257:313- 
38257:318. 

8610160265 Forwards nonproprietary BAW-10153A & proprietary BAW-10153PA, “Ex- 
tended-Burnup Evaluation." Proprietary rept withheld. 

TAYLOR.J.H. Babcock & Wilcox Co. JHT/86-201. 86/08/19. DENTON.H.R. NRC - No 
Detailed Affiliation Given. 1p. 38263:002-38263:197. 

-8610160271 BAW-10153A “Extended-Burnup Evaluation." 

* Babcock & Wilcox Co. 86/08/31. Ip. 38263:001-38263:001. 

8610160434 Forwards SER accepting WCAP-11145, “Westinghouse Small Break LOCA 
ECCS Evaluation Model Generic Study W/NOTRUMP Code," for ref resolution of TMI 
Item II.K.3.31 .Publication per NUREG-0930 requested. 

ROSSI,C.E. Assistant Director for Technical Support (PWR-A). 86/10/06. 
BUTTERFIELD,L. Westinghouse Operating Plants Owners Group. BUTTERFIELD, L. 
Commonwealth Edison Co. Ip. 38275:268-38275:277. 

-8610160437 SER on WCAP-11145, “Westinghouse Small Break LOCA ECCS Evalua- 
tion Model Generic Study W/NOTRUMP Code." Rept acceptable for ref. 

* NRC - No Detailed Affiliation Given. GL-83-35. 86/10/06. 9pp. 38275:269- 
38275:277. 


>610100674 XN-NF-85-64(NP) R01 Nonproprietary Rev 1 to “Plant Transient Analysis 
for DC Cook Unit 2 W/10% Steam Generator Tube Plugging." 

ADAMS,F.T., WIMPY.P.D., HOLM,J.S. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
86/08/31. 210pp. 38203:085-38203:294. 

B610100686 XN-NF.85-28(NP) SOI “DC Cook Unit 2,Cycle 6 SAR:Disposition of SRP 
Chapter 15 Events." 

ADAMS.F.T., WIMPY.P.D., HOLM,J.S. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 
86/08/31. 166pp. 38203:295-38204:100. 

>10100647 Forwards Reactor Sys Branch safety evaluation re NUSCo 140-2, “NUSCo 
Thermal Hydraulic Model Qualification Vol II (VIPRE)." Rept acceptable for ref for 
Haddam Neck licensing calculations of core thermal hydraulics using VIPRE-01. 

ROSSI, C.E. Assistant Director for Technical Support (PWR-A). 86/10/01. 
AKSTULEWICZ,F. Integrated Safety Assessment Project Directorate. JAFFE,D. PWR 
Project Directorate 8. 2pp. 38220:226-38220:241 . 

8610100663 Topical rept evaluation of NUSCo 140-2, "NUSCo Thermal Hydraulic 
Model Qualification Vol II (VIPRE)." Rept acceptable for ref for Haddam Neck licens- 
ing calculations of core thermal hydraulics using VIPRE-01. 

* NRC - No Detailed Affiliation Given. 86/10/01. 14pp. 38220:228-38220:241. 

810100676 Summary of 860911 meeting w/B&W Owners Group Steam Generator 
Committee re ongoing activities. Viewgrapns & attendance list end. 

PAULSON. W.A. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/02. Division of Pressurized Water Reactor Licensing - B (post 851125). 36pp. 
38220:183-38220:218. 

610100766 Forwards BAW-1976, “Small Break LOCA Analysis for B&W 177FA Low- 
ered Loop Plants in Response to NUREG-0737,ltem II.K.3.31," for review & approvai. 
ENOS,J.T. Arkansas Power & Light Co. 1CAN098614. 86/09/30. STOLZ,J.F. PWR 
Project Directorate 6. Ip. 38198:127-38198:203. 

6610100779 BAW-1976 “Small Break LOCA Analysis for B&W 177FA Lowered Loop 
Plants in Response to NUREG-0737,ltem ll.K.3.31." 

• Babcock & Wilcox Operating Plants Owners Group. 71-1166715-00. 86/09/30. 
76pp. 38198:128-38198:203. 

610140057 Forwards proprietary Rev 2 to WCAP-10266, “1981 Version of Westing- 
house ECCS Evaluation Model Using BASH Code." Affidavit requesting withholding 
also encl.Rept withheld (ref 10CFR2.790). 

RAHE,E.P. Westinghouse Electric Corp. NS-NRC-86-3139. 86/09/15. LYONS.J. Office 
of Nuclear Reactor Regulation, Director (post 851125). WATT,J. Reactor Systems 
Branch (PWR-A). 2pp. 38227:285-38227:294. 

•8610140066 Requests withholding of Rev 2 to WCAP-1026e, “1981 Version of Wes- 
tinghouse ECCS Evaluation Model Using BASH Code," (ref 10CFR2.790). 
WIESEMANN,R.A. Westinghouse Electric Corp. AW-86-087. 86/09/15. 

THOMPSON,H.L. Division of Pressurized Water Reactor Licensing - A (post 851125). 
8pp. 38227:287-38227:294. 

1610140252 Fonvards proprietary WCAP-11284, “Westinghouse BWR ECCS Evaluation 
ModeIrCode Description & Qualification," describing GOBLIN series of codes for 
LOCA analysis.Rept withheld. 

RAHE,E.P. Westinghouse Electric Corp. NS-NRC-86-3168. 86/09/30. LYONS,J. Plan- 
ning & Program Analysis Staff (post 851125). HODGES, W. NRC - No Detailed Affili- 
ation Given. HAUGHEY,M.F. Division of Bolling Water Reactor (BWR) Licensing. 2pp. 
38224:224-38224:225. 


8610170053 Fonryards info re employee concern program.including list of closed con- 
cerns & updated summary sheets by site from 860807-0912 & list & summary sheet 
for all new concerns generated from 860806-0912. 

GRIDLEY.R.L. Tennessee Valley Authority. 86/10/07. DENTON.H.R. Office of Nuclear 
Reactor Regulation, Director (post 851125). 126pp. 38281:081-38281:206. 

8610170100 Forwards proprietary presentation matl & actions resulting from 860930 
meeting between NRC & GE re NEDE-30996-P, “SAFER Model for Evaluation of 
LOCAs for Jet Pump & Nonjet Pump Plants." Affidavit encl.Matl withheld (ref 
10CFR2.790). 

PFEFFERLEN.H.C. General Electric Co. MFN-098-086. 86/10/09. BERKOW.H.N. 
Standardization & Special Project Directorate. 6pp. 38284:244-38284:249. 

8610200151 Forwards Revs 0,1 & 2 to nonproprietary (1.14-N) & proprietary (1.14), 
"Sys Std Design Criteria NSSS Containment Isolation." Proprietary repts withheld (ref 
10CFR2.790). 

GRIDLEY.R. Tennessee Valley Authority. 86/10/10. YOUNGBLOOD.B. PWR Project 
Directorate 4. 3pp. 38294:244-38294:351. 

-8610200156 Requests withholding of Proprietary Revs 0,1 & 2 to 1.14, "Sys Std 
Design Criteria NSSS Containment Isolation," (ref 10CFR2.790(b)(4)).Affidavit end. 
WIESEMANN,R.A. Westinghouse Electric Corp. CAW-86-077. 86/09/12. 

DENTON,H.R. Office of Nuclear Reactor Regulation, Director (post 851125). 11pp. 
38294:247-38294:257. 


-8610200160 Nonproprietary Rev 0 to 1.14, "Sys Std Design Criteria NSSS Contain- 
ment isolation." 

BRADBURY, C.D., LOOSE.R.A., GALLAGHER, J.L Westinghouse Electric Corp. 70/ 
03/11. 19pp. 38294:258-38294:276. 


-8610200164 Nonproprietary Rev 1 to 1.14, “Sys Std Design Criteria NSSS Contain- 
ment Isolation." 

BRADBURY, C.D., SNYDER,W.R., LOOSE, R. A. Westinghouse Electric Corp. 70/12/ 
04. 28pp. 38294:277-38294:304. 


-8610200169 Nonproprietary Rev 2 to 1.14, "Sys Std Design Criteria NSSS Contain- 
ment Isolation." 

BRADBURY.C.D., LOOSE, R.A., SNYDER, W.R. Westinghouse Electric Corp. 73/01/ 
16. 47pp. 38294:305-38294:351. 


8610200202 Summary of 860929 meeting w/B&W Owners Group in Bethesda,MD to 
discuss safety & performance improvement program. Attendance list & viewgraphs 
end. 

PAULSON, W. A. Assistant Director for Technical Support (PWR-B). 86/10/07. Assist- 
ant Director for Technical Support (PWR-B). 15pp. 38299:144-38299:158, 


8610200214 Informs that 860905 submittal re financial info for 1986 satisfies require- 
ments of 1 0CFR1 40.21 . 

NASH,D.A. Assistant Director for State & Licensee Relations. 86/10/15. 
GRIDLEY.R.L Tennessee Valley Authority. Ip. 38299:136-38299:135. 


8610210035 Requests fee for review of Draft 6 of Rev 7 to Topical Rept SL-TR-1A, 

DIGGsI^.l3!^License Fee Management Branch. 86/10/10. TAYLOR, H.S. Sargent & 
Lundy, Inc. 1p. 38321:243-38321:243. 


1810150219 Forwards Insp Repts 50-206/86-38,50-361/66-28 & 50-362/66-27 on 
860902-05.No violations noted. 

PATE,R.J. Region 5, Office of Director. 86/09/23. BASKIN, K.P. Southern California 
Edison Co. 2pp. 38240:247-38240:252. 


8610210038 Requests fee for review Rev 7 to Topical Rept UEC-TR-001, “QA Pro- 

Si^S,R.M. License Fee Management Branch. 86/10/10. LEONARD, R,H. United En- 
gineers & Constructors, Inc. (subs, of Raytheon Co.). 1p. 38321:244-38321:244. 


-8610150292 Insp Repts 50-206/86-38,50-361/86-28 & 50-362/86-27 on 860902- 
05.No violations or deviations noted.MaJor areas lnspected:previous insp findings, TMI 
items & TDl emergency diesel generator 10CFR21 followup. 

WILLETT.D. Region 5, Office of Director. 50-362/86-27. 86/09/18. 4pp. 38240:249- 
38240:252. 


8610210253 Application for amend to License OPR-23, changing Tech Specs re storage 
& handling of fuel w/increased enrichment of 3.9% U-235,per end XN-NF-86-100 & 
XN-NF-86-107.Fee paid 

CUTTER, A.B. Carolina Power & Light Co. NLS-86-367. 86/10/13. RUBENSTEIN.LS. 
PWR Project Directorate 2. 3pp. 38315:160-38315:258. 


>610150226 Further response to FOIA request for records re NRC audits, Insps or in- 
vestigations of TDl from 1974 to present. Documents withheld (ref FOIA Exemption 7). 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/06. ELLIS, T.S. Huhton & Wil- 
liams. 2pp. 38253:338-38253:342. 


-8610210259 XN-NF-86-100 ROO Rev 0 to “Final Rept Criticality Safety Analysis HB 
Robinson New Fuel Storage Vault W/4.2% Enriched 1 5x1 6 Fuel Assemblies." 
GERRALD,LD., PIEPER,J.E.. SKOGEN.F.B. Exxon Nuclear Co., inc. (subs, of Exxon 
Corp.). 86/09/02. 54pp. 38315:167-38315:220. 
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-8610210261 XN-NF-86-107 ROO Rev 0 to “Rnal Rept Criticality Safety Analysis HB 
Robinson Spent Fuel Storage Racks (Unpoisoned, Low Density) W/4.2% Enriched 
15x15 Fuel Assemblies." 

GERRALD.LD., PIEPER.J.E., SKOGEN.F.B. Exxon Nuclear Co.. Inc. (subs, of Exxon 
Corp.). 86/09/09. 38pp. 38315:221-38315:258. 

8610210388 Forwards proprietary Rev 1 to WCAP-11228, "Tubesheet Region Plugging 
Criterion for South Carolina Electric & Gas Co VC Summer Nuclear Station Steam 
Generators," for 860915 Tech Spec rev request.Rept withheld. 

NAUMAN.D.A. South Carolina Electric & Gas Co. 86/10/20. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). ip. 38311 :1 67-3831 1:167. 

8610220245 Forwards safety evaluation accepting NUSCO 140-2, “...Thermal Hydraulic 
Model...,” for ref in core thermal- hydraulic licensing calculations. Licensee must per- 
form analysis to ensure nucleate boiling ratio of 1.3. 

AKSTULEWIC2,F. Integrated Safety Assessment Project Directorate. 86/10/16. 
OPEKA,J.F. Connecticut Yankee Atomic Power Co. 3pp. 38332:229-38332:245. 

-8610220250 Safety evaluation of NUSCO 140-2, "NUSCO Thermal Hydraulic Model 
Qualification, Vol 11 (VIPRE)." Rept acceptable for establishing input values & selection 
of correlation options & solution techniques for calculations. 

* Office of Nuclear Reactor Regulation, Director (post 851125). 86/10/16. 14pp. 
38332:232-38332:245. 

8610220251 Forwards safety evaluation accepting generic designs presented in WCAP- 
10858, "ATWS Mitigating Sys Actuation Circuitry Generic .... Requests addi info re 
schedules for addressing plant-specific design features within 30 days. 

DOOLnTLE,E.L. PWR Project Directorate 5. GL-85-06. 86/10/14. OPEKA,J.F. North- 
east Nuclear Energy Co, (subs, of Northeast Utilities). 3pp. 38340:245-38340:265. 

8610220369 Generic Ltr 86-16 to all PWR applicants & licensees re Westinghouse 
ECCS evaluation models.Svc list end. 

DENTON.H.R. Office of Nuclear Reactor Regulation. Director (post 851125). 86/10/ 
22. Consolidated Edison Co. of New York, Inc. 37pp. 38420:326-38421:051, 

8610220387 Forwards info re determining fee assessed for review of Topical Repts XN- 
NF-85-92, “Exxon Nuclear U Dioxide/ Gadolinia Irradiation Exam..." & SuppI 4 to XN- 
75-27, "Exxon Nuclear Neutronics Design Methods for PWRs." 

BERLINGER.C.H. Reactor Systems Branch (PWR-A). 86/10/17. SOLANDER.L Plan- 
ning & Program Analysis Staff (post 851125). 3pp. 38330:075-38330:077, 

8610220452 Summary of 860910 meeting w/B&W Owners Group, utils.lNEL & EG&G in 
Bethesda.MD re B&W Owners Group Tech Spec committee. Agenda & handout end. 
MOZAFARI.B. PWR Project Directorate 6. 86/10/15. PWR Project Directorate 6. 
123pp. 38329:252-38330:014. 

8610230176 Advises that verification of void profile model in XCOBRA-T will be per- 
formed during 1987 & results reported by end of 1987.Schedule assumes experimen- 
tal data available during First Quarter 1987. 

WARD.G.N. Exxon Nuclear Co.. Inc. (subs, of Exxon Corp.). GNW:1 12:86. 86/10/14. 
HODGES, M.W. Reactor Systems Branch (BWR). Ip. 38344:073-38344:073. 

8610230207 Remits fee for review of BAW-10158P, "Fixed Margin Tech Specs," sub- 
mitted on 861016. 

TAYLOR.J.H. Babcock & Wilcox Co. JHT/86-251. 86/10/16. DIGGS.R.M. License 
Fee Management Branch. Ip. 38344:028-38344:028. 

8610230215 Remits fee for review of BAW-10164P, “RELAP5/MOD2," submitted on 
861002. 

TAYLOR, J.H. Babcock & Wilcox Co. JHT/86-252. 86/10/16. DIGGS.R.M. License 
Fee Management Branch. Ip. 38344:034-38344:034. 

8610230217 Forwards addi info re issues on reliability of TDI diesel generators, including 
plant position on SER recommendations. Phase 11 component insp status & justifica- 
tion for design review/quality revalidation rept deviation. 

BAILEY,J.A. Georgia Power Co. GN-1121. 86/10/17. YOUNGBLOOD, B.J. PWR 
Project Directorate 4. 13pp. 38343:122-38343:140. 

8610240079 Forwards proprietary & nonproprietary C-E Ends 1-P & 1-NP to L-CE-R- 
042 & CEN-343 re responses to request for addi info on Cycle 2 reload concerning 
clad collapse analyses & shutdown margin.Proprietary ends withheld (ref 
10CFR2.790). 

COOK,K.W. Louisiana Power & Light Co. W3P86-3368. 86/10/13. KNIGHTON, G.W, 
PWR Project Directorate 7. 10pp. 38346:312-38346:340. 

-8610240089 L-CE-R-042 Nonproprietary End 1-NP, "Responses to Requests for Add! 
Info on Waterford 3 Cycle 2 Reload.” 

* Combustion Engineering, Inc. 86/09/30. 11pp. 38346:322-38346:332. 

-8610240093 CEN-343{C)-NP Nonproprietary "Statistical Combination of Uncertainties 
for Waterford 3." 

* Combustion Engineering, Inc. 86/10/31. 7pp. 38346:333-38346:340. 

8610240080 Fonvards remittance of application fee for BAW-1915P, "Bounding Analyti- 
cal Assessment of NUREG-0630 Models on LOCA KW/FT Limits W/Use of FLEC- 
SET." 

TAYLOR, J.H. Babcock & Wilcox Co. JHT/86-256. 86/10/20. DIGGS.R.M. Office of 
Administration. Ip. 38346:077-38346:077. 

8610240081 Fonvards proprietary & nonprqprietary CEN-345(B), "Responses to NRC 
Questions on FATES3B" & proprietary CEN-220{B), "Supplemental Info on FATES3 
Stored Energy Conservatism." Affidavit end. 

ELKINS, D.S. Baltimore Gas & Electric Co. FCM 86-257. 86/10/21. MACNEIL,S.A. 
PWR Project Directorate 8. 5pp. 38347:042-38347:068. 

-8610240084 CEN-345(B)-NP Nonproprietary "Responses to NRC Questions on 
FATES3B." 

* Combustion Engineering, Inc. 86/10/17. 20pp. 38347:047-38347:068. 

6610240100 Forwards BAW-1976, "Small Break LOCA Analysis for B&W 177FA Low- 
ered Loop Plants in Response to NUREG-0737,ltem II.K.3.31," & Generic Ltr 83-35. 
WARD,J.E. Sacramento Municipal Utility District. JEW 86-631. 86/10/16. 
MIRAGLIA,F,J. Division of Pressurized Water Reactor Licensing - B (post 851125). Ip. 
38348:075-38348:152. 

-8610240207 BAW-1976 "Small Break LOCA Analysis for B&W 177FA Lowered Loop 
Plants in Response to NUREG-0737,ltem ll.K.3.31 ." 

PALJ1NG.J,R.. SCHOMACHER,R.J, Babcock & Wilcox Co. 86/09/30, 77pp, 
38348:076-38348:152. 


8610240161 Forwards proprietary NEDE-24094-A, "LOCA Analysis Methods for BWR 
2/3 W/Drilled Lower Tie Plates." Rept withheld (ref 10CFR2.790). 

CHARNLEY.J.S. General Electric Co. MFN-104-086. 86/10/16. DENTON.H.R. Office 
of Nuclear Reactor Regulation. Director (post 851125). 5pp. 38347:037-38347:041. 

8610240198 Forwards nonproprietary Vols 1 & 2 to NEDO-24154-A & proprietary Vol 3 
to NEDE-24154-P-A, “Qualification of One- Dimensional Core Transient Model for 
BWRs." Proprietary vol withheld (ref 10CFR2.790). 

CHARNLEY.J.S. General Electric Co. MFN-105-086. 86/10/17. DENTON.H.R. Office 
of Nuclear Reactor Regulation. Director (post 851125). Ip. 38356:335-38358:293. 

-8610240200 NEDO-24154-A Nonproprietary Vols 1 & 2 "Qualification of One-Dimen- 
sional Core Transient Model for BWRs." 

WOOD.J.E., FISCHER.D.L. General Electric Co. 78NED290R1. 86/08/31. 678pp. 
38356:336-38358:293. 

8610240318 Responds to 860903 memo re review of Rev 1 to B&W Owners Group re- 
assessment program.dtd 860821. Region I comments end. 

KANE.W.F. Region 1, Office of Director. 86/10/22. CRUTCHFIELD.D. Assistant Direc- 
tor for Technical Support (PWR-B). 4pp. 38356:248-38356:251. 

8610240378 Forwards proprietary response to NRC 860109 request for add! info re 
Topical Rept WCAP-10851, "Improved Performance Models for Westinghouse Fuel 
Rod Design & Safety Evaluation." Response withheld (ref 10CFR2.790). 

RAHE,E.P. Westinghouse Electric Corp, NS-NRC-86-3163. 86/09/30. LYONS.J. Office 
of Nuclear Reactor Regulation, Director (post 851125). 2pp. 38362:071-38362:073. 

-8610240398 Requests withholding of proprietary response to NRC request for add! 
Info re Topical Rept WCAP-10851, "Improved Performance Models for Westinghouse 
Fuel Rod Design & Safety Evaluations." per 10CFR2.790. 

WIESEMANN.R.A. Westinghouse Electric Corp. AW-86-080. 86/09/30. 

THOMPSON.H. Division of Pressurized Water Reactor Licensing - A (post 851125). 
Ip. 38362:073-38362:073. 

8610240406 Forwards Chapter 2, “Power Generation Sys," to "Advanced LWR Util Re- 
quirements Document." Rept contains util requirements for main & extraction 
steam.feedwater & condensate, chemical addition.condensate makeup purification & 
auxiliary steam. 

SEARS.C.F. ALWR Utility Steering Committee. SEARS.C.F. Northeast Utilities. 
1405169. 86/10/15. DENTON.H.R. Office of Nuclear Reactor Regulation. Director 
(post 851125). 2pp. 38355:194-38355:338. 

-8610240409 Forwards revised pages to Chapter 2. “Power Generation Sys," to "Ad- 
vanced LWR Util Requirements Document." 

VIJUK.R.P. Westinghouse Electric Corp. 86/10/21. KING.T. NRC - No Detailed Affili- 
ation Given. 12pp. 38355:196-38355:206. 

—8610240412 Chapter 2, “Power Generation Sys," to "Advanced LWR Util Require- 
ments Document." 

* Electric Power Research Institute. 86/10/31. 132pp. 38355:207-38355:338. 

8610270050 Forwards data for fees for review of AECC-3-P(NP), “Radwaste Vol Reduc- 
tion Sys." 

CALVO,J.A. Plant Electrical, Instrumentation & Control Systems Branch (PWR-B), 86/ 
10/21. SOLANDER.L Planning & Program Analysis Staff (post 851125). 2pp. 
38369:007-38369:008. 

8610270121 Forwards proprietary responses to requests for addi info re supply to XN- 
NF-75-27(P). "Exxon Nuclear Neutronics Design Methods for PWRs." Responses 
withheld (ref 10CFR2.790). 

WARD.G.N. Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). GNW:081:86. 86/07/11. 
BERLINGER.C.H. Reactor Systems Branch (PWR-A). Ip, 38359:118-38359:118. 

8610270409 Notification of 861113 meeting w/B&W Owners Group in Bethesda.MD to 
discuss human factors/operator burden reviews being conducted as part of owners 
group safety & performance improvement program. 

PAULSON, W.A. Division of Pressurized Water Reactor Licensing - B (post 851125). 
86/10/23. CRUTCHFIELD.D. Assistant Director for Technical Support (PWR-B). 2pp. 
38372:179-38372:180. 

8610270416 Notification of 861106 meeting w/Westinghouse Owners Group in 
6ethesda,MD to discuss issues raised by Westinghouse 86061 3 generic ltr re poten- 
tial safety concern of damage to RHR pumps from loss of suction following LOCA. 
JENSEN.W.L Reactor Systems Branch (PWR-A). 86/10/23. BERLINGER.C.H. Reac- 
tor Systems Branch (PWR-A). 2pp. 38372:183-38372:184. 

8610280008 Forwards proposed "Topical Rept on Operability Assessment of ASME 
Section III Piping & Supports After Unanticipated Loadings" & "Low Cycle Fatigue As- 
sessment of ASME Section III Class 2/3 Piping for Unanticipated Loads." Fee paid. 
ALLEN,C.M. Commonwealth Edison Co. 2224K. 86/10/08. DENTON.H.R. Office of 
Nuclear Reactor Regulation, Director (post 851125). 2pp. 38367:191-38367:214. 

-8610280015 EMD-061058 R01 Rev 1 to "Low Cycle Fatigue Assessment of ASME 
Section III Class 2/3 Piping for Unanticipated Loads." 

MAHENDRANATHAN, WiPASURAMONTON, GIBRAIEL,S.A. Sargent & Lundy. Inc. 
86/09/12. 16pp. 38367:199-38367:214. 

8610280065 Forwards “Florida Power & Light Evaluation of BNL 15X15 Lattice Std 
Problem,” for review, per 850510 topical rept submittal & 860722 telcon request for 
evaluation of std fuel lattice problem. 

WOODY.C.O. Florida Power & Light Co. L-86.432. 86/10/21. LYONS, J.E. Office of 
Nuclear Reactor Regulation, Director (post 851125). Ip. 38367:330-38368:005. 

-8610280091 "Florida Power & Light Evaluation of BNL 15X15 Lattice Std Problem." 
HOSKINS.K.C.. KNUCKLES, E., POTERALSKI.D.C. Florida Power & Light Co. 86/10/ 
1 0. 35pp. 38367:331-38368:005. 

8610280090 Forwards Change Notice 16 to Amend 9 to SCE-1-A, "QA Program." 
Changes reflect revs to control of nonconforming matls, parts or components.Change 
will be incorporated into next topical rept amend. 

MEDFORD, M.O. Southern California Edison Co. 86/10/08. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38368:009-38368:014. 

-6610280094 SCE-1-A A 09 R16 Change Notice 16 to Amend 9 to, "QA Program." 
BASKIN, K.P. Southern California Edison Co. 86/10/08. 5pp. 38368:010-38368:014. 
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6610280140 Forwards Change Notice 17 to Amend 9 to SCE-1-A “QA Program.” 
Changes reflect revs to organization structure & responsibility of QA program.Change 
will be incorporated into next topical rept amend. 

MEDFORD, M.O. Southern California Edison Co. 86/10/14. MARTIN, J.B. Region 5, 
Office of Director. Ip. 38394:21 2-38394:223. 

-6610280144 SCE-1-A A 09 R17 Change Notice 17 to Amend 9 to, “QA Program." 
BASKIN, K.P. Southern California Edison Co. 86/10/14. 10pp. 38394:213-38394:223. 

8610280149 Partial response to FOIA request.App C & D documents available in PDR. 
GRIMSLEY.D.H. Division of Rules and Records. 86/10/17. KRIESBERG,J. Public Citi- 
zen's Critical Mass Energy Project. 3pp. 38388:030-38388:095. 

-6610280152 SECY-86-001 E Commission paper providing sixth status rept on activities 
in response to issue associated w/TVA.Supporting documentation end. 

STELLO,V. Office of the Executive Director for Operations. 86/09/12. 57pp. 
38388:033-38388:089. 


-8610280157 Summarizes 860611 hearing on TVA nuclear program before Subcommit- 
tee on Oversight & Investigations of House Committee on Energy & 
Commerce,Chairman Dingell considering appointment of special master to resolve 
TVA issues. 

KAMMERER,C. Office of Congressional Affairs. 86/06/13. PALLADINO, ROBERTS, 
ASSELSTINE Commissioners. 3pp. 38388:090-38388:095. 


6610280261 Responds to 860801 request to review NRC final SER (NUREG-1216) re 
TDI diesel engines to determine scope of changes to OL.Revs to program required to 
will be completed by 870601 . 

\Q Island Lighting Co. SNRC-1285. 86/10/14. DENTON.H.R. Office 
Regulation, Director (post 851125). 2pp. 38379:287-38379:288. 


implement amends 
LEONARD, J.D. Loi 
of Nuclear Reactor 


6610280276 Forwards Amend 16 to License NPF-35 & safety evaluation. Amend revises 
license condition & Attachment 1 to incorporate recommendations & conclusions in 
NUREG-1216 re TDI emergency diesel generators. » „ 

JABBOUR.K. PWR Project Directorate 4. 86/10/21. TUCKER, H.B. Duke Power Co. 
app, 38386:212-38386:225. 

-8610280279 Amend 16 to License NPF-35,revising license condition & Attachment 1 
to incorporate recommendations & conclusions in NUREG-1216 re operability/reliabil- 

86/10/21. 5pp. 38386:214.38386:218. 

38386:21 9-38386:225. 


6610010020 Informs that QA rept audit findings addressed in Ltr 28938R acceptable for 
Findings 85-10-RHO-01 through 85-10.RH0.05. Finding 85-10-RHO-06 ciosed. 
SAGET.R.P. Energy, Dept. of. 1888. 86/05/23. Rockwell Internaticnal Cons- lp- 
38056:227-38056:227. 


6610010024 Urges appropriation of full amount of funding requested for DOE activities 
under Nuclear Waste Fund.Reduction of funding will undermine ability to initiate geo- 
logical waste disposal by 1998 as required by Nuclear Waste Policy Act 
HERRlNGTON,J.S. Energy, Dept of. 86/08/13. HATFIELD, M.O. Senate. Appropria- 
tions. Ip. 38056:226-38056:226. 


8610010025 "Geochemistry Sensitivity Analysis" monthly rept for Aug 1986. 
CRANWELL,R.M. Sandia National Laboratories. FIN A-1756. 3103. 86/09/15. 
KELLY, W. Geotechnical Branch {Post 831001). 12pp. 38056:21 3-38056:225, 

8810010027 Forwards commitments & highlights from 860813 quarterly meeting of 
states & Indian tribes in Portland, OR.Status of commitments listed.DOE 860725 itr & 
NAS 860814 response also end. 

PURCELL,W.J. Energy. Dept. of. 86/09/12. COOK,F. NRC - No Detailed Affiliatior. 
Given. ARONSON.H. Yakima Indian Nation. BARRETT, L. Energy, Dept of. 49pp. 
38056:164-38056:212. 


8610010028 Discusses monthly progress rept for Jul dtd 860812 describing status of 
technical assistance under NRC-02-85-009.Progress satisfactory.Requests end of 
FY86 summary of products completed,including documents reviewed. 

POHLE,J. Geotechnical Branch (Post 831001). RN /V-1021. 2772. 86/09/C.i. 
LOGSDON,M.J. Nuclear Waste Consultants, Inc. 2pp. 38050:356-38050:357. 

8610010032 “Geochemical Investigation of UMTRAP Designated Site at Grand 

MARKOS,G.. BUSH,K.J. Geochemistry & Environmental Chemistry Research, Irtc. R- 
284. 82/12/31. 92pp. 38056:286-38057:017. 

8610010033 Forwards reviews of OF-WTWl-l 984-33, "Wolfcampian Senes Porodty 
Distribution:lmprications for Deep-Basin...” & ONWI/SUB/85/E512-05000-T42, Hy- 
drodynamic Investigations in Texas Panhandle Area.” 

W1NTER,G. Williams & Associates. FIN D-1020. 2830. 86/08/28. POHLE,J. Division of 
Waste Management 25pp. 38056:261-38056:285. 

8610010040 Expresses concerns re Recommendation Rept DOE-S-0048 in which 
Yucca Mountain, Haniord & Deal Smith naZ 

characterization.Failure of rept to reflect content of Methodology Rept DOE-RW-0074 

VON^WINTERFELDT Affiliation Not Assigned. 86/08/19. RUSCHE,B. Energy, Dept 

A ^ oanK7.'u;7.Qfln<;7*nA7 


8610280558 Forwards proprietary & nonproprietary versions of "Main Steam *->0® Break 
Info Used for Superheat Study for Vogtie Units 1 & 2, per SER.Proprietary notice & 

a?*LEYjT GN.1126. 86/10/20. YOUNGBLOOD, B.J. PWR 

Project Directorate 4. 2pp. 38388:194-38388:215. 

-8610280598 Requests withholding proprietary version 
Used for Superheat Study for Votgle Units 1 & 2. (ref 10CFR2.790).Rept of same 
technical type as in previously submitted Affidavit ^-76-45. 86/09/25 

38388:196-38388:205. 

-8610280565 WCAP-11286 Nonproprietary, "Main Steam Line Break Info Used for Su- 

&ASS?j.c!.^^ORFti^^ Electric Corp. 86/09/30. 12pp. 38388:206- 

38388:215. 

6610300038 Notification of 861009 meeting w/GE in Bethesda.MO to review curr^t 
S^GE suSce prograrn on control blades. Including results of recent exams 

86/10/03. HODGES,M.W. Reader 
Systems Branch (BWR). 2pp. 38408:084-38408:085. 

8610300176 Responds to 860924 requOTt W bLTSnotoS?^ 

in Mode 4 Issue.Program involves use of leak- before-break tecnnoiogy 
strate that large break LOCA incredible during shut down. ^ ftR.004 86/10/ 

BUTTERFIELD L Westinohouse Operating Rants Owners Group. OG-8^20 • 

M NOVAiIt M ProssS^^^^ W Reactor Ucensmg - A (post 651125). 

2pp. 38404:167-38404:168. 

38408:323-38408:325. 

86/10/02. CARR,K.M. Comm^ioners. 2pp. 

38408:324-38408:325. 

8610310089 Fowards proprietary Rev 2 ^ ?wimff ' mf 

Wre XN-NF.719 

VMRdIg.N. Exxon Nuclear Co., £?* 384 i 6 ^^^ 

BERLINGER,C.H. Reactor Systems Branch (PWR-A). 5pp. 384io.44o .swio 

8610310261 Forwards application fee for review of Draft 6, Proposed Rev 7 to SL 

TAYLORrHTs^gent A Lundy. Inc, 86/10/23. DIGGS, R.M. Ucense Fee Manage- 
ment Branch, ip. 18418:182-38418:182, 


WASTE MOT NUCLEAR WASTE MANAGEMENT 



8610010043 Accepts Audit DOE/BWI 8602 proposed corrective aejon®. si^^^on 
860430 by JB Lunsden.lnduding Findings QAF 8602-1 , OAF i^02-2 & QAF 8602- 
3 Subi findinos will be closed after corrective actions implemented. 

SAGET RP Energy, Dept of. 86-BQS-03. 86/05/23. Rockwell International Corp. 
2pp. 38057:355-38057:356. 

ftcinninnA? RAnnests that oeriodic listings of PDR documents & technical repts re 
NNWSl be forwarded to State of NV,Nuclear Waste fjoject ofc.per 
JOHNSON, C.A. Nevada, State of. 1109. 86/09/18. STILUN. Division of Waste Man- 
agement. Ip. 38056:230-38056:230. 

8610010046 Submits NNWSl sits rept for 860718.0S19.yg,rgyte MD VogO^ 
8^808 ltr agendas for NNWSl Project Manager- Technical Pn^ct Officer 860806-08 
meetino & Status TPO 860807 meeting & other docume^tion ec^. 

PRESTOOIjTp T ''''' AffFKfltlon Gwen. 95' 


PRESTHOLT.P.T. NRc" " Deikifed 

BROWNING, R.E. Division of Waste Management. 66pp. 38057.020-38057.182. 


381 14:062-381 14:065. 


(Post 831001), 2pp. 38057:018-38057:019. 

8610010052 respottse to DOE QA AtitSt Hndings 8601- 01 6.86p2 -02 re protec- 

<w. » 

38057:35^38057:354. 

environ assessmente. ^ /OAet FIN A-0294. 2786. 86/06/27. 

8810010067 forvra^ & ^^?K)Ea)inrS!teon dnS"rept 

SusTg’eSSI; dJS''S’ 86M GlLl£N.O. NRC - No DetaOed AtHiahcn 
Given. 9pp.’ 38058:004-38058:046. 

-8610010074 “Comparative Analysis of Disposal Site Atterralives Rept tor UMTRAP 

8610010103 “NRC Technicsl Assistance tor Design Reviees,” Progress Rept 13 tor 
Aug 1986. , „ jnc fin D-1016. 3372. 86/09/10. 

&ic/.d'd^ 

j , Mor^/nne AnnA04 BWl dv mgt meefeig in Ridilaitii, WA to 

f^!ffi.'1w7.*8W/&e,By. Oepl of. ip. 3B05736<^ 
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. 004208. 86/08/14. RUSCHE3.C. Energy. Dept. 


Thermal-Hydrological-Mechanical Assessment & Site Character- 
^®ologic Repositories.’* monthly reptfor Aug 1986. 

S5OTELL.R.M. Sandia National Laboratories. FIN A-1755. 3015. 86/09/16. 
Engineering Branch (Post 831001). 4pp. 38057:335-38057:338. 

860521 memorandum re Ofc of Geologic Repositories 
guraeiines for intergovernmental & public participation activities,for info.Guidelines dis- 
'^A.OR & Indian Tribes. 

Dept of. 86-LES-82. 86/07/31. Rockwell International Corp. 
15pp. 38057:319-38057:334. 

Summary of NRC/BWiP 860804 project mtg meeting in Richland. WA re 
presentation of NRC 5 yr plan & agreement on presite charactenzation plan technical 
documentation end. 

^'^oEBRanD.P.R. Repository Projects Branch (Post 831001). 2009. 
86/08/05. Repository Projects Branch (Post 831001). 79pp. 38057:239-38057:318. 

Informs that P Myers will provide assistance In site characterization phase 
P.^09ram,in response to recent request 
nfin '^®s®arch Council. C 

of. Ip. 38057:238-38057:238. 

D Ross 860619 request for addi info re second high level 
Ju, yy? ‘■®P0sitory projectDOE Indefinitely postponed all site-specific work for 
Itm . K, k''y.P'’°l®®ton 860528.AII info sources listed. 

li. 'i:- Pol'cy * Program Control Branch (Post 831001). 86/07/11. BLUE.D. Upper 
bioux Community, Granite Falls. MN. 2pp. 38057:236-38057:237. 

R®cord of telcon w/R Stein on 860822 re concerns about Geology App 7 
S w/NNWSI scheduled for 860826 & 27 in Denver.CO.Info gathering nature 

ADolf Detachment faults not sole topic for discussion, 
of/ni •'^CCONNELL.K.. IBRAHIM.A.8. NRC - No Detailed Affiliation Given. 959, 
86/08/22. Ip. 38057:216-38057:216. 

Forwards reviews of USW G-4, “Minerals in Fractures of Unsaturated Zone 
j ri ^ Resources Investigations 84-4344. “Simulated Effects of In- 
ncfcSci/v®!^® Groundwater Flow of Yucca Mountain...." 

''''•"'ams & Associates. FIN D-1020. 2701. 86/08/28. POHLE.J. Division 
Of Waste Management 22pp. 38057:194-38057:215. 

Criticizes conclusions of NAS review of DOE methodology for siting first 
raawaste repository.Hanford site worst choice. DOE chose to ignore implications of 
own analysis. 

Q? Southern California. Univ. of. Los Angeles. CA. 003808. 86/07/ 

22. RUSCHE,B. Energy. Dept. of. 4pp. 38057:190-38057:193. 

I^^cord of telcon w/C Smith on 860613 re possible project decision sched- 
S®<P°S) update & PDS dates concerning 10CFR60 & EPA stds. 

MALE,A.P. NRC - No Detailed Affiliation Given. 86/06/13. Ip. 38056:034-38056:034. 

Agenda for 860715-17 meeting in Richland, WA to discuss status of BWIP 
site charadenzation plans & related activities. 

Energy, Dept of. 1943. 86/07/14. Energy, Dept of. 5pp. 38056:036-38056:040, 

BWIP geological data,per NRC request. 

Rockwell International Corp. R86-3497. 86/07/29. OLSON.O.L. Energy. 

Dept of. 19pp, 38058:197-38058:215. 

Expresses concern re proposed authorization of NAS to oversee site char- 
mentioned in DOE 860725 Itr. Preemption of combined NRC & state par- 
1 oyerseeinc of site characterization opposed. 

Discusses monthly rept for May l986.Meeting planned to discuss rev to 
under Task til. Rept currently too generaI.Ramaining three 
''®'’H®st®d prior to meeting. 

Projects Branch (Post 831001). FIN A-1165. 2900. 86/07/ 
03. CRANWELUR.M. Sandia National Uboratories. Ip. 38056:041-38056:041. 

^®ll''®®®iPt of Jul 1986 progress rept for Contract NRC-02-84-001.QA com- 
is deliverable schedule requested. 

SiiSSivV;, Branch (Post 831001). FIN D-1003. 2529. 86/08/21. 

MURPHY, V.J. Weston Geophysical Corp. 2pp. 38056:047-38056:048. 

of FY86 Activities.Oct 1985 - Sept 1986." 

sSSrE ^‘®®*®®r Waste Consultants, Inc. FIN D-1021. 2718. 86/08/27. 

POMLE,J. Geotechnical Branch (Post 831001). 4pp. 38056:076-38056:079. 

"BWIP Numerical & Analytical Evaluations of Conceptual 
ft ^®^Subtask 2.5.W/0 end. 

Consultants, Inc. FIN D-1021. 85, 86/08/18. Division of 
Waste Management Ip. 38056:086-38056:086. 

update of NNWSI conceptual models, per contractNo 
fp®cl®i tor groundwater flow in saturated zone.Data base sup- 

)vr 14 & Associates. FIN D-1020. 76, 86/08/28. POHLE.J. Division 

Of waste Management. 2pp. 38056:087-38056:088. 

on "Demonstration of Methodology for Waste Package Per- 
sphere*dscS*S^^^*’ ' release rates & routes for radioisotopes into bio- 

of. Toledo. OH. FIN B-0288. 2714. 86/08/27. CHANG, K.C, 
Division of Waste Management 14pp. 38056:007-36056:020. 

of NNWSI site characterization plan (SCP), per NRO02- 
Sie 007, Subtask 1. Document should be reviewed per DOE SOP out- 

^'’9''^®®'ing Branch (Post 831001). FIN D-1004. 2343. 86/08/28. 
5fNGH,M. Engineers International. Inc. 6pp. 38056:001-38056:006. 

analysis for comment on groundwater travel time in 
" • environ assessmentModel used for groundwater flow through 
unsaturated zone inappropriate 

(Po®* 831001). 853. 86/06/30. JUSTUS,P,S. Geo- 
technical Branch (Post 831001). 7ppv 37669:129-37669:135. 


Energy, Dept. of. 3pp. 


8610020070 “Technical Assistance in Seismo-Tectonic impacts in Repositories," 
Monthly Mgt Ltr Rept 41 for Aug 1986. 

CHUNG.D.H.. CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0294. 
L-196. 86/09/05. BLACKFORD.M.E. Geotechnical Branch (Post 831001). 3pp. 
37669:125-37669:127. 

8610020160 Requests assistance in reviewing listed documents.including “State of In 
Situ Stresses Determined by Hydraulic Fracturing at Hanford Site" & “NNWSI Project 
Final Rept: G-Tunnel Heat Block...," per Task 007 of FIN D-1004. 

BUCKLEY,J.T. Engineering Branch (Post 831001). FIN D-1004. 2719. 86/07/10. 
SINGH,M.M. Engineers International, Inc. Ip. 37669:124-37669:124. 

8610020289 Comments on June 1986 monthly rept for FIN A-1165. Investigation re 
whether NRC has documentation for WAPPA & ORIGIN codes underway. 

WASTLER.S.L Repository Projects Branch (Post 831001). FIN A-1165. 3110. 86/07/ 
31. CRANWELUR.M. Sandia National Laboratories. 2pp. 37669:024-37669:025. 

8610020295 Comments on May 1986 monthly progress rept.Task Orders 001-006 
complete.Period of performance for reactivated Task Order 007 extended until 861219 
& contract mod will be initiated. 

BUCKLEY, J.T. Engineering Branch (Post 831001). FIN D-1004. 2926. 86/07/09. 
SINGH,M. Engineers International, Inc. 2pp. 37669:021-37669:022. 

8610020298 Forwards DOE weekly rept for wk ending 860703. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1031. 86/07/10. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 6pp. 37669:015-37669:020. 

8610020301 Forwards DOE weekly rept for wk ending 860821. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 784. 86/08/28. 

BROWNING.R.E. NRC - No Detailed Affiliation Given. 5pp. 37669:010-37669:014. 

8610020304 (Comments on monthly progress rept for June 1986 for FIN A-1757.Work 
performed during month fully satisfactory. 

(X)LEMAN,N.M. Geotechnical Branch (Post 831001). FIN A-1757. 2835. 86/08/27. 
CRANWELUR.M. Sandia National Laboratories. 2pp. 37669:008-37669:009. 

8610020309 Forwards table indicating number of routine radiological & engineering as- 
sessments submitted & reviewed from 860601 -091 8.None of reviewed assessments 
proposed application of supplemental stds. 

BRICH.R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 86/09/19. Uranium 
Recovery Field Office. 2pp. 37669:006-37669:007. 

8610020318 Comments on monthly progress rept for June 1986 for FIN B-0287, “Tech- 
nical Assistance in Geochemistry." Progress to date satisfactory. 

BROOKS,D.J. Geotechnical Branch (Post 831001). FIN B-0287. 2966. 86/07/30. 
JACOBS,G.K. Oak Ridge National Laboratory. 2pp. 38074:315-38074:316. 

8610020328 “Effect of Repository Environ on Performance of Waste Package/Engi- 
neered Sys Components," monthly progress rept for Aug 1986. 

JACOBS.G.K. Oak Ridge National Laboratory. FIN B-0288. 3171. 86/09/08. 
CHANG, K.C. Engineering Branch (Post 831001). 2pp. 38074:317-38074:318. 

8610020334 Comments on monthly progress rept for Jul 1986 for Contract NRC-02-85- 
OOS.Progress to date satisfactory. 

POHLE,J.A. Geotechnical Branch (Post 831001). FIN D-1020. 2487. 86/08/26. 
WILLIAMS,R.E. Williams & Associates. Ip. 38074:319-38074:319. 

8610020344 Task I, “Assistance in Development of Licensing Assessment Methodolo- 

f /," Task II, “Monitor & Review Aspects of DOE Programs," Task 111, “Identifying 
echniques for...,” & Task IV, "Short-Term Technical...,” summaries for Aug 1986. 
CRANWELUR.M. Sandia National Laboratories. FIN A-1165. 2791. 86/09/15. 
WASTLER,S. Repository Projects Branch (Post 831001). 6pp. 38074:320-38074:325. 

8610020401 Forwards DOE weekly rept for wk ending 860904. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1117. 86/09/10. 
BROWNING.R.E. NRC - No Detailed Affiliation Given. 6pp. 38074:326-38074:331. 

8610020417 Forwards draft semiannual rept for FIN A-4171-6, "Evaluation & Compila- 
tion of DOE Waste Package Test Data." Final rept will be issued by 861 130.W/O end. 
BERTOCCi,U. Commerce, Dept, of, National Bureau of Standards. FIN A-4171-6. 
2715. 86/08/29. WICK,E.A. Division of Waste Management. Ip. 37669:142- 
37669:142. 

8610020420 Forwards final draft LBL-20700, “TOUGH Code User Guide." Guide pre- 
sents technical description of TOUGH code.inciuding discussion of physical processes 
modeied.Comments requested by 660620.W/O end. 

JUSTUS, P.S. Geotechnical Branch (Post 831001). FIN A-1158. 2979. 86/06/09. 
COSTANZI,F. Division of Waste Management. Ip. 37669:143-37669:143. 

8610020426 Forwards list of data topics for BWIP data review.Hydroiogy workshop & 
data review at BWIP planned for late Sept. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 2568. 86/08/26. 
POHLE,J. Geotechnical Branch (Post 831001). 2pp. 37669:144-37669:145. 

8610020524 Submits comments re monthly ltr rept for June 1986 for FIN A-4171-6, 
“Evaluation & Compilation of DOE Waste Package Test Data” & requests short-term 
technical assistance on MCO-3, “Agitated Powder Leach Test Method." 

W1CK,E.A. Engineering Branch (Post 831001). FfN A-4171. 3375. 86/08/13. 
INTERRANTE,u.G. Commerce, Dept, of, National Bureau of Standards. Ip. 
38074:257-38074:257. 

8610030003 Advises that progress rept for FIN B-0288 satisfactory. Fonvards view- 
graphs from presentation on BWIP to representatives of German govt & Rockwell 
Rept RHO-BW-SA-506P re radionuclide release. W/o ends. 

CHANG, K.C. Engineering Branch (Post 831001). FIN B-0288. 3374. 86/05/27. 
JACOBS, G.K. Oak Ridge National Laboratory. Ip. 37669:358-37669:358. 

8610030005 Advises that May 1986 monthly progress rept for FIN A-1756, “Geochemi- 
cal Sensitivity Analysis," satisfactory, Endorses interactions w/contractors from NWC. 
KELLY,W.R. Geotechnical Branch (Post 831001). FIN A-1756. 3371. 86/06/25. 
SIEGEUM.D. Sandia National Laboratories. Ip. 37670:184-37670:184. 

8610030013 Summary of 860429-30 meetings w/high level waste state/ tribal repre- 
sentatives in Las Vegas,NV re number of initiatives developed by NRC to streamline 
high level waste repository licensing process.Agenda & viewgraphs end. 

BUNTING, J.O, Policy & Program Control Branch (Post 831001), 86/08/06. Policy 8i 
Program Control Branch (Post 831001). 74pp. 37670:110-37670:183. 
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8610030102 Forwards “Data Mgt Rept Update:BWIP Subtask 2.2 Data Inver^tory & 
Mat" 

LOGSDON, M.J. Nuclear Waste Consultants. Inc. FIN D-1021. 3379. 86/09/03. 
POHLE.J. Geotechnical Branch (Post 831001). 2pp. 37670:001-37670:087. 


-8610030109 “Data Mgt Rept Update:BWIP Subtask 2.2 Data Inventory & Mgt" 

* Terra Therma, Inc. FIN D-1021. 86/09/30. NRC - No Detailed Affiliation Given. 
86pp. 37670:003-37670:087. 


8610030141 Proposes meeting on 860908 to review rept, “Techniques for Determining 
Probabilities of Events & Processes Affecting Performance of Geologic Repositories.” 
WASTLER.S.L. Repository Projects Branch (Post 831001). FIN A-1165. 3294. 86/08/ 
12. HUNTER.R. Sandia National Laboratories. 3pp. 37669:332-37669:334. 


8610030174 Notifies of 0 Hedges assignment to author ofc on 860521 & 22 to review 
BWIP project QA activities.Specific items of interest may be discussed prior to 
860521. Early feedback will be provided following review. 

COOK,F.R. Division of Waste Management. 1889. 86/05/13. SAQET,R.P. Energy, 
Dept. of. Ip. 37669:326-37669:326. 


8610140011 Record of 860821 telcon w/KM Thompson re status of hydrology activities 
at Hanford Site & future NRC/DOE interactions concerning BWIP hydrology, 

WEBER, M.F. Energy, Dept. of. 2088. 86/08/21. 2pp. 38222:207-38222:208. 

8610140014 Record of 860819 telcon w/A Lassila re Rockwell Geotechnical managers 
not being able to accommodate NRC request for App 7 site assignment due to push 
on site characterization plan. Assignment checklist end. 

LEFEVRE.H.E. NRC - No Detailed Affiliation Given. 2090. 86/08/19. 5pp. 38222:203- 
38222:206. 

8610140018 Forwards proposed agenda for 861022 & 23 QA coordinating group 
meetings.Status of HQ-OGR & project ofc QA programs, results of recent audits & 
resolution of related problems will be discussed. 

NEWTON,C. Energy. Dept. of. 86/09/18. NEFF.J., VIETH.D.. OLSON, L. Energy, Dept, 
of. 4pp. 38222:055-38222:083. 

-8610140022 Draft 2 of Rev 0 to SuppI 6 to “Quality Problem Reporting.” 

• Energy, Dept. of. 86/08/14. 7pp. 38222:059-38222:065. 


8610030179 Ack receipt of monthly progress rept for June 1 986.Progress to date 
satisfactory.Plans for meetings to develop topical rept on objectives of site character- 
ization during FY87 discussed.N Coleman memo re SWIFT 11 training end. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN D-1021. 2738. 86/07/31. 
LOGSDON.M.J. Nuclear Waste Consultants. Inc. 2pp. 37669:323-37669:325. 

-8610030187 Announces training seminar on SWIFT II computer code.Listed docu- 
ments to be used in seminar available from author. Confirmation of attendance by 
860806 requested. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). 86/07/23. NRC - No Detailed 
Affiliation Given. Ip. 37669:325-37669:325. 

8610030189 Lists work to be performed under FIN A-1755 for 660715-0930. per 860709 
telcon.Task 1 involves investigation of numerical modeling application to borehole 
spalling & core disking. Task 2 applies to NRC personnel training in computer codes. 
PESHEL,J.J. Engineering Branch (Post 831001). FIN A-1755. 3172. 86/07/10. 
CRANWELUR.M. Sandia National Laboratories. 2pp. 37669:321-37669:322. 

8610030225 Forwards State of CO 860908 comments on Slick Rock CADSAR, for 
review. 

HAWKINS.E.F. Uranium Recovery Field Office. 86/09/17. GNUGNOLI.G. Low-Level 
Waste & Uranium Recovery Projects Branch. 1p. 37682:158-37682:164. 

-8610030230 Forwards final comments on Slick Rock CADSAR. 

LUELLEN,J. Colorado, State of. 891. 86/09/08. HAWKINS.E. NRC - No Detailed Affili- 
ation Given. 6pp. 37682:159-37682:164. 


-8610140027 Rev 0 to SuppI 11 to “HQ-OGR Overview of QA Activities for Defense 
^VSlStGS ** 

* Energy, Dept. of. 86/08/26. 6pp. 38222:066-38222:071. 

-8610140033 Draft Rev 0 to SuppI 12 to "Protocol for Observers on DOE QA Audits." 

* Energy, Dept. of. 86/09/18. 12pp. 38222:072-38222:083. 

8610140025 "BWIP Accessions List Issuance Notice for Period Ending 860725." 

* Energy, Dept. of. MO-07-25-86. 86/08/25. 6pp. 38222:196-38222:202. 

8610140035 Forwards Mod 3A to revised final "Remedial Action Plan & Site Conceptual 
Design for Stabilization of Inactive U Mill Tailings Site at Shiprock.NM." Mod contains 
only Changes 14 & 15,per NRC 860808 Itr.Concurrence requested. 

THEMELIS,J.G. Energy, Dept. of. 86/09/23. KNAPP,J.G. NRC - No Detailed Affiliation 
Given. Ip. 38221:005-38221:230. 

-8610140075 Mod 3A to revised final "Remedial Action Plan & Site Conceptual Design 
for Stabilization of Inactive U Mill Tailings Site at Shiprock,NM." 

* Energy, Dept. of. 86/09/30. 225pp. 38221:006-38221:230. 

8610140048 Summarizes facts re status of in situ stress issue at BWIP site.High in situ 
stress conditions correctly identified as important technical issue at site.Available data 
reviewed & stress not identified as fatal flaw. 

BUCKLEY, J.T. Engineering Branch (Post 831001). 2077. 86/07/07. GREEVES,J.T. 
Engineering Branch (Post 831001). 5pp. 38222:131-38222:135. 


8610030227 Discusses 860612 monthly progress rept for technical assistance under 
NRC-02-85-009.Progress to date satisfactory.Comments on draft QA manual & notice 
of change in operation schedule on INEL CYBER encl.W/o end. 

POHLE,J.A. Geotechnical Branch (Post 831001). FIN D-1021. 2841. 86/07/07. 
LOGSDON.M.J. Nuclear Waste Consultants, Inc. Ip. 37682:165-37682:165. 


8610140053 Fonwards final statement overview summarizing State of WA concerns on 
defense waste disposal.Statement,comments & public hearing statements constitute 
state response to adequacy of listed DES. 

BISHOP, W.A. Washington, State of. 2076. 86/08/18. Affiliation Not Assigned. 3pp. 
38222:109-38222:130. 


8610030288 Discusses review of Jul 1986 monthly progress rept for FIN B-0290, "Lab 
Evaluation of DOE Radionuclide Solubility Data & Selected Retardation 
Parameters,Experimental Strategies, Lab Techniques & Procedures," Progress ade- 
quate. 

BRADBURY,J.W. Geotechnical Branch (Post 831001). FIN B-0290. 2853. 86/08/28. 
JACOBS,G.K. Oak Ridge National Laboratory. Ip. 37669:288-37669:268. 

8610030377 Summary of 860908-09 Lakeview onsite const review w/DOE/TAC & State 
of OR re review of const activities at Lakeview UMTRAP for assessment of whether 
QC program is functioning in manner that assures compliance w/EPA stds. 
OLSENJ.T., HAWKINS,E,F. Uranium Recovery Field Office. 86/09/17. Uranium Re- 
covery Field Office, 4pp. 37671:002-37671:005, 

8610030392 Ack receipt of rept summarizing activities during month of June for FIN A- 
1755.Rept sufficiently addresses details necessary to effectively monitor contractNo 
changes to cost or delivery of contracted products authorized. 

PESHEL,J.J. Engineering Branch (Post 831001). FIN A-1755. 2773. 86/07/29. 
CRANWELUR.M. Sandia National Laboratories. 2pp. 37672:330-37672:331. 

8610060357 Comments on review of Jul 1986 Monthly Mgt Ltr 40 for FIN A-0294.Final 
rept on remote sensing study of Walker Lane & repts on geomorphic studies in Yucca 
Mountain vicinity still outstanding. 

BLACKFORD.M.E. Geotechnical Branch (Post 831001). FIN A-0294. 3174. 86/08/29. 
CHUNG, D. Lawrence Livermore National Laboratory. 1p. 38113:170-38113:170. 

8610060524 Responds to request for comments on “Draft Generic Technical Position 
on Groundwater Travel Time," Requests elimination of any ref to rept, "Topical 
Review'.Matrix Diffusion of Radionuclides in Rock-Groundwater Sys." 

JACOBS, G.K. Oak Ridge National Laboratory. 86/09/15. LINEHAN,J.J, Repository 
Projects Branch (Post 831001). 2pp. 38113:088-38113:089. 

8610060624 Comments on June progress rept for FIN A-41 65.Methodology demonstra- 
tion & DOE environ assessment addressed. 

CHANG, K.C. Engineering Branch (Post 831001). FIN A-41 65. 2764. 86/07/30. 
STEPHENS, K.W. Aerospace Corp. 2pp. 38114:001-38114:002. 

8610100307 Supports supplemental stds request for Vicinity Property SL-628.Due to 
widening of street,approx 17 cubic yards of residual radioactive matl permanently 
buried beneath paving w/higher level of background radiation than Salt Lake City. 
BRICH,R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 66/10/01. Uranium 
Recovery Field Office. 3pp. 38212:354-38212:356. 

8610100565 Agrees w/DOE recommendation to leave some residual radioactive matl 
on Vicinity Property SL-628. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/01, THEMEUS,J.G. Energy. Dept, 
of. Ip. 38208:225-38208:225. 

8610100568 Concurs w/DOE decision to direct State of CO to acquire Durango proc- 
essing site. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/01, THEMEUS.J.G. Energy, Dept, 
of. Ip. 38208:224-38208:224. 

8610100572 Concurs w/ proposed remedial action for Vicinity Properties SL-061,RT-034 
8( DU-003.but not for Property DU-055. W^ stated memo. 

SMITH.R.D. Uranium Recovery Field Office. 86/10/01. THEMELIS,J.Q. Energy, Dept, 
of, 2pp. 38208:222-38208:223. 


-8610140064 "State of WA Nuclear Waste Board & Advisory Council Submittal to US 
DOE on 'Disposal of Hanford Defense High Level Transuranic & Tank Wastes.’" 

* Washington. State of. 86/08/08. 20pp. 38222:111-38222:130. 

8610140070 Discusses review of BWIP final environ assessment.Suggests use of listed 
rept & reviews In conduct of review.W/o stated ends. 

LEFEVRE.H.E. Geotechnical Branch (Post 831001). 2055. 86/05/29. GREEVES.J. 
Engineering Branch (Post 831001). LINEHAN,J. Repository Projects Branch (Post 
831001). 2pp. 38222:096-38222:097. 

8610140073 "BWIP Accession List Issuance Notice for Period Ending 860825.” 

• Energy, Dept. of. 2081. 86/09/24, 7pp. 38222:189-38222:195, 

8610140082 Forwards draft action items from assistance, socioeconomics, outreach & 
participation committees & plenary session of 860916-19 ISCG meeting in 
Denver.CO.for review by 861013. 

GALE,B. Energy, Dept. of. 86/10/03. Energy, Dept. of. 5pp. 38222:098-38222:102. 

8610140091 Final agenda for 851209-10 meetings w/DOE in Richland, WA to discuss 
large scale hydraulic stress testing. 

WEBER, M. NRC - No Detailed Affiliation Given. 1662. 86/10/14. NRC - No Detailed 
Affiliation Given. 3pp. 38220:317-38220:319. 

8610140106 Notifies Of H Lefevre,K McConnell & M Blackford assignment to ofc during 
wk of 860907 to review various areas re site geology.RHO/DOE info on listed items 
should be made available for review. 

COOK.F.R. Division of Waste Management. 2071. 86/08/29. OLSON, O.L. Energy, 
Dept, of. 2pp, 38220:315-38220:316. 

8610140125 Submits Salt Repository Project site rept for Jul-Aug 1986. 

VERMA,T.R. NRC - No Detailed Affiliation Given. 1355. 86/09/16. BROWNING, R.E. 
Division of Waste Management. 6pp. 38220:339-38220:346, 

8610140139 Fonvards list of NRC lead technical contacts for BWIP, per Section 3B & 
App 1 of NRC/DOE site-specific procedural agreement. 

LINEHAN,J.J. Repository Projects Branch (Post 831001). 2087. 86/07/09. 
OLSON.O.L. Energy, Dept. of. 2pp. 38220:324-38220:325. 

8610140148 Opposes planned DOE & Rockwell radioactive tracer & pump tests at Well 
DC 23.ltems which conflict with proposed testinainciuding Nuclear Waste Policy 
Act,llsted.Ratlonale & description of tests requested.urganic tracers supported. 
HUSSEMAN.T. Washington, State of. 2037. 86/08/27, OLSON,L. Energy, Dept. of. 
2pp. 38220:286-38220:287. 

8610140150 Forwards Baseline Change Proposals B-100 & B-101 for OGR/B-2, "Ge- 
neric Requirements for Mined Geologic Disposal Sys." Evaluation requested. 

HANSEN, M.P. Energy. Dept, of, 2072. 85/02/27. PURCELL, W.J., BENNETT,J.W., 
MANN,S.A. Energy. Dept. of. 5pp. 38233:298-38234:011. 

-8610140172 Informs of data relevant to groundwater travel time estimates at 
Hanford.Exam of data recommended for DOE use In addressing NRC 850320 review 
of DOE-issued draft environ assessments in support of site selection process. 
BROWNING, R.E. Division of Waste Management. 85/06/26. PURCELL, W. Energy, 
Dept. of. 2pp. 38233:303-38233:304. 
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-8610140176 UCB-NE-4043 “Waste Package Mass Transfer Rates In Geologic Reposi- 
tory." 

ZAVOSHY.S.J.. CHAMBRE,P.L., PIGFORD.T.H. California, Univ. of, Berkeley. CA. 84/ 
11/30. 25pp. 38233;305-38233;329. 


-8610140181 "Reliable Predictions of Waste Performance in Geologic Repository." 
Supporting documentation end. 

PIGFORD.T.H.. CHAMBRE.P.L California, Univ. of, Berkeley. CA. 85/08/31. 36pp. 
38233:330-38234:005. 


-8610140186 "Oregon Position on Disposal of Hanford Defense Wastes." 
* Oregon, State of. 86/07/10. 6pp. 38234:006-38234:011. 


8610140182 Submits results of evaluation of proposed corrective actions for seven QA 
audit findings.Audit findings will be verified by DOE BWI Div prior to formal 
closeoutQA audit findings & plan of action end. 

OLSON.O.L. Energy, Dept. of. 86-QSB-78. 86/09/10. Energy, Dept. of. 21pp. 
38222:033-38222:053. 


8610140188 Forwards review of draft “Comparative Analysis of Disposal Site Alternative 
Rept" for Maybell.CO UMTRA site.per Technical Assistance Request WM- 
86071 e.Rept provides little factual info or data for determination of site suitability. 
NATARAJA,M.S. Engineering Branch (Post 831001). 86/08/29. MARTIN.D.E. Low- 
Level Waste & Uranium Recovery Projects Branch. 3pp. 38221:355-38221:357. 


8610140198 Forwards trip rept of 860917-18 visit to Silver Spring.MD to attend presen- 
tation of review of rock mechanics principles & discussion of outline for review ap- 
proach for selected sections of NNWSl site characterization plan. 

LORIG.L. HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3385. 86/09/30. 
TIKTINSKY.D. Division of Waste Management. 19pp. 38222:014-38222:032. 

8610140207 Notifies of prospective assignment of listed individuals to ofc on 860805-07 
to review BWIP records & draft documents re matls testing & waste package design 
work.Prime objective is review of available info. 

COOK,F.R. Division of Waste Management. 1965. 86/07/18. OLSON.O.L. Energy, 
Dept. of. 3pp. 38230:066-38230:068. 

8610140212 Forwards review of Itr from JJ Linehan to DL Vieth re “Status of Open 
Items - Exploratory Shaft Design & Const Ltr From NRC Dtd 830414 & NNWSl 
Project/NRC Meeting of 850828. 

HART,R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3384. 86/09/24. 
TIKTINSKY.D, Division of Waste Management. 4pp. 38221:351-38221:354. 


8610140216 Forwards reviews of “Regional Permeability Determinations From Limited 
Drill-Stem Test Data" & “Preliminary Results of Porosity & Permeability of Cores From 
DOE Wells in Palo Duro Basin,Texas Panhandle." 

WINTER,G. Williams & Associates. FIN D-1020. 3383. 86/09/22. POHLE,J. Division of 
Waste Management. 14pp. 38233:245-38233:258. 


8610140218 Forwards results of DOE/RL QA audit of KE/PB design controls & associ- 
ated QA activities.Acceptable responses to adverse findings received & quoted in 
rept. 

SAGET.R.P. Energy. Dept. of. 86-BQS-21. 86/06/25. KUGLER.A.N. Kaiser Engineers. 
35pp. 38221:315-38221:349. 


8610140222 Fonwards review of “Summary Rept on Geochemistry of Yucca Mountain & 
Environs." 

OSIENSKY,J. Williams & Associates. FIN 0-1020. 3382. 86/09/17. POHLE.J. Division 
of Waste Management. 8pp. 38221:307-38221:314. 


8610140225 Forwards reviews of “Preliminary Simulation Model to Determine Ground- 
Water Flow & Ages Within Palo Duro Basin Hydrogeologic Province” & "Hydrogeolo- 
gic Subdivision of Wolfcamp Series & Pennsylvanian Sys of Eastern New Mexico.” 
WINTER.G. Williams & Assodates. FIN D-1020. 3381. 86/09/16. POHLE.J. Division of 
Waste Management. 12pp. 38221:295-38221:306. 


8610140238 Forwards “Response to Selected Comments on Demonstration of Method- 
ology for Waste Package Performance Assessment, Jul 1986,” draft repLRept expand- 
ed to deal w/usefutness of methodology in licensing. 

STEPHENS,K.W. Aerospace Corp. FIN A-4165. 3380. 86/09/24. CHANG.K.C. NRC - 
No Detailed Affiliation Given. 6pp. 38233:239-38233:244. 


8610140399 Discusses monthly progress repts for FINs A-1757 & A-1158. Charges for 
Jul for both projects excessive & vouchers not approved.Problems w/disputed vouch- 
ers referred to Planning & Program Analysis staff for resolution. 

COLEMAN,N.M. Geotechnical Branch (Post 831001). FIN A-1158. 3389. 86/09/05. 
CRANWELL,R.M. Sandia National Laboratories. 2pp. 38233:284-38233:285. 


8610150082 Forwards State of WA,Dept of Social & Health Svcs 860930 ltr to Nuclear 
Packaging, Inc, authorizing addi NUPAC high integrity containers under specified condi- 
tions. 

NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 86/10/01. 
KNAPP.M.R. Low-Level Waste & Uranium Recovery Projects Branch. GREEVES.J. 
Engineering Branch (Post 831001). 4pp. 38254:253-38254:256. 


8610150134 Forwards list of WTWI repts placed on open file & submitted to DOE in 
Jul.consisting of McGookey.Gustavson & Hoadley, "Regional Structural Cross 
Sections, Mid-Permian to Quaternary Strata,Texas Panhandle & Eastern New 


iviexiuu.... 

CONDON,C. Texas, Univ. of, Austin, TX. 1436. 86/08/05. JOHNSON, R. Division of 
Waste Management. 2pp. 38254:148-38254:149. 


8610150140 Forwards response to observations formed during NRC/DOE 860122-24 
waste package technical meetings in Columbus,GA. Primary & secondary strategies to 
meet 10CFR60.113 waste package containment requirements addressed. 

NEFF,J.O. Energy, Dept. of. 1431. 86/08/19. LINEHAN, J.J. Repository Projects 
Branch (Post 831001). 10pp. 38254:150-38254:159. 


8610150153 Forwards DOE weekly rept for wk ending 860918. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1127. 86/09/23. 

BROWNING,R.E. NRC - No Detailed Affiliation Given. 6pp. 38254:128-38254:133. 


8610150154 Forwards tabular schedule of all critical milestones & document reviews for 
UMTRAP for next yr. 

THEMELIS.J.G. Energy, Dept. of. 86/09/23. Energy, Dept. of. 24pp. 38254:104- 
38254:127. 


8610150156 Forwards summary of 860804 meeting w/BWIP project mgt in Richland,WA 
re NRC 5-yr plan & identification & agreement on significant pre-site characterization 
plan technical concerns. Viewgraphs end. 

OLSON,O.L. Energy, Dept. of. 86-LES-102. 86/09/04. LINEHAN, J.J. Repository 
Projects Branch (Post 831001). 80pp. 38254:024-38254:103. 

8610150158 Forwards DOE weekly rept for wk ending 860911. 

PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. 1082. 86/09/17. 

BROWNING,R.E. NRC - No Detailed Affiliation Given. 6pp. 38254:001-38254:006. 


8610150170 Forwards “UMTRA Integrated Monthly Vicinity Progress Rept," Rept 8 for 
Aug 1986.Rept presents analysis & status of site characterization/remedial action plan 
& NEPA activities for TAC & other activities for RAC. 

REEVES,N. Jacobs Engineering Group, Inc. 86/09/29. THEMELIS,J.G., MONTE,C. 
Energy, Dept. of. 2pp. 38253:345-38253:359. 

“8610150176 “UMTRA Integrated Monthly Vicinity Progress Rept," Rept 8 for Aug 
1986. 

* Jacobs Engineering Group, Inc. 86/09/30. 1 3pp. 38253:347-38253:359. 

8610150189 Informs that N Pungh will replace Fraker at 860805-07 site visit to review 
BWIP records & draft documents re matls testing & waste package design work.No 
technical discussions anticipated. 

COOK,F.R. Division of Waste Management. 1985. 86/07/28. OLSON,O.L. Energy, 
Dept. of. 2pp. 38254:022-38254:023. 

8610150195 Record Of telcon w/KM Thompson on 860717 re status of BWIP site activi- 
ties & planning for Aug/Sept NRC/DOE meeting concerning BWIP hydrology testing 
strategies. 

WEBi^R,M.F. NRC - No Detailed Affiliation Given. 1969. 86/07/18. 2pp. 38253:343- 
38253:344. 


8610150206 Clarifies purpose & scope of "Comparative Analysis of Disposal Site Alter- 
natives Rept (CADSAR)," per review comments by project participants concerning info 
provided or not provided in draft CADSARs issued to date. 

THEMELIS,J.G. Energy. Dept. of. 86/09/26. KNAPP.M. Low-Level Waste & Uranium 
Recovery Projects Branch. 5pp. 38253:328-38253:332. 

8610150211 Submits operations group UMTRAP site assignments effective 861001, 
D’ANTONIO,J.R. Energy, Dept. of. 86/09/30. Energy, Dept. of. 2pp. 38253:333- 
38253:334. 


8610150217 Forwards trip rept of YC Kim attendance at 860805-07 technical meeting 
on geostatistical applications in earth sciences in Silver Spring.MD. 

HART,R.D. ITASCA Consulting Group, Inc. NRC-02-85-002. 3061. 86/08/26. 
TIKTINSKY.D. Division of Waste Management. 3pp. 38253:335-38253:337. 


8610140406 Forwards list of Engineering Branch proposed NRC/DOE generic meetings 
for FY87.per 860909 memo. 

GREEVES.J. Engineering Branch (Post 831001). 109. 86/09/19. LINEHAN.J.J. Re- 
pository Projects Branch (Post 831001). 8pp. 38233:267-38233:274. 

8610140411 Submits comments on LLL 860721 Monthly Mgt Ltr 39 summarizing 
progress under FIN A-0294 for June 1 986.FIN A-0294 will be terminated at end of Oct 
within budget 

BUCKFORD.M.E. Geotechnical Branch (Post 831001). FIN A-0294. 3387. 86/07/29. 
CHUNG, D. Lawrence Livermore National Laboratory. 2pp. 38233:286-38233:287. 

8610150043 Forwards State of WA.Dept of Social & Health Svcs Certificate of Compli- 
ance WN-HIC-02 for Nuclear Packaging, Inc, authorizing use of NUPAC-FL-60/EA-50 
high integrity container. 

NuSSBAUMER,D,A. Assistant Director for State Agreements Programs. 86/05/22. 
GREEVES,J. Engineering Branch (Post 831001). COBB.Li. Safeguards & Materials 
Program Branch. KNAPP.M.R. Low-Level Waste: 8 Uranium Recovery Projects 
Branch. 4pp. 38254:300-38254:303. 

8610150066 Forwards review of draft DOE plan for water protection stds. Interim plan 
will be as strict or stncter than Title 1 stds. 

JUSTUS,P. Geotechnical Branch (Post 831001). 86/08/19. KNAPP,M. Low-Level 
Waste & Uranium Recovery Projects Branch. 5pp. 38254:271-38254:275. 

8610150078 Advises that based on review of Durango erosion protection final design 
changes, submitted per May 1986 meeting In San Francisco, C/LDOE must provide 
commitment that erosion protection will be keyed into competent bedrock. 

JUSTUS, P.S. Geotechnical Branch (Post 831001). 86/08/21, HAWKINS, E. Uranium 
Recovery Field Office, 1p. 38254:266-38254:266. 


8610150235 Forwards comments on R Codeil draft generic technical position, "Ground- 
water Travel Time," dtd 860630.Comments omittedf from 860930 transmittal, 

COX,S. Nevada, State of. 86/10/01. LINEHAN, J.J. Repository Projects Branch (Post 
831001). IBpp. 38255:032-38255:049. 

8610150243 Record of telcon w/WS Lingley on 860529 re hydrocarbon potential of 
BWIP RRL area.Significant matters, Including State of WA suggestion to have prof pe- 
troleum consulting firm address hydrocarbon potential, listed. 

LEFEVRE,H.E. NRC - No Detailed Affiliation Given. 1907. 86/06/03. 2pp. 38258:274- 
38258:275. 

8610150245 Comments on NRC draft generic technical position on groundwater travel 
time, dtd 860701 .Requests NRC give serious consideration to developing "site-specific 
technical position" documents. 

LOUX,R.R. Nevada, State of. 86/09/30. LINEHAN,J.J, Repository Projects Branch 
(Post 831001). 2pp. 38258:272-38258:273, 

8610150257 Forwards memo to A Jelacic re use of hydrazine at Hanford 
site.Organization & implementation of workshop on sorption will be coordinated by C 
Kiingsburg. 

PANNO,S.V. Weston (Roy F. Weston, Inc.). 2080. 86/09/16. BROOKS,D.J. Geotech- 
nical Branch (Post 831001). 5pp. 38252:239-38252:243. 

8610150260 Comments on NRC draft generic technical position on interpretation 8 
identification of disturbed zone, dtd 860620.Requ6Sts NRC give serious consideration 
to developing "site-specific technical position" documents. 

LOUX,R.R. Nevada, State of. 86/09/30. LINEHAN.J.J. Repository Projects Branch 
(Post 831001). 2pp. 38234:359-38234:360. 
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8610150270 Forwards Nevada Nuclear Waste Project ofc comments on draft generic 
technical position, “Interpretation & Identification of Disturbed Zone in High Level 
Waste Rule (10CFR60)," omitted from 860930 Itr. 

COX,S. Nevada, State of. 86/10/01. LINEMAN, J.J. Repository Projects Branch (Post 
831001). Ip. 38256:105-38256:125. 

~861 01 50274 Nevada Nuclear Waste Project ofc comments on NRG draft generic tech- 
nical position, “Interpretation & Identification of Disturbed Zone in High Level Waste 
Rule (10CFR60)." 

* Nevada, State of. 86/06/20. 20pp. 38256:106-38256:125. 

8610150273 Forwards fully executed contract w/Mackay School of Mines for technical 
assistance re evaluation of technical suitability of site for high level radwaste reposi- 
tory through process of characterization. 

LOUX,R.R. Nevada, State of. 1122. 86/07/09. Nevada, Univ. of. Reno. NV. 12pp. 
38256:093-38256:104. 


8610220266 Offers no comment on fencing & demolition subcontracts for UMTRAP in 
Durango, CO, in response to JG Oldham request. 

HAWKINS.E.F. Uranium Recovery Field Office. 86/10/08. THEMELIS.J.G. Energy, 
Dept. of. Ip. 38333:186-38333:186. 

8610220276 Summary of 860211-12 meetings in Columbus.OH re methods available for 
technical info exchange between Waste Isolation Pilot Plant & Salt Repository Project 
Ofc.Agenda & viewgraphs end. 

POWELL.J. Energy, Dept. of. 1438. 86/02/19. LAHOTl.R. Energy, Dept. of. 96pp. 
38333:341-38334:076. 

8610220301 Ack receipt of 860807 Itr transmitting Procedure QAAP 4.1 for review & 
approval.Procedure approved. 

KNIGHT.J.P. Energy. Dept. of. 1448. 86/09/30. NEFF.J. Energy, Dept. of. 2pp. 
38333:175-38333:176. 


8610150284 Proposal submitted to State of NV.Nevada Nuclear Waste Project 
ofc, entitled “Evaluation of Geologic Relations & Seismotectonic Stability of Yucca 
Mountain Area,NNWSI.“ 

TARANIK,J.V.. NELLOR.J.E., SLEMMONS.D.B. Nevada, Univ. of. MacKay School of 
Mines, Reno, NV. 1125. 86/06/30. 71pp. 38255:298-38256:008. 

8610150287 Forwards summary rept on development & applications of longitudinal & 
vertical hydrodynamics & transport & notes re introduction on numerical waterbody 
dynamics,per recent discussion.Comments on notes requested.W/o ends. 
EDINGER.J.E. J.E. Edinger Associates, Inc. 85/12/02. CODELL.R. Division of Waste 
Management, ip. 38255:297-38255:297. 

8610150313 Requests NRG conflict of interest policy to aid Yakima Indian Nation 
review. 

HOVIS.N.E. Hovis. Cockrill. Weaver & Bjur. 2073. 86/08/22. BUNTING,J. Policy & 
Program Gontrol Branch (Post 831001). ip. 38255:290-38255:290. 

8610150321 Forwards composite listing of key site contacts for UMTRAP. 
D’ANTONIO,J.R. Energy. Dept. of. 86/10/02. Energy, Dept. of. 2pp. 38255:283- 
38255:284. 

8610150324 Forwards handouts from three mgt meetings w/DOE projects containing 
proposed App 7 assignments. 

JOHNSON.R. NRG - No Detailed Affiliation Given. 1424. 86/08/22. KNIGHT, J. 
Energy, Dept. of. 17pp. 38257:288-38257:304. 

8610150328 Submits observations.comments & recommendations for 860719- 0926 re 
technical items,including waste package.repository engineering.geology, performance 
assessment, geochemistry. site/environ,nydrology & QA. 

COOK,F.R, NRG - No Detailed Affiliation Given. 2085. 86/10/01. BROWNING,R.E. Di- 
vision of Waste Management. 139pp. 38258:126-38258:264. 

8610150334 Advises of new UMTRA site assignments effective 861001. 

D’ ANTONIO, J.R. Energy, Dept. of. 86/10/01. Energy, Dept, of, 1p. 38258:125- 
38258:125. 

8610150338 Comments on DOE “Alternate Site Selection Process for UMTRAP Sites,” 
per Technical Assistance Request WM 86287.Process proposed by DOE appropriate 
for alternate site selection. Comments clarify certain DOE statements. 

NATARAJA.M.S. Engineering Branch (Post 831001). 86/05/21. MARTIN, D.E. Low- 
Level Waste & Uranium Recovery Projects Branch. 2pp. 38258:123-38258:124. 

8610150373 Forwards Data Packages 061, Rev 1 & 064 re McGee Well hydrochemistry 
& hydraulic data,respectively,per 860505 request.W/o end. 

OLsON.O.L. Energy, Dept. of. 86/08/26. LINEMAN, J.J. Repository Projects Branch 
(Post 831001). ip, 38258:080-38258:080. 


8610220308 Forwards comments on QA audit of Fluor conducted by Salt Repository 
Project Ofc on 860826-28. 

NEWTON.C. Energy, Dept. of. 1447. 86/09/30. KNIGHT,J. Energy, Dept. of. 8pp. 
38333:113-38333:120. 

8610220311 Supports application for supplemental stds at Vicinity Properties SL- 
061,RT-034 & DU-055. 

BRICH,R.F., PETTENGILL,H.J. Uranium Recovery Field Office. 86/10/01. Uranium 
Recovery Field Office. 5pp, 38332:273-38332:277. 

8610220312 Advises that State of NV was not notified of NRG 860826 & 27 App 7 
meetings w/USGS In Denver re geologic work on NNWSI projecLState of NV should 
be invited to every App 7 meeting so that NRG & DOE may benefit from state knowl- 
edge & views. 

LOUX,R.R. Nevada. State of. 1146. 86/08/28. V1ETH,D.L. Energy. Dept. of. 3pp. 
38333:336-38333:340. 

-8610220316 Forwards B Loux ltr.Author will be in Washlngton.DC on 860911 & 
12. Wishes to be informed of policy re invitation of state to meeting & position on 10- 
day notice before meeting. 

VIETH.D. Energy, Dept. of. 86/09/08. PRESTHOLT,P„ BROWNINQ.R. NRG - No De- 
tailed Affiliation Given. KNIGHT, J. Energy, Dept. of. Ip. 38333:339-38333:340. 

8610220319 "Technical Assistance in Hydrogeology - Project B - Analysis," monthly 
progress rept for Aug 1986. 

LOGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 96. 86/09/15. 
POHLE,J. Geotechnical Branch (Post 831001). 11pp. 38333:323-38333:333. 

8610220330 Forwards trip rept of attendance at Geochemistry Review Panel 860519-22 
meeting at DOE Salt Repository Project Ofc in Columbus.OH re draft geochemistry 
program plan. 

KELLY, W.R. Geotechnical Branch (Post 831001). 1440. 86/06/26. JOHNSON, R.L. 
Repository Projects Branch (Post 831001). 1p. 38333:316-38333:322. 

-8610220341 Trip rept of attendance at Geochemistry Review Panel 860519- 22 meet- 
ing at DOE Salt Repository Project C*n in Columbus,OH re draft geochemistry pro- 
gram plan. 

KELLY, W.R. Geotechnical Branch (Post 831001). 86/05/29. JOHNSON.R. Repository 
Projects Branch (Post 831001). 6pp. 38333:317-38333:322. 

8610220357 Forwards P Ferraro (State of CO, Dept of Health) 860909 comments on 
Maybell draft comparative analysis of disposal site alternative rept. 

HAWKINS, E.F. Uranium Recovery Field Office. 86/10/08. GNUGNOLI,G.N. Low-Level 
Waste & Uranium Recovery Projects Branch. 3pp. 38333:244-38333:246. 


8610150375 Draft "Evaluation of Geologic Relations & Seismotectonic Stability of 
Yucca Mountain Area, NNWSI." 

* Nevada. Univ. of, Reno. NV. 1124. 86/09/18. 40pp. 38258:040-38258:079. 

8610150394 Apologizes that no official from NRC could attend hearing to answer ques- 
tions re disposal of radium at Beatty, NV low level radwaste disposal site.Offers assist- 
ance in solving technical problems re radium disposal. 

STARMER,R.J. Low-Level Waste & Uranium Recovery Projects Branch. 86/05/13. 
SOLSKY,LC. Colorado. State of. 2pp. 38257:280-38257:281 . 

8610150459 Responds to NRC 860507 concerns re review of RHO-BW-ST-71 P, 
“HEADCOrPrqgram for Converting Observed Water Levels & Pressure Measurements 
to Formation Pressure & Std Hydraulic Heads.” Concerns will be addressed in future 
meeting. 

OLSON, O.L Energy, Dept. of. 2084. 86/08/26. LINEHAN,J.J. Repository Projects 
Branch (Post 831001). Ip. 38259:358-38259:358. 

8610150463 Forwards Sandia trip rept for Dec 1985 DOE/NRC hydrology workshop & 
Nuclear Waste Consultants,lnc Subtask 2.4 rept, "Development of Groundwater con- 
ceptual Flow Models for BWIP Site." W/o ends. 

WEBER, M.F. Geotechnical Branch (Post 831001). 1916. 86/05/15. THOMPSON, K.M. 
Energy. Dept. of. Ip. 38259:323-38259:323. 

8610150466 Forwards agenda for 38th DOE-NRC coordination meeting on 861008. 
MONACO,N. Budget Operations & Systems Development Branch. 86/10/01. 
GIARRATANA,A., MACDONALD, C. Office of Nuclear Material Safety & 

Safeguards, Director. BEACH, W. Office of Nuclear Regulatory Research, Director (Post 
860720). 6pp. 38259:324-38259:329. 


8610220360 Forwards App 7 site assignment trip rept on 860811-15 re exam of barriers 
testing program & waste package environ studies sponsored by Salt Repository 
Project & conducted by BNWL. 

VOQLEWEDE,J.C. Engineering Branch (Post 831001). 1439. 86/09/02. 

JOHNSON, R.L. Repository Projects Branch (Post 831001). Ip. 38330:336-38330:339. 

-8610220375 Trip rept of 860811-15 visit re exam of metal barriers testing program & 
waste package environ studies sponsored by Salt Repository Project & conducted by 
BNWL. 

VOGLEWEDE,J.C.. VERMA,T.R. Engineering Branch (Post 831001). 86/09/02. 
JOHNSON, R.L Repository Projects Branch (Post 831 001). 3pp. 38330:337- 
38330:339. 


8610220401 Discusses scheduling of NRC/DOE generic meetings for FY87. Info re all 
generic meetings proposed for listed time frames, including review & mod of end list- 
ing of proposed meetings, requested by 860913. 

COPLAN.W.M. Repository Projects Branch (Post 831001). 109. 86/09/09. JUSTUS, P.. 
GREEVES,J. Engineering Branch (Post 831001). 2pp, 38330:112-38330:113. 


8610220406 index of all environ assessment comment Itrs as of 850815 & addi index 
sorted by organizatlon.W/850830 memo. 

* Weston Geophysical Corp, 1554, 85/08/30. 46pp, 38330:114-38330:160. 


8610220427 Forwards QA Audit Rept FLUOR-86-1 1-E of Fluor Technology, Inc on 
860826-28.Re8pons6 to rept requested within 30 days of receipt. 

REESE, T.J. Energy. Dept. of. 1446. 86/09/24. MALL0NEE,T,O. Fluor Engineering, 
Inc. 17pp. 38342:01 5-38342:031 . 


8610150467 Forwards comments on DES for disposal of Hanford Defense Wastes.DES 
aagregates defense wastes into six groups based on storage method rather than radi- 
Qlogical hazard or other characteristics. 

GREEVES,J.T. Engineering Branch (Post 831001). 2079. 86/05/19. BOYLE.R.R. Re- 
pository Projects Branch (Post 831001). 8pp. 38259:330-38259:337. 


8610220438 Summary of 860606 meeting w/DOE In Bethesda,MD re DOE repository 
QA program.Meeting handout end. 

KENNEDY,J.E. Repository Projects Branch (Post 831001). 86/09/08. 

BROWNING, R.E. Division of Waste Management 15pp. 38330:190-38330:204. 


8610150476 Forwards NUREG/CR-4067, "Effects of Environ & Gamma Irridiatlon on 
Mechanical Properties of High Density Polyethylene.” Record of 860623 telcon 
end.W/o NUREG. 

HUNT,J.A. Engineering Branch (Post 831001). 1317. 86/06/23. HAGGEG.F, Battelle 
Memorial Institute, Columbus Laboratories. 2pp. 38259:359-38259:360, 


8610220460 Provides Salt Repository Project site rept for months of Sept & Oct 
1986,On 860902-05, meeting held w/div mgt, repository project mgt & individual mem- 
bers of Salt team re draft performance allocation Implementation plan. 

VERMA,T.R. NRC - No Detailed Affiliation Given. 1445. 86/10/14. BROWNING.R.E. 
Division of Waste Management. 2pp. 38342:001-38342:002. 


8610220260 Forwards partial draft proposal for remote sensing low-sun angle aerial 
photography study of Yakima Fold Belt, including Toppendlsh Ridge & (Columbia Pla- 
teau region.Stucly will establish possible max earthquakes for active faults. 
SLEMMONS,B. Slemmons, D.B. 1901. 86/04/05. CHUNG, D. Lawrence Uvermore Na- 
tional Uboratory. 6pp. 38332:057-38332:062, 


8610230057 Comments on monthly Itr progress rept for May 1986 for FIN B-6985.No 
further attempts should be made to run Problem 5.1 or 5.3 using ADINAT & ADINA 
codes. 

BROOKS, P.P. Repository Projects Branch (Post 831001). FIN B-6985. 3394. 86/08/ 
28. ROSSELLE,C.J. CorSTAR Research. Inc. Ip. 38335:137-38335:137. 
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8610230061 Comments on mgt agreement between DOE Nevada Operations Ofc & Al- 
buquerque Operations Ofc for work performed by LASL & Sandia.Director of waste 
mgt project ofc did not appear to have adequate direct mgt control of contractors. 
BROWNING, R.E. Division of Waste Management. 1047. 86/03/20. PURCELL, W.J. 
Energy, Dept. of. 2pp. 38335:135-38335:136. 

861023006S Forwards WPR-86(6810-01)-01, ‘‘Demonstration of Methodology for Waste 
Package Performance Assessment," final rept dtd Sept 1986. 

STEPHENS.K.W. Aerospace Corp. FIN A-4165-6. 3390. 86/09/26. CHANG.K.C. NRC 

- No Detailed Affiliation Given. Ip. 38334:329-38335:118. 

-8610230069 WPR-86(6810-01)-01 ‘‘Demonstration of Methodology for Waste Package 
Performance Assessment," final rept. 

BOYARS.C., ULLER.G., MOLER.R. Aerospace Corp. FIN A-4165.6. 86/09/30. NRC - 
No Detailed Affiliation Given. 149pp. 38334:330-38335:118. 

8610230075 Comments on monthly Itr progress rept for June 1986 for FIN B-6985.Prob- 
lem 5.2 should replace Problems 5.1 & 5.3 for ADINAT/ADINA benchmarking. 
BROOKS,P.P. Repository Projects Branch (Post 831001). FIN B-6985. 3391. 86/08/ 
28. ROSSELLE,C.J. CorSTAR Research, Inc. Ip. 38335:134-38335:134. 

8610230077 "Preparation of Engineering Analysis for High Level Waste Packages in 
Geologic Repositories," monthly progress repts for Aug & Sept 1986. 

STEPHENS, K.W. Aerospace Corp. FIN A-4165-6. 3395. 86/09/17. CHANG.K.C. NRC 

- No Detailed Affiliation Given. 44pp. 38334:087-38334:130. 

8610230107 "Technical Assistance In Geochemistry," monthly progress rept for Aug 
1986. 

JACOBS.G.K. Oak Ridge National Laboratory. FIN B-0287. 3392. 86/09/08. 
BROOKS.D.J. Geotechnical Branch (Post 831001). 4pp. 38335:130-38335:133. 

8610230114 Suppls 860609 comments re DOE 860430 memo "Review of NUREG/CR- 
4271 ." DOE needs to implement most NUREG recommendations. 

BLAND,W.M. Management & Technical Consulting. FIN D-1014. 3393. 86/09/11. 
DELLIGATTI.M.S. Policy & Program Control Branch (Post 831001). 4pp. 38335:119- 
38335:129. 

8610230117 ‘‘Technical Assistance in Identification & Evaluation of Seismo-Tectonic 
Issues re Repository Site Characterization Plans," Monthly Mgt Ltr Rept 1 for Aug 
1986. 

CHUNG,D.H.. CUMMINGS,G.E. Lawrence Livermore National Laboratory. FIN A-0297. 
L-196. 86/09/10. BLACKFORD,M.E. Geotechnical Branch (Post 831001). 3pp. 
38334:084-38334:086. 

8610230149 Fonwards T-3270, "Effects of Welding & Casting Process Variables on Mi- 
crostructure & Properties of High Level Nuclear Waste Overpack Containers." 
PRESTHOLT,P.T. NRC - No Detailed Affiliation Given. 1145. 86/10/07. 
JOHNSON, T.C. Engineering Branch (Post 831001). 1p. 38341:149-38341:344. 

-8610230152 T-3270 "Effects of Welding & Casting Process Variables on Microstruc- 
ture & Properties of High Level Nuclear Waste Overpack Containers." 

MUTH.T.R. Colorado School of Mines. Golden, CO. 86/10/07. 195pp. 38341:150- 
38341:344. 

8610230150 Agenda of State of NV Commission on Nuclear Projects 860912 meeting in 
Las Vegas,Nv to discuss content & format of Commission policy recommendations to 
governor & legislature. 

^ Nevada. State of. 1147. 86/09/12. Nevada, State of. 2pp. 38341:147-38341:148. 

8610230159 Forwards comments on NRC review plan, "QA Programs for Site Charac- 
terization of High Level Waste Repositories." Criteria for evaluation of surveillance 
programs should be addressed in plan. 

OLSON.O.L. Energy, Dept. of. 2097. 86/07/08. PURCELL.W.J. Energy, Dept. of. 7pp. 
38341:140-38341:146. 

8610230162 Notifies of upcoming DOE meetings.per 830719-20 meetings. Announce- 
ments of DOE meetings w/NRC & other federal agencies will be updated to reflect 
info on notice. 

NEFF,J.O. Energy. Dept. of. 1367. 86/09/22. GREEN.J.W. Mississippi, State of. 4pp. 
38341:136-38341:139. 

8610230163 Forwards 6310-85-7, “Test Plan:G-Tunnel Welded Tuff Mining Evalua- 
tions." 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1132. 86/09/29. PESHEL.J. 
Engineering Branch (Post 831001). Ip. 38341:073-38341:135. 

“8610230167 6310-85-7, "Test Plan:G-Tunnel Welded Tuff Mining Evaluations." 
Z1MMERMAN,R.M. Sandia National Laboratories. 85/08/31. 62pp. 38341:074- 
38341:135. 

8610230165 Fonwards "Hanford Health Effects Panel Preliminary Recommendations." 
Panel will followup on recommendations, specify DOE funding needed & provide 
timing for future studies. 

BISHOP, W. A. Washington, State of. 2102. 86/10/03. Washington, State of. Ip. 
38341:060-38341:072. 

-8610230168 "Hanford Health Effects Panel Preliminary Recommendations," presented 
on 860926 at symposium in Richland, WA. 

* Washington, State of. 86/09/26. 12pp. 38341:061-38341:072. 

8610230170 Forwards NNWSt project weekly highlights for wk ending 860925. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1130. 86/09/30. 

BROWNING, R.E. NRC - No Detailed Affiliation Given. 6pp. 38341:054-38341:059. 

8610230173 Fomvards NNWSl project weekly highlights for wk ending 861003. 
PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1138. 86/10/07. 

BROWNING, R.E. NRC - No Detailed Affiliation Given. 7pp. 38341:047-38341:053, 

8610230178 Summary of NNWSl project/NRC 860612 mgt meeting in Las Vegas, NV re 
NRC policy on providing technical or regulatory guidance & recommendations In re- 
sponse to NNWSl project requests.List of attendees & viewgraphs end. 

LINEHAN,J.J, Repository Projects Branch (Post 831001). VIETH.D.L. Energy, Dept. of. 
1131. 86/06/12. Repository Projects Branch (Post 831001). 41pp. 38340:289- 
38340:329, 

8610230225 "Evduation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Aug 1 986.Curriculum vitae for HM Ondik & ER Plante end. 
lNTERRANTE,C.G. Commerce, Dept, of, National Bureau of Standards. FIN A-4171-6. 
3402. 86/09/16. W1CK,E.A. Division of Waste Management, lipp, 38342:175- 
38342:185. 


8610230245 Monthly progress rept for Aug 1986 re groundwater travel time. 

WILLIAMS,R.E. Williams & Associates. FIN D-1020. 3401. 86/09/05. POHLE,J. Divi- 
sion of Waste Management. 9pp. 38342:227-38342:235. 

8610240005 "Technical Assistance for In Situ Testing," monthly progress rept for Jul 
1986. 

SINGH,M.M. Engineers International, Inc. FIN D-1004. 3400. 86/09/03. BUCKLEY,J.T. 
Division of Waste Management, 3pp. 38352:095-38352:097. 

8610240007 Trip rept of 860804 visit to Las Vegas,NV to meet Science Applications Inti 
Corp re configuration mgt & rept on Mar USGS audit. 

BILHORN.S.G. Repository Projects Branch (Post 831001). 1153. 86/08/29. 
KENNEDY, J.E., STABLEIN,N.K. Repository Projects Branch (Post 831001). 2pp. 
38352:093-38352:094. 

8610240016 Agenda for 860922-26 Hanford health effects panel meeting in 
Richland, WA. End copyright matl unavailable on Document Control Sys 
microfiche.Hard copy available in PDR. 

* Washington, State of. 2064. 86/09/29. Washington, State of. 18pp. 38351:250- 
38352:086. 

-8610240026 PNL-SA-13790 Rept entitled, “Mortality Studies of Hanford Workers," to 
be presented at 860503 symposium in Spokane, WA. Viewgraphs & related info end. 
GILBERT, E.S. Battelle Memorial Institute, Pacific Northwest Laboratories. 86/04/20. 
68pp. 38351:268-38351:335. 

-8610240052 PNL-5795 "Offsite Radiation Doses Summarized From Hanford Environ 
Monitoring Repts for 1957-1984." 

SOLDAT,J.K., PRICE,K.R., MCCORMACK,W.D. Battelle Memorial Institute, Pacific 
Northwest Laboratories. PNL-5795. 84/12/31. 111pp. 38351:336-38352:086. 

8610240017 Trip rept of 860730 visit to NRC State of NV ofc to conduct quarterly meet- 
ing w/ORs & discuss status of NNWSl QA, especially current stopwork orders. 
BIIhORN,S.G. Repository Projects Branch (Post 831001). 1152. 86/08/29. 
KENNEDY,J.E., STABLEIN,N.K. Repository Projects Branch (Post 831001). 2pp. 
38351:211-38351:212. 

8610240060 Record of 861007 telcon w/D Provost re Referendum 40 & State of WA 
govt organization. 

HALE,A. NRC - No Detailed Affiliation Given. 2110. 86/10/07. Ip. 38351:196- 
38351:196. 

8610240096 Forwards State of WA 860930 Itr extending interim approval until 861230 
for addi Nuclear Packaging,lnc high integrity containers under specified conditions. 
NUSSBAUMER.D.A. Assistant Director for State Agreements Programs. 86/10/15. 
KNAPP,M.R. Low-Level Waste & Uranium Recovery Projects Branch. GREEVES,J, 
Engineering Branch (Post 831001). 4pp. 38351:202-38351:205. 

8610240104 Forwards Mod M003 to Cooperative Agreement DE-FC04-83AL1 9454 be- 
tween DOE & State of WY, incorporating CADSAR process for Spook Site & including 
App E.W /0 mod. 

HOYAUJ.G. Energy, Dept. of. 86/10/08. HIGGINBOTHAM, L. Low-Level Waste & Ura- 
nium Recovery Projects Branch. Ip. 38351:207-38351:207. 

8610240106 Requests that State of NV,Agency for Nuclear Projects, Nuclear Waste 
Project Ofc be notified 10 working days in advance of all App 7 technical meetings. 
LOUX,R.R. Nevada, State of. 1149. 86/08/29. BROWNING,R. Division of Waste Man- 
agement. 2pp. 38351 :208-38351 :209. 

8610240124 Record of 861008 telcon w/W Rogers re Council of Energy Resource 
Tribes organization & history & federal trust responsibility. 

HALE, A. NRC - No Detailed Affiliation Given. 2115. 86/10/08. 2pp. 38351:187- 
38351:188. 

8610240135 Ack receipt of formal response to inquiry re White paper on BWIP 
site.Concerns re BWIP listed.DOE should be invited to attend Ofc Subcommittee 
meeting to respond to ACRS member questions. 

PARRY, S.J. ACRS - Advisory Committee on Reactor Safeguards. 2060. 86/09/25. 
LINEHAN,J.J. Repository Projects Branch (Post 831001). 2pp. 38351:189-38351:190. 

8610240139 Fonwards DOE rept for wk ending 860828. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 1148. 86/09/04. 
BROWNING, R.E. NRC - No Detailed Affiliation Given. 5pp. 38351:191-38351:195. 

8610240143 Forwards preparation package for 861202-05 BWIP hydrology data review 
In Richland, WA. 

WEBER, M.F. Geotechnical Branch (Post 831001). 2114. 86/10/06. HILDENBRAND.P. 
Repository Projects Branch (Post 831001). 11pp. 38354:057-38354:067. 

8610240149 Advises that AP Hale assigned to assist C Russell as point of contact for 
interactions re siting of high level waste repository in State of WA.Address listed. 
HALE,A.P. Policy & Program Control Branch (Post 831001). 2113. 86/07/30. 
HENRY.M. Nez Perce Tribal Council. 2pp. 38352:101-38352:102. 

8610240157 Advises that AP Hale assigned to assist C Russell as point of contact for 
interactions re siting high level waste repository in State of WA.Addre$s listed.Draft of 
NRC review plans for QA program on site characterization end, 

BUNTING,J.O. Policy & Program Control Branch (Post 831001). 2116. 86/07/30. 
ROGERS,W.M. Council of Energy Resource Tribes. 35pp. 38353:273-38353:307. 

8610240168 Record of 861006 telcon w/W Bishop re timely notification to NRC of State 
of WA Nuclear Waste Board meetings. 

HALE,A.P. NRC - No Detailed Affiliation Given. 2109. 86/10/07. Ip. 38353:272- 
38353:272. 

8610240177 ‘Technical Assistance in Geochemistry," monthly progress Itr rept for Aug 

JACOBS, G.K. Oak Ridge National Laboratory. FIN B-0287. 3403. 86/09/08. 
BROOKS, D.J. Geotechnical Branch (Post 831001). 25pp. 38353:247-38353:271. 

8610240186 Requests comments by 860916 re draft final rept for contract "Grouting 
Efficiency in Vertical Shafts." 

TAYLOR, C.D. Interior, Dept, of. Bureau of Mines. FIN B-6934. 3404. 86/09/02. 
BANAD NRC - No Detailed Affiliation Given. 1p. 38353:246-38353:246. 
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8610240192 Forwards 860926 Itr from V Autry re Hittman cement solidification process. 
NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 86/10/15. 
KNAPP.M.R. Low-Level Waste & Uranium Recovery Projects Brancn. 1p. 38353:244- 
38353:246. 

-8610240196 Responds to 860530 & 0825 requests re Westinghouse-Hittman cement 
solidification process & process program.State has no addi info at present 
AUTRY, V.R. South Carolina, State of. 86/09/26. NUSSBAUMER.D. Assistant Director 
for State Agreements Programs. Ip. 38353:245-38353:245. 

8610240221 Forwards M Elsen 860915 Itr to author re State of WA comments on 
Waste Chem rept, ‘‘10CFR61 Waste Form Conformance Program for Solidified Proc- 
ess Waste Products.” 

NUSSBAUMER,D.A. Assistant Director for State Agreements Programs. 86/10/15. 
KNAPP.M.R. Low-Level Waste & Uranium Recovery Projects Branch. Ip. 38353:223- 
38353:225. 

-8610240224 Submits comments on Waste Chem rept, “10CFR61 Waste Form Con- 
formance Program for Solidified Process Waste Products Produced by Waste-Chem 
Corp Vol Reduction & Solidification Sys." 

ELSEN.M.J., INGERSOLL,C.E. Washington, State of. 86/09/15. NUSSBAUMER.D.A. 
Assistant Director for State Agreements Programs. 2pp. 38353:224-38353:225. 

8610240291 Monthly Progress Ltr Rept 29 for Aug 1 986. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-R531. 86/09/11. 
IBRAHIM,A. Geotechnical Branch (Post 831001). 2pp. 38354:188-38354:189. 

8610280592 Forwards “Suggested Issues for Workshop on Performance Assessment 
W/DOE/Hanford (Generally Applicable to Other Sites),’* per request for short-term 
technical assistance 

JACOBS, G.K. Oak' Ridge National Laboratory. FIN 8-0287. 3408. 86/10/16. 
BROOKS.D.J. Geotechnical Branch (Post 831001). Ip. 38388:096-38388:099. 

-8610280597 LR-287-61 “Suggested Issues for Workshop on Performance Assessment 
W/ DOE/Hanford (Generally Applicable to Other Sites),^’ Itr rept. 

JACOBS.G.K., BLENCOE,J.G., KELMERS.A.D. Oak Ridge National Laboratory. FIN B- 
0287. 86/10/16. NRC - No Detailed Affiliation Given. 3pp. 38388:097-38388:099. 

8610290002 Forwards water use survey conducted for UMTRAP in Shiprock, NM during 
1984, per request. 

D’ANfONIO,J.R. Energy, Dept. of. 86/10/16. GILLEN,D. NRC - No Detailed Affiliation 
Given. 7pp. 38399:033-38399:037. 

8610290063 Forwards “Radwaste Mat Sys Project Decision Schedule." Schedule de- 
scribes activities associated w/development & operation of radwaste mgt sys & estab- 
lishes deadlines for affected federal agencies to take action re activities. 

RUSCHE,B.C. Energy, Dept. of. 86/04/10. PALLADINO,N.J. Commissioners. 4pp. 
38395:033-38395:125. 


-8610290187 “Conceptual Model Evaluation (Update), NNWSI.Subtask 1.4, Rept 2." 

• Nuclear Waste Consultants, Inc. 86/10/14. 16pp. 38399:078-38399:092. 

8610290189 Forwards technical scope of work for four data collection 
subcontracts.Piezocone,Bendix & hydrology work discussed. Comments requested. 
PEIL,K.M. Jacobs Engineering Group, Inc. 85/09/26. GNUGNOLI.G. Uranium Recov- 
ery Licensing Branch. 100pp. 38394:240-38394:339. 

8610290190 “Demonstration of Laser Disc Technology for Licensing Records," monthly 
progress rept for Aug 1986. 

OTANO,H. Smithsonian Institution. FIN D-1046. 3405. 86/09/15. NRC - No Detailed 
Affiliation Given. 10pp. 38399:066-38399:075. 

6610290199 Submits status rept on Commitments 2,5,8,11,12,13 & 14 from states & 
Indian tribes 860813 quarterly meeting in Portland, OR re current projections for re- 
lease of design requirements documents for waste packages. 

KALE,S.H. Energy, Dept. of. 86/10/20. STILL,N. NRC - No Detailed Affiliation Given. 
ARONSON,H. Yakima Indian Nation. BARRETT, H. Energy, Dept. of. 3pp. 38399:063- 
38399:065. 

8610290210 Forwards Ltr Rept LR-290-11, “Comments Concerning Krauskopf Review 
of Generic Technical Positions on Solubility & Sorption." Aspects of radionuclide solu- 
bility & sorption re repository performance emphasized. 

JACOBS,G.K. Oak Ridge National Laboratory, FIN B-0290, 3406. 86/10/20. 
BRADBURY,J.W. Geotechnical Branch (Post 631001). 9pp. 38399:054-38399:062. 

8610300013 Requests review of SD-BWI-TA-015, "Groundwater Flow Modeling of Alter- 
native Repository (Concepts," under Subtask 2.3 of NRC-02-85-009,FIN D-1021,by 
861 031. Review will support design reviews & hydrogeologic needs. 

POHLE,J.A. Geotechnical Branch (Post 831001). FIN D-1021. 3419. 86/10/02. 
LOGSDON, M.J. Nuclear Waste Consultants, Inc. Ip. 38406:299-38406:299. 

8610300063 “Potential Erosion at Yucca Mountain Nuclear Waste Site," monthly Itr rept 
for Sept 1986. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0294. 3410. 86/09/26. 
BLACKFORD,M.E. Geotechnical Branch (Post 831001). 29pp. 38408:162-38408:199. 

8610300086 Summarizes status of three generic UMTRAP & U recovery projects. 
FLIEGEL,M. Geotechnical Branch (Post 831001). 86/10/21. MARTIN.D. Low-Level 
Waste & Uranium Recovery Projects Branch. 2pp. 38408:206-38408:207. 

8610300095 Forwards revised MOU In support of UMTRAP.incorporating results of dis- 
cussions conducted between DOE & NRC on 850220 & 28.W/0 end. 

BAUBLITZ,J.E. Energy. Dept. of. 85/04/05. BROWNING.R.E. Division of Waste Man- 
agement. 2pp. 38408:208-38408:209. 


-8610290069 DOE/RW-0067 “Radwaste Mgt Sys Project Decision Schedule,” 

* Energy, Dept. of. 86/03/31. 88pp. 38395:037-38395:125. 

8610290066 “Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Sept 1986. 

1nTERRANTE,C.G. Commerce, Dept, of. National Bureau of Standards. FIN A-4171. 
3411. 86/10/16. WICK,E.A. Division of Waste Management. 25pp. 38395:008- 
38395:032. 

8610290086 Forwards Mod M014 to Cooperative Agreement DE-FC04- 

81AL16309,providing for resolution of cost sharing agreement between DOE & State 
of UT for cost claim by Argee Corp. 

HOYAL,J.G. Energy, Dept of. 86/08/12. HIGGINBOTHAM, L. Low-Level Waste & Ura- 
nium Recovery Projects Branch. 4pp. 38395:001-38395:004. 

8610290100 Forwards Mod A011 to Cooperative Agreement DE-FC04- 

81ALA16257,providing for increases in State of CO cost estimate for FY86 & associ- 
ated DOE funding. 

HOYAUJ.G. Energy, Dept of. 86/09/23. HIGGINBOTHAM, L Low-Level Waste & Ura- 
nium Recovery Projects Branch. 6pp. 38394:353-38394:358. 

8610290113 Forwards Mod M012 to State of CO Cooperative Agreement DE-FC04- 
81ALl6257,incorporatlng comparative analysis of disposal site alternatives rept proc- 
ess for selected sites. Concurrence requested.W/o end. 

HOYAUJ.G. Energy, Dept of. 86/10/14. HIGGINBOTHAM,L. Low-Level Waste & Ura- 
nium Recovery Projects Branch. Ip. 38394:360-38394:360. 

8610290126 Forwards Mod M001 to State of ND Cooperative Agreement OE-FC04- 
S2AL20536,incorporating comparative analysis of disposal site alternatives rept proc- 
ess for Belfield & Bowman sites.Concurrence requested.W/o end. 

HOYAL.J.G. Energy, Dept of. 86/10/15. HIGGINBOTHAM, L. Low-Level Waste & Ura- 
nium Recovery Projects Branch. Ip. 38394:359-38394:359, 

8610290164 Requests short-term technical assistance under Task 4 of FIN A-4171 -6, 
“Evaluation & Compilation of DOE Waste Package Test Data," as detailed in encl.Ltr 
rept requested by 861010. 

WICK,E.A. Engineering Branch (Post 831001). FIN A-4171-6. 3416. 86/09/02. 
INTERRANTE,C.G. Commerce. Dept of. National Bureau of Standards. 6pp. 
38398:112-38398:117. 

8610290169 “Technical Assistance in Hydrogeology - Project B - Analysis,” monthly 
progress rept for Sept 1986. 

LOGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3412. 86/10/14. 
POHLE.J. Geotechnical Branch (Post 831001). 11pp. 38399:094-38399:104. 

6610290174 Forwards draft environ assessment for remedial action at Lakeview,OR in- 
active U mifi tailings site, for review & comment by 850425.Remedial action plan,8ite 
conceptual design & other documents transmitted under separate cover. 
THEMEUS,J.G. Energy. Dept of. 85/03/07. NRC - No Detailed Affiliation Given. Ip, 
38399:093-38399:093. 

6610290177 "NRC Technicat Assistance for Design Reviews," Progress Rept 14 for 
Sept 1986. 

HART,R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3414. 86/10/13. 
TIKTINSKY.D. Division of Waste Management 7pp. 38399:047-38399:053. 

8610290181 Forwards "Conceptual Model Evaluation (Update), NNWStSubtask 1.4, Rept 
2.” Analysis of water loss in USW G-1 & evaluation of unsaturated hydraulic proper- 
ties for alternative fracture sys proposed. 

LOGSDON,M.J. Nuclear Waste Consultants. Inc. FIN D-1021. 105. 86/10/14. 
POHLE,J, Geotechnical Branch (Post 831001), 2pp. 38399:076-38399:092. 


6610300199 "Chapter 2 - Geoengineering, Site Characterization Plan for NNWSl (Pink 
Draft)." 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3409. 86/10/02. 
TIKTINSKY.D. Division of Waste Management 18pp. 38407:070-38407:087. 


8610300204 Fonwards draft remedial action plan & site conceptual design for stabiliza- 
tion of inactive U mill tailings at Lakeview.OR.W/o end. 

THEMELIS.J.G. Energy, Dept of. 85/03/08. SMITH, D. Uranium Recovery Field Office. 
HIGGINBOTHAM, L. Low-Level Waste & Uranium Recovery Projects Branch. 
FRANK.L. Oregon, State of. Ip. 38408:322-38408:322. 


8610300232 "DOE Ofc of Civilian Radwaste Mgt Backgrounder," discussing 
items,including activities during site characterization phase of geologic repository pro- 
gram & studies of other methods of radwaste disposal.Sept 1986 bulletin end. 

^ Energy, Dept of. 86/10/22. 18pp. 38408:286-38408:303. 

8610300261 Forwards draft charter for QA working group on waste acceptance for 
review & comment.Agenda for working group 861021 meeting in Columbus,OH also 
end. 

KNIGHT,J.P. Energy, Dept of. 86/10/10. DALY.G., COLEMAN,J. Energy, Dept, of. 
13pp. 38408:260-38408:272. 


8610300292 Forwards final prospectus on proposed study on technical review of rock 
mechanics issues for BWIP. 

FITZPATRICK, L National Research Council. FIN B-6934. 3413. 86/08/28. 
DAHLEM.D.H. Enerav. Dept of. 3pp. 38407:093-38407:095. 


6610300362 Summary of 860922 meeting re type of geohydrologic liner & cover testing 
procedures to be used to determine hydrologic properties of liners & covers at 
UMTRAP sites 

FORD,W. Geotechnical Branch (Post 831001). 86/10/21. MART1N,D. Low-Level 
Waste & Uranium Recovery Projects Branch. 5pp. 38408:352-38408:356. 


8610300404 Forwards comments on draft remedial action plan & preliminary design for 
Tuba City UMTRAP.Final design will be issi^ in 2 to 3 wks, 

HAWKINS,E.F. Uranium Recovery Field Office. 86/10/16. THEMELIS.J.G. Energy, 
Dept of. 4pp. 38411:248-38411:251. 

8610310003 Forwards marked-up FES, “Remedial Actions at Former Climax U Co U Mill 
Site, Grand Junction, Mesa County, Co." Vol 1. "Text" & Vol 2, "Apps,” for review.DOE 
aoDrovai requested by 861 117. 

THEMELIS,1g. Energy, Dept ot 86/10/22. MARTIN.D. Low-Levei Waste A Uranlurt 
Recovery FYojects Branch. 1 p. 3841 2:295-3841 6:1 5 1 . 

-8610310006 DOE/EIS-0126-F V01 Marked-Up FES, "Remedial Actions at Forme 
Climax U Co U Mill Site, Grand Junction, Mesa County, CO," Vol 1 . “Text." 

• Energy, Dept of, 86/12/31. 401pp. 38412:296-38413:336. 

-8610310007 DOE/BS-0126-F V02 Marked-up FES, “Remedial Actions at Form< 
Climax U Co U Mill Site Grand Junction, Mesa County, CO," Vol 2, “Apps," 

* Energy, Dept of. 86/12/31. 895pp. 38413:337-38416:151. 

8610310014 Forwards trip rept of 860819-21 visit to Silver Spring,MD re training semln 
on theory & use of SWIFT il computer code. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3417. 86/09/1 
POHLE,J. Geotechnical Branch (Post 831001). 17pp. 38412:077-38412:092. 
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8610310241 Requests performance of Task Orders 001 & 002 under Contract NRC-02- 
85-002. “Technical Assistance for Design Reviews." No changes to costs or delivery 
of contracted products authorized. 

TIKTINSKY.D.H. Engineering Branch (Post 831001). FIN D-1016. 3415. 86/09/02. 
HART.R. ITASCA Consulting Group. Inc. 2pp. 38421:131-38421:132. 

8610310254 Comments on "Procedure for Predicting Groundwater Travel Time,” dtd 
86081 4.Several premises on worthiness of large & small scale tests & deterministic & 
stochastic models unsubstantiated. 

CODELL, R.B. Geotechnical Branch (Post 831001). FIN D-1020. 3421. 86/09/05. 
WILLIAMS,R. Williams & Associates. 8pp. 38421:112-38421:119. 

8610310259 Comments on monthly progress rept for Contract NRC-02-85-008.Progress 
to date satisfactory.No changes to cost or delivery schedule authorized. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN D-1020. 3418. 86/10/02. 
WILLIAMS,R.E. Williams & Associates. Ip. 38421:111-38421:111. 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


8610010025 "Geochemistry Sensitivity Analysis” monthly rept for Aug 1986. 
CRANWELUR.M. Sandia National Laboratories. FIN A-1766. 3103. 86/09/15. 
KELLY. W. Geotechnical Branch (Post 831001). 12pp. 38056:213-38056:225. 

8610010028 Discusses monthly progress rept for Jul dtd 860812 describing status of 
technical assistance under NRC-02-85-009. Progress satisfactory.Requests end of 
FY86 summary of products completed.including documents reviewed. 

POHLE.J. Geotechnical Branch (Post 831001). FIN A-1021. 2772. 86/09/03. 
LOGSDON.M.J. Nuclear Waste Consultants, Inc. 2pp. 38050:356-38050:357. 

8610010033 Fon/vards reviews of OF-WTWt-1 984-33, "Wolfcampian Series Porosity 
Distribution:lmpllcations for Deep-Basin...” & ONWI/SUB/85/E512-05000-T42, "Hy- 
drodynamic Investigations in Texas Panhandle Area." 

WINTER, G. Williams & Associates. FIN D-1020. 2830. 86/08/28. POHLE,J. Division of 
Waste Management. 25pp. 38056:261-38056:285. 

8610010057 Comments on Monthly Mgt Ltr 38 dtd 860606 for May 1985. Progress 
satisfactory.Action on listed items may be postponed until after review of DOE final 
environ assessments. 

BLACKFORD.M.E. Geotechnical Branch (Post 831001). FIN A-0294. 2786. 86/06/27. 
CHUNG.D. Lawrence Livermore National Laboratory. Ip. 38058:047-38058:047. 

8610010099 Forwards draft site technical position on use of hydrazine by DOE/Rock- 
well Hanford Operations to simulate expected conditions & NUREG/CR-3851,Vol 1. 
“Progress in Evaluation of Radionuclide Geochemical Info...." W/o NUREG/CR-3851. 
BROOKS.D.J. Geotechnical Branch (Post 831001). FIN D-1003. 2813. 86/09/03. 
PANNO.S. Roy F. Weston. Inc. 9pp. 38057:345-38057:353. 

8610010103 "NRC Technical Assistance for Design Reviews," Progress Rept 13 for 
Aug 1986. 

HART.R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3372. 86/09/10. 
TIKTINSKY.D. Division of Waste Management. 6pp. 38057:339-38057:344. 

8610010108 "Coupled Thermal-Hydrological-Mechanical Assessment & Site Character- 
ization Activities for Geologic Repositories,” monthly rept for Aug 1986. 
CRANWELL.R.M. Sandia National Laboratories. FIN A.1755. 3015. 86/09/15. 
PESHEL.J. Engineering Branch (Post 831001). 4pp. 38057:335-38057:338. 

8610010147 Forwards reviews of USW G-4, "Minerals in Fractures of Unsaturated Zone 
From Drill Care" & Water Resources Investigations 84-4344, "Simulated Effects of In- 
creased Recharge on Groundwater Flow of Yucca Mountain...." 

OSIENSKY.J. Williams & Associates. FIN D-1020. 2701. 86/08/28. POHLE.J. Division 
of Waste Management. 22pp. 38057:194-38057:215. 

8610010331 Discusses monthly rept for May 1986.Meeting planned to discuss rev to 
probability rept developed under Task III. Rept currently too general.Ramaining three 
chapters of rept requested prior to meeting. 

-WASTLER.S. Repository Projects Branch (Post 831001). FIN A-1165. 2900. 86/07/ 
03. CRANWELL,R.M. Sandia National Laboratories. Ip. 38056:041-38056:041. 

8610010342 Ack receipt of Jul 1986 progress rept for Contract NRC-02-84-001.QA com- 
ments satisfactory.Task 13 deliverable schedule requested. 

IBRAHIM, A. Geotechnical Branch (Post 831001). FIN D-1003. 2529. 86/08/21. 
MURPHY, V.J. Weston Geophysical Corp. 2pp. 38056:047-38056:048. 

8610010356 "Summary of FY86 Actlvlties.Oct 1 985 - Sept 1 986." 

LOGSDON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 2718. 86/08/27. 
POHLE,J. Geotechnical Branch (Post 831001). 4pp. 38056:076-38056:079. 

8610010360 Forwards “BWIP Numerical & Analytical Evaluations of Conceptual 
Models," Rept 1 for Subtask 2.5.W/0 end. 

BASSE, B. Nuclear Waste Consultants, Inc. FIN D-1021. 85. 86/08/18. Division of 
Waste Management. Ip. 38056:086-38056:086. 

8610010365 Submits semiannual update of NNWSI conceptual models,per contractNo 
mods made to ESGC model for groundwater flow in saturated zone.Data base sup- 
ports model for flow in unsaturated zone. 

WILLIAMS.R.E. Williams & Associates. FIN D-1020. 76. 86/08/28. POHLE,J. Division 
of Waste Management. 2pp. 38056:087-38056:088. 

8610010531 Comments on "Demonstration of Methodology for Waste Package Per- 
formance /Cessment” Possible release rates & routes for radioisotopes into bio- 
sphere discussed. 

OLIVER.D. Toledo. Univ. of, Toledo, OH. FIN B-0288. 2714. 86/08/27, CHANG, K.C. 
Division of Waste Management 14pp. 38056:007-38056:020. 

8610010535 Requests review of NNWSI site characterization plan (SCP), per NRC-02- 
84-002, Task Order 007, Subtask 1. Document should be reviewed per DuE SCP out- 
line, 

BUCKLEY, J.T. Engineering Branch (Post 831001). FIN D-1004. 2343. 86/08/28. 
SiNGH,M. Engineers International, Inc. 6pp. 38056:001-38056:006. 

8610020070 "Technical Assistance in Seismo-Tectonic Impacts in Repositories,” 
Monthly Mgt Ltr Rept 41 for Aug 1986. 

CHUNG, D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0294. 
L-1 96. 86/09/06. BLACKFORD.M.E Geotechnical Branch (Post 831001). 3pp. 
37669:125-37669:127. 


8610020160 Requests assistance in reviewing listed documents, including "State of In 
Situ Stresses Determined by Hydraulic Fracturing at Hanford Site" & "NNWSI Project 
Final Rept: G-Tunnel Heat Block...," per Task 007 of FIN D-1004. 

BUCKLEY, J.T. Engineering Branch (Post 831001). FIN D-1004. 2719. 86/07/10. 
SINGH, M.M. Engineers International, Inc. Ip. 37669:124-37669:124. 

8610020289 Comments on June 1986 monthly rept for FIN A-1165. Investigation re 
whether NRC has documentation for WAPPA & ORIGIN codes underway. 

WASTLER.S.L Repository Projects Branch (Post 831001). FIN A-1165. 3110. 86/07/ 
31. CRANWELL.R.M. Sandia National Laboratories. 2pp. 37669:024-37669:025. 

8610020295 Comments on May 1986 monthly progress repLTask Orders 001-006 
complete.Period of performance for reactivated Task Order 007 extended until 861219 
& contract mod will be initiated. 

BUCKLEY.J.T. Engineering Branch (Post 831001). FIN D-1004. 2926. 86/07/09. 
SINGH, M. Engineers International, Inc. 2pp. 37669:021-37669:022. 

8610020304 Comments on monthly progress rept for June 1986 for FIN A-1 757. Work 
performed during month fully satisfactory. 

COLEMAN.N.M. Geotechnical Branch (Post 831001). FIN A-1 757. 2835. 86/08/27. 
CRANWELUR.M. Sandia National Laboratories. 2pp. 37669:008-37669:009. 

8610020318 Comments on monthly progress rept for June 1986 for FIN B-0287, "Tech- 
nical Assistance in Geochemistry." Progress to date satisfactory. 

BROOKS, D.J. Geotechnical Branch (Post 831001). FIN B-0287. 2966. 86/07/30. 
JACOBS, G.K. Oak Ridge National Laboratory. 2pp. 38074:315-38074:316. 

8610020328 "Effect of Repository Environ on Performance of Waste Package/Engi- 
neered Sys Components," monthly progress rept for Aug 1 986. 

JACOBS, G.K. Oak Ridge National Uboratory. FIN B-0288. 3171. 86/09/08. 
CHANG,K.C. Engineering Branch (Post 831001). 2pp. 38074:317-38074:318. 

8610020334 Comments on monthly progress rept for Jul 1986 for Contract NRC-02-85- 
008.Progress to date satisfactory. 

POHLE,J.A. Geotechnical Branch (Post 831001). FIN D-1020. 2487. 86/08/26. 
WILLIAMS.R.E. Williams & Associates. Ip. 38074:319-38074:319. 

8610020344 Task I, "Assistance in Development of Licensing Assessment Methodolo- 

? y," Task 11. "Monitor & Review Aspects of DOE Programs," Task ill, "Identifying 
echniques for...," & Task IV, "Short-Term Technical...,” summaries for Aug 1986. 
CRANWELUR.M. Sandia National Laboratories. FIN A-1165. 2791. 86/09/15. 
WASTLER.S. Repository Projects Branch (Post 831001). 6pp. 38074:320-38074:326. 

8610020417 Forwards draft semiannual rept for FIN A-4171-6, "Evaluation & Compila- 
tion of DOE Waste Package Test Data." Final rept wilt be issued by 861 130.W/O end. 
BERTOCCl.U. Commerce. Dept, of, National Bureau of Standards. FIN A-4171-6. 
2715. 86/08/29. WICK, E. A. Division of Waste Management. Ip. 37669:142- 
37669:142. 

8610020420 Forwards final draft LBL-20700, "TOUGH Code User Guide." Guide pre- 
sents technical description of TOUGH code, including discussion of physical processes 
modeled.Comments requested by 860620.W/O end. 

JUSTUS, P.S. Geotechnical Branch (Post 831001). FIN A-1 158. 2979. 86/06/09. 
COSTANZI.F. Division of Waste Management. Ip. 37669:143-37669:143. 

8610020426 Forwards list of data topics for BWIP data review. Hydrology workshop & 
data review at BWIP planned for late Sept. 

LOGSOON.M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 2558. 86/08/26. 
POHLE,J. Geotechnical Branch (Post 831001). 2pp. 37669:144-37669:145. 

8610020524 Submits comments re monthly ltr rept for June 1986 for FIN A-4171-6. 
"Evaluation & Compilation of DOE Waste Package Test Data” & requests short-term 
technical assistance on MCC-3, "Agitated Powder Leach Test Method.” 

WICK,E.A. Engineering Branch (Post 831001). FIN A-4171. 3375. 86/08/13. 
!NTERRANTE,C.G. Commerce. Dept, of, National Bureau of Standards. Ip. 
38074:257-38074:257. 

8610030003 Advises that progress rept for FIN B-0288 satisfactory. Forwards view- 
graphs from presentation on BWIP to representatives of German govt & Rockwell 
Rept RHO-BW-SA-506P re radionuclide release.W/o ends. 

CHANG, K.C. Engineering Branch (Post 831001). FIN B-0288. 3374. 86/05/27. 
JACOBS, G.K. Oak Ridge National Laboratory. Ip. 37669:358-37669:358. 

8610030005 Advises that May 1986 monthly progress rept for FIN A-1 756, "Geochemi- 
cal Sensitivity Analysis," satisfactory.Endorses interactions w/contractors from NWC. 
KELLY.W.R. Geotechnical Branch (Post 831001). FIN A-1 756. 3371. 86/06/26. 
SIEGEUM.D. Sandia National Uboratories. Ip. 37670:184-37670:184. 

8610030102 Forwards “Data Mgt Rept Update:BWIP Subtask 2.2 Data Inventory & 
Mgt” 

LOGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3379. 86/09/03. 
POHLE,J. Geotechnical Branch (Post 831001). 2pp. 37670:001-37670:087. 

-8810030109 "Data Mgt Rept Update:BWlP Subtask 2.2 Data Inventory & Mgt." 

* Terra Therma. Inc. FIN 0-1021. 86/09/30. NRC - No Detailed Affiliation Given. 
86pp. 37670:003-37670:087. 

8610030141 Proposes meeting on 860908 to review rept, “Techniques for Determining 
Probabilities of Events & Processes Affecting Performance of Geologic Repositories.” 
WASTLER,S.U Repository Projects Branch (Post 831001). FJN A-1165. 3294. 86/08/ 
12. HUNTER, R. Sandia National Laboratories. 3pp. 37669:332-37669:334. 

8810030179 Ack receipt of monthly progress rept for June 1986.Progress to date 
satisfactoiy.Plans for meetings to develop topical rept on objectives of site character- 
ization during FY87 dIscussed.N Coleman memo re SWIFT II training end. 

POHLE,J A Geotechnical Branch (Post 831001). FIN D-1021. 2738. 86/07/31. 
LOGSDON.M.J. Nuclear Waste Consultants, Inc. 2pp. 37669:323-37669:325. 

-8610030187 Announces training seminar on SWIFT II computer code.Listed docu- 
ments to be used in seminar available from author. Confirmation of attendance by 
860806 requested. 

COLEMAN, N.M. Geotechnical Branch (Post 831001). 86/07/23. NRC - No Detailed 
Affiliation Given. Ip. 37669:325-37669:325. 
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8610030189 Lists work to be performed under FIN A-1755 for 860715-0930, per 860709 
telcon.Task 1 involves investigation of numerical modeling application to borehole 
spalling & core disking. Task 2 applies to NRC personnel training in computer codes. 
PESHEL,J.J. Engineering Branch (Post 831001). FIN A-1755. 3172. 86/07/10. 
CRANWELL.R.M. Sandia National Laboratories. 2pp. 37669:321-37669:322. 

8610030227 Discusses 860612 monthly progress rept for technical assistance under 
NRC-02-85-009.Progress to date satisfactory.Comments on draft QA manual & notice 
of change in operation schedule on INEL CYBER encl.W/o end. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN D-1021. 2841. 86/07/07. 
LOGSDON, M.J. Nuclear Waste Consultants. Inc. Ip. 37682:165-37682:165. 

8610030288 Discusses review of Jul 1986 monthly progress rept for FIN B-0290, “Lab 
Evaluation of DOE Radionuclide Solubility Data & Selected Retardation 
Parameters, Experimental Strategies, Lab Techniques & Procedures." Progress ade- 
quate. 

BRADBURY.J.W. Geotechnical Branch (Post 831001). FIN B-0290. 2853. 86/08/28. 
JACOBS, G.K. Oak Ridge National Laboratory. Ip. 37669:288-37669:288. 

8610030392 Ack receipt of rept summarizing activities during month of June for FIN A- 
1755.Rept sufficiently addresses details necessary to effectively monitor contract.No 
changes to cost or delivery of contracted products authorized. 

PESHEL.J.J. Engineering Branch (Post 831001). FIN A-1755. 2773. 86/07/29. 
CRANWELUR.M. Sandia National Laboratories. 2pp. 37672:330-37672:331. 

8610060357 Comments on review of Jul 1986 Monthly Mgt Ltr 40 for FIN A-0294.Rnal 
rept on remote sensing study of Walker Lane & repts on geomorphio studies in Yucca 
Mountain vicinity still outstanding. 

BLACKFORD, M.E. Geotechnical Branch (Post 831001). FIN A-0294. 3174. 86/08/29. 
CHUNG, D. Lawrence Livermore National Laboratory. Ip. 38113:170-38113:170. 

8610060624 Comments on June progress rept for FIN A-4165.Methodology demonstra- 
tion & DOE environ assessment addressed. 

CHANG, K.C. Engineering Branch (Post 831001). FIN A.4165. 2764. 86/07/30. 
STEPHENS,K.W. Aerospace Corp. 2pp. 38114:001-38114:002. 

8610140198 Fonwards trip rept of 860917-18 visit to Silver Spring, MD to attend presen- 
tation of review of rock mechanics principles & discussion of outline for review ap- 
proach for selected sections of NNWSI site characterization plan. 

LORIG,L., HART,R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3385. 86/09/30. 
TIKTINSKY,D. Division of Waste Management. 19pp. 38222:014-38222:032. 

8610140212 Forwards review of ltr from JJ Linehan to DL Vieth re “Status of Open 
Items - Exploratory Shaft Design & Const Ltr From NRC Dtd 830414 & NNWSI 
Project/ NRC Meeting of 850828.^’ 

HART.R.D. ITASCA Consulting Group. Inc. FIN D-1016. 3384. 86/09/24. 
TIKTINSKY.D. Division of Waste Management. 4pp. 38221:351-38221:354. 

8610140216 Forwards reviews of “Regional Permeability Determinations From Limited 
Drill-Stem Test Data” & “Preliminary Results of Porosity & Permeability of Cores From 
DOE Wells in Palo Duro Basin, Texas Panhandle." 

WINTER, G. Williams & Associates. FIN D-1020. 3383. 86/09/22. POHLE.J, Division of 
Waste Management. 14pp. 38233:245-38233:258. 

8610140222 Forwards review of “Summary Rept on Geochemistry of Yucca Mountain & 
Environs." 

OSIENSKY,J. Williams & Associates. FIN D-1020. 3382. 86/09/17. POHLE,J. Division 
of Waste Management. 8pp. 38221:307-38221:314. 

8610140225 Forwards reviews of "Preliminary Simulation Model to Determine Ground- 
Water Flow & Ages Within Palo Duro Basin Hydrogeologic Province” & "Hydrogeolo- 

§ ic Subdivision of Wolfcamp Series & Pennsylvanian Sys of Eastern New Mexico.” 
/INTER, G. Williams & Associates. FIN D-1020. 3381. 86/09/16. POHLE,J. Division of 
Waste Management. 12pp. 38221:295-38221:306. 

8610140238 Forwards “Response to Selected Comments on Demonstration of Method- 
ology for Waste Package Performance Assessment, Jul 1986,” draft rept.Rept expand- 
ed to deal w/usefulness of methodology in licensing. 

STEPHENS.K.W. Aerospace Corp. FIN A-4165. 3380. 86/09/24. CHANG, K.C. NRC - 
No Detailed Affiliation Given. 6pp. 38233:239-38233:244. 

8610140399 Discusses monthly progress repts for FINs A-1757 & A-1158. Charges for 
Jul for both projects excessive & vouchers not approved.Problems w/disputed vouch- 
ers referred to Planning & Program Analysis staff for resolution. 

COLEMAN.N.M. Geotechnical Branch (Post 831001). FIN A-1158. 3389. 66/09/05. 
CRANWELL.R.M. Sandia National Laboratories. 2pp. 38233:284-38233:285. 

8610140411 Submits comments on LLL 860721 Monthly Mgt Ltr 39 summarizing 
progress under FIN A-0294 for June 1986,FIN A-0294 will be terminated at end of Oct 
within budget. 

BLACKFORD, M.E. Geotechnical Branch (Post 831001). FIN A-0294. 3387. 86/07/29. 
CHUNG, D. Lawrence Livermore National Laboratory. 2pp. 38233:286-38233:287. 


8610230077 "Preparation of Engineering Analysis for High Level Waste Packages in 
Geologic Repositories," monthly progress repts for Aug & Sept 1986. 

STEPHENS,K.W. Aerospace Corp. FIN A.4165-6. 3395. 86/09/17. CHANG, K.C. NRC 
- No Detailed AHiiiation Given. 44pp. 38334:087-38334:130. 

8610230107 "Technical Assistance in Geochemistry." monthly progress rept for Aug 
1986. 

JACOBS, G.K. Oak Ridge National Laboratory. FIN B-0287. 3392. 86/09/08. 
BROOKS,D.J. Geotechnical Branch (Post 831001). 4pp. 38335:130-38335:133. 

8610230114 Suppis 860609 comments re DOE 860430 memo "Review of NUREG/CR- 
4271." DOE needs to implement most NUREG recommendations. 

BLAND,W.M. Management & Technical Consulting. FIN D-1014. 3393. 86/09/11. 
DELLIGATn,M.S. Policy & Program Control Branch (Post 831001), 4pp. 38335:119- 
38335:129. 

8610230117 "Technical Assistance in Identification & Evaluation of Seismo-Tectonic 
Issues re Repository Site Characterization Plans.” Monthly Mgt Ltr Rept 1 for Aug 
1986. 

CHUNG.D.H., CUMMINGS, G.E. Lawrence Livermore National Laboratory. FIN A-0297. 
L-196. 86/09/10. BLACKFORD.M.E. Geotechnical Branch (Post 831001). 3pp. 
38334:084-38334:086. 

8610230225 "Evaluation & Compilation of DOE Waste Package Test Data,” monthly 
progress rept for Aug 1986.Curriculum vitae for HM Ondik & ER Plante end. 
INTERRANTE,C.G. commerce. Dept, of, National Bureau of Standards. FIN A-4171-6. 
3402. 86/09/16. WICK.E.A. Division of Waste Management. 11pp. 38342:175- 
38342:185. 

8610230245 Monthly progress rept for Aug 1986 re groundwater travel time. 
WILLIAMS.R.E. Williams & Associates. FIN D-1020, 3401. 86/09/05. POHLE.J. Divi- 
sion of Waste Management. 9pp. 38342:227-38342:235. 

8610240005 "Technical Assistance for In Situ Testing," monthly progress rept for Jul 

SINGH, M.M. Engineers International. Inc. FIN D-1004. 3400. 86/09/03. BUCKLEY. J.T. 
Division of Waste Management. 3pp. 38352:095-38352:097. 

8610240177 "Technical Assistance in Geochemistry," monthly progress ltr rept for Aug 
1986. 

JACOBS.G.K. Oak Ridge National Laboratory. FIN B-0287. 3403. 86/09/08. 
BROOKS, D.J. Geotechnical Branch (Post 831001). 25pp. 38353:247-38353:271. 

8610240186 Requests comments by 860916 re draft final rept for contract "Grouting 
Efficiency in Vertical Shafts." 

TAYLOR, C.D. Interior, Dept, of, Bureau of Mines. FIN B-6934. 3404. 86/09/02. 
BANAD NRC - No Detailed Affiliation Given. Ip. 38353:246-38353:246. 

8610240291 Monthly Progress Ltr Rept 29 for Aug 1986. 

FANNON.M.M. Weston Geophysical Corp. FIN D-1003. WGC-R531. 86/09/11. 
IBRAHIM.A. Geotechnical Branch (Post 831001). 2pp. 38354:188-38354:189. 

8610280592 Forwards "Suggested Issues for Workshop on Performance Assessment 
W/DOE/Hanford (Generalfy Applicable to Other Sites),” per request for short-term 
tochniQdi d8sist&nc0 

JACOBS,G.K. Oak* Ridge National Laboratory. FIN B-0287. 3408. 86/10/16. 
BROOKS, DJ. Geotechnical Branch (Post 831001). Ip. 38388:096-38388:099. 

-8610280597 LR-287-61 “Suggested Issues for Workshop on Performance Assessment 
W/ DOE/Hanford (Generally Applicable to Other Sites),” ltr rept. 

JACOBS.G.K., BLENCOE,J.G., KELMERS.A.D. Oak Ridge National Laboratory. FIN B- 
0287. 86/10/16. NRC - No Detailed Affiliation Given. 3pp. 38388:097-38388:099. 

8610290066 "Evaluation & Compilation of DOE Waste Package Test Data," monthly 
progress rept for Sept 1986. 

rNTERRANTE,C.G. Commerce, Dept, of, National Bureau of Standards. FIN A-4171. 
3411. 86/10/16. WICK,E.A. Division of Waste Management. 25pp. 38395:008- 
38395:032. 

8610290164 Requests short-term technical assistance under Task 4 of FIN A-4171-6, 
"Evaluation & Compilation of DOE Waste Package Test Data,” as detailed in encl.Ltr 
rept requested by 861010. 

WICK.E.A. Engineering Branch (Post 831001). FIN A-4171-6. 3416. 86/09/02. 
INTERRANTE.C.G. Commerce, Dept of, National Bureau of Standards. 6pp. 
38398:112-38398:117. 

8610290169 "Technical Assistance In Hydrogeology - Project B - Analysis." monthly 
progress rept for Sept 1986. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3412. 86/10/14. 
POHLE.J. Geotechnical Branch (Post 831001). 11pp. 38399:094-38399:104. 


8610220319 “Technical Assistance in Hydrogeology - Project B • Analysis," monthly 
progress rept for Aug 1986. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 96. 86/09/15. 
POHLe,J, Geotechnical Branch (Post 831001). 11pp. 38333:323-38333:333. 


8610290177 "NRC Technical Assistance for Design Reviews," Progress Rept 14 for 
Sept 1988. 

HART,R.D. ITASCA Consulting Group. Inc. FIN 0-1016. 3414. 86/10/13. 
TIKTINSKY.D. Division of Waste Management. 7pp. 38399:047-38399:053. 


8610230057 Comments on monthly ltr progress rept for May 1986 for FIN B-6985.No 
further attempts should be made to run Problem 5,1 or 5.3 using ADINAT & ADINA 
codes. 

BROOKS,P.P. Repositoiy Projects Branch (Post 831001). FIN 8-6985. 3394. 86/08/ 
28. ROSSELLE.C.J. CorSTAR Research. Inc. Ip. 38335:137-38335:137. 


8610290181 Forwards "Conceptual Model Evaluation (Update),NNWSl,Subtask 1.4, Rept 
2." Analysis of water loss in USW Q-1 & evaluation of unsaturated hydraulic proper- 
ties for alternative fracture sys proposed. 

LOGSDON, M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 105. 86/10/14. 
POHLEiJ. Geotechnical Branch (Post 831001). 2pp. 38399:076-38399:092. 


6610280Q6S Fonvards WPR-86(6810-01)-01, “Demonstration of Methodology for Waste 
Package Performance Assessment," final rapt dtd Sept 1986. 

STEPHENS.K.W. Aerospace Corp, FIN A-4165-6. 3390. 86/09/26. CHANG, K.a NRC 
- No Detailed Afmiation Given. Ip. 38334:329-38335:1 18. 

-8610230069 WPR-86(6810-01)-01 "Demonstration of Methodology for Waste Package 
Performance Assessment,” final rept. 

BOYARS, C., ULLER.G.. MOLER.R. Aerospace Corp. FIN A-4165-6. 86/00/30. NRC - 
No Dolled Affiliation Given. 149pp, 38334:330-38335:118. 

8610230075 Comments on monthly ltr progress rept for June 1986 for FIN B-6986.Prob- 
lem 5^ should replace Problems 6.1 & 5.3 for ADINAT/ ADINA benchmarking, 
BROOKS,P.P. Repositoiy Projects Branch (Post 831001). FIN B-6985. 3391. 86/08/ 
28. ROSSELLE.C. J. CorSTAR Research, Inc. 1 p. 38335:1 34-38335:1 34. 


-8610290187 "Conceptual Model Evaluation (Update), NNWSI, Subtask 1.4, Rept 2." 

* Nuclear Waste Consultants, Inc. 86/10/14. 16pp. 38399:078-38399:092. 

8610290190 “Demonstration of Laser Disc Technology for Licensing Records," monthly 
progress rept for Aug 1986. ,, . 

OTANO,H. Smithsonian Institution. FIN D-1046. 3405. 86/09/15. NRC - Nc Detailed 
Affiliation Given. 10pp. 36399:066-36399:075. 

8610290210 Forwards Ltr Rept LR-290-11. "Comments Concerning Krauskopf Review 
of Generic Technical Positions on Solubility & Sorption.” Aspects of radionuclide solu- 
bility & sorption re repository performance emphasized. 

JAdSOBS.G.K. Oak Ridge National Laboratory. FIN B-0290. 3406. 86/10/20. 
BRADBURY, J.W. Geotechnical Branch (Post 831001). rpp, 38399:054-38399:062. 
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8610300013 Requests review of SD-BWI-TA-015, "Groundwater Flow Modeling of Alter- 
native Repository Concepts." under Subtask 2.3 of NRC-02-85-009,FIN 6-1 021, by 
86 1031. Review will support design reviews & hydrogeologic needs. 

POHLE.J.A. Geotechnical Branch (Post 831001). FIN D-1021. 3419. 86/10/02. 
LOGSDON.M.J. Nuclear Waste Consultants, Inc. Ip. 38406:299-38406:299. 

8610300063 "Potential Erosion at Yucca Mountain Nuclear Waste Site," monthly Itr rept 
for Sept 1986. 

CHUNG, D.H. Lawrence Livermore National Laboratory. FIN A-0294. 3410. 86/09/26. 
BLACKFORD.M.E. Geotechnical Branch (Post 831001). 29pp. 38408:162-38408:199. 

8610300199 "Chapter 2 - Geoengineering, Site Characterization Plan for NNWSi (Pink 
Draft)." 

HART,R.D. ITASCA Consulting Group, Inc. FIN D-1016. 3409. 86/10/02. 
TIKTINSKY.D. Division of Waste Management. 18pp. 38407:070-38407:087. 

8610300292 Forwards final prospectus on proposed study on technical rewew of rock 
mechanics issues for BWIP. 

FtTZPATRICK,L. National Research Council. FIN B-6934. 3413. 86/08/28. 
DAHLEM.D.H. Energy. Dept. of. 3pp. 38407:093-38407:095. 

8610310014 Forwards trip rept of 860819-21 visit to Silver Spring, MD re training seminar 
on theory & use of SWIFT II computer code. 

LOGSDON,M.J. Nuclear Waste Consultants, Inc. FIN D-1021. 3417. 86/09/12. 
POHLE,J. Geotechnical Branch (Post 831001). 17pp. 3841 2:077-3841 2:092. 

8610310241 Requests performance of Task Orders 001 & 002 under Contract NRC-02- 
85-002, “Technical Assistance for Design Reviews." No changes to costs or delivery 
of contracted products authorized. 

TIKTINSKY,D.H. Engineering Branch (Post 831001). FIN D-1016. 3415. 86/09/02. 
HART,R. ITASCA Consulting Group, Inc. 2pp. 38421:131-38421:132. 

8610310254 Comments on "Procedure for Predicting Groundwater Travel Time," dtd 
86081 4.Several premises on worthiness of large & small scale tests & deterministic & 
stochastic models unsubstantiated. 

CODELL, R.B. Geotechnical Branch (Post 831001). FIN D-1020. 3421. 86/09/05. 
WILL1AMS,R. Williams & Associates. 8pp. 38421:112-38421:119, 

8610310259 Comments on monthly progress rept for Contract NRC-02-85-008. Progress 
to date satisfactory.No changes to cost or delivery schedule authorized. 

POHLE,J.A. Geotechnical Branch (Post 831001). FIN D-1020. 3418. 86/10/02. 
WILLIAMS, R.E. Williams & Associates. Ip. 38421:111-38421:111. 


XPORTLIC EXPORT AND IMPORT LICENSES 


8610090473 Requests Executive Branch position re Transnuclear.Inc application for li- 
- cense to export 381,119 kg normal U as UF6 for enrichment at 
Eurodif ,T ricastin, France. 

PETERSON,M.R. Assistant Director for Export/Import & International Safeguards. 86/ 
10/06. THORNE,C. Energy, Dept. of. Ip. 38183:096-38183:096. 

8610100019 Amend 1 to GE export license, increasing quantity to 4,390 kg U-235,con- 
talned in 145,770 kg U. a ^ 7 . » . 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. 6- 
10-86. 86/10/07. Ip. 38206:319-38206:319. 

8610100044 Forwards application for license to export 2,200 kg U to United 
Kingdom.Ltr of assurance required.W/o end. 

PETERSON,M.R. Assistant Director for Export/Import & International Safeguards. 86/ 
10/02. ROONEY. J. Energy, Dept. of. Ip. 38208:171-38208:171. 

861 0100 100 Amend 3 to GA Co export license,extending expiration date to 881031. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. lEL- 
1082. 86/10/02. 1p. 38208:159-38208:159. 

8610100298 Forwards application for license to export natural U to France. 

GRAY,D.A. Transnuclear, Inc. TNP 472. 86/10/01. MOORE, R.N. Office of Internation- 
al Programs, Director. Ip. 38212:357-38212:359. 


8610160060 Application to amend license to export 0.048 kg U-235, contained in 2.2 kg 
U,to United Kingdom. 

DUBOIS, 0. European Communities, Commission of. 86/10/06. ROONEY, J.M. Energy, 
Dept. of. Ip. 38275:204-38275:204. 

8610160061 Requests assistance in obtaining Itr of assurance for end 861002 applica- 
tion for export license.W/o end. 

PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. 86/ 
10/09. ROONEY. J. Energy, Dept. of. Ip. 38275:205-38275:205. 

8610160377 Application to amend license to export 18,300 kg U to Spain. 

HERSCH.M.M. Westinghouse Electric Corp. MMH-868. 86/09/02. PETERSON.M.M. 
Assistant Director for Export/Import & International Safeguards. Ip. 38275:222- 
38275-.222. 

8610160381 Application for license to export 193 kg U-235 as UF6,to Japan. 

OHYAMA,T. Mitsui & Co. (USA), Inc. (subs, of Mitsui & Co.. Ltd.). MBK-T2-R9. 86/10/ 
02. 1p. 38275:223-38275:223. 

8610160438 Application to amend license to export,extending expiration date from 
861231 to 891231, 

HERSCH.M.M. Westinghouse Electric Corp. MMH-887. 86/10/06. PETERSON.M.R. 
Assistant Director for Export/Import & International Safeguards. Ip, 38275:278- 
38275:278. 

8610200377 License for Westinghouse to export 0.048 kg U-235, contained in 2.2 kg 
U.to United Kingdom. 

PETERSON, M.R, Assistant Director for Export/Import & International Safeguards. 
MMH-883. 86/10/16. 2pp. 38299:009-38299:010. 

8610210267 Requests Executive Branch position re end Westinghouse 861006 applica- 
tion for extension of export license until 891231. 

PETERSON,M.R. Assistant Director for Export/Import & International Safeguards. 86/ 
10/14. THORNE, C. State, Dept. of. Bureau of Oceans & Inti. Environ. & Scientific Af- 
fairs. Ip. 38331:084-38331:085. 

8610210279 Amend 3 to GE Co export license, extending expiration date from 870101 to 
950101 & increasing quantity of matl authorized for export from 3,100 kg U-235 to 
9,750 kg U-235. 

PETER§ON,M.R. Assistant Director for Export/Import & International Safeguards. 
BHE 86-140. 86/10/16. Ip. 38319:033-38319:033. 

8610210290 Ucense for Westinghouse to export 1,917 kg U-235, contained in 73,173 kg 
U,to Spain. 

PETERSON, M.R. Assistant Director for Export/Import & International Safeguards. BX- 
1 0393-BW-AR8. 86/1 0/16. 2pp. 3831 5:326-3831 5:327. ; 

8610300299 Application for license to export 381,119 kg natural U,in form of UF6,to 
France. 

GRAY,bA Transnuclear. Inc. TNP 472. 86/10/27. 2pp. 38409:032-38409:033. ^ 

8610300300 Forwards application for license to export depleted U scrap to Canada. 
FAUST.H.M. Battelle Memorial Institute, Columbus Laboratories. 86/10/22. 
MCX)RE,R.N. Assistant Director for Export/Import & International Safeguards. Ip. 
38409:030-38409:031. 

•4B61 0300301 Application for license to export 250 kg U-235, contained in scrap slugs & 
rod sections, to Ontario.Canada. 

FAUST,H.M. Battelle Memorial Institute, Columbus Laboratories. SM-86-1. 86/10/22. 
Ip. 38409:031-38409:031. 

U1 0300306 Application for amend to license to export,extending expiration date for 3 
yrs. 

GRAY.DA Transnuclear, Inc. NUK-247. 86/10/27, MOORE, R.N. Assistant Director 
for Export/Import & International Safeguards. Tp. 38408:360-38408:360. 

8610310272 Informs that License XSNM-2271 may be issued.No matl changed circum- 
stances since issuance of License XSNM-1435. 

MOORE, R.N. Assistant Director for Export/Import & International Safeguards. 86/09/ 
24. Assistant Director for Export/Import & International Safeguards. 1p. 38421:108- 
38421:110. 


-8610100304 Application for license to export 381,119 kg natural U,in form of UF6 to 
France.End use statement end. 

GRAY,D.A Transnuclear. Inc. TNP 472. 86/10/01. 2pp. 38212:358-38212:359. 

8610100626 Informs that Amend 1 to Ucense XSNM-1906 may be issued.No matl 
changed circumstances since issuance of License XSNM-1227. 

MOORE, R.N. Assistant Director for Export/fmport & International Safeguards. 86/10/ 
06. Assistant Director for Export/Import & International Safeguards. 1p. 38212:360- 


-8610310283 License for Marubeni American Corp to export 687 kg U-235, contained in 
22.579 kg U, to Japan. k a 

PETERSON, M.R. Assistant Director for Export/Import 8 International Safeguards. 
2H0421. 86/09/25. 2pp. 38421:109-38421:110. 

8610310291 Ltr of assurance re export of 552 kg U-235,contained in 13,377 kg U.to 
Japan. 

OZAWA, M. Japan, Govt of. 86/09/17, HENOCH.W.W. Ener^, Dept. of. 1p. 


8610100637 Amend 2 to GA Co export license.extending expiration date to 880131. 
PETERSON.M.R. Assistant Director for Export/Import & International Safeguards. lEL- 
1 163. 86/10/02. Ip. 38220:151-38220:151; ^ 

8610100684 Ltr of assurance re Westinghouse application for export license. 

ALONSO, LG. Spain, Govt of. 86/09/19. HENOCH, W.W. Energy. Deot of. Id. 
38220:219-38220:219. ^ ^ 

8610100712 Ltr of assurance re export of 2,890 kg U-235, contained in 92,070 kg U.to 
Switzerland. 

DUBOIS, D. European Communities. Commission of. 86/09/30, HENOCH.W.W. 
Energy. Dept of. Ip. 38220:242-38220:242. 

8610140214 Ltr of assurance re application for Amend 3 to GE export license. 
GONZALESAL Spain, Govt of. 86/09/19. HENOCH.W.W. Energy, Dept of. Ip. 
38221 :231 -38221 :231 . 


8610310295 informs that Ucense )^M-2270 m*^ be issued.No mail changed circum- 
stances since issuance of Ucense XSNM-t433. 

MOORE,R.H- AssMant Director for ExfKWt/Import 8 Irrtemational Safegirards. 86/09/ 
24. Ass^smt Prector for Bq^rt/lmport 8 Internationa) Safeguard^. Ip. 38421 ri)52- 
38421:054. 


-8610310300 Ucepse for MteublsN Inti Corp to eoqjort 552 kg U-236, contained in 
13,377 If- ***^ ‘ 


P|7^S^.M4|L Assislaril Director for Bqjort/lmport 8 kiternatiorjal Safeguards. 


HSA-5486-04: 8^/25. 2ppi 38421:053^8421:054, 


8610310302 E><ecutive Bmncb posaion re Amend t to Ucense XMAT-0316 to add 
10,000 kg heavy water lor upgrading in ©ntario Hydro 8 return to 

US.LKtonse arnend should be 

MCXaOLDRtCiCF. Stale, Dej^ OL ^reau of Deeans 8 IrtiL Environ. 8 Sderrtific Af- 
fa^. 86/09/22. SH^J.R. Office of tntemational Programs, Director. Ip. 38421:055- 
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8610140395* 

50-315 

P 

ADENSAM.E.G. 

0610170152 

50-387 

P 

ALEXICH,M.P. 

8610200074 

50-315 

P 

ADENSAM,E.Q. 

8610220080 

50-397 

P 

ALEXICH,M.P. 

8610200379 

50-315 

Q 

ADENSAM,E.G. 

8610220084* 

50-397 

P 

ALEXICH,M.P. 

8610280042* 

50-315 

P 

ADENSAM,E.G. 

8610220337 

50-397 

F 

ALEXICH.M.R. 

8610070259 

50-316 

P 

ADENSAM,E.G. 

8610280257 

50-397 

F 

ALGER, D. 

8610240394* 

50-186 

F 

ADENSAM,E.G. 

8610280296 

50-397 

F 

ALGER.D.M. 

8610150346 

PRM 


ADENSAM,E.G. 

8610280334 

60-373 

P 

ALISON.L 

8610010322 

PR 


ADENSAM,E.G. 

8610280396 

50-373 

P 

ALURD,J.D. 

8610020015 

50-315 

S 

ADENSAM,E.G. 

8610290326 

50-373 

P 

ALLEMAN,S.A 

8610090397 

50-382 

S 

ADENSAM.E.G. 

8610290378* 

50-373 

P 

ALLEN.C.M. 

8610010611 

50-374 

Q 

ADENSAM,E.Q. 

8610300031 

50-410 

A 

ALLEN.C.M. 

8610020009 

50-374 

P 

ADENSAM,E.G. 

8610310012 

50-410 

A 

ALLEN,C.M. 

8610090188 

50-373 

P 

AFFOLTER,R.D. 

8610280571 

50-483 

S 

ALLEN,C.M. 

8610100595 

50-373 

P 

AFTERQOOD,S. 

8610240070 

PRM 


ALLEN, C.M. 

8610160471 

50-373 

Q 

AQ0STI,F.E 

8610080130 

50-341 

P 

ALLEN, C,M. 

8610170047 

50-373 

Q 

AQOSTI,F.E. 

8610080172 

PR 


ALLEN, C.M. 

8610220110 

50-373 

P 

AQOSTf,F,E. 

8610090048 

50-341 

P 

ALLEN.C.M. 

8610220114 

50-373 

F 

AQOSTI,F.E. 

8610090186 

50-341 

P 

ALLEN, C.M. 

8610270424 

50-374 

P 

AGOSTI,F.E. 

8610090206 

50-341 

Q 

ALLEN.C.M. 

8610270449 

60-373 

P 

AGOSTI,F.E. 

8610090221 

50-341 

Q 

ALLEN, C.M. 

8610270469 

50-373 

P 

AQOSTI,F.E. 

8610100524 

50-341 

V 

ALLEN, C.M. 

8610280008 

50-373 

P 

AGOSTI.F.E. 

8610140377 

50-341 

Q 

ALLEN, C.M. 

8610280580 

60-373 

P 

AQOSTI.F,E. 

8610150090 

50-341 

Q 

ALLEN,C.M. 

8610290065 

50-374 

P 

AGOSHRE. 

8610200155 

50-341 

P 

ALLEN, aM. 

8610290347 

50-373 

P 

AQOSTI,RE, 

8610210097 

50-341 

F 

ALLEN, T. 

8610080242* 

50-266 

Q 

AGOSTI.RE. 

8610220177 

50-341 

P 

ALLEN,T. 

8610270434* 

50-454 

Q 

AQOSTI,F.E* 

8610220404 

50-341 

Q 

ALONSO, LG. 

8610100684 

XPORTLIC 


AGOSTI.F.E. 

8610280583 

50-341 

P 

ALOOT,C.S. 

8610280146* 

FOIA 


AQRAWAL.A.K.^ 

861Q22Q339* 

50-443 

A 

ALOOT,C.S. 

8610280161* 

FOIA 


AHMAD.J. 

6610080416 

NUREG 


ALOOT,C.S. 

8610280225* 

FOIA 


AHO.G.D. 

8610080127 

40-8714 


ALOOT,C.S. 

8610280514* 

FOIA 


AHO.Q.D. 

86103(X)284 

40-8714 


ANDERS.W.A. 

8610280166* 

FOIA 


AINGER.K.A. 

8610010463 

50-455 

F 

ANDERSON, C.I. 

8610310143 

NUREG 


AINQER,K,A. 

8810(^0133 

50-455 

S 

ANDERSON, C.J. 

8610060298* 

50-269 

Q 

AINQER,K.A. 


50-454 

P 

ANDERSON, C.J. 

8610090159* 

50-213 

Q 

AiNQER.KA 

86101^^225 

50-455 

Q 

ANDERSON, C,J, 

8610140067* 

50-333 

Q 

AINGER,k.A. 

8610170096 

50-455 

Q 

ANDERSON, C.J. 

8610200036* 

50-219 

Q 

A1NGER,K.A 

8610170099 

50-454 

P 

ANDERSON, C.J. 

8610210034* 

50-443 

Q 


355 



3S6 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ANDERSON, CJ. 

8610270141* 

50-311 

Q 

ANDERSON, C.J. 

8610310127* 

50-410 

Q 

ANDERSON.JJ. 

8610090205 

50-286 

S 

ANDERSON.JJ. 

8610100391 

50-286 

S 

ANDERSON.JJ. 

8610170319 

50-286 

S 

ANDERSON.R.O. 

8610150529* 

50-263 

P 

ANDERSON.R.O. 

8610150531* 

50-263 

P 

ANDERSON.R.T. 

8610090251 

71-9204 


ANDERSON,R.T. 

8610270028 

PROJ 


ANDERSON, V. 

8610210195 

PR 


ANDREWS, R.L 

8610010387* 

50-285 

P 

ANDREWS.R.L 

8610020181 

PR 


ANDREWS.R.L 

8610020208 

60-285 

Q 

ANDREWS.R.L 

8610070103 

50-285 

Q 

ANDREWS.R.L 

8610070297 

50-285 

Q 

ANDREWS.R.L 

8610100260 

50-285 

S 

ANDREWS.R.L 

8610100315 

50-285 

Q 

ANDREWS.R.L 

8610100484 

50-285 

P 

ANDREWS, R.L 

8610170025 

50-285 

P 

ANDREWS, R.L 

8610200397 

50-285 

R 

ANDREWS.R.L 

8610210200 

50-285 

F 

ANDREWS,R.L 

8610210462 

50-285 

P 

ANDREWS.R.L 

8610220305 

50-285 

F 

ANDREWS.R.L 

8610270269* 

50-285 

Q 

ANDREWS.R.L 

8610270410* 

50-285 

P 

ANDREWS, R.L 

8610280552 

50-285 

Q 

ANDREWS, R.L 

8610290035 

50-285 

P 

ANDREWS, R.L 

8610290038 

50-285 

P 

ANDREWS,R,L 

8610310233 

50-285 

P 

ANDROLIA,W.L 

7905290709* 

FOIA 


ANDROUA.W.L 

8010290059* 

FOIA 


ANDROLIA,W.L 

8409200106* 

FOIA 


ANDROLIA.W.L 

8602280379* 

FOIA 


ANDRUS,NJ. 

8610060202 

40-4492 


ANG,W.P. 

8610220006* 

50-508 

Q 

ARMBRUSTER,J.G. 

8610290173 

NUREG 


ARMSTRONG, K.F. 

8610060258* 

50-445 

A 

ARMSTRONG, K.F. 

8610060263* 

50-445 

A 

ARON,SJ. 

8610100270 

FOIA 


ASHARE.M.B. 

8610200103 

50-322 

G 

ASHLEY, R.L 

8610010490 

50-312 

P 

ASMUND.V.C. 

8610240354 

70-984 


ASMUSSEN,K.E. 

8609120322 

50-163 

P 

ASMUSSEN,K.E. 

8610240117 

70-734 


ASSELSTINE,J.K. 

8610060475 

50-346 

F 

ASSELSTfNE,J.K. 

8610140031* 

FOIA 


ASSELSTfNE,J.K. 

8610160367* 

FOIA 


ATKINSON, M. 

8610210331 

PR 


ATTERIDGE,D.G. 

8610280339 

NUREG 


AU.T.Y. 

8610300135 

50-289 

G 

AUSTIN,G. 

8610220046 

50-295 

R 

AUSTIN,MA 

8610230257 

70-135 


AUTRY.V.R, 

8610240196* 

WASTE MGT 

AVERY 

8610240110 

PR 


AXELRAD,J. 

8610060252 

I&E 


AXELRAD.J. 

8610070529 

50-320 

Q 

AXELRAO,J. 

8610080063 

I&E 


AXELRAD.J. 

8610090450 

40-8027 


AXELRAD,J. 

8610140049 

50-72 

Q 

AXELRAD,J. 

8610160199 

40-8027 


AXELRAD,J. 

8610160361 

50-298 

Q 

AXELRAD,J. 

8610160368 

50-528 

Q 

AXELRAD.J. 

8610170038 

50-250 

Q 

AXELRAD,J. 

8610170040 

I&E 


AXELRAD,J. 

8610200042 

t&E 


AXELRAD,J. 

8610200141 

50-344 

Q 

AXELRAD,J.A 

8610200033 

50-289 

Q 

AXELRAD,M. 

8610150209 

70-364 


AXELRAD,M. 

8610150209 

70-364 


AXELRAD,M. 

8610240160 

70-364 


AXELRAD.M. 

8610240160 

70-364 


AXELRAD,M. 

8610240163* 

70-364 


AXELRADjM. 

8610240163* 

70-364 


AXELRAD.M. 

8610240167* 

70-364 


AXELRAD.M. 

8610240167* 

70-364 


AXELSON.N.S. 

8610210029 

PR 


AXELSON,W.L 

8610010328 

50-263 

F 

AXELSON,W.L 

8610020412 

50-282 

F 

AXELSON,W.L 

8610030165 

50-341 

S 

AXELSON,W.L 

8610070519 

I&E 


AXELSON,W.L 

8610200291 

5C 81 

Q 

AXELSON.W.L 

8610210349 

50-266 

Q 

AXELSON,W.L 

8610220463 

50-346 

F 

AXELSON,W.L 

6610220468 

50-341 

F 

AXELSON,W.L 

8610220470 

70-1308 


AXELSON,W.L 

8610230033 

50-315 

Q 

AXELSON.W.L 

8610230037 

50-341 

Q 

AXELSON,W.L. 

8610230072 

50-456 

Q 

AXELSON,W.L 

8610270244 

50-454 

Q 
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AX£LSON,W.L 

8610280076 

50-373 

F 

AXELSON,W.L 

8610280079 

50-454 

F 

AXELSON,W.L 

8610280089 

50-461 

S 

AXELSON.W.L 

AXELSON,W.L 

8610280591 

8610310185 

50-455 

I&E 

Q 

AYCOCK.S.L 

8610200326 

50-400 

H 

BACHMANN,R. 

8610270080 

50-446 

G 

BACKUS, R.A. 

8610100067 

50-443 

G 

BACKUS, R.A. 

8610100057 

50-443 

G 

BACKUS.R.A. 

8610100057 

50-443 

G 

BACKUS.R.A. 

8610100057 

50-443 

G 

BACKUS,R.A. 

8610240107 

50-443 

G 

BACKUS.R.A. 

8610240107 

50-443 

G 

BACKUS,R.A 

BADER.J.F. 

8610240112 

8610160202 

50-443 

PROJ 

G 

BAER.R.E. 

8610160012* 

50-458 

Q 

BAHR.J. 

8610210315 

50-247 

S 

BAtER,D.R. 

8610060489* 

50-498 

E 

BAILEY.H.D. 

8610270300* 

50-445 

A 

BAILEY.J.A 

8610070124 

50-424 

R 

BAILEY.JA 

8610070470 

50-424 

E 

BAILEY.JA 

8610090142 

50-424 

A 

BAILEY.JA 

8610090471 

50-424 

E 

BAILEY,JA 

8610100179 

50-424 

E 

BAILEY.JA 

8610100210 

50-424 

Q 

BAILEYJ.A. 

8610140299 

50-424 

A 

BAILEY.JA 

8610140356 

50-424 

E 

BAILEY,J.A 

8610150086 

50-424 

Q 

BAILEY.JA 

8610160354 

50-424 

A 

BAILEY.J.A 

8610160397 

50-424 

E 

BAILEY.JA 

8610170050 

50-424 

Q 

BAILEY.JA 

8610210060 

50-424 

F 

BAILEY,J.A 

8610210094 

50-424 

A 

BAILEY.JA 

8610210213 

50-424 

A 

BAILEY.JA 

8610220435 

50-424 

E 

BAILEY, J.A 

8610230217 

50-424 

E 

BA!LEY,JA 

8610230235 

50-424 

E 

BAILEY, J.A. 

8610240130 

50-424 

E 

BAILEY,JA 

8610270289 

50-424 

E 

BAILEY, JA 

8610270461 

50-424 

E 

BAILEY,J.A. 

8610280558 

50-424 

E 

BAILEY.JA 

8610260586 

50-424 

E 

BAILEY, J.A 

8610290300 

50-424 

F 

BAILEY.R. 

8610030448 

50-443 

S 

BAILEY,R. 

8610170289 

50-443 

S 

BAILEY,R. 

8610220428 

50-278 

S 

BAfLEY.R.J. 

8610100596* 

50-387 

Q 

BAILEY.R.J. 

8610280132* 

50-277 

Q 

BAIRD.J.B. 

8610150523* 

50-498 

Q 

BAK,W.R. 

8610090256* 

50-29 

P 

BAKER, O.K. 
BAKER.ET. 

8610270175* 

8610100417* 

50-390 

QA999 

A 

BAKER, K.R. 

8610200393* 

50-316 

S 

BAKER, K.R. 

8610240174 

50-315 

S 

BAKER, R. 

8610100610 

50-333 

S 

BAKER, R.D. 

8610090356 

50-366 

S 

BAKER.R.D. 

8610100002 

50-366 

S 

BAKER, R.O. 

8610150114 

50-366 

S 

BAKER.R.O. 

8610150163 

50-366 

S 

BAKER, R.D. 

8610160236 

50-366 

S 

BAKER.R.D. 

8610160252 

50-321 

S 

BAKER.R.D. 

8610240030 

50-321 

s 

BAKER,R.D. 

8610240032 

50-321 

s 

BAKER, R.D. 

8610240255 

50-366 

s 

BAKER, R.D. 

8610280416 

50-366 

s 

BAKER, R.D. 

BAKER, R.H. 
BAKER.S,J. 

8610280455 

8610100452 

8610060002 

50-366 

PR 

40-1162 

s 

BALU- 

8610160020* 

50-528 

Q 

BALLSJ. 

8610030411 

50-317 

P 

BALLARD, R.L 
BANQART,R.L 
BANQART,R.L 
BANK,M.I, 

8302250086* 

6610210406 

8610310088 

8610060274* 

50-275 

40-8027 

40-8027 

70-1396 

E 

BANNER,D. 

BARATELU,M.E. 

8610060171 

8610010018 

50-400 

PR 

H 

BAR6ER,G.S. 

8610070222* 

50-334 

V 

BARE,T. 

8610230262 

50-400 

H 

BARKHURST,R.P. 

8610020224 

50-382 

S 

BARKHURST,R.P. 

8610090397 

50-382 

S 

BARKHURST,R.P. 

8610200191 

50-382 

S 

BARKHURST.R.P. 

8610220018 

50-382 

S 

BARKHURST.R.P. 
BARNES, CR. 

8610310231 

8610030416 

50-382 

NUREG 

F 

BARNES,!. 

8610100672* 

50-445 

Q 

BARNES.!. 

8610270219* 

50-446 

Q 

BARNES,!. 

8610270236* 

50-445 

Q 

BARNES,!. 

8610270247* 

50-445 

0 

BARNES,!. 

8610270256* 

50-445 

Q 
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BARNES.W.C. 

8610280075* 

50-338 

R 

BERBERIAN,M.J. 

8610170039 

PT21 


BARNETT.J.E. 

8610060881 

50-412 

J 

BERCZYNSKl,S. 

8610160013 

50-295 

S 

BARR.K.P. 

8610030218 

50-327 

V 

BERG,W. 

8610100523 

PR 


BARR.K.P. 

8610080097 

50-259 

V 

BERKOW.H.N. 

8610010142 

50-182 

P 

BARR,R.C. 

8610060117* 

50-397 

Q 

BERKOW.H.N. 

8610080367 

50-2 

F 

BARRETT, LJ. 

8610060153* 

50-445 

A 

BERKOW,H.N. 

8610310025 

60-272 

F 

BARTH, C.A. 

8610100558 

50-400 

G 

BERLINGER,C. 

8610090242* 

FOIA 


BARTH,C.A. 

8610210069 

50-400 

G 

BERLINGER,C.H. 

8610220387 

TOPREP 


BARTLETT,B.L 

8610150186* 

50-482 

Q 

BERNERO,R.M. 

8610010128 

50-447 

A 

BARTLETT, B.L. 

8610270366* 

50-482 

Q 

BERNERO,R.M. 

8610010154* 

50-447 

A 

BARTON,JJ. 

8610090084 

50-219 

F 

BERNERO,R.M. 

8610010170* 

50-447 

A 

BARTON, JJ. 

8610200428 

50-219 

F 

BERNERO,R.M. 

8610070227 

50-461 

P 

BARTON,J.J. 

8610290010 

50-219 

F 

BERNERO,R.M. 

8610100624 

50-416 

P 

BASK1N,K.P. 

8610100533* 

FOIA 


BERNERO,R.M. 

8610220281 

50-219 

F 

BASKIN,K.P. 

8610270464 

50-206 

F 

BERNERO,R.M. 

8610220449* 

50-219 

P 

BASK1N,K.P. 

8610280094* 

50-206 

P 

BERNERO.R.M. 

8610230062 

50-10 

P 

BASKIN,K.P. 

8610280144* 

50-206 

P 

BERNHOFT,S. 

8610280469 

50-305 

S 

BASKIN,K.P. 

8610290021 

50-206 

R 

BERRY,K.W. 

8610070433 

PR 


BASS,J.C. 

8610280565* 

50-424 

E 

BERRY,K.W. 

8610090045 

50-255 

P 

BASSE, B. 

8610010360 

WASTE RES 

BERRY,K.W. 

8610090292 

50-255 

Q 

BATCHELDER,J.G. 

8610020342 

PR 


BERRY,K.W. 

8610100045 

50-255 

Q 

BATES, J.W. 

8610060031* 

70-27 


BERRY,K.W. 

8610140298 

50-155 

P 

BATES, J.W. 

8610070296* 

70-1151 


BERRY,ICW. 

8610170066 

50-165 

P 

BATES, J,W. 

8610220217* 

70-143 


BERRY,K.W. 

8610210080 

50-155 

F 

BAUBLITZ,J.E. 

8610300095 

WASTE MGT 

BERRY,K.W. 

8610270452 

50-255 

P 

BAUER,E,G. 

8610240150* 

50-352 

P 

BERRY,K.W. 

8610300414 

PR 


BAUER, P. 

8610170299* 

50-498 

A 

BERTLING,R.J. 

8610020175 

QA999 


BAUER,SA 

8610150047 

50-344 

S 

BERTOCCLU. 

8610020417 

WASTE RES 

BAUER,S.A. 

8610210006 

50-344 

S 

BESS,J.E. 

8610200363* 

50-498 

Q 

BAUMAN, L 

8610300316 

50-445 

A 

BESSIAS,C.A. 

8610230224 

50-400 

H 

BAX,R.L 

8610020145 

50-254 

S 

BETTENHAUSEN,L 

8610060839* 

50-31 1 

Q 

BAX,R.L 

8610090062 

50-265 

S 

BEVELAQUA,J. 

8610060441 

50-320 

F 

BAX,R,L 

8610090302 

50-254 

S 

BHArr.K,C. 

8610220442* 

50-443 

A 

BAXTER,TA 

8610200114 

50-400 

G 

BHATr,K.C. 

8610220453* 

50-443 

A 

BAXTER.T.A. 

8610200114 

50-400 

G 

BHATT,K.C. 

8610220461* 

50-443 

A 

BAYER,G.M. 

8610220453* 

50-443 

A 

BIANCHM.W. 

8610060968* 

50-322 

G 

BAYER,G.M. 

8610220461* 

50-443 

A 

BIBB,H.E. 

8610280491* 

50-335 

Q 

BAZIN,J. 

8610060349 

CONTRACT 


BICEHOUSE,H.J. 

8610150488* 

50-354 

Q 

BAZIN,J.P. 

8610020361 

CONTRACT 


BICEHOUSE,H.J. 

8610270453* 

50-387 

Q 

BAZIN, J.P. 

8610030489 

CONTRACT 


BICKEUE. 

8610230262 

50-400 

H 

BAZIN.J.P. 

8610060374 

CONTRACT 


BIELINSKI,M.J. 

8610100167 

50-155 

R 

BAZZARRE,T.A. 

8610310271 

50-400 

H 

BILHORN,S.G. 

8610240007 

WASTE MGT 

BEACH,A.B. 

8610220466 

50-263 

Q 

BlLHORN,S.G. 

8610240017 

WASTE MGT 

BEACH,A.B. 

8610270024 

50-312 

Q 

BILLINGTON,S.T. 

8610160130 

PR 


BEACH, B. 

8610070529 

50-320 

Q 

6INDER,L 

8610240072 

PR 


BEAHM.D.M. 

8610100402* 

50-461 

P 

BIRO,P.E. 

8610280262* 

FOIA 


BEAN.T. 

8610010045 

PR 


BIRELEY,R.G. 

8610100508 

50-354 

S 

BEARDSLEY, H. 

8610100739 

PR 


BIRELY,R.G. 

8610210362 

50-354 

S 

BEASLEY.C. 

8610270272* 

50-445 

A 

BIRELY,W.C. 

8610020076 

50-277 

S 

BEATTY,B. 

8610310271 

50-400 

H 

BIRELY,W.C. 

8610240179 

50-278 

S 

BECK,J.W. 

8610070042* 

50-445 

A 

BIRLEY,R.G. 

8610080031 

50-354 

S 

BECK, J.W. 

8610080400* 

50-445 

A 

BIRLEY,R.G. 

8610100217 

50-354 

S 

BECK.J.W. 

8610080427* 

50-445 

A 

BIRLEY,R.Q. 

8610100403 

50-354 

S 

BECK,J,W. 

8610080441* 

50-445 

A 

BIRLEY,R.G. 

8610140236 

50-354 

S 

BECK,J.W. 

8610080459* 

50-445 

A 

BIRLEY,R.G. 

8610160295 

50-364 

S 

BECKJ.W. 

8610080470* 

50-445 

A 

B1RLEY,R.G. 

8610210244 

50-354 

S 

BECK.J.W. 

8610080491* 

50-445 

A 

BIRLEY,R.G. 

8610280547 

50-354 

S 

BECK.J.W. 

8610080493* 

50-445 

A 

BtSBEE,G.D. 

8610100052 

50-443 

G 

BECK,J.W. 

8610080495* 

50-445 

A 

BISHOP.G.K. 

8610100205 

50-400 

H 

BECK,J.W, 

8610080496* 

50-445 

A 

BISHOP,T.W. 

8610140353 

50-275 

P 

BECKHAM,J.T. 

8610090442 

50-321 

Q 

BISHOP,T.W. 

8610210368* 

FOIA 


BECKMAN.D.A. 

8610150409* 

50-293 

Q 

BISHOP,T.W. 

8610240282* 

50-275 

T 

BECKMAN,J.W. 

8610270207* 

50-445 

A 

BISHOP,W.A. 

8610140053 

WASTE MGT 

BECKMAN.J.W. 

8610270333* 

50-445 

A 

BISHOP.WA 

8610150376 

PR 


BECKMAN,J.W. 

8610270345* 

50-445 

A 

BISHOP,WA 

8610230165 

WASTE MGT 

BEEDLOW,PA. 

8610030408 

NUREG 


BISSETT,P. 

8610140121* 

50-352 

Q 

BEESON, N. 

8610080247 

PR 


BIZARK,RJ. 

8610080122 

50-445 

G 

BEHNKE,C. 

8610270404 

50-317 

R 

B|ZZAK,RJ. 

8610080496* 

50-445 

A 

BEHRENS,P. 

8610280447 

50-272 

R 

BLACKFORD, M.E 

8610010057 

WASTE RES 

BEILMAN,T.P. 

8610200382* 

50-316 

S 

BLACKFORD,M.E. 

8610060357 

WASTE RES 

BELANGER, J.L. 

8610240375* 

50-186 

Q 

BLACKFORD.M.E. 

8610140411 

WASTE RES 

BELCHER, G. 

8610010266 

PR 


BLACKWOOD.E.B. 

8610270204* 

50-445 

A 

BELISLE,GA 

8610020380* 

50-400 

Q 

BUCKWOOD,E.B. 

8610270237* 

50-445 

A 

BELISLE.GA 

8610070554* 

50-400 

Q 

BLAIR, M.G. 

8610060143* 

70-135 


BELiSLE.G.A. 

8610100784* 

50-424 

Q 

BLAIR, M.G. 

8610060190* 

FOIA 


BELISLE,G.A. 

8610310204* 

50-424 

Q 

BLAIR, M.G. 

8610060195* 

FOIA 


BELUE.K. 

8610240045 

PR 


BLAtR.M.G, 

8610060200* 

FOIA 


BELUJ. 

8610150396* 

50-320 

Q 

BLAIS,N,F. 

8610170044* 

50-508 

A 

BELURA 

8610230252* 

PROa 


BUKE,JJ. 

8610030541* 

50-269 

Q 

BELUR.L. 

8610280561* 

50-416 

P 

BLAKE, J.J. 

8610090368* 

50-259 

Q 

BELL,S. 

8610290418 

CONTRACT 


BLAKE,JJ. 

8610150503* 

50-424 

Q 

BELMORE,C.I, 

8610010507* 

50-219 

R 

BLAKE,JJ. 

8610160204* 

50-280 

Q 

BENDER, M. 

8610280510 

ACRS 


BLAKE,JJ. 

8610160379* 

50-424 

Q 

BENDER,M. 

8610280510 

ACRS 


BLAKE.JJ, 

8610210379* 

50-413 

Q 

BENNETT, W.R, 

8610280432* 

50-458 

Q 

BLAKEJJ. 

8610220161* 

50-259 

Q 

BENNETT, W.R. 

8610280484* 

50-458 

Q 

BLAKE.JJ. 

8610270390* 

50-416 

Q 

BENNEn,W.a 

8610310085* 

60-267 

Q 

BLAKE.J.J. 

8610270403* 

50-416 

Q 

BENNISH.S. 

8610240315 

50-188 

Q 

BLAKE, J.W. 

8610100657 

50-247 

P 

BENTSON,N.E. 

8610280324* 

FOIA 


BLAND.W.M. 

8610230114 

WASTE RES 
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BLASS, QJ. 

8610240098 

50-322 

G 

BLATT,M. 

8610220134 

50-247 

S 

BLENCOE.J.G. 

8610280597* 

WASTE RES 

BLESSING.JJ. 

8610240380* 

50-320 

P 

BLICKWEDEHUR. 

8610230252* 

PROJ 


BUND.AA 

8610090175 

50-315 

S 

BLOCH.P.B. 

8610080264 

50-445 

G 

BLOUGH 

8610160114 

50-219 

S 

BLOUGHA 

8610060179* 

50-289 

Q 

BLOUGHA 

8610200016* 

50-289 

Q 

bloughar. 

8610080227 

50-289 

R 

BLOUGHAR. 

8610090521 

50-289 

Q 

BLOUGH.A.R. 

8610100447 

50-289 

R 

BLOUGH, A.R. 

8610140326 

50-289 

P 

bloughar. 

8610210027* 

50-219 

Q 

bloughar. 

8610210422 

50-289 

R 

BLOUGH,A.R. 

8610240328 

50-289 

R 

BLOUGH.R. 

8610090443 

50-219 

S 

BLOUNT, T. 

8610290010 

50-219 

F 

BLUBAUGH,R. 

8610100788 

40-3453 


BLUBAUGH,R.E 

8610030483 

40-3453 


BLUBAUGH.R.E 

8610030465 

40-3453 


BLUM.M. 

8610310274 

PR 


BLUMBERG.N. 

8610080253* 

50-412 

Q 

BOEHLERT.S. 

8610280461* 

50-410 

H 

BOERRIGTER,E. 

8610240110 

PR 


BOLCH,M. 

8610270267* 

50-413 

F 

BONNEAU.C. 

8610150531* 

50-263 

P 

BONSER.B.R. 

8610020077* 

50-348 

Q 

BONSER,B.R. 

8610270419* 

50-348 

Q 

BOOKER.J.E 

8610020166 

50-458 

S 

BOOKER,J.E. 

8610030198 

50-458 

S 

BOOKER.J.E. 

8610080365 

50-458 

S 

BOOKER.J.E. 

8610080390 

NUREG 


BOOKER.J.E 

8610090193 

50-458 

F 

BOOKER, J.E 

8610100448 

50-458 

S 

BOOKER,J.E. 

8610100456 

50-458 

S 

BOOKER.J.E 

8610100462 

50-458 

S 

BOOKER.J.E 

8610150075 

50-458 

S 

BOOKER,J.E 

8610160223 

50458 

Q 

800KER,J,E. 

8610160311 

50458 

P 

BOOKER, J.E 

8610210160 

50458 

S 

BOOKERJ.E. 

8610210237 

50458 

S 

BOOKERJ.E. 

8610220042 

50458 

R 

BOOKER.J.E. 

8610270287 

50458 

S 

BOOKER,J.E. 

8610270408 

50458 

S 

BOOTH,LF. 

8610200310* 

PR 


BORC)ENICK,B.M. 

8610060242 

50-322 

G 

BORDENICK,B.M. 

8610060250 

50-322 

G 

BORDENICK.B.M, 

8610080292 

50424 

G 

BORDENICK,B.M. 

8610080295* 

50424 

G 

BORDENICK,B.M. 

8610100759 

50-322 

G 

BORDENICK.B.M. 

8610200216 

50-322 

G 

BOREN.D.L 

8610220269* 

40-8027 


BORN,G.S. 

8610070199 

70-152 


BORROWS.J.D. 

8610170084 

50-334 

H 

BOSCX).C. 

8610070170 

40-6659 


BOSKEY.B. 

8610210301* 

50-348 

M 

BOSKEY.B. 

8610210301* 

50-348 

M 

BOSNAK,R. 

8508080150* 

50-276 

P 

BOSNAK.R. 

8610080334* 

50-323 

P 

BOSNAK.RJ. 

8403120292* 

50-440 

Q 

BOSNAK,RJ. 

8505230266* 

50-275 

P 

BOSNAK.RJ. 

8507250244* 

60-275 

P 

BOSNAK,RJ. 

8508160097* 

50-275 

P 

BOSNAK.R.J. 

8511250004* 

50-275 

P 

BOSNAK,RJ. 

8610100193* 

50-275 

P 

BOSSOm,L 

8610240065* 

50456 

T 

BOST,D-G. 

8610280538* 

50416 

P 

BOSTED,C. 

8610160020* 

50-528 

Q 

BOUCHER, B. 

8610310274 

PR 


BOUKNIGHT,JA 

8610210046 

50-348 

M 

BOUKNIGHT,JA 

8610210046 

50-348 

M 

BOULTON, as. 

8610090131* 

50-445 

A 

BOURNIA.A 

8610010506 

50-373 

P 

80WEN,MA 

8610230121 

27-39 


BOWHERSAV. 

8610010035 

PR 


BOWMAN, B. 

8610300387 

PR 


BOYARS, C. 

8610230069* 

WASTE RES 

BOYD,C.C. 

8610220089 

70-27 


BOYD,C.C. 

8610240004 

70-27 


BOYD,aC. 

8610270017 

70-27 


80YD,aC. 

8610160467* 

50-237 

Q 

BOYDAC. 

8610200302* 

50409 

Q 

BOYD,aC. 

8610310273* 

50-254 

Q 

BOYEaV.S. 

8610200306* 

PR 


BOYER,V.S. 

8610200306* 

PR 


BRADBUBY.aa 

8610200160* 

50-327 

p 

BRADBiaiY.aa 

8610200164* 

50-327 

P 
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BRADBURY, C.D. 

8610200169* 

50-327 

P 

BRADBURY,J.W. 

8610030288 

WASTE RES 

BRADBURY,R.B. 

8610090273 

PR 


BRADFORD.W.H. 

8610020077* 

50-348 

Q 

BRADFORD.W.H. 

8610270419* 

50-348 

Q 

BRADFUTE,J.O. 

8511110348* 

FOIA 


BRADISH,T.R. 

8610010460 

50-528 

S 

BRADISH.T.R. 

8610020079 

50-529 

S 

BRADISH,T.R. 

8610060472 

50-528 

S 

BRADISH,T.R. 

8610090052 

50-529 

S 

BRADISH,T.R. 

8610090319 

50-528 

S 

BRADISH,T.R. 

8610150513 

50-529 

S 

BRADISH.T.R. 

8610170080 

50-528 

S 

BRADISH.T.R. 

8610210156 

50-528 

S 

BRADISH.T.R. 

8610210266 

50-528 

S 

BRAD1SH,T.R. 

8610240391 

50-529 

S 

BRADISH.T.R. 

8610280375 

50-529 

s 

BRADISH.T.R. 

8610300367 

50-528 

s 

BRADISH.T.R. 

8610300393 

50-528 

s 

BRADLEY.D.R. 

8610030211 

NUREG 


BRADLEY,EJ. 

8610020353 

50-277 

F 

BRADLEY.EJ. 

8610070486 

50-277 

P 

BRADLEY.E.J. 

8610090331 

50-278 

P 

BRADLEY,E.J. 

8610090335* 

50-278 

P 

BRADLEY,E.J. 

8610160389 

50-277 

P 

BRADLEY.E.J. 

8610220023 

50-277 

P 

BRADLEY.EJ. 

8610220119 

50-352 

P 

BRADLEY.EJ. 

8610240148 

50-352 

P 

BRADLEY.E.J. 

8610240150* 

50-352 

P 

BRADLEY.T. 

8610060326 

50-312 

H 

BRADY.R.J. 

8610150348* 

FOIA 


BRADY,R.J. 

8610150361* 

FOIA 


BRADY.R.J. 

8610290259* 

FOIA 


BRAGDON,P. 

8610270211 

50-288 

Q 

BRAY.T,C. 

8610280137 

50-297 

s 

BREGNI,LP. 

8610010600 

50-341 

S 

BREGNI,LP. 

8610090155 

50-341 

S 

BREGNI.L.P. 

8610090293 

50-341 

S 

BREGNI,LP. 

8610140145 

50-341 

R 

BREGNi,LP. 

8610200062 

50-341 

S 

BREGNI,LP. 

8610210488 

50-341 

$ 

BRENNER.R.A. 

8610150501 

PR 


BRESLAU.B.A. 

8610160176* 

50-498 

Q 

BREWER, D.R. 

8610210405* 

50-250 

Q 

BREY.H.L. 

8610160119 

50-267 

P 

BREY,H.L. 

8610160284 

50-267 

P 

BREY,H.L 

8610270467 

50-267 

P 

BREY,H.L. 

8610280507 

50-267 

P 

BREY,H.L 

8610280525 

50-267 

P 

BRICH,R.F. 

8610020309 

WASTE MGT 

BRICH.R.F. 

8610020512 

40-8084 


BRICH,R.F, 

8610030002 

40-3453 


BRICH,R.F. 

8610030216 

40-8084 


BRICH,R.F. 

8610030507 

40-8681 


BRICH,R.F. 

8610070091 

40-8084 


BRICH,R.F. 

8610080189 

40-8084 


BRICH,R.F. 

8610080291 

40-8084 


BRICH,R.F. 

8610080300 

40-8084 


BRICH.R.F. 

8610100307 

WASTE MGT 

BRICH.R.F. 

8610100481* 

40-8681 


BRICH,R.F. 

8610220311 

WASTE MGT 

BRIGGS,L. 

8610080337* 

50-354 

Q 

BRIGGS, L 

8610270116* 

50-410 

Q 

BRIGGS.L.E. 

8610210378* 

50-334 

Q 

BRIGGS.W.H. 

8505310082* 

50-275 

P 

BRITT,L.F. 

8610240323 

50-322 

P 

BRITZ,D.J. 

8610090302 

50-254 

S 

BROCARD.D.N. 

8610010076* 

ORG 


BROCARD.D.N. 

8610010081* 

ORG 


BROCHMAN.P.G. 

8610160022* 

50-455 

Q 

BROCK.M.T. 

8610100057 

50-443 

G 

BROCK, M.T. 

8610150113 

50-443 

G 

BROCK,M.T. 

8610150113 

50-443 

G 

BROCK,S. 

8610270448 

50-400 

H 

BROCKMAN, J.E. 

8610030404 

NUREG 


BRODSKY, A. 

8610060350 

NUREG 


BRODY,M. 

8610210195 

PR 


BRONS,J.C. 

8610010112 

PR 


BRONS,J.C. 

8610080172 

PR 


BRONS,J.C. 

8610090489 

50-286 

P 

BRONS,J.C. 

8610200353 

NUREG 


BRONS,J.C. 

8610200389 

50-333 

P 

BRONS,J.C. 

8610200416 

50-286 

P 

BRONS,J.C. 

8610200419* 

50-286 

P 

BRONS,J.C. 

8610220012 

50-286 

P 

BRONS.J.C. 

8610220016 

50-333 

P 

BRONS.J.C. 

8610220020* 

50-333 

P 

BRONS.J.C. 

8610300247 

50-333 

Q 

BRONS,J.C. 

8610300385 

50-333 

Q 
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BRONS.J.C. 

8610310111 

50-333 

P 

BRUST.F. 

8610070135 

NUREG 


BRONS,J.C. 

8610310116* 

50-333 

P 

BRYANT,J.C. 

8610020315* 

50-269 

Q 

BRONSON, F.L 

8610200310* 

PR 


BRYSON, J.W. 

8610030418 

NUREG 


BRONSTEIN,D.S. 

8610060437 

50-443 

G 

BUCHANAN, C.R. 

8610060162* 

FOIA 


BRONSTEIN.D.S. 

8610060650 

50-443 

G 

BUCHANAN,C.R. 

8610060165* 

FOIA 


BRONSTEIN,D.S. 

8610240072 

PR 


BUCKLES, J.A. 

8610080048 

50-315 

J 

BROOKS.B. 

8610210395 

NUREG 


BUCKLEY, B.C. 

8109300471* 

50-275 

P 

BROOKS, C.R. 

8610100542* 

50-259 

Q 

BUCKLEY,B.C. 

8610220348 

50-400 

F 

BROOKS.D.J. 

8610010099 

WASTE RES 

BUCKLEY, B.C. 

8610220366 

50-400 

A 

BROOKS.D.J. 

8610020318 

WASTE RES 

BUCKLEY,B.C. 

8610240397 

50-400 

H 

BROOKS,L. 

8610170268* 

40-8760 


BUCKLEY,B.C. 

8610270274 

50-400 

H 

BROOKS, PP. 

8610230057 

WASTE RES 

BUCKLEY,J.T. 

8610010535 

WASTE RES 

BROOKS,PP. 

8610230075 

WASTE RES 

BUCKLEY,J.T. 

8610020160 

WASTE RES 

BROOKS.R.E. 

8610280059 

QA999 


BUCKLEY,J.T. 

8610020295 

WASTE RES 

BROOME.E.C. 

8610210059 

50-272 

S 

BUCKLEY.J.T. 

8610140048 

WASTE MGT 

BROWN, B.E. 

8610140045* 

40-8027 


BUCKMAN,F.W. 

8610090054* 

50-255 

P 

BROWN,G.A. 

8610150296* 

50-528 

Q 

BUCKMAN,F.W. 

8610270456* 

50-255 

P 

BROWN.H.H. 

8610140266 

50-322 

G 

BUDIG,G.A. 

8610290227 

50-148 

F 

BROWN.H.H. 

8610140266 

50-322 

G 

BUDNIT2.R.J. 

8610200386* 

CONTRACT 


BROWN.H.H. 

8610210085 

50-322 

G 

BULLOCK.N.A. 

8610170251 

50-400 

H 

BROWN,H.H. 

8610210085 

50-322 

G 

BUNDY.H.F. 

8610160176* 

50-498 

Q 

BROWN, H.H. 

8610220219 

50-322 

G 

BUNDY.H.F. 

8610200381* 

50-382 

Q 

BROWN,H.H. 

8610220219 

50-322 

G 

BUNDY,H.F. 

8610310157* 

50-382 

Q 

BROWN,H.H. 

8610240213 

50-322 

G 

BUNNELL.LR. 

8610020282 

NUREG 


BROWN, H.H. 

8610240213 

50-322 

G 

BUNTING,J.O. 

8610030013 

WASTE MGT 

BROWN, H.H. 

8610240218 

50-322 

G 

BUNTING, J.O. 

8610140101* 

40-8027 


BROWN, H.H. 

8610240218 

50-322 

G 

BUNTING,J.O. 

8610240157 

WASTE MGT 

BROWN,H.H. 

8610240218 

50-322 

G 

BURACZEWSKI,S. 

8610080115 

PR 


BROWN.H.H. 

8610240218 

50-322 

G 

BURANDT,C. 

8610220235 

FOIA 


BROWN,H.H. 

8610280135 

50-322 

G 

BURCH,D.E. 

8610060718 

50-333 

S 

BROWN.H.H. 

8610280135 

50-322 

G 

BURDA,A.J. 

8610300320 

NUREG 


BROWN,H.H. 

8610290287 

50-322 

G 

BURDICK.G.R. 

8503120576 

50-344 

S 

BROWN,H.H. 

8610290287 

50-322 

G 

BURDICK,T.M. 

8610070111* 

50-254 

V 

BROWN, N. 

8610060441 

50-320 

F 

BURDICK,T.M. 

8610100438* 

50-455 

V 

BROWN,N. 

8610060532 

50-289 

F 

BURDICK, T.M. 

8610100692* 

50-341 

V 

BROWN, R.A. 

8610290317* 

FOIA 


BURGER, A.L 

8610200326 

50-400 

H 

BROWN,W.B. 

8610030126 

70-371 


BURGER,C. 

8610270111 

50-269 

S 

BROWN,W.L. 

8610080088* 

50-482 

Q 

BURGESS,B.L. 

8610030016* 

50-255 

Q 

BROWN,W.L 

8610080196* 

40-8905 


BURGESS,B.L 

8610170311* 

50-315 

Q 

BROWN,W.M. 

8610010144 

PR 


BURGESS, B.L. 

8610270439* 

50-295 

Q 

BROWNING, R.E. 

8610140172* 

WASTE MGT 

BURKE,S. 

8610030262 

PR 


BROWNING, R.E. 

8610230061 

WASTE MGT 

BURKHARD,K.J. 

8610170299* 

50-498 

A 

BROWNLEE,V, 

8610070009 

50-369 

F 

BURLING.G.W. 

8610240110 

PR 


BROWNLEE,V.L. 

8610010191 

50-280 

Q 

BURLINGEME,D. 

8610100749 

PR 


BROWNLEE.V.L 

8610010197* 

50-280 

Q 

BURMEISTER,B. 

8610100462 

50-458 

S 

BROWNLEE,V.L 

8610010477 

50-321 

Q 

BURNETT,P.T. 

8610030370* 

50-413 

Q 

BROWNLEE,V.L 

8610020019 

50-280 

S 

BURNETT,R.F. 

8610090286* 

50-275 

P 

BROWNLEE,V.L. 

8610020038 

50-321 

F 

BURNS.S.G. 

8405210299* 

50-275 

P 

BROWNLEE.V.L 

8610020132 

50-369 

F 

BURNS,S.G. 

8610210101 

50-456 

G 

BROWNLEE, V.L 

8610020142 

50-424 

Q 

BURNSIOE.W.G. 

8610290252* 

FOIA 


BROWNLEE, V.L 

8610020311 

50-269 

Q 

BURRIS,S.P. 

8610060085* 

50-400 

Q 

BROWNLEE,V.L 

8610020466 

50-338 

Q 

BURRIS,S.P. 

8610280310* 

50-400 

Q 

BROWNLEE,V.L. 

8610030358 

50-413 

Q 

BURROWS, K. 

8610240319 

50400 

H 

BROWNLEE,V.L 

8610030530 

50-269 

Q 

BURSTEIN.S. 

8506170610* 

FOIA 


BROWNLEE, V.L 

8610060356 

50-321 

Q 

BURSTEIN,S. 

8610070502 

50-266 

S 

BROWNLEE.V,L 

8610070083 

50-424 

Q 

BURSTEIN,S. 

8610100208 

50-266 

Q 

BROWNLEE,V.L. 

8610070207 

50-413 

Q 

BURTON,H.S. 

8610100749 

PR 


BROWNLEE,V.L. 

8610070444 

50-424 

V 

BURTON, T.M. 

8610280082 

50-10 

Q 

BROWNLEE, V.L. 

8610080492 

50-413 

Q 

BUSCH,R.D. 

8610020057 

50-252 

V 

BROWNLEE.V.L 

8610100064 

50-424 

Q 

BUSCH,R.D. 

8610220019 

50-252 

P 

BROWNLEE.V.L 

8610100290 

50-338 

Q 

BUSH,K.J. 

8610010032 

WASTE MGT 

BROWNLEE,V.L. 

8610100514 

50-424 

Q 

BUTCHER,E. 

8610100125* 

50-275 

P 

BROWNLEE, V.L 

8610150068 

50-280 

Q 

BUTCHER, R.C. 

8610290429* 

50416 

Q 

BROWNLEE,V.L 

8610160043 

50-338 

P 

BUTLER W,R. 

8610300065* 

50416 

P 

BROWNLEE.V.L 

8610160198 

50-280 

Q 

BUTLER, W.R. 

8610030205* 

0416 

P 

BROWNLEE, V.L. 

8610160371 

50-424 

Q 

BUTLER, W.R. 

8610070279* 

o0461 

P 

BROWNLEE, V.L 

8610160375* 

50-424 

Q 

BUTLER, W.R. 

8610150281* 

50416 

P 

BROWNLEE, V.L. 

8610160430 

50-321 

Q 

BUTLER,W,R. 

8610150498 

50416 

Q 

BROWNLEE,V.L. 

8610210342 

50-321 

Q 

BUTLER, W.R. 

8610170196 

50440 

Q 

BROWNLEE,V.L 

8610210354 

50-424 

Q 

BUTLER,W.R. 

8610170209 

50458 

P 

BROWNLEE,V.L 

8610210365 

50-413 

Q 

BUTLER, W.B. 

8610170211* 

50458 

P 

BROWNLEE,V.L 

8610220417 

50-424 

Q 

BUTLER.W.R, 

8610170243 

50-440 

P 

BROWNLEE, V.L. 

8610270066 

50-280 

Q 

BUTLER, W.R. 

8610280544* 

50-416 

P 

BROWNLEE.V.L 

8610270111 

50-269 

S 

BUTLER, W.R. 

8610300035* 

50416 

P 

BROWNLEE, V.L 

8610270423 

50-338 

Q 

BUTTERFIELD, L. 

8610300176 

TOPREP 


BROWNLEE, V.L 

8610280109 

50-269 

F 

BUXTON, LD. 

8610290267 

NUREG 


BROWNLEE,V.L. 

8610310202 

50-424 

Q 

BYERS.R.K. 

8610290267 

NUREG 


BRUEMMER,$.M. 

8610280339 

NUREG 


BYRD,R. 

8610010452 

50-416 

S 

BRUGGER,R.M. 

8610030184 

50-186 

P 

BYRD,R. 

8610030176 

50416 

S 

BRUGQER,R.M. 

8610240360* 

50-186 

Q 

BYRD, a 

8610100412 

50416 

s 

BRUGGER,R.M. 

8610240361* 

50-186 

Q 

BYRD,R. 

8610210204 

50416 

s 

BRUGGER,R.M. 

8610240369* 

50-186 

Q 

BYRD,a 

8610230035 

50416 

s 

BRUNET.J,R. 

8610100251 

50-255 

F 

BYRD,R. 

8610240019 

50416 

s 

BRUNET,J.R, 

8610100257 

50-255 

F 

BYRD,R, 

8610240119 

50-416 

s 

BRUNET, J.R. 

8610210363 

50-255 

F 

BYRD,B. 

8610290062 

50416 

s 

BRUNQARDT,R. 

8610090327 

50-298 

$ 

CAHILL.W.J, 

8610070535 

50-458 

Q 

BRUNGARDT,R. 

8610090333 

60-298 

S 

CAHILL,W.J. 

8610140357 

50-458 

F 

BRUNGARDT.R.L 

8610220459 

50-298 

S 

CAHILL, W.J. 

8610160094* 

50458 

Q 

BRUSTP. 

8610030416 

NUREG 


CAHILLWJ. 

8610200218* 

50458 

Q 
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CAIN.C.L. 

8610080355 

l&E 


CAIN.C.L 

8610160309* 

40-8027 


CAIN.C.L 

8610310099* 

40-8027 


CAISON.W. 

8610170251 

50-400 

H 

CAKE.E.L 

8610170251 

50-400 

H 

CALANDRA.A. 

8610240110 

PR 


CALDWELUC. 

8610090438 

50-362 

S 

caldwellj.l 

8610020471* 

50-338 

Q 

CALDWELLJ.L 

8610270425* 

50-338 

Q 

CALDWELL, R.A. 

8610070088* 

50-482 

Q 

CALVO.J,A. 

8610080225* 

50-445 

A 

CALVO,J.A. 

8610270050 

TOPREP 


CAMERON.W.A. 

8506240678* 

70-135 


CAMPBELUD.L 

8610280142* 

50-302 

P 

CAMPBELL.S.E. 

8610030105 

PR 


CAMPBELL, T.G. 

8610080115 

PR 


CAMPBELL, T.G. 

8610160308 

50-313 

Q 

CANPHER.LC. 

8610200103 

50-322 

G 

CANTRELL, F.S. 

8610100542* 

50-259 

Q 

CAP.J.L 

8610010501* 

50-312 

P 

CAPONE.D.W. 

8610200073 

50-483 

Q 

CAPPUCCI.A.J. 

8609190070* 

50-312 

P 

CAPSTICK,R.W. 

8610080269 

50-271 

P 

CAPSTICK,R.W. 

8610100031 

50-271 

Q 

CAPSTICK,R.W. 

8610140305 

50-271 

P 

CAPSTICK.R.W. 

8610160474 

50-271 

P 

CAPSTICK,R.W, 

8610200144 

50-271 

P 

CAPSTICK,R.W. 

8610230213 

50-271 

P 

CAPSTICK.R.W. 

8610240133 

50-29 

P 

CAPSTICK.R.W. 

8610280022 

50-271 

P 

CAPSTICK,R.W. 

8610280033 

50-271 

P 

CARAHER,D. 

8610030413 

NUREG 


CARAHER.D. 

8610210404 

NUREG 


CAREY, J.J. 

8609250259 

50-412 

A 

CAREY.J.J. 

8610020045 

PR 


CAREY.J.J. 

8610020109 

50-334 

F 

CAREY, J.J. 

8610070221 

50-412 

A 

CAREY, J.J. 

8610070230* 

50-334 

V 

CAREY, J.J. 

8610090220 

50-412 

A 

CAREY, J.J. 

8610100102 

50-334 

R 

CAREY, J.J. 

8610140047 

50-334 

R 

CAREY.J.J. 

8610140408 

50-412 

Q 

CAREY,J,J. 

8610170191 

50-412 

E 

CAREY, J.J. 

8610200300 

50-412 

S 

CAREY.J.J. 

8610200359 

50-412 

s 

CAREY,J.J. 

8610290139 

50-412 

E 

CARFAGNO.S.P. 

8607170071* 

50-245 

P 

CARLSON, D.M. 

8610240335* 

50-186 

Q 

CARLSON, D.M. 

8610240342* 

50-186 

Q 

CARLSON, R.T. 

8610060837* 

FOIA 


CARNEY, M. 

8610060563* 

70-364 


CARNS.M.S. 

8610310217 

50-382 

S 

CARNWATH.M. 

8610310274 

PR 


CARPENTER,D,R. 

8610160176* 

50-498 

Q 

CARPENTER, T.G. 

8610020371* 

CONTRACT 

CARRINGTON,M. 

8610090101* 

50-275 

P 

CARTER.L.J. 

8610280197* 

50-247 

U 

CARTER,R.S. 

8610010486 

50-184 

P 

CARTER, R.S. 

8610070522 

71-5942 


CARTER,T.F. 

8610140192* 

FOIA 


CARY,M.L. 

8610010066 

PR 


CASEY.S.M. 

8610150109 

50-322 

G 

CASEY,S.M. 

8610150109 

50-322 

G 

CASEY, S.M. 

8610240222 

50-322 

G 

CASEY.S.M. 

8610240222 

50-322 

G 

CASEY, S.M. 

8610240225* 

50-322 

G 

CASEY, S.M. 

8610240225* 

50-322 

G 

CASEY,S.M. 

8610240227* 

50-322 

G 

CASEY,aM. 

8610240227* 

50-322 

G 

CASEY, S.M. 

8610240229* 

50-322 

G 

CASEY, S.M. 

8610240229* 

50-322 

G 

CASEY.S.M. 

8610240231* 

50-322 

G 

CASEY, S.M. 

8610240231* 

50-322 

G 

CASEY.S.M. 

8610240234* 

50-322 

G 

CASEY,S.M. 

8610240234* 

50-322 

G 

CASEY.S,M. 

8610240236* 

50-322 

G 

CASEY, S.M. 

8610240236* 

50-322 

G 

CASEY, S.M. 

8610240239* 

50-322 

G 

CASEY, S,M. 

8610240239* 

50-322 

G 

CASEY.S.M. 

8610240240* 

50-322 

G 

CASEY, S.M. 

8610240240* 

50-322 

G 

CASEY, S.M. 

8610240243* 

50-322 

G 

CASEY,S.M. 

8610240243* 

50-322 

G 

CASEY, S,M. 

8610240244* 

50-322 

G 

CASEY.S.M. 

8610240244* 

50-322 

G 

CASEY.S.M. 

8610240247* 

50-322 

G 

CASEY.S.M, 

8610240247* 

50-322 

G 

CASEY.S.M. 

8610240248* 

50-322 

G 
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CASEY,S.M. 

8610240249* 

50-322 

G 

CASEY,S.M. 

8610240249* 

50-322 

G 

CASEY,S.M. 

8610240251* 

50-322 

G 

CASEY,S.M. 

8610240251* 

50-322 

G 

CASHWELL.P. 

8610170251 

50-400 

H 

CASTRO,B. 

8610020145 

50-254 

S 

CATCHPOLE,G.J. 

8610290137 

40-8926 


CATCHPOLE.G.J. 

8610290196* 

40-8926 


CATTON,!. 

8610280584 

ACRS 


CELEBREZZE.A.J. 

8610240211 

50-440 

G 

CERAME,P. 

8610240072 

PR 


CHAFFEE.A.E. 

8610060099 

50-397 

Q 

CHAFFEE,A.E. 

8610070179 

50-312 

Q 

CHAFFEE.A.E. 

8610150205 

50-344 

Q 

CHAFFEE,A.E. 

8610220005 

50-508 

Q 

CHAURON,P.R. 

8610200326 

50-400 

H 

CHAMBERLAIN.O. 

8610280484* 

50-458 

Q 

CHAMBERS,R.K. 

8610060151* 

FOIA 


CHAMBRE.P.L. 

8610140176* 

WASTE MGT 

CHAMBRE.P.L. 

8610140181* 

WASTE MGT 

CHAN.D.W. 

8610200312* 

PR 


CHAN.T.L 

8610020275 

50-344 

S 

CHAN,T.L 

8610070254 

50-344 

P 

CHAN,T.L 

8610150249 

50-344 

P 

CHAN.T.L 

8610220350 

50-344 

F 

CHANDLER.LJ. 

8610100140* 

50-275 

P 

CHANDLER,LJ. 

8610100149* 

50-275 

P 

CHANDLER.LJ. 

8610100164* 

50-275 

P 

CHANDLER,LJ. 

8610100175* 

50-275 

P 

CHANDLER,LJ. 

8610100187* 

50-275 

P 

CHANDLER.LJ. 

8610100220* 

50-323 

P 

CHANDLER.LJ. 

8610210397* 

50-275 

G 

CHANDLER,L.J. 

8610210407* 

50-275 

G 

CHANDLER.LJ. 

8610210439* 

50-275 

G 

CHANDLER,L.J. 

8610210460* 

50-275 

G 

CHANDLER.L.J. 

8610220367 

50-275 

G 

CHANDLER,W. 

8510170192* 

50-275 

Q 

CHANDLER.W. 

8510180113* 

50-275 

P 

CHANG.K.C. 

8610030003 

WASTE RES 

CHANQ.K.C. 

8610060624 

WASTE RES 

CHARNLEY.J.S. 

8610060110* 

50-265 

P 

CHARNLEY.J.S. 

8610240161 

TOPREP 


CHARNLEY.J.S. 

8610240198 

TOPREP 


CHATTIQNY,J.R. 

8610020130 

PR 


CHELKO.M. 

8610060471* 

70-364 


CHEN,S.J. 

8610060308* 

50-445 

A 

CHERNY.F. 

8507230242* 

50-275 

P 

CHERNY.F.C. 

8504250240* 

50-440 

P 

CHERNY, F.C. 

8506130249* 

50-275 

P 

CHERRY.M.M. 

8101290035* 

50-329 

G 

CHEUNG, LS. 

8610140067* 

50-333 

Q 

CHEUNG.LS. 

8610310127* 

50-410 

Q 

CHIANGI,N.J. 

8610280203 

50-400 

S 

CHIANGI,N.J. 

8610280214 

50-400 

S 

CHICK.S.W. 

8610270260 

50-206 

P 

CHIDAKEL.S.S. 

8610240109 

40-8027 


CHIDAKELS.S. 

8610290360* 

40-8027 


CHIDAKEL,S.S. 

8610300269 

40-8027 


CH1LK.S.J. 

7906290547* 

FOIA 


CHILK.S.J. 

8610010070 

40-8027 


CHiLK.S.J. 

8610010116 

50-352 

G 

CHILK,S.J. 

8610010164 

50-440 

G 

CHILK,S.J. 

8610060414 

40-8027 


CHILK,S.J. 

8610060448 

50-341 

P 

CHIU<.S.J. 

8610070309 

FOIA 


CHILK,S.J. 

8610090003* 

FOIA 


CHILK,S.J. 

8610090472 

FOIA 


CHILK,S.J. 

8610100348 

FOIA 


CHILK,S.J. 

8610100679 

50-352 

G 

CHILK.S.J. 

8610100713 

50-352 

G 

CHILK.S.J. 

8610140185* 

FOIA 


CHILK.S.J. 

8610160422 

10CFR 


CHILK.S.J. 

8610170008 

10CFR 


CHILK.S.J. 

8610170011 

FOIA 


CHILK,S.J. 

8610170247* 

FOIA 


CHILK,S.J. 

8610200132 

50-352 

G 

CHILK,S.J. 

8610210001 

PRM 


CHILK,S.J. 

8610210071 

50-352 

G 

CHILK,S.J. 

8610210078 

40-8027 


CHILK.S.J. 

8610210227 

FOIA 


CHILK.S.J. 

8610210306 

PRM 


CHILK.S.J. 

8610210308* 

PRM 


CHILK.S.J. 

8610220471 

FOIA 


CHILK.SJ. 

8610230181 

10CFR 


CHILK.S.J. 

8610240036 

50-400 

G 

CHILK.S.J. 

8610270065 

50-352 

G 

CHILK,S.J. 

8610290081 

50-267 

F 

CHILK.S.J. 

8610290312 

50-400 

G 

CHILK.S,J. ■ 

8610300380 

PRM 
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CHILK.SJ. 

8610280233 

40-8027 


CHOPRA,B. 

8610210412 

50-346 

s 

CHOULES,N.C. 

8610270100* 

50*456 

Q 

CHRISTIANO.T. 

8610210195 

PR 


CHRISTMAN,J.N. 

8610280216 

50-322 

G 

CHRISTMANJ.N. 

8610280216 

50-322 

G 

CHRISTMANJ.N. 

8610300129 

50-322 

G 

CHRISTMANJ.N. 

8610300129 

50-322 

G 

CHRISTOFFER,G. 

8610230086* 

50*456 

c 

CHRISTOFFER.G. 

8610240375* 

50-186 

Q 

CHRISTOFFER,G. 

8610240379* 

50-186 

Q 

CHRISTOFFER,G. 

8610240383* 

50-186 

O 

CHUNG.D.H. 

8610020070 

WASTE RES 

CHUNG, D.H. 

8610230117 

WASTE RES 

CHUNG.D.H. 

8610300063 

WASTE RES 

CHUNGJ.W. 

8610200036* 

50-219 

Q 

CHURCHILL, B.W. 

8610200091 

50-289 

G 

CHURCHILL, B.W. 

8610200091 

50-289 

G 

CHURCHILL,B.W. 

8610280247 

50-424 

G 

CHURCHILL,B,W. 

8610280247 

50-424 

G 

CHYTILO,M. 

8610100785 

PR 


CIOFFIJ. 

8610210398* 

50-423 

Q 

CIOFFIJ.A. 

8610310278* 

70-371 


CLAGETT,K. 

8610010066 

PR 


CLARK,A.T. 

8610300408 

PROJ 


CLARK,C. 

8610220293* 

50-530 

Q 

CURKJ.R. 

8610100416* 

70-143 


CURKJ.R. 

8610240245 

70-143 


CLARK,P.R. 

8610080477 

PR 


CLARK, R.G. 

8610100320* 

50-255 

V 

CLARK, RJ. 

8610070356 

50-260 

P 

CLARK, RJ. 

8610170270 

50-259 

P 

CLARK, RJ. 

8610300182 

50-259 

P 

CUY,E.U 

8610220289* 

70-27 


CLEARY, T. 

8610100671 

50-423 

S 

CLEARY,T. 

8610280516 

50-423 

S 

CLEMENT, R.F. 

8610160382 

40-8786 


CLEMENTS,W.L 

8610140347 

50-322 

G 

CLEMENTS,W.L. 

8610200228 

50-443 

G 

CLEMONS,P. 

8610080052* 

50-387 

Q 

CLEMONS.P. 

8610210489* 

50-387 

Q 

CLEVELANDJ.C. 

8610070262 

NUREG 


CLEVELANDJ.W. 

8610090420* 

CONTRACT 


CLIMER 

8610140339 

50-316 

R 

CLIMER 

8610140340 

50-315 

R 

CLIMER 

8610200305 

50-315 

R 

CLIMER 

8610210322 

50-316 

R 

CLINE,W.E. 

8610020340* 

70-27 


CUNE.W.E. 

8610060850* 

50-302 

Q 

CLINE, W.E. 

8610220209 

70-143 


CLINE.W.E. 

8610220287 

70-27 


CLINE, W.E. 

8610270188 

70-1113 


CLINE,W.E, 

8610270373 

70-1113 


COATESJ. 

8610080054* 

50-271 

P 

COBB,L.I. 

8601300059* 

40-8027 


COCHRAN, H. 

8610080163 

PR 


COCHRELUR, 

6610290251 

NUREG 


CODELL,R. 

8610020011 

WASTE MGT 

CODELL,R.8. 

8610310254 

WASTE RES 

COE,D. 

8610090470* 

50-134 

V 

COE,D. 

8610210269* 

50-320 

V 

COFFINJ. 

6610100641 

50-341 

F 

COFFINJ. 

8610160077 

50-341 

F 

COFFINJ. 

8610270040 

50-341 

F 

COFFINJ. 

8610270043 

50-341 

F 

COFFINJ. 

8610290150 

60-341 

F 

COFFINJ.A. 

8610070214 

50-341 

F 

COFFIN, J.A. 

8610160066 

50-341 

F 

COFFIN, J.A, 

8610160229 

50-341 

F 

COFFIN, J.E 

8610200153 

50-341 

F 

COFFMAN, F.D. 

8508010232* 

50-323 

P 

COHEN, L 

8610210401 

NUREG 


COHEN, UK. 

8610170003 

REQGD 


COLBURN, T.G. 

8607220151 

50-266 

P 

COLBURN.T.Q. 

8610080354 

50-266 

P 

COLBURN, T.Q. 

8610220408 

50-266 

P 

COLE,CA 

8610270193* 

50-445 

A 

COLEMAN.N.M. 

8610020304 

WASTE RES 

COLEMAN.N.M. 

8610030187* 

WASTE RES 

COLEMAN, N.M. 

8610140399 

WASTE RES 

COLEMAN, R. 

8610060930 

CONTRACT 


COLEMAN, R. 

8610300310 

50-10 

P 

COLEMAN,R. 

8610300357 

CONTRACT 


COLEMAN, W. 

8610270278 

70-364 


COLEMAN, W.L 

8610240405 

70-135 


COLEMAN, W.L 

8610270004 

70-364 


COUENY,a 

8610300387 

PR 


COLEY,J.U 

8610030541* 

50-269 

Q 

COLEY, J.L. 

8610160204* 

50-280 

Q 


ACCESSION SUBJECT 
NUMBER CATEGORY 


COLLINS, D. 
COLLINS, D.M. 
COLLINS, D.M. 
COLUNS,D.M. 
COLLINS.D.R. 

COLLINS, J.C. 
COLLINS,J.C. 
COLLINS,L 
COLLINS, M. 
COLLINS.M. 

COLLINS, M. 
COLLINS,P.F. 
COLLINS, T.E 
COLLINS,T.R. 
COLLINS.T.R. 

COLLOPY.TJ. 
COLOMBO, R.W. 
COLOMBO.R.W. 
COLOMBO, R.W. 
COLOMBO, R.W. 

COLOMBO, R.W. 

COLPITTS.C.M. 

CON.V.N. 

CONDIT,R. 

CONDIT,T.B. 

CONDON, C. 

CONGEDO,T.V. 

CONKLIN.C. 

CONKUN,C. 

CONKLIN,a 

CONKLIN.C. 

CONLON.T. 

CONLON,T.E. 

CONLON.T.E. 

CONLON,T.E. 

CONLON,T.E. 

CONLON,T.E. 

CONLON.TE 

CONLON,T.E. 

CONLON,T.E 

CONLON,T.E. 
CONLON,T.E. 
CONNELL,EC. 
CONNELL,E.C. 
CONNELL, K.H. 

CONNELLY.S.R. 
CONNELLY, S.R. 
CONNELLY,S.R. 
CONNELLY,S.R. 
CONNELLY.S.R. 

CONNER,T.B. 
CONNER, T.B. 
CONNOR.L 
CONNOR, L 
CONRAD, P. 

CONROY,R. 
CONSTABLE,G.L 
CONSTABLE, G.L 
CONSTABLE, G.L 
CONSTABLE,G.L, 

CONTE, R. 
CONTE, R. 
CONTONI.J. 
CONVERSE,RJ. 
CONVERSE, RJ. 

CONVERSE,R.J. 
CONVERSE, RJ. 
CONVERSE, RJ. 
CONWAY, J. 
CONWAY.R.E 

CONWAY,R,E. 
CONWAY, R.E. 
CONWAY, R.E 
CONWAY, R.E 
COOK,F.R. 

COOK,F,R. 

COOK.F.R. 

COOK,F.R. 

COOK,F,R, 

COOK,J. 

COOK,J. 

COOKJW. 

COOK,K.W. 

COOK,K.W. 

COOK,KW. 

COOK,KW. 

COOK,K,W, 

COOK,KW. 

COOK,K.W. 


8610150396* 

8610080035 

8610270071* 

8610280318 

8610280270* 

8610070479* 

8610070482* 

8610240110 

8610090153 

8610100247 

8610240330 

8610060173 

8610080352 

8610010205* 

8610220068 

8610240252 

8610070536 

8610070555 

8610170219 

8610280402 

8610310046 

8610060761* 

8607170071* 

8610310248 

8610100544 

8610150134 

8610090078* 

8610100305* 

8610210389* 

8610270378* 

8610310246 

8610100293* 

8610010376* 

8610100427* 

8610100522* 

8610150522* 

8610210343* 

8610210357* 

8610210445* 

8610220296* 

8610270359* 

8610280099* 

8610080258 

8610080278 

8610200326 

8610090197* 

8610100389* 

8610170257* 

8610280340* 

8610280373* 

8610220254 

8610220254 

8610030494 

8610100329 

8610270448 

8610060126 

8610160176* 

8610160359* 

8610200381* 

8610310157* 

8610060179* 

8610200016* 

8610220180* 

8610060718 

8610100599 

8610100610 

8610160247 

8610230151 

8610150233* 

8610020017 

8610240238 

8610270444 

8610280251 

8610310071 

8610030174 

8610140106 

8610140207 

8610150189 

8610150328 

8610160247 

8610300241 

8610200370 

8610070234 

8610070351 

8610070459 

8610070465 

8610080181 

8610090430 

8610100101 


50*320 Q 

70*143 

50-280 Q 

MiSC 

FOIA 

CONTRACT 

CONTRACT 

PR 

50*302 F 

50*302 F 


70*371 

50*312 S 

50*312 S 

50-312 P 

50*312 S 

50*312 S 

CONTRACT 
50-245 P 

FOIA 
QA999 

WASTE MGT 
50-348 P 

50-244 Q 

50*244 Q 

50-309 Q 

50-29 F 

50-338 Q 

50*416 Q 

50-424 Q 

50-424 Q 

50-302 Q 

50*321 Q 

50-424 Q 

50-400 Q 

50-400 Q 

50-424 Q 

50*424 Q 

50*275 G 

50-275 G 

50-400 H 


50-352 G 

50*352 G 

50-250 Q 

50-461 A 

50-400 H 

70*135 

50*498 Q 

50-498 Q 

50*382 Q 

50-382 Q 

50*289 Q 

50*289 Q 

60*341 P 

50*333 S 

50*333 S 

50-333 S 

50*333 R 

50-333 Q 

QA999 

50-424 K 

70-3040 
50*424 Q 

50*424 Q 

50-424 K 

WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50-333 R 


50-382 P 

50-382 P 

50-382 P 

50-382 P 
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COOK,K,W. 

8610100248 

50-382 

P 

CCX)K,K.W. 

8610100512 

50-382 

V 

COOK.K.W. 

8610100642 

50-382 

P 

COOK.K.W. 

8610140017 

50-382 

P 

COOK.K.W. 

8610150026* 

50-382 

Q 

COOK,K.W. 

8610160268* 

50-382 

Q 

COOK.K.W. 

8610160272* 

50-382 

Q 

COOK,K.W. 

8610160406 

50-382 

F 

COOK.K.W, 

8610200366 

50-382 

R 

COOK.K.W. 

8610210236 

50-382 

P 

COOK.K.W. 

8610210250 

50-382 

P 

COOK.K.W. 

8610240079 

50-382 

P 

CCX>K.K.W. 

8610240095 

50-382 

P 

CCX)K.K.W. 

8610290059 

50-382 

P 

COOK. K.W. 

COOL, D.A. 

8610310221 

8607090362 

50-382 

40-8027 

P 

COOLEY, MJ. 

8610200153 

50-341 

F 

COOLEY.RA 

8610160087* 

50-382 

V 

COONEY.M.J. 
COONEY, MJ. 

8610100455 

8610150302 

50-278 

70-364 

P 

COONEY.MJ. 

' 8610150368 

50-277 

Q 

COONEY.MJ. 

8610160370 

50-277 

F 

COONEYpMJ. 

8610210003 

50-352 

Q 

COONEY,MJ. 

8610210049 

50-277 

P 

COOPER, W.T. 

8610100279* 

50-324 

Q 

COPLAN,W.M. 
COPUS, E.R. 
CORREIA.R.P. 
CORRE!A,R.P. 
C0RRE1A,R.P. 

CORUN,J.W. 

COSTELLO.F. 

COSTELLO,F. 

8610220401 

8610030211 

8610080263* 

8610160403* 

8610270160* 

8610080155* 

8610060873* 

8610210079 

WASTE MGT 
NUREG 

QA999 

QA999 

QA999 

71-9102 

FOIA 

I6E 

COSTELLO,J.B. 

8610230085* 

50-280 

F 

COSTELLO.J.B. 

8610230091* 

50-280 

F 

COSTELLO.J.B. 

8610230098* 

50-280 

F 

COSTELLO.J.B. 

8610230100* 

50-280 

F 

COSTELLO.J.B. 

8610230102* 

50-280 

F 

COSTELLO,J.B. 

8610230104* 

50-280 

F 

COSTELLO.J.B. 

8610230105* 

50-280 

F 

COSTELLO.J.B. 

8610230108* 

50-280 

F 

COSTELLO,J.B. 

8610230110* 

50-280 

F 

COSTELLO.J.B. 

COSTELLO,NJ. 

COSTLEY.WJ. 

COSTNER, P. 
COSTNER.P. 
COSTNER, P. 
COTrER.BP. 
COTTER,B.P. 

8610230113* 

8610240111 

8610080155* 

8610220391 

8610300294 

8610300297 

8610080266* 

8610090035* 

50-280 

PR 

71-9102 

40-8027 

FOIA 

FOIA 

PR 

70-364 

F 

COTTER.B.P. 

8610100311 

50-322 

G 

COTTER,B.P. 

8610220099 

50-322 

G 

COTTER, B,P. 

8610220102 

50-322 

G 

COnER,B.P. 

8610220111 

50-322 

G 

COUNSIL,W.G. 

8609240064 

50-445 

S 

COUNSIL,W.G. 

8610020101 

50-445 

A 

COUNSIL,W.G. 

8610060067 

50-445 

A 

COUNSIUW.G. 

8610060239 

50-445 

S 

COUNSIL,W.G. 

8610060271 

50-445 

S 

COUNSIUW.G. 

8610060345 

50-445 

S 

COUNSIUW.G. 

8610060404 

50-445 

S 

COUNSIUW.G. 

8610060449 

50-445 

s 

COUNSIUW.G. 

8610060470 

50-445 

s 

COUNSIUW.G. 

8610070039 

50-445 

A 

COUNSIUW.G. 

8610070128 

50-445 

S 

COUNSIL,W.G. 

8610080449* 

60-445 

Q 

COUNSIUW.G. 

8610090011 

50-445 

S 

COUNSIUW.G. 

8610090024 

50-445 

S 

COUNSIUW.G. 

8610090027 

50-445 

S 

COUNS1UW.G. 

8610090132 

50-445 

S 

COUNSIUW.G. 

8610090139 

50-445 

S 

COUNSIUW.G. 

8610090192 

50-445 

s 

COUNSIUW.G. 

8610100039 

50-445 

S 

COUNSIUW.G. 

8610100218 

50-445 

S 

COUNSIUW.G. 

8610100326 

50-445 

S 

COUNSIUW.G. 

8610100336 

50-445 

S 

COUNSIUW.G. 

8610100379 

50-445 

s 

COUNSIUW.G. 

8610100588 

50-445 

s 

COUNSIUW.G. 

8610100774* 

50-445 

Q 

COUNSIUW.G. 

8610150072 

50-445 

A 

COUNSIUW.G. 

8610150130 

50-445 

S 

COUNSIUW.G. 

8610150146 

50445 

S 

COUNSIUW.G. 

8610160041 

50445 

s 

COUNStUW.G. 

8610160098 

50-445 

s 

COUNSIUW.G. 

8610160101 

50-445 

S 

COUNSIUW.G. 

8610160113 

50-445 

s 

COUNSIUW.G. 

8610160164 

50-445 

S 

COUNS1UW.G. 

8610160175 

50-445 

s 

COUN$IUW.G. 

8610170301 

50445 

A 
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COUNSIUW.G. 

8610200172 

50-445 

S 

COUNSIUW.G. 

8610200198 

50-445 

S 

COUNSIUW.G. 

8610200331 

50-445 

S 

COUNSIUW.G. 

8610200343 

50-445 

S 

COUNSIUW.G. 

8610210251 

50-445 

F 

COUNSIUW.G. 

8610220054 

50-445 

S 

COUNSIL,W.G. 

8610220120 

50-445 

A 

COUNSIUW.G. 

8610220370 

50-445 

Q 

COUNSIUW.G. 

8610220378 

50-445 

Q 

COUNSIUW.G. 

8610230064 

50-446 

S 

COUNSIUW.G. 

8610230068 

50-445 

S 

COUNSIUW.G. 

8610230071 

50-445 

S 

COUNSIUW.G. 

8610230138 

50-445 

S 

COUNSIUW.G. 

8610240416 

50-445 

A 

COUNSIUW.G. 

8610270002 

50-445 

A 

COUNSIUW.G. 

8610280365 

50-445 

S 

COUNSIUW.G. 

8610280367 

50-445 

S 

COUNSIUW.G. 

8610280369 

50-445 

S 

COUNSIUW.G. 

8610280378 

50-445 

S 

COUNSIUW.G. 

8610280389 

50-445 

S 

COUNSIUW.G. 

8610280390 

50-445 

S 

COUNSIUW.G. 

8610280425 

50-445 

S 

COUNSIUW.G. 

8610280431 

50-445 

S 

COUNSIUW.G. 

8610280435 

50-445 

S 

COUNSIUW.G. 

8610280446 

50-445 

S 

COUNSIUW.G. 

8610280488 

50-445 

S 

COUNSIUW.G. 

8610280497 

50-445 

S 

COUNSIL,W.G. 

8610290305 

50-445 

S 

COUNSIUW.G. 

8610290376 

50-446 

S 

COUNSIUW.G. 

8610290394 

50-445 

S 

COUNSIUW.G. 

8610290404 

50-445 

S 

COUNSIUW.G. 

8610310013 

50-445 

S 

COUNSIUW.G. 

8610310053 

50-445 

S 

COUNSIUW.G. 

8610310100 

50-445 

S 

COUNSIUW.G. 

8610310105 

50-445 

S 

COUNSIUW.G. 

8610310211 

50-445 

S 

COUNSIUW.G. 

8610310230 

50-445 

S 

COURBOIS,C. 

8610170251 

50-400 

H 

COVILUD. 

COWAN, B.Z. 

8610150007* 

8610300313 

50-219 

PR 

P 

COWGILUC. 

8610150396* 

50-320 

Q 

COX,S. 

8610150235 

WASTE MGT 

COX,S. 

CRAIB.E. 

CRAIG, J.W. 

CRAIG, J.W. 

CRAIG, J.W. 

CRAIG,J.W. 

8610150270 

8610020130 

8610080263* 

8610100547* 

8610160403* 

8610270160* 

WASTE MGT 
PR 

QA999 

QA999 

QA999 

QA999 

CRANE,P.A. 

8610060381 

50-275 

K 

CRANWELUR.M. 

8610010025 

WASTE RES 

CRANWELL,R.M. 

8610010108 

WASTE RES 

CRANWELUR.M. 
CRANWELUR.M. 
CRAWFORD, N. 
CRAWFORD,N. 

8610020344 

8610310115 

8610160135 

8610150135 

WASTE RES 
NUREG 

70-364 

70-364 

CREAMER, K.L. 

8610100094 

50-259 

R 

CREASY,T.N. 

8610230043 

50-388 

S 

CREED.J.R. 

8610030165 

50-341 

S 

CREED,J.R. 

8610200294* 

50-461 

Q 

CREED, J.R. 

8610210351* 

50-266 

Q 

CREED,J.R. 

8610230048* 

50-341 

Q 

CREED.J.R. 

8610230054* 

50-315 

Q 

CREED,J.R. 

8610230086* 

50-456 

Q 

CREED.J.R. 

8610240325* 

50-186 

Q 

CREED,J.R. 

8610240383* 

50-186 

Q 

CREED, J.R. 

8610240389* 

50-186 

Q 

CREED, J.R. 

8610240399* 

50-186 

Q 

CREEO,J.R. 

8610270257* 

50-454 

Q 

CREED,J.R. 

8610280596* 

50-455 

Q 

CREWS.J.U 

8610170275* 

50-362 

P 

CREWS, J.L. 

8610240272* 

50-275 

P 

CREWS, J.U 

8610240279* 

50-275 

P 

CRIMMINS,T.M. 

8610010419 

50-387 

S 

CRIMMINS,T.M. 

8610060605 

50-387 

S 

CRIMMINS,T.M. 

8610090425 

50-388 

S 

CRIMMINS.T.M. 

8610230043 

50-388 

s 

CRIMMINS,T.M. 

8610280524 

50-387 

s 

CRIMMINS,T.M. 

8610280548 

50-387 

R 

CRIMMINS.T.M. 

8610290044 

50-387 

S 

CRIMMINS,T.M. 

8610300007 

50-388 

S 

CRIMMINS,T.M. 

8610300318 

50-387 

S 

CRLENJAK,R.V. 

8610280491* 

50-335 

Q 

CRONEBERGER,D. 
CRONENBERG, A.W. 

8610150007* 

8610070423* 

50-219 

CONTRACT 

P 

CROSSEN,C.R. 

CROSSMAN,W.A 

8610060390 

8610310074* 

50-400 

FOIA 

H 

CROSSMAN, W,A. 
CROSSMAN, WA 
CROSSMAN,W.A. 

8610310090* 

8610310173* 

8610310184* 

50-498 

FOIA 

FOIA 

Q 
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CROSSMAN.W.A. 

8610310197* 

50-498 

Q 

CUTTER.A.B. 

8610100594 

50-400 

K 

CROSSMAN,W.A. 

8610310203* 

50-498 

Q 

CUTTER,A.B. 

8610140189 

50-400 

A 

CROW.W.T. 

8610020292 

70-1257 


CUTTER.A.B. 

8610210017 

50-400 

A 

CROW.W.T. 

8610060283 

70-1201 


CUTTER.A.B. 

8610210175 

50-400 

A 

CROW.W.T. 

8610060304* 

70-1201 


CUTTER, A.B. 

8610210253 

50-261 

P 

CROW.W.T. 

8610060317* 

70-1201 


CUTTER, A.B. 

8610220116 

50-400 

F 

CROW.W.T. 

8610070149 

40-2061 


CUTTER.A.B. 

8610240286 

50-325 

P 

CROW.W.T. 

8610090196 

70-2972 


CUTTER.A.B. 

8610240422 

50-324 

Q 

CROW.W.T. 

8610090219* 

70-2972 


CUTTER, A.B. 

8610290058 

50-324 

Q 

CROW.W.T. 

8610090235* 

70-2972 


CUTTER.A.B. 

8610310299 

50-400 

A 

CROW.W.T. 

8610090272 

40-8027 


CZAYA,P.F. 

8610230240 

50-219 

S 

CROW.W.T. 

8610090345* 

40-8027 


D'AMATO.A.M. 

8610020068 

50-322 

G 

CROW.W.T. 

8610090353* 

40-8027 


D*ANTONIO,J.R. 

8610150211 

WASTE MGT 

CROW.W.T. 

8610270186 

70-143 


D’ANTONIO,J.R. 

8610150321 

WASTE MGT 

CROW.W.T. 

8610270189* 

70-143 


D’ANTONIO.J.R. 

8610150334 

WASTE MGT 

CROW.W.T. 

8610270240 

70-27 


D'ANTONIO.J.R. 

8610290002 

WASTE MGT 

CROW.W.T. 

8610270242* 

70-143 


D'ARRIGO.D. 

8610300296 

PR 


CROW.W.T. 

8610270243* 

70-27 


DAEMEN.J.J. 

8610030405 

NUREG 


CROW.W.T. 

8610270250* 

70-27 


DAGENAIS.J. 

6610060256 

70-1396 


CROW.W.T. 

8610270262 

70-734 


DALE,J.R. 

8610270236* 

50-445 

Q 

CROW.W.T. 

8610270268* 

70-734 


DALE.J.R. 

8610270247* 

50-445 

Q 

CROW.W.T. 

8610270271* 

70-734 


DALE,J.R. 

8610270256* 

50-445 

Q 

CROW.W.T. 

8610270305 

70-135 


DALE.L.F. 

8610160112 

50-416 

F 

CROW.W.T. 

8610270314 

70-143 


DALTON, F. 

8610300387 

PR 


CROW.W.T. 

8610270437 

70-143 


DALTROFF.S. 

8610220032* 

50-277 

P 

CROW.W.T. 

8610280001 

70-143 


DALTROFF,S.L. 

8610060063 

50-352 

V 

CROW.W.T. 

8610280005* 

40-8820 


DALTROFF,S.L. 

8610060293 

50-352 

F 

CROWLEY.B.R. 

8610210379* 

50-413 

Q 

DALTROFF,S.L. 

8610060593 

PR 


CRUTCHFIELD.D. 

8506270782* 

50-275 

P 

DALTROFF,S.L 

8610070500* 

50-277 

P 

CRUTCHFIELD, D. 

8507020648* 

50-323 

F 

DALTROFF,S.L. 

8610220144* 

50-352 

P 

CRUTCHFIELD.D. 

8507030678* 

50-323 

P 

DALTROFF.S.L. 

8610300260 

50-352 

F 

CRUTCHFIELD.D. 

8507080019* 

50-275 

P 

DAMICO, D. 

8610240072 

PR 


CRUTCHFIELD.D. 

8508010526* 

50-323 

F 

DANCE.H.C. 

8610020013* 

50-395 

Q 

CRUTCHFIELD.D. 

8510150213* 

50-275 

P 

DANCE, H.C. 

8610020077* 

50-348 

Q 

CRUTCHFIELD.D. 

8610030160* 

50-313 

P 

DANCE,H.C. 

8610020127* 

50-395 

Q 

CRUTCHFIELD, D. 

8610270422 

50-255 

P 

DANCE,H.C. 

8610270419* 

50-348 

Q 

CULBERSON, D.G. 

8610240373 

70-364 


DANCE.H.C. 

8610280192* 

50-395 

Q 

CULLEN.E.J, 

8610220107 

50-352 

G 

DANCE, H.C. 

8610290429* 

50-416 

Q 

CULLEN.W.H. 

8610310109 

NUREG 


DANDREA.P.H. 

8610210324 

50-454 

R 

CUMMINQ,W.R. 

8610140329 

50-322 

G 

DANESE,F.L. 

8610230223 

70-3020 


CUMMING.W.R. 

8610300249 

50-322 

G 

DANIELSON, D.H. 

8610090377* 

50-266 

Q 

CUMMINGS, G.E. 

8610020070 

WASTE RES 

DANIELSON.D.H. 

8610280595* 

50-456 

Q 

CUMMINGS.G.E. 

8610230117 

WASTE RES 

DANNA,R. 

8610200312* 

PR 


CUMMINGS.W.B. 

8610280118* 

FOIA 


DANNHARDT,H.W. 

8610080303 

50-315 

F 

CUMMINGS, W.B. 

8610280129* 

FOIA 


DARMITZEL,R.W. 

8610280553 

50-73 

P 

CUMMINS.J.E. 

8610090270* 

50-445 

A 

DAVIDSON, B.S. 

8610210446* 

50-387 

Q 

CUMMINS, J.E. 

8610150186* 

50-482 

Q 

DAVIS.J.E. 

8610170170 

50-483 

S 

CUMMINS.J.E. 

8610270366* 

50-482 

Q 

DAVIS.J.G. 

8610070101 

70-734 


CUNNINGHAM.G. 

8610100166* 

50-275 

P 

DAVIS.J.Q. 

8610140062* 

40-8027 


CUNNINGHAM.G. 

8610100209* 

50-275 

P 

DAVIS, J.G. 

8610140118* 

40-8027 


CUNNINGHAM, G.H. 

8309300011* 

50-275 

G 

DAVIS,J.G. 

8610160293 

ORG 


CUNNINGHAM, G.H. 

8610100092* 

50-275 

P 

DAVIS.J.G. 

8610230189* 

PR 


CUNNINGHAM.G.H. 

8610100168* 

50-323 

P 

DAVIS, J.G. 

8610230271* 

PR 


CUNNINGHAM.G.H. 

8610210381* 

50-275 

G 

DAVIS.J.Q. 

8610240027* 

PR 


CUNNINGHAM.G.H. 

8610210420* 

50-275 

G 

DAVIS.J.P. 

8610200312* 

PR 


CUNNINGHAM.U. 

8610170009 

ORG 


DAVIS, L. 

8610170251 

50-400 

H 

CUNNINGHAM,L.J. 

8610170139 

ORG 


DAVIS,M. 

8610150208 

50-528 

P 

CUNNINGHAM, LJ. 

8610170141 

ORG 


DAVIS, M.S. 

8610310143 

NUREG 


CUNNINGHAM.LJ. 

8610210102 

ORG 


DAVIS, P.R. 

8610060240 

50-443 

G 

CUNNINGHAM,R.E. 

8610140050* 

40-8027 


DAVIS.P.R. 

8610060267* 

50-443 

G 

CUNNINGHAM.R.E. 

8610140058* 

40-8027 


DAVIS, P.R. 

8610060443 

70-364 


CUNNINGHAM.R.E. 

8610140081* 

40-8027 


DAVIS.P.R. 

8610080238 

50-443 

G 

CUNNINGHAM.R.E. 

8610140084* 

40-8027 


DAVIS.P.R. 

8610220302 

70-364 


CUNNINGHAM, R.E. 

8610140086* 

40-8027 


DAVIS, P.R. 

8610280500 

ACRS 


CUNNINGHAM,R.E. 

8610140111* 

40-8027 


DAVIS.P.R. 

8610280500 

ACRS 


CUNNINGHAM.R.E. 

8610240039* 

PR 


DAVIS.W.G. 

8610200326 

50-400 

H 

CUNNINGHAM,R.E. 

8610240058* 

PR 


DAWES,C,W. 

8610090014 

40-8778 


CUNNINGHAM,R.E. 

8610270309 

40-8027 


DAWSON,M. 

8610100251 

50-255 

F 

CUNNINGHAM, V, 

8610010015 

PR 


DAWSON, M. 

8610100257 

50-255 

F 

CURRAN, B.A, 

8610280314* 

50-354 

S 

DAWSON, M. 

8610210359 

50-255 

F 

CURRAN.D. 

8610060445 

50-443 

G 

DAWSON,M. 

8610220410 

50-255 

F 

CURRAN.D. 

8610060445 

50-443 

G 

DAWSON.M. 

8610220416 

50-255 

F 

CURRAN.D. 

8610060623 

50-443 

G 

DAWSON.M. 

8610240029 

60-255 

F 

CURRAN.D. 

8610060623 

50-443 

G 

DAY,J.B. 

8610030182 

60-370 

S 

CURRAN, D. 

8610080005 

50-271 

P 

DAY,J.B. 

8610100693 

50-369 

S 

CURRAN.D. 

8610150121 

60-443 

G 

DAY,J.B. 

8610200029 

50-369 

S 

CURRAN.D. 

8610150121 

50-443 

G 

DAY,J,B. 

8610200184 

60-369 

S 

CURRAN.D. 

8610210082 

50-443 

Q 

DEAN.J.W. 

8610090022 

50-400 

F 

CURRAN.D. 

8610210082 

60-443 

G 

DEAN.W.F. 

8610310030* 

50-250 

V 

CURRAN.D. 

8610210109 

50-443 

G 

DEAR,T.M. 

8610300387 

PR 


CURRAN.D. 

8610210109 

50-443 

G 

DEBS,B.T. 

8610100097* 

50-327 

Q 

CURRAN.D. 

8610300267 

50-443 

G 

DEBS.B,T. 

8610150013* 

50-327 

Q 

CURRAN, D, 

8610300267 

50-443 

Q 

DEBS.B.T. 

8610160147* 

50-327 

Q 

CUSHING.R. 

8610060482 

50-443 

H 

DECKER, T.R. 

8610020239* 

50-261 

Q 

CUTTER.A.B. 

8610060123 

60-324 

P 

DECKER, T.R. 

8610060924* 

70-143 


CUTTER, A.B, 

8610070121 

50-261 

P 

DECKER, T.R. 

8610270051 

50-369 

s 

CUTTER, A.B. 

8610070460 

50-400 

F 

DECKER, T.R, 

8610270309* 

70-1113 


CUTTERAB. 

8610090276 

60-400 

Q 

DEDDENS,J.a 

8610090322 

60-458 

P 

CUTTER.A.B. 

8610100200 

60-400 

K 

DEDDENS,J.C. 

8610150380 

PR 
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DEDDENS.J.C. 

8610160342 

50-458 

P 

DEDDENS.J.C. 

8610210371 

50-458 

S 

DEEGAN.G.D. 

8610240210* 

PR 


DEEGAN.QJ. 

8610230141 

PR 


DEERINWATER.J. 

8610080284 

40-8027 


DEERINWATER.J. 

8610280158 

40-8027 


DEGRASSI.G. 

8610090148* 

50-445 

A 

DEUNO,B.J. 

8610010113* 

50-313 

P 

DELAWRENCE.J.L 

8610150342 

50-213 

P 

DELAWRENCE.J.L 

8610210124 

50-213 

S 

DEa,C.J. 

8610020084 

50-320 

S 

DELLA RATTA,A. 

8610080230* 

70-1100 


DELLA RATTA,A. 

8610100752* 

70-687 


DENISE, R.P. 

8610220458* 

50-445 

A 

DENNEHY,K.F. 

8610230236 

27-48 


DENNEHY.K.F, 

8610230239* 

27-48 


DENNY.R.C. 

8610080451* 

50-327 

P 

DENTON.H. 

8610210224* 

FOIA 


DENTON,H.R. 

8108210269* 

50-275 

P 

DENTON.H.R. 

8506060307* 

50-275 

M 

DENTON.H.R. 

8603110033* 

50-275 

P 

DENTON,H.R. 

8609230296 

50-3 

P 

DENTON,H.R. 

8610080064* 

50-271 

P 

DENTON,H.R. 

8610080206 

ORG 


DENTON.H.R. 

8610140173 

50-275 

P 

DENTON,H.R. 

8610150144 

50-352 

P 

DENTON.H.R. 

8610200097 

50-352 

G 

DENTON,H.R. 

8610200100* 

50-352 

G 

DENTON, H.R. 

8610200201 

50-400 

G 

DENTON, H.R. 

8610200203* 

50-400 

G 

DENTON,H.R. 

8610200208* 

50-400 

G 

DENTON,H.R. 

8610200352 

GEN TEC 1 

S 

DENTON,H.R. 

8610210260* 

FOIA 


DENTON, H.R. 

8610210328 

50-529 

P 

DENTON.H.R. 

8610220255* 

50-352 

G 

DENTON.H.R. 

8610220369 

50-3 

P 

DENTON.H.R. 

8610240047 

50-352 

G 

DENTON, H.R. 

8610280141 

MISC 


DERMITZAKIS.S. 

8610060139* 

50-445 

A 

DESIMONE.J. 

8610280159 

FOIA 


OESMOND.T.P. 

8610060139* 

50-445 

A 

DEUEL.LS. 

8610060527* 

50-322 

G 

DEUTSCH.H. 

8610200122 

50-424 

G 

DEUTSCH,H,M. 

8610200124 

50-424 

G 

DEUTSCH.H.M. 

8610200124 

50-424 

G 

DEV,M. 

8610080463* 

50-245 

Q 

DEVANEY,J.M. 

8610290316 

40-3453 


DEVINCENTIS,J- 

8610030192 

50-443 

A 

DEV1NCENTIS,J. 

8610070328 

50-443 

S 

DEVINCENTIS.J. 

8610080324 

50-443 

E 

DEVINCENTIS.J. 

8610150044 

50-443 

E 

DEVINCENT1S.J. 

8610150064 

50-443 

F 

DEVINCENTIS,J. 

8610220004 

50-443 

F 

DEVINCENTIS,J. 

8610240306 

50-443 

Q 

DEVLIEGER,T.A. 

8610170030* 

MISC 


DEWALD.I.F. 

8610240189* 

50-456 

T 

DEWEASE,J.G. 

8610060189 

50-382 

P 

DEWEASE,J.G. 

8610090444 

50-382 

P 

DEWEASE.J.G. 

8610210484 

50-382 

P 

DEWEY.LS. 

8610140386 

70-1396 


DEWEY.LS. 

8610140386 

70-1396 


DEYOUNQ.R.C. 

8610160372 

STATE PROG 

DHILLON.H,S. 

8610100170* 

CONTRACT 

DICK,G.F. 

8610270413 

50-470 

A 

DICK.W.G. 

8610290012 

50-322 

P 

DIEDERICH.GJ. 

8610010525 

50-373 

S 

D1E0ERICH,G.J. 

8610060453 

50-373 

s 

DiEDERICH,G.J. 

8610090222 

50-374 

S 

DIEDERICH,G.J. 

8610200068 

50-373 

R 

DIEDERICH.aj. 

8610200278 

50-373 

S 

DIEDERICH,G.J. 

8610230036 

50-374 

S 

DIEDERICH,G.J. 

8610230039 

50-374 

S 

DIEDERtCHGJ. 

8610230053 

50-373 

S 

DIEDERICH,G.J. 

8610230221 

50-373 

S 

DIEDERICH,G.J. 

8610230241 

50-373 

S 

DIEDERICH.GJ. 

8610270283 

50-373 

s 

DIEDERICH.G.J. 

8610280106 

50-374 

s 

D1EDERICH,G.J. 

8610280288 

50-374 

s 

DIEDERICH.GJ, 

8610290336 

50-373 

S 

DIETZ, C.R. 

8610010588 

50-324 

S 

DIETZ.C.R. 

8610070557 

50-325 

S 

DIETZ, aR. 

8610100062 

50-324 

F 

DIETZ,C.a 

8610100063 

50-324 

R 

DIETZ, C.R. 

8610100519 

50-325 

S 

DIETZ,C.a 

8610160146 

50-324 

F 

DIETZ, C.R. 

8610160345 

50-325 

s 

DIETZ,C.R. 

8610200293 

50-325 

S 

DtETZ,C.R. 

8610210216 

50-325 

s 

rMCTT D 

8610230050 

50-324 

s 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

DIETZ.C.R. 

8610270159 

50-324 

Q 

DIETZ,C.R. 

8610280088 

50-324 

R 

DIETZ,C.R. 

8610280577 

50-325 

S 

DIGGS.R.M. 

8610010044 

50-321 

P 

DIGGS,R.M. 

8610030169 

50-416 

P 

DIGGS.R.M. 

8610060880 

50-382 

P 

OIGGS.R.M. 

8610100479 

TOPREP 


DIGGS.R.M. 

8610100493 

TOPREP 


DIGGS.R.M. 

8610140155 

50-266 

P 

DIGGS.R.M. 

8610140164 

50-219 

P 

DIGGS.R.M. 

8610140187 

50-440 

Q 

DIGGS.R.M. 

8610150004 

50-458 

P 

D1GGS.R.M. 

8610150349 

50-213 

Q 

DIGGS.R.M. 

8610170001 

50-416 

P 

DIGGS.R.M. 

8610210035 

TOPREP 


DIGGS, R.M. 

8610210038 

TOPREP 


DIGNAN.T.G. 

8610270108 

50-443 

G 

DIGNAN.T.G. 

8610270108 

50-443 

G 

DIGNAN.T.G. 

8610280368 

50-443 

G 

DIGNAN.T.G. 

8610280368 

50-443 

G 

DIIANNI.D.C. 

8610060040 

50-282 

P 

DIIANNI.D.C. 

8610150079 

50-282 

P 

DIIANNLD.C. 

8610150354 

50-282 

P 

DIIANNI.D.C. 

8610310128 

50-244 

P 

DIIANNI.D.C. 

8610310147* 

50-244 

P 

DIMARZO.J.T. 

8610150342 

50-213 

P 

DINGELL.J.D. 

8610210392* 

COMMISSION 

DINGELL.J.D. 

8610210473* 

COMMISSIO N 

DIRCKS.WJ. 

8005200107* 

50-498 

U 

DIRCKS.WJ. 

8103160897* 

50-329 

Q 

DIRCKS.WJ. 

8407310597* 

50-275 

P 

DIRCKS.WJ. 

8408090485* 

50-275 

P 

DIRCKS.WJ. 

8504020447* 

FOIA 


DIRCKS.WJ. 

8507020375* 

FOIA 


DIRCKS,WJ. 

8512130336* 

FOIA 


DIRCKS.WJ. 

8610080366* 

FOIA 


DIRCKS,WJ. 

8610160021* 

50-445 

A 

DIRCKS.WJ. 

8610290088* 

50-397 

S 

DODDS.R.T. 

8610060117* 

50-397 

Q 

DOMINQUEJ.M. 

8610240146* 

50-456 

T 

DONAHUEJ.F. 

8610290083* 

70-1193 


DONAHUE, M. 

8610200326 

50-400 

H 

DONEGAN.K.L. 

8610300121 

50-322 

G 

DONEGAN,K.L. 

8610300121 

50-322 

G 

DONLON,W.J. 

8610200193 

50-410 

A 

DONLON,W.J. 

8610200235 

50-410 

A 

DONLON,W.J. 

8610210265 

50-410 

A 

DONLON.WJ. 

8610210482 

50-410 

A 

DONOHEW.J.N. 

8610010085 

50-219 

P 

DONOHEWJ.N. 

8610030208 

50-219 

P 

DONOHEW,J.N. 

8610150053 

50-219 

P 

DONOHEWJ.N. 

8610150267 

50-219 

P 

DONOHEWJ.N. 

8610150370 

50-219 

P 

DONOHEW,J.N. 

8610150473 

50-219 

P 

DONOHEWJ.N. 

8610170300 

50-219 

P 

DONOHEW.J.N. 

8610300114 

50-219 

P 

DONOHEWJ.N. 

8610300115* 

50-219 

P 

DONOHEWJ.N. 

8610310009 

50-219 

P 

DONOVAN, M. 

8610100749 

PR 


DONOVAN, M. 

8610200312* 

PR 


DONOVAN.MJ. 

8610010296 

PT21 


DONOVAN, M.J. 

8610010299* 

PT21 


DOOLEY, D.A. 

8610230252* 

PROJ 


DOOLITTLE,E.L 

8610140128 

50-443 

F 

DOOLITTLE, E.L. 

8610220251 

50-423 

P 

DOOLITTLE.E.L. 

8610290084 

50-443 

F 

DOUGHERTY.F. 

8610270292* 

50-445 

A 

DOUGHERTY, F. 

8610270307* 

50-445 

A 

DOUGHERTY.F.A. 

8610270254* 

50-445 

A 

DOUGHERTY, F.A. 

8610270280* 

50-445 

A 

DOUGLAS.S.C. 

8610310132 

NUREG 


DOWD.B. 

DRAGOJ.P. 

8610100452 

PR 


8610140113* 

50-213 

R 

DRAGOUN,T. 

8610100726* 

50-277 

Q 

DREGALLA.LS. 

8610290026 

50-400 

H 

DRESCHER,R. 

8610210331 

PR 


DRISCOLL,H. 

8610100010 

50-354 

S 

DRISKILUD.D. 

8610100295* 

50-382 

Q 

DROUIN.B. 

8610200294* 

50-461 

Q 

DROUIN.B. 

8610210351* 

50-266 

Q 

DROUIN.B. 

8610270257* 

50-454 

Q 

DROUIN,B. 

8610280596* 

50-455 

Q 

DRUQA.R.J. 

8610020109 

50-334 

F 

DRUGA,R.J. 

8610060755 

50-334 

R 

DRUGA,RJ. 

8610100461 

50-334 

S 

DRUGA,R.J. 

8610200095 

50-334 

S 

DRUGOVICH,M.M. 

8610280252 

50-440 

G 

DRYDEN,M.S, 

8610200234 

50-389 

S 

DUBINSKI.L. 

8610170216 

ORG 
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DUBOIS, D. 

8610100712 

XPORTLIC 


EDWARDS-LOTSTEl 

8610060158 

50-400 

H 

DUBOIS.D. 

8610160060 

XPORTLIC 


EENIGENBURG.E. 

8610030143 

50-237 

S 

DUBOIS, M. 

8610010428 

PR 


EENIGENBURG,E. 

8610030150 

50-249 

S 

DUBOIS.Q. 

8610270322* 

50-445 

A 

EENIGENBURG.E. 

8610060007 

50-249 

S 

DUDLEY.R.F. 

8610150464 

50-206 

P 

EENIGENBURG,E. 

8610060020 

50-237 

S 

DUGQiN,G. 

8610010472 

50-327 

S 

EENIGENBURG,E. 

8610090039 

50-237 

S 

DUGQIN,G. 

8610060574 

50-328 

S 

EENIGENBURG.E. 

8610100442 

50-249 

S 

DUGGIN.a 

8610200089 

50-327 

S 

EENIGENBURG.E. 

8610170172 

50-237 

R 

DUGGIN,G. 

8610210492 

50-327 

S 

EENIGENBURG.E. 

8610210111 

50-237 

S 

DUGSTAD,D. 

8610140382 

50-282 

R 

EENIGENBURG.E. 

8610240402 

50-249 

S 

DUGSTAD.D. 

8610200432 

50-282 

R 

EENIGENBURG.E. 

8610280087 

50-249 

P 

DUMMER.G.H. 

8610200148* 

CONTRACT 


EENIGENBURG.E. 

8610280574 

50-249 

s 

DUNLEAVY,J.J. 

8610240355* 

50-186 

Q 

EGGELING,W.S. 

8610080139 

50-445 

G 

DUNLEAVY,JJ. 

8610240365* 

50-186 

Q 

EGGELINQ.W.S. 

8610080194 

50-445 

G 

DUNLOP.A. 

8610270258* 

50-249 

Q 

EGGELING.W.S. 

8610080194 

50-445 

G 

DUPONT, S.G. 

8610220048* 

50-341 

P 

EGGELING,W.S. 

8610220228 

50-445 

G 

DUPREE.D.C. 

8610100134 

50-327 

R 

EGGELING.W.S. 

8610220228 

50-445 

G 

DUTROW.K. 

DYER.R.H. 

8610200326 

8610210419 

50-400 

FOIA 

H 

EIDINGER.J.M. 

EISEMAN.W.A. 

8610060139* 

8610210123 

50-445 

PR 

A 

EAPEN.P.K. 

8610080463* 

50-245 

Q 

EISENHUT.D.G. 

8108210276* 

50-275 

P 

EAPEN,P.K. 

8610150409* 

50-293 

Q 

EISENHUT.D.G. 

8201190331* 

50-275 

P 

EARLS.J.M. 

8610290031 

50-30 

P 

EISENHUT.D.G. 

8208060304* 

50-275 

P 

EARNEST.A.B. 

8610070088* 

50-482 

Q 

EISENHUT.D.G. 

8212220056* 

50-275 

P 

EBENTER,S.D. 

8610100383 

50-244 

Q 

EISENHUT.D.G. 

8303020333* 

50-275 

P 

EBNETER.S.D. 

8610060286 

50-289 

Q 

EISENHUT.D.G. 

8604290211* 

50-278 

Q 

EBNETER.S.D. 

8610060839* 

50-311 

Q 

EISENHUT.D.G. 

8610100120* 

50-275 

P 

EBNETER.S.D. 

8610080249 

50-412 

Q 

EISENHUT,D.G. 

8610210252* 

50-275 

P 

EBNErER,S.D. 

8610080332 

50-354 

Q 

ELDROD,S.A. 

8610020252* 

50-302 

Q 

EBNETER,S.D. 

8610080455 

50-245 

Q 

EUN,J.O. 

8610020398* 

50-224 

V 

EBNETER.S.D. 

8610090152 

50-213 

Q 

ELIN,J.O. 

8610020432* 

50-312 

V 

EBNETER,S.D. 

8610140063 

50-333 

Q 

ELIN,J.O, 

8610080250* 

50-397 

V 

EBNETER,S.D. 

8610140117 

50-352 

Q 

ELKINS,D.S. 

8610240081 

50-317 

P 

EBNETER,S.D. 

8610140388 

50-423 

Q 

ELLERSHAW.LE. 

8610270219* 

50-445 

Q 

EBNETER,S.D. 

8610140404 

50-423 

Q 

ELLIS.G.A. 

8610240429 

50-416 

F 

EBNETER,S.D. 

8610150403 

50-293 

Q 

ELLIS,J. 

8610060440 

50-445 

G 

EBNETER,S.D. 

8610150516 

50-219 

Q 

ELUS.J. 

8610060446* 

50-445 

G 

EBNETER.S.D. 

8610160069 

50-219 

Q 

ELLIS,J. 

8610100080 

50-445 

G 

EBNETER,S.D. 

8610200034 

50-219 

Q 

ELLIS, J. 

8610140327 

50-445 

G 

EBNETER,S.D. 

8610210031 

50-443 

Q 

ELLIS,J. 

8610140334 

50-445 

G 

EBNETER.S.D. 

8610210376 

50-334 

Q 

ELLIS,J. 

8610160018* 

50-445 

A 

EBNETER.S.D. 

8610210431 

50-412 

Q 

ELLIS,J. 

8610240083 

50-445 

G 

EBNETER.S.D. 

8610220297 

50-293 

Q 

ELLIS,J. 

8610240111 

PR 


EBNETER,S.D. 

8610270012 

50-213 

Q 

ELLIS,J. 

8610240128* 

50-445 

G 

EBNETER.S.D. 

8610270109 

50-410 

Q 

ELLIS, R.L. 

8610230073* 

50-443 

A 

EBNETER,S.D. 

8610270136 

50-311 

Q 

ELLIS,R.L. 

8610230079* 

50-443 

A 

EBNETER,S.D. 

8610290284 

50-410 

F 

ELLIS, R.L. 

8610230096’ 

50-443 

A 

EBNETER,S.D. 

8610300278 

50-271 

Q 

ELMS,A.L. 

8610100273 

50-423 

R 

EBNETER,S.D. 

8610310084 

50-410 

Q 

ELRICK.M.G. 

8610290267 

NUREG 


EDDLEMAN,W. 

8610080277 

50-400 

G 

ELRICK,R.M. 

8610310132 

NUREG 


EDDLEMAN.W. 

8610270118 

50-400 

G 

ELROD,S.A. 

8610020031 

50-335 

s 

EDELMAN,M.R. 

8610020406 

50-440 

F 

ELROD,S.A. 

8610210405* 

50-250 

Q 

EDELMAN.M.R. 

8610090170 

50-440 

Q 

ELROD,S.A. 

8610280491* 

50-335 

Q 

EDELMAN.M.R. 

8610090187 

50-440 

F 

ELROD, S.A. 

8610310145* 

50-302 

Q 

EDELMAN.M.R. 

8610090226 

50-440 

S 

ELSASSER,T. 

8610280169 

50-271 

S 

EDEUMAN,M.R. 

8610090281 

50-440 

S 

ELSASSER,T.C. 

8610220246* 

50-271 

Q 

EDELMAN,M.R. 

8610100299 

50-440 

Q 

ELSASSER.T.C. 

8610310258* 

50-443 

Q 

EDELMAN.M.R. 

8610100445 

50-440 

F 

ELSEN,M.J. 

8610150265 

27-48 


EDELMAN,M.R. 

8610140263 

50-440 

R 

ELSEN.M.J. 

8610240224* 

WASTE MGT 

EDELMAN,M.R. 

8610150414 

50-440 

V 

EMERSON,R. 

8610090258* 

50-29 

P 

EDELMAN,M.R. 

8610150520 

50-440 

V 

EMERSON,S.D. 

8610080012 

40-8027 


EDELMAN,M.R. 

8610160007 

50-440 

S 

EMERSON,S.D. 

8610100338 

40-8027 


EDELMAN,M.R. 

8610210483 

50-440 

S 

EMERSON, S.D. 

8610210385 

40-8027 


EDELMAN.M.R. 

8610230051 

50-440 

S 

EMERSON.S.D. 

8610310226 

40-8027 


EDELMAN,M.R. 

8610270230 

50-440 

Q 

EMERY.F.J. 

8610060698* 

CONTRACT 

EDELMAN.M.R. 

8610280263 

50-440 

S 

EMRIT,R. 

8610210214 

NUREG 


EDELMAN,M.R. 

8610280406 

60-440 

S 

ENG.P.L 

8610210051* 

50-373 

Q 

EDEUMAN.M.R. 

8610280492 

50-440 

S 

ENGEL.R.E. 

8610090337* 

FOIA 


EDELMAN,M.R. 

8610310170 

50-440 

R 

ENGELKEN.R.H. 

8610220242* 

50-275 

P 

EDGAR.B. 

8610080203* 

70-364 


ENGELKEN,R.H. 

8610240276* 

50-275 

E 

EDGAR, G.L. 

8610060452 

60-456 

G 

ENGLE.L.B. 

8610060319 

50-338 

P 

EDGAR, G.L 

8610060452 

50-456 

G 

ENGLE, LB. 

8610100628 

50-338 

P 

EDGEWORTH.P. 

8610060265 

CONTRACT 

ENGLE.LB. 

8610140088 

50-338 

F 

EDGEWORTH, P. 

8610060704 

CONTRACT 

ENGLE,L6. 

8610220117 

50-338 

P 

EDGEWORTH, P. 

8610200136 

CONTRACT 

ENGLEBRACHT,F. 

8610310217 

50-382 

s 

EDGEWORTH.P. 

8610200384 

CONTRACT 

ENNIS.J.D. 

8810100222* 

50-261 

Q 

EDGEWORTH,P. 

8610200396 

50-445 

A 

ENOS,J.T. 

8610010111 

50-313 

P 

EDGEWORTH, P. 

8610300312 

CONTRACT 

ENOS,J.T. 

8610070395 

50-313 

R 

EDGEWORTH, PJ. 

8610060846* 

CONTRACT 

ENOS,J.T. 

8610090522 

50-313 

P 

EDINGER,J.E. 

8610150287 

WASTE MGT 

ENOS.J.T. 

8610100116 

50-368 

R 

EDISON, G.E. 

8610080226* 

50-302 

P 

ENOS,J.T. 

8610100152 

50-313 

R 

EDWARDS, D. 

8610100788 

40-3453 


ENOS,J.T. 

8610100766 

60-313 

P 

EDWARDS, D.W. 

8610020616 

PR 


ENOS,J.T. 

8610140300 

50-313 

Q 

EDWARDS,D.W. 

8610070456 

PR 


ENOS,J.T. 

8610210149 

50-313 

Q 

EDWARDS, F.W. 

8610080153 

PR 


ENOS,J.T. 

8610220113 

50-313 

P 

EDWARPS-FRAMPTO 

8610200241 

50-529 

1 

ENOS,J.T, 

8610220127 

50-313 

P 

EDWARDS-FRAMPTO 

8610200241 

50-529 

1 

ENOS,J.T. 

8610220396 

50-368 

Q 

edwards-frampto 

8610220232 

50-528 

1 

ENOS,J.T. 

8610230025 

50-313 

P 

EDWARDS-FRAMPTO 

8610220232 

50-528 

1 

ENOS.J.T. 

8610270010 

50-313 

Q 

EDWARDS-FRAMPTO 

8610270062 

50-529 

1 

ENOS,J.T. 

8610270164 

50-313 

K 
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ENOS.J.T. 

8610280466 

50-313 

F 

EPT1NG.R. 

8610080277 

50-400 

G 

EPTING,R. 

8610270118 

50-400 

G 

ERIKSSON, J. 

8610070255 

NUREG 


ESELGROTH.P. 

8610070386 

50-277 

S 

ESELGROTH.P. 

8610220444 

50-277 

S 

ESELGROTH.P.W. 

8610240353 

50-277 

F 

ESELGROTH.P.W. 

8610310227* 

50-353 

Q 

ESKRIDGE.H.E. 

8610090165 

70-36 


ESKR1DGE.H.E. 

8610310172 

70-36 


ESP1NOSA.C. 

8610010465 

PR 


ESSINGTON,E.H. 

8610310178 

NUREG 


EVANS.M. 

8610270116* 

50-410 

Q 

EVANS.S.R. 

8610100084 

50-483 

R 

EVANS, S.R. 

8610100528* 

50-483 

R 

EVANS.S.R. 

8610100541* 

50-483 

R 

EVANS.TJ. 

8610240071 

PR 


EVERETT.J.L 

8610270377* 

50-277 

Q 

EVERETT, RJ. 

8610160309* 

40-8027 


EVERETT, RJ. 

8610310189* 

40-8027 


FAIRTILE,M.B. 

8610290094* 

50-29 

P 

FALEV1TS,Z. 

8610100440* 

50-341 

Q 

FANNING.G. 

8610280080 

50-304 

S 

FANNON.M.M. 

8610240291 

WASTE RES 

FARMER, F.G. 

8610200058* 

50-313 

P 

FARMER, F.G. 

8610280309 

NUREG 


FARMER, F.G. 

8610280319 

NUREG 


FARRAR,D. 

8610170106 

50-455 

A 

FARRAR.D.L. 

8610010210 

50-456 

A 

FARRAR.D.L. 

8610010480 

PR 


FARRAR.D.L 

8610060279 

50-454 

Q 

FARRAR, D.L 

8610070028 

50-456 

A 

FARRAR.D.L 

8610070176 

NUREG 


FARRAR.D.L 

8610070249 

50-454 

F 

FARRAR.D.L 

8610090200 

50-373 

Q 

FARRAR.D.L 

8610100534 

50-295 

Q 

FARRAR.D.L 

8610100537 

50-295 

Q 

FARRAR.D.L 

8610140296 

50-456 

Q 

FARRAR.D.L 

8610150145 

50-456 

Q 

FARRAR.D.L 

8610150210 

50-373 

Q 

FARRAR.D.L 

8610310268 

PR 


FASCELLD.B. 

8610220151* 

COMMISSION 

FASULO.R.P. 

8610160321 

50-219 

F 

FAUBER,J.R. 

8610070204 

40-8502 


FAUST.H.M. 

8610300300 

XPORTLIC 


FAUST, H.M. 

8610300301* 

XPORTLIC 


FAW.R.E. 

8610170205 

50-188 

R 

FAY.C.W. 

8610070502 

50-266 

S 

FAY.C.W. 

8610150101 

50-301 

P 

FAY.C.W. 

8610160179 

50-266 

R 

FAY.C.W. 

8610160232 

50-266 

P 

FAY.C.W. 

8610170202 

50-266 

P 

FAY.C.W. 

8610200318 

50-266 

F 

FAY.C.W. 

8610270421 

50-266 

P 

FAY,C.W. 

8610290386 

50-266 

Q 

FAY.E.S. 

8610100061* 

50-275 

P 

FEE.W.F. 

8610070441 

50-213 

J 

FEE,W.F. 

8610270176 

50-245 

P 

FEHRINGER.J.M. 

8610100402* 

50-461 

P 

FEITH.S.M. 

8610280006 

50-416 

P 

FELDMAN,R. 

8610140142 

PT21 


FELTON, J.M. 

8610060823 

FOIA 


FERGUSON, R.B. 

8610080274 

50-275 

G 

FERGUSON, R,B. 

8610220216 

50-275 

G 

FERGUSON, S. 

8610150024 

PR 


FEY.F.L 

8610070261 

50-263 

F 

FIEDLER, B. 

8610030215* 

50-275 

H 

FIEDLER, P.B. 

8610010497 

50-219 

R 

FIEDLER.P.B. 

8610070231 

50-219 

Q 

FIEDLER.P.B. 

8610090516 

50-219 

S 

FIEDLER.P.B. 

8610100216 

50-219 

P 

FIEDLER.P.B. 

8610100241 

50-219 

R 

FIEDLER, P.B. 

8610170267 

50-219 

R 

FIEDLER, P.B. 

8610200018 

50-219 

$ 

REDLER,P.B. 

8610200328 

50-219 

P 

FIEDLER,P.B, 

8610230226 

50-219 

S 

FIEDLER,P,B. 

8610230240 

50-219 

S 

FIEDLER, P.B. 

8610280096 

50-219 

S 

FIEDLER.P.B. 

8610300250 

50-219 

P 

FIEDLER.P.B. 

8610300254* 

50-219 

P 

FIELD.D. 

8610210195 

PR 


F1ELDER,P.B. 

8610240013 

50-219 

S 

FIELDS.J. 

8610060791 

CONTRACT 


FIELDS,J. 

8610290042 

CONTRACT 


F1ELDS.J,A. 

8610010420 

CONTRACT 


FIELDS,J.A. 

8610010433 

CONTRACT 


RELDS,J,A, 

8610060727 

CONTRACT 

FIELDS, JA 

8610060819 

CONTRACT 


FIELDS, J A 

8610090228 

CONTRACT 
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FIELDS,J.A. 

8610210117 

CONTRACT 


FIELDS,J.S. 

8610030314 

50-387 

R 

RELDS,J.S. 

8610060146 

50-387 

R 

FIELDS,J.S. 

8610090097 

50-387 

R 

FIELDS.J.S. 

8610150325 

50-387 

R 

FIELDS,J.S. 

8610220425 

50-377 

R 

FIELDS.J.S. 

8610270218 

50-387 

R 

FIELDS,J.S. 

8610270222 

50-387 

R 

FINLEY.A.G. 

8610290079* 

70-1193 


FINLEY>^.G. 

8610290239* 

70-1193 


FIORELLI.G. 

8610160020* 

50-528 

Q 

FISCHER, D.L 

8610240200* 

TOPREP 


FISCHER,R.E. 

8610070513 

70-1151 


FISH.R.F. 

8610100014* 

50-344 

Q 

FISH.R.F. 

8610170217* 

50-312 

Q 

FISH,R.F. 

8610270400 

50-528 

F 

FISHER.V.B. 

8610210032 

PR 


RSHER.W.L 

8610160304 

40-8027 


FISHER, W.L 

8610280122 

40-8027 


FISHER,W.L. 

8610310186 

40-8027 


FITZGERALD, J.A. 

8610080252* 

PR 


FITZGERALD,J.A. 

8610080261* 

PR 


FITZQERALD.J.A. 

8610280134* 

FOIA 


FITZQERALD,J.A. 

8610280172* 

FOIA 


FITZGERALD, J.A. 

8610280183* 

FOIA 


FIT2GERALD,J.A. 

8610280295* 

FOIA 


FITZGERALD, J.A. 

8610280532* 

FOIA 


RTZPATRICK.L 

8610300292 

WASTE RES 

FLACK, E. 

8610090450 

40-8027 


FLACK,E. 

8610140049 

50-72 

Q 

FUCK,E. 

8610160199 

40-8027 


FLACK.E. 

8610170038 

50-250 

Q 

FUCK,E. 

8610200042 

l&E 


FLAHERTY.J. 

8610200400* 

50-445 

A 

FLAHERTY,J.M. 

8610060020 

50-237 

S 

FLAHERTY,J.M. 

8610100442 

50-249 

S 

FLEENOR,C.M. 

8610090246 

CONTRACT 


FLICKINGER,D. 

8610150152 

70-364 


FLIEGEL,M. 

8108100503* 

50-275 

P 

FLIEGEL,M. 

8110280734* 

50-275 

P 

aiEGEL,M. 

8112020339* 

50-275 

P 

FLlEGEL,M. 

8610300086 

WASTE MGT 

FLOREK,D. 

8610270116* 

50-410 

Q 

FLYNN.B.J. 

8610090108 

50-213 

S 

FLYNN,H.J. 

8610060509 

50-424 

A 

FLYNN,M.J. 

8610200027 

CONTRACT 


FOGARTY,D.J. 

8610230202 

50-206 

Q 

FOLEY,J. 

8610220261 

50-322 

G 

FOLEY,M.G. 

8610030408 

NUREG 


FONNER.R.L. 

8610210470 

27-39 


FORD.F.R. 

8610070211* 

70-152 


FORD.W. 

8610300362 

WASTE MGT 

FORNEY,W.L 

8610150049 

50-455 

Q 

FORNEY, W.L 

8610150418* 

50-454 

Q 

FORNEY, W.L. 

8610230027* 

50-483 

Q 

FORNEY,W.L. 

8610270092* 

50-455 

Q 

FOSTER, D.O. 

8610010106 

50-424 

Q 

FOSTER, D.O. 

8610020437 

50-424 

S 

FOSTER, D.O. 

8610030432 

50-424 

Q 

FOSTER,D.O. 

8610060670 

50-424 

S 

FOSTER.D.O. 

8610080001 

50-424 

S 

FOSTER, D.O. 

8610080100 

50-424 

S 

FOSTER.D.O. 

8610090099 

50-424 

Q 

FOSTER.D.O. 

8610140028 

50-424 

Q 

FOSTER, D.O. 

8610160080 

50-424 

S 

FOSTER.D.O. 

8610220075 

50-424 

S 

FOSTER.D.O. 

8610220225 

50-424 

S 

FOSTER,D.O. 

8610240151 

50-424 

S 

FOSTER, D.O. 

8610240275 

50-424 

S 

FOSTER, D.O. 

8610240366 

50-424 

s 

FOSTER,D.O. 

8610270185 

50-424 

s 

FOSTER,D.O. 

8610280175 

50-424 

s 

FOSTER, D.O, 

8610280346 

50-424 

Q 

FOSTER,J. 

8610080242* 

50-266 

Q 

FOSTER,J. 

8610090216* 

50-315 

Q 

FOSTER,J.E. 

8610240342* 

50-186 

Q 

FOSTOR.A. 

8610240072 

PR 


FRANCE,G.M. 

8610080243* 

70-8 


FRANKLIN,LA. 

8610290317* 

FOIA 


FRANTZ, E.R. 

8610100056* 

50-498 

E 

FRAUENDOFER,B. 

8610290409 

50-400 

H 

FREDERICKSON,P. 

8610010458 

50-325 

S 

FREDRICKSON.P. 

8610060085* 

50-400 

Q 

FREDRICKSON, P. 

8610100545* 

50-324 

Q 

FREDRICKSON, P. 

8610210366* 

50-261 

Q 

FREDR1CKSON.P. 

8610230080* 

50-400 

A 

FREDRICKSON,?. 

8610280310* 

50-400 

Q 

FRENOBERQ,R.L 

8001230450* 

PR 


FRIEND, H.B. 

8610100158* 

50-323 

T 
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FRISCH.R.F. 

8610150366 

50-155 

P 

FRISCH, R.R. 

8610060433 

50-156 

P 

FRISCH.R.R, 

8610160385 

50-155 

P 

FRISCH, R.R. 

8610160387 

50-156 

P 

FRISCH, R.R. 

8610200411 

50-155 

Q 

FRISHMAN.S. 

8610200358 

PR 


FRYE.J.H. 

8610150089 

40-8027 


FRYE.J.H. 

8610150201 

50-322 

G 

FRYE.J.H, 

8610210067 

40-8027 


FRYE,J.H. 

8610210159 

50-322 

Q 

FRYE,J.H. 

8610220185 

50-322 

G 

FRYE,J.H. 

8610290328 

40-8027 


FRYE.J.H. 

8610300161 

60-322 

G 

FUENTES.H.R. 

8610310178 

NUREG 


fugere,a.l. 

8610100251 

50-255 

F 

FUGERE,A.U 

8610100257 

50-255 

F 

FUGERE,D.L 

8610220397 

50-255 

F 

FUGERE,D.L. 

8610220410 

50-255 

F 

FUGERE,D.L. 

8610220416 

50-255 

F 

FUGERE,D.L. 

8610240029 

50-25S 

F 

FUQERE,D.L. 

8610240057 

50-255 

F 

FULLER, F. 

8610170251 

50-400 

H 

PUNCHES, J, 

8610090283* 

50-275 

P 

FURTADO,V.C. 

8610020413 

50-275 

P 

gabetta,g. 

8610310109 

NUREG 


GABRIEL, B. 

8610300206 

MISC 


GAD,R,K. 

8610080096 

50-445 

G 

GAD.R.K. 

8610080096 

50-445 

G 

GAD.R.K. 

8610150137 

50-443 

G 

GAO,R,K. 

8610150137 

50-443 

G 

GAD,R.K. 

8610150197 

50-443 

G 

GAD.R.K. 

8610150197 

50-443 

G 

QAD,R.K. 

8610200130 

50-445 

G 

GAD.R.K. 

8610200130 

50-445 

G 

GADDICK.C.A. 

8610240131 

PR 


QAGLIARDO.J. 

8610070067 

50-285 

Q 

GAGLIARDO,J.E. 

8610020085 

50-368 

S 

GAGLIARDO,J.E. 

8610070076 

60-482 

Q 

QAGUARDO,J.E. 

8610070346 

50-313 

Q 

GAGLIAROO,J.E. 

8610080138 

50-267 

Q 

GAQLlARDO,J.E. 

8610100374 

50-458 

Q 

GAGLIARDO,J.E. 

8610140259 

50-482 

P 

GAGLIARDO.J.E. 

8610140371 

50-482 

Q 

GAGLlARDO,J.E. 

8610150014 

50-382 

Q 

GAGLIARDO,J.E. 

8610150092 

60-267 

Q 

GAQLIARDO,J.E. 

8610150138 

50-285 

Q 

GAGLIARDO,J.E. 

8610150168 

50-482 

Q 

GAGLlARDO,J,E. 

8610150192 

50-458 

Q 

GAQLIAROO,J.E. 

8610150514 

50-498 

Q 

GAQLIAROO,J.E 

8610160008 

50-458 

Q 

GAGLIARDO,J.E. 

8610160010 

50-313 

Q 

QAGUARDO,J.E. 

8610160023 

50-313 

Q 

GAGUARDO,J.E. 

8610160085 

50-382 

V 

GAGUARDO,J.E. 

8610160089 

50-458 

Q 

GAGUARDO.J.E. 

8610160159 

50-498 

Q 

GAGLIARDO,J.E. 

8610160258 

50-382 

Q 

GAGLIARDO.J.E, 

8610160294 

50-498 

Q 

QAGLIARDO,J.E, 

8610160353 

50-498 

Q 

GAQUARDO,J.E, 

8610200205 

50-458 

Q 

GAGLIARDO.J.E. 

8610200345 

50-298 

Q 

GAGLIARDO.J.E. 

8610200354 

50-498 

Q 

GAGLIARDO,J.E. 

8610200367 

50-382 

Q 

QAGLIARDO,4.E. 

8610200431 

50-285 

Q 

gagliabdo,j.e. 

8610210019 

50-382 

Q 

GAGLIARDO,J.E. 

8610270061 

50-298 

Q 

gaguardo,j.e. 

8610270085 

50-188 

Q 

GAGLIABDO,J.& 

8610270239 

50-285 

Q 

GAGLIARDO,J.E. 

8610270316 

50-482 

Q 

gagliardo,j.e 

8610270349 

50-482 

Q 

GAGUAROO,J.E. 

8610270420 

50-382 

F 

GAQLIAROOJ.E 

8610280427 

60-468 

Q 

GAGLIAROO,J,E. 

8610280471 

50-458 

Q 

QAQUARDO,J.E. 

8610280472 

50-298 

Q 

GAGLtARDO.J.E. 

8610310049 

60-313 

Q 

GAGLIARDO.J.E. 

8610310079 

60-267 

Q 

QAQLIARDO,J.E. 

8610310134 

60-285 

Q 

GAGUARDO,J.E 

8610310151 

50-382 

Q 

GAGLIARDO,J.E. 

8610310215 

60-265 

0 

QAHM.J,W, 

8610010539 

60-267 

S 

GAHM,J.W. 

8610090413 

60-267 

S 

QAHM.J.W. 

86101^!^ 

50-267 

Q 

GAHM,J,W, 

86102200# 

60-267 

R 

QAHM,J.W. 

8610230211 

50-267 

P 

GAHM,J.W. 

8610240190 

50-267 

S 

GAHM,J,W, 

8610280234 

50-267 

S 

QAHM,J.yy. 

GAHM,J.W. 

8610200001 

"lolls? 

R 

F 

QAUNTl,D.M. 

8610100261* 

50-382 

Q 

QALE,B, 

86101400^ 

WASTE MGT 
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NUMBER CATEGORY 


GALLAGHER, EJ. 
GALUGHER,J.L 
GALLAGHER, L 
GALLO, R.M. 
GALLO, R.M. 

GALLO.R-M. 

QALLO,R.M. 

GALLO.R.M. 

GALLO.R.M. 

GALLO.R.M. 

GALLOWAY,P. 

GALM,D.T. 

GANNIS,S. 

GARCIA.LJ. 

GARDE.B.P. 

GARDE.B,P- 
GARDE, B.P. 
GARDE.B.P. 
GARDE,B.P. 
GARDE,B.P. 

GARDE.B.P. 
GARDE, B.P. 
QARDE.B.P. 
QARDE.B.P. 
GARDE, B.P. 

GARDE, B.P. 
GARDE, B.P. 
QARDE,B.P. 
GARDE,B.P. 
GARDE, B.P. 

GARDE,B.P. 
GARDE, B.P. 
GARDE.B.P. 
GARDE,B.P. 
GARDE.B.P. 

GARDE,B.P. 
GARDE, B.P. 
GARDE, B.P. 
GARDE, B.P. 
GARDE, B.P. 

GARDE, B.P. 
GARDE.B.P. 
GARDE, B.P. 
GARDNER.G.H. 
GARDNER,G.H. 

GARFINKEUP. 
GARNER, B. 
GARNER,LW.. 
GARRICK,BJ. 
GARRISON,D.L 

GAVULA,JA 

GAVULA,JJ. 

GAVUTIS,S. 

GAYNER,H.L 

GEARS,G.E 

GEARS,G.E. 

GEARS.G.E. 

GEARS.G.G. 

geislerah. 

GELZERAR. 

GEORGE, a 
GEORGIAN, P. 
GEORGIOU.B.S. 
GEPHART,AF. 
GERARDUJ- 

GERBER.J. 

GERRALD.LD. 

GERRALD,LD. 

GHOSH,D.IC 

GIAMBUSSOA 

GIAMBUSSO,A 
GIBBONS, T.O. 
GIBBS, ac. 
GIBBS.R.D. 
GIBBS, R.D. 

GIBBS, y. 
GIBRAIEL,SA 

gibsonaf. 

GI0SON.G.F. 

G|BS0N,G.F, 

QIFT,J.a 
GILBERT, ES. 
QILBERT,LD. 
GILBERT.UD. 
GILBERT, LD. 

GILL.C.F. 

GIORGIA 

GIRARaEH. 

girard,e.h. 


8106190079* 

50-498 

Q 

8610200160* 

50-327 

P 

8610010292 

PR 


8610060839* 

50-311 

Q 

8610080042 

50-354 

Q 

8610140383 

50-220 

Q 

8610210318 

50-410 

A 

8610210391 

50-272 

Q 

8610220295 

50-247 

Q 

8610310219 

50-353 

Q 

8610170210 

50-400 

H 

8610240115 

70-698 


8610140330 

50-346 

S 

8610310274 

PR 


8610060077 

50-445 

Q 

8610070165 

FdA 


8610070178 

FOIA 


8610070306 

FOIA 


8610070325 

FOIA 


8610080205 

50-445 

£ 

8610080205 

50-445 

E 

8610080279 

50-329 

G 

8610080323 

50-445 

A 

8610080331 

50-445 

A 

8610090110* 

FOIA 


8610090459 

FOIA 


8810100082 

50-445 

A 

8610100111 

50-445 

Q 

8610100124 

50-445 

Q 

8610100138 

50-341 

Q 

6610100225 

40-8027 


8610100244 

50-382 

P 

8610100334 

FOIA 


8610150431 

50-445 

A 

8610220155 

FOIA 


8610220155 

FOIA 


8610220220 

50-445 

G 

8610220220 

50-445 

G 

8610220418 

50-329 

A 

8610280070 

FOIA 


8610280566 

FOIA 


8610300325* 

50-445 

A 

8610310004 

50-498 

A 

8610270047 

71-9006 


8610270054 

71-165 


8610150031 

50412 

S 

8610100253 

50-338 

R 

8610100545* 

50-324 

Q 

8610080430* 

CONTRACT 

8610160359* 

50498 

Q 

8610280596* 

50456 

Q 

8610170121* 

50-237 

Q 

8610220211 

50443 

G 

8610020342 

PR 


8604070188* 

50-277 

Q 

8610060217 

50-277 

F 

8610100071 

50-277 

F 

8610290182 

50-260 

P 

8610160039* 

50446 

A 

8610200125 

50445 

6 

8610010266 

PR 


8610160354 

50424 

A 

8610210248* 

50-275 

T 

8610230154 

50-346 

R 

8610240195 

50-322 

F 

8610210195 

PR 


8810210259* 

50-261 

P 

8610210261* 

50-261 

P 

8610220442* 

50-443 

A 

8610150224* 

50-275 

P 

8610160474* 

50-275 

P 

8610210357* 

50424 

Q 

8610010199 

WASTE MQT 

8610020380* 

50400 

Q 

8610310204* 

50424 

Q 

8610210196 

PR 


8610280015* 

50-373 

P 

8610170199 

MISC 


8610010483* 

50-321 

Q 

8610080494* 

50413 

Q 

8610150510 

PR 


8610240026* 

WASTE MQT 

8610310074* 

50-498 

Q 

8810310090* 

50498 

Q 

8610310184* 

50498 

Q 

8610100390* 

50440 

Q 

8610070194 

PR 


6610090368* 

50-259 

Q 

861O27039C* 

50416 

Q 
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GITCHEL,B.A. 

8610090259 

PR 


GLOERSEN.W.B. 

8610020340* 

70*27 


GOBELL.J.N. 

8610100152 

50-313 

R 

GOERING.G.T. 

8509050363* 

FOIA 


GOLAY,M.W. 

8610140289* 

FOIA 


GOLX)BERG,J.H. 

8610060228 

50-498 

S 

GOLDBERG.J.H. 

8610060235 

50-498 

A 

GOLDBERG.J.H. 

8610060273 

50-498 

V 

GOLDBERG, J.H. 

8610060504 

50-498 

S 

GOLDBERG, J.H. 

8610150462 

50-498 

A 

GOLDBERG,J.H. 

8610170020 

50-498 

K 

GOLDBERG,J.H. 

8610200001 

50-498 

Q 

GOLDBERG.J.H. 

8610220095 

50-498 

A 

GOLDBERG,J.H. 

8610230201 

50-498 

Q 

GOLDBERG, J.H. 

8610240090 

50-498 

A 

GOLDMAN, M.l. 

8610200317* 

PR 


GOLDMAN, M.L 

8610200317* 

PR 


GOLLA,J.A. 

8610200036* 

50-219 

Q 

GOLLER,K.R. 

8610100282 

MISC 


GOLLER,K.R, 

8610150231* 

50-275 

P 

GOLLER,K.R. 

8610150482* 

50-275 

P 

GOLLER.K.R. 

8610300164 

REGGD 


GONG.H. 

8610090078* 

50-348 

P 

GONYEAU,J.A. 

8610060001 

PR 


GONZALES,A.L 

8610140214 

XPORTLIC 


GOODE, D. 

8610150326 

27-39 


GOODE, D. 

8610150329* 

27-39 


GOODE,M.S. 

8610150501 

PR 


GOODEN.H. 

8610310274 

PR 


GOODMAN, LS. 

8610140246 

50-409 

R 

GOODMAN.LS. 

8610160107 

50-409 

S 

GOODMAN.LS. 

8610160137 

50-409 

S 

GOODMAN.LS. 

8610160142 

50-409 

S 

GOODMAN,LS. 

8610170092 

50-409 

S 

GOODMAN, LS. 

8610240044 

50-409 

s 

GOODMAN.L.S. 

8610300314 

50-409 

s 

GOOLD.A. 

8610270173 

PR 


GORDAN.A.W. 

8610150429 

50-296 

s 

GORDON, A.W. 

8610140153 

50-296 

s 

GORDON.A.W. 

8610220469 

50-259 

s 

GORDON.A.W. 

8610280556 

50-260 

s 

GORDON.T.R. 

8610100785 

PR 


GOSDIN.T.L 

8610210251 

50-445 

F 

GOSSICK.L.V. 

8003040562* 

50-498 

Q 

GRACE.J.N. 

8610010444 

50-413 

Q 

GRACE.J.N. 

8610020005 

50-395 

Q 

GRACE, J.N. 

8610020008* 

50-395 

Q 

GRACE, J.N. 

8610020061 

50-338 

Q 

GRACE, J.N. 

8610020226 

50-250 

Q 

GRACE.J.N. 

8610060188 

50-369 

Q 

GRACE, J.N. 

8610070282 

50-250 

Q 

GRACE,J.N. 

8610080017 

50-400 

Q 

GRACE,J.N. 

8610080087 

70-143 


GRACE,J.N. 

8610100419 

50-424 

Q 

GRACE,J.N. 

8610100421 

STATE PRO G 

GRACE, J.N. 

8610100600 

50-369 

Q 

GRACE.J.N. 

8610100765 

50-424 

Q 

GRACE.J.N. 

8610140133 

50-424 

A 

GRACE,J.N. 

8610150001 

50-424 

Q 

GRACE, J.N. ^ 

8610150009 

50-327 

Q 

GRACE, J.N. 

8610160144 

50-327 

Q 

GRACE,J.N. 

8610160228 

50-327 

Q 

GRACE, J.N. 

8610200157* 

50-424 

Q 

GRACE, J.N. 

8610220294 

50-400 

Q 

GRACE,J.N. 

8610220405 

70-143 


GRACE.J.N. 

8610230093 

50-269 

Q 

GRACE,J.N. 

8610270083 

50-259 

Q 

GRACE,J.N. 

8610270088* 

50-259 

Q 

GRACE, J.N. 

8610270151 

50-302 

Q 

GRACE,J.N. 

8610270248 

50-348 

Q 

GRAGE,J.N. 

8610270248 

50-348 

Q 

GRACE,J.N. 

8610270326 

50-424 

Q 

GRACE,J.N. 

8610280097 

50-424 

Q 

GRACE, J.N. 

8610280242 

50-250 

Q 

GRACE, J.N. 

8610280325 

50-413 

Q 

GRACE, J.N. 

8610310153 

50-395 

P 

GRACE,J.N. 

8610310198 

50-250 

Q 

GRACE.S.J. 

8610100749 

PR 


GRACE.S.R. 

8610070164 

40-8768 


GRACE,S.R. 

8610100319 

40-8768 


GRACE,T.M, 

8610310168 

NUREG 


GRADOMSKl,R.J. 

8610020122 

PR 


GRAHAM,C.P. 

8610240040 

50-443 

G 

GRAHAM.C.P. 

8610290283 

50-443 

G 

GRAHAM, C.P. 

8610290283 

50-443 

G 

GRAHAM, D. 

8610160152 

50-302 

R 

GRAINEY.M. 

8610240111 

PR 


GRAMM.B. 

8610290023* 

FOIA 


GRANDAGE.D.D. 

8610240417 

50-250 

P 


AUTHOR ACCESSION SUBJECT 



NUMBER 

CATEGORY 

GRANT,E.R. 

8610020166 

50-458 

S 

GRANT.E.R. 

8610030198 

50-458 

S 

GRANT.E.R. 

8610100448 

50-458 

S 

GRANT,E.R. 

8610100456 

50-458 

S 

GRANT.E.R. 

8610150075 

50-458 

S 

GRANT,E.R. 

8610210160 

50-458 

S 

GRANT.E.R. 

8610210237 

50-458 

S 

GRANT, E.R. 

8610270287 

50-458 

S 

GRANT,E.R. 

8610270408 

50-458 

S 

GRANT.N.W. 

8610100280* 

50-250 

R 

GRANT,N.W. 

8610100323* 

50-250 

R 

GRANT.W.B. 

8610160327* 

50-454 

Q 

GRASE.A. 

8610290400* 

CX>NTRACT 


GRASSO.L. 

8610220201* 

50-322 

G 

GRAVES, D.N. 

8610100692* 

50-341 

V 

GRAVES, R.H. 

8610020030 

50-213 

S 

GRAVES,R.H. 

8610090108 

60-213 

S 

GRAVES,R.H. 

8610140109 

50-213 

R 

GRAVES,R.H. 

8610150342 

50-213 

P 

GRAVES,R.H. 

8610210124 

50-213 

S 

GRAVES,R.H. 

8610280398 

50-213 

S 

GRAY,D.A. 

8610100298 

XPORTLIC 


GRAY,D.A. 

8610100304* 

XPORTLIC 


GRAY,D.A. 

8610300299 

XPORTLIC 


GRAY,D.A. 

8610300306 

XPORTLIC 


GRAY,J. 

8610080320 

50-443 

T 

GREEN, LC. 

8610140044* 

PR 


GREENBERG.S.K. 

8610170251 

50-400 

H 

GREENE.M. 

8610100043 

50-400 

H 

GREENE,S.R. 

8610070262 

NUREG 


GREENMAN,EG. 

8610270148 

50-456 

P 

GREEVES.J. 

8610140406 

WASTE MGT 

GREEVES.J.T. 

8610150467 

WASTE MGT 

GREGER.LR. 

8610070038* 

50-16 

Q 

GREQER.LR. 

8610080243* 

70-8 


GREGER.LR. 

8610160327* 

50-454 

Q 

GREQER.LR. 

8610160458* 

MISC 


GREGER.LR. 

8610170041 

40-3392 


GREGER,L.R. 

8610170120* 

50-155 

Q 

GREGG,D.R. 

8610240045 

PR 


GREGG.H.I. 

8610140405* 

50-423 

Q 

GRIDLEY,R. 

8610010129 

50-391 

Q 

GRIDLEY,R. 

8610010264 

50-327 

Q 

GRIDLEY.R. 

8610020087 

50-259 

Q 

GRIDLEY.R. 

8610020112 

50-328 

Q 

GRIDLEY,R. 

8610020188 

50-390 

S 

GRIDLEY.R. 

8610020241 

50-390 

S 

GRIDLEY,R. 

8610020430 

50-327 

P 

GRIDLEY,R. 

8610060460 

50-327 

P 

GRtDLEY,R. 

8610060616 

50-327 

Q 

GRIDLEY.R. 

8610070001 

50-390 

A 

GRIDLEY,R. 

8610070005 

50-390 

A 

GRIDLEY.R. 

8610080079 

50-327 

F 

GRtDLEY,R. 

8610080234 

50-259 

F 

GRIDLEY.R. 

8610080268 

50-260 

P 

GRIDLEY,R. 

8610090211 

50-327 

P 

GRIDLEY,R. 

8610100060 

50-327 

P 

GRIDLEY.R. 

8610100368 

50-390 

S 

GRIDLEY.R. 

8610100494 

50-438 

A 

GRIDLEY,R. 

8610100570 

50-327 

Q 

GRIDLEY.R. 

8610100606 

50-259 

Q 

GRIDLEY.R. 

8610140103 

50-390 

Q 

GRIDLEY,R. 

8610140293 

50-259 

P 

GRIDLEY,R. 

8610150002 

50-259 

Q 

GRIDLEY.R. 

8610150481 

50-390 

S 

GRIDLEY.R. 

8610160187 

50-390 

S 

GRIDLEY.R. 

8610160191 

50-390 

S 

GRIDLEY,R. 

8610160325 

50-328 

P 

GRIDLEY.R. 

8610160331 

50-259 

F 

GRIDLEY.R. 

8610160347 

50-390 

S 

GRIDLEY,R. 

8610160476 

50-390 

S 

GRIDLEY.R. 

8610170086 

50t390 

A 

GRIDLEY.R. 

8610200151 

50^27 

P 

GRIDLEY,R. 

8610210312 . 

50-^27 

Q 

GRIDLEY,R. 

8610220210 

■50-391 

S 

GRIDLEY,R. 

861(^30232 

50^ 

A 

GRIDLEY,R. 

GRIDLEY.R. 

861(^40369 

8610270(^ 

'"'50-259 

50-^ 

P 

Q 

GRIDLEY.R. 

M1(KJ701'03 

50-^ 

Q 

GRIDLEY.R. 

8610270125 

50-327 

Q 

GRIDLEY.R. 

8610270166 

50-259 

Q 

GRIDLEY,R. 

8610270196 

50-390 

S 

GRIDLEY.R. 

861027021^ 

50^0 

S 

GRIDLEY,R. 

8610270299 

50-390 

S 

GRIOLEY,R. 

8610270323 

50^0 

S 

GRIDLEY,R, 

8610280010 

50-3^27 

Q 

GRIDLEY.R. 

8610280085' 

50^90 

S 

GRrDLEY,R. 

8610280117 

50-390 

S 

GRIDLEY.R. 

861028^1 

50-^ 

Q 
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GRIDLEY.R. 

8610280331 

50-259 

S 

GRIMSLEY.D.H. 

8610160031 

FOIA 


GRIDLEY.R-L. 

8610010474 

50-390 

Q 

GRIMSLEY.D.H. 

8610160457 

FOIA 


GRIDLEY.RI. 

8610020171 

50-390 

S 

GRIMSLEY.D.H. 

8610170237 

FOIA 


GRIDLEY,R.L 

8610020178 

50-438 

S 

GRIMSLEY.D.H. 

8610170259 

40-7251 


GRIDLEY,R.L 

8610020199 

50-391 

S 

GRIMSLEY.D.H. 

8610170265 

60-206 

Q 

GRIDLEY.R.L 

8610030168 

50-390 

K 

GRIMSLEY.D.H. 

8610170283 

FOIA 


GRIDLEY.R.L 

8610080198 

50-259 

P 

GRIMSLEY.D.H. 

8610200390 

50-275 

P 

GRIDLEY.R.L 

8610080276 

50-327 

P 

GRIMSLEY.D.H. 

8610200425 

40-8027 


GRIDLEY.R.L 

8610080289 

50-438 

S 

GRIMSLEY,D.H. 

8610210210 

FOIA 


GR)DLEY,R.L 

8610090177 

50-259 

P 

GRIMSLEY,D.H. 

8610210219 

40-8027 


GRIDLEY,R.L 

8610150045 

50-327 

P 

GRIMSLEY.D.H. 

8610210373 

50-440 

Q 

GRIDLEY,R.L 

8610150382 

50-259 

F 

GRIMSLEY.D.H. 

8610210421 

FOIA 


GR1DLEY,R.L 

8610150485 

50-259 

F 

GRIMSLEY.D.H. 

8610210429 

50-320 

P 

GRIDLEY.R.L 

8610160161 

50-438 

S 

GRIMSLEY.D.H. 

8610210430 

40-8027 


GRIDLEY,R.L 

8610170053 

50-259 

P 

GRIMSLEY,D.H. 

8610210443 

50-400 

Q 

GRIDLEY,R.L 

8610170088 

50-259 

H 

GRIMSLEY,D.H. 

8610220236 

FOIA 


GRIDLEY.R.L 

8610170105 

PR 


GRIMSLEY.D.H. 

8610220325 

50-443 

A 

GRIDLEY,R.L 

8610240411 

50-390 

Q 

GRIMSLEY,D.H. 

8610220400 

40-8027 


GRIDLEY.R.L 

8610270169 

50-390 

A 

GRIMSLEY.D.H. 

8610220433 

50-445 

A 

GRIDLEY,R.L 

8610280007 

50-259 

P 

GRIMSLEY.D.H. 

8610230029 

FOIA 


GRIDLEY,R.L 

8610280148 

50-390 

S 

GRIMSLEY.D.H. 

8610230137 

FOIA 


GRIDLEY.R.L 

8610280212 

50-438 

Q 

GRIMSLEY.D.H. 

8610240269 

50-275 

P 

GRIDLEY,R.L. 

8610280274 

50-259 

P 

GRIMSLEY.D.H. 

8610240320 

50-186 

Q 

GRIDLEY,R.L 

8610290011 

40-1341 


GRIMSLEY.D.H. 

8610240333 

FOIA 


GRIDLEY.R.L 

8610300171 

NUREG 


GRIMSLEY.D.H. 

8610240387 

FOIA 


GRIFFIN, B.W. 

8610080258 

50-275 

G 

GRIMSLEY.D.H. 

8610270072 

FOIA 


GRIFFIN, F.A. 

8610270329 

50-302 

H 

GRIMSLEY.D.H. 

8610270350 

50-277 

Q 

GRIFFIN, H.B. 

8610160050* 

50-445 

A 

GRIMSLEY.D.H. 

8610280095 

FOIA 


GR1FFIN.H.B. 

8610160064* 

50-445 

A 

GRIMSLEY.D.H. 

8610280107 

FOIA 


GRIFFIN.H.B. 

8610160076* 

50-445 

A 

GRIMSLEY.D.H. 

8610280149 

FOIA 


GRIFFIN, H.B. 

8610160081* 

50-445 

A 

GRIMSLEY.D.H. 

8610280162 

50-247 

U 

GRIFFIN.H.B. 

8610160084* 

50-445 

A 

QRIMSLEY.D.H. 

8610290014 

50-410 

A 

GRIFFIN.H.B. 

8610160109* 

50-445 

A 

GRIMSLEY.D.H. 

8610290070 

50-443 

F 

GRIMES, B.K. 

8601210514* 

50-445 

A 

GRIMSLEY,D.H. 

8610290072 

50-397 

S 

GRIMES.B.K. 

8609030470 

WASTE MGT 

GRIMSLEY.D.H. 

8610290075 

70-1193 


GRIMES, C. 

8610100201* 

50-275 

P 

GRIMSLEY.D.H. 

8610290237 

FOIA 


GRiMES.C.I. 

8610080014* 

50-213 

P 

GRIMSLEY.D.H. 

8610290257 

FOIA 


GRIMES,C.I. 

8610220278 

50-245 

P 

GRIMSLEY.D.H. 

8610300010 

70-135 


GRIMES, C.I. 

8610280185 

50-245 

P 

GRIMSLEY.D.H. 

8610300290 

FOIA 


GRIMME,W. 

8610300319* 

50-10 

P 

GRIMSLEY.D.H. 

8610300322 

50-445 

A 

GRIMSLEY,D. 

8610230024 

50-400 

A 

GRIMSLEY,D.H. 

8610300399 

50-482 

Q 

GRIMSLEY,D. 

8610270296 

50-312 

J 

QRIMSLEY.D.H. 

8610310010 

50-498 

Q 

GRIMSLEY.D. 

8610280377 

50-400 

A 

GROAT.J.E. 

8610060530* 

TOPREP 


GRIMSLEY.D. 

8610310018 

50-400 

P 

GROBE,J.A. 

8610100390* 

50-440 

Q 

GR1MSLEY,D. 

8610310275 

FOIA 


GRODY.W.D 

8610230102* 

50-280 

F 

GRIMSLEY,D.H. 

8610010131 

50-482 

Q 

GRODY.W.D. 

8610230085* 

50-280 

F 

GRIMSLEY.D.H. 

8610030371 

FOIA 


GRODY.W.D. 

8610230091* 

50-280 

F 

GRIMSLEY,D.H. 

8610030502 

FOIA 


GROH.M.R. 

8610280309 

NUREG 


GRIMSLEY,D.H. 

8610060088 

50-445 

Q 

GROHM.R. 

8610280319 

NUREG 


GRIMSLEY,D.H. 

8610060132 

70-135 


GROSSMAN.H. 

8610210185 

50-456 

G 

GRIMSLEY.D.H. 

8610060421 

50-341 

P 

GROTENHUIS,M. 

8610140278 

50-259 

P 

GRIMSLEY.D.H. 

8610060945 

FOIA 


GROTENHUIS.M. 

8610300381 

50-259 

P 

GRIMSLEY.D.H. 

8610070172 

FOIA 


GROTH.D.W. 

8610200310* 

PR 


GRIMSLEY,D.H. 

8610080006 

50-271 

P 

GRUNSEICH.R.W. 

8610020507* 

50-322 

S 

GRIMSLEY,D.H. 

8610080080 

50-482 

Q 

GRUNSEICH.R.W. 

8610020511* 

50-322 

S 

GRIMSLEY.D.H. 

8610080128 

50-329 

A 

GRUNSEICH.R.W. 

8610100489 

50-322 

S 

GRIMSLEY.D.H. 

8610080186 

FOIA 


QUCWA,LT. 

8610030073 

50-321 

Q 

GRIMSLEY,D.H. 

8610080208 

50-445 

A 

GUCWA,L.T. 

8610080056 

50-321 

S 

GRIMSLEY.D.H, 

8610080239 

50-206 

P 

gucwa.lt. 

8610080172 

PR 


GRIMSLEY.D.H. 

8610080349 

50445 

A 

GUCWA,L.T. 

8610080233 

PR 


QBIMSLEY,D.H. 

8610090264 

50-445 

A 

GUCWA,L.T. 

8610090174 

50-321 

P 

GRIMSLEY.D.H. 

8610090332 

FOIA 


gucwa.lt. 

8610090184 

50-321 

P 

GRIMSLEY.D.H. 

8610090340 

FOIA 


GUCWA,LT. 

6610090189 

50-366 

P 

GRIMSLEY,D.H. 

8610100042 

50-275 

P 

GUCWA,L.T. 

8610090356 

50-366 

S 

GR1MSLEY,D.H. 

8610100117 

50445 

Q 

GUCWA,LT. 

8610100002 

60-366 

s 

GRIMSLEY,D.H. 

8610100156 

50-341 

Q 

GUCWA,LT. 

8610100046 

50-321 

P 

GRIMSLEY,D.H. 

8610100235 

40-8027 


GUCWA,L.T. 

8610100072 

50-321 

p 

GRIMSLEY,D.H. 

8610100254 

50-382 

P 

GUCWA,L.T. 

8610140100 

50-321 

R 

GRiMSLEY.D.H. 

8610100276 

FOIA 


GUCWA,LT. 

8610140284 

50-321 

V 

GRIMSLEY.D.H. 

8610100296 

40-8610 


GUCWA,LT. 

8610150114 

50-366 

S 

GRIMSLEY.D.H. 

8610100345 

50-424 

Q 

GUCWA,LT. 

8610150132 

50-321 

P 

GRIMSLEY,D.H. 

8610100351 

50-461 

P 

GUCWA.L.T. 

8610150163 

50-366 

S 

GRIMSLEY,D.H. 

8610100429 

50-445 

Q 

QUCWA,L.T. 

8610160236 

50-366 

S 

QRIMSLEY.D.H. 

8610100770 

50-259 

P 

GUCWA.L.T. 

8610160262 

50-321 

S 

GRIMSLEY,D.H. 

8610140030 

40-8027 


GUCWA,LT. 

8610220074 

50-321 

p 

GRIMSLEY.D.H. 

8610140204 

FOIA 


gucwa.lt. 

8610220100 

50-321 

F 

GRIMSLEY,D.H. 

8610140288 

FOIA 


GUCWA,L.T. 

8610220112 

60-366 

P 

GRIMSLEy.D.H. 

8610140318 

FOIA 


gucwa.lt. 

8610230265 

50-321 

Q 

QRIMSLEY.D.H. 

8610140333 

50-346 

S 

gucwa.lt. 

8610240030 

50-321 

S 

GRIMSLEY.D.H. 

8610140354 

60-275 

P 

GUCWA,LT. 

8610240032 

50-321 

S 

GRiMSLEY,D.H. 

8610140361 

FOIA 


GUCWA,LT. 

8610240255 

50-366 

s 

GRIMSLEy,D.H. 

8610150180 

50-275 

P 

GUCWA,LT. 

8610280202 

50-321 

p 

GR1MSLEY.D.H. 

8610150226 

FOIA 


GUCWA,LT. 

8610280278 

50-321 

F 

GRIMSLEY,D.H. 

8610150236 

FOIA 


GUCWA,LT. 

8610280416 

50-366 

S 

GRIMSLEY,D.H. 

8610150246 

50-445 

A 

GUCWA,L.T. 

8610280455 

50-366 

S 

GRIM8LEY,D.H. 

8610150295 

FOIA 


GUCWA,L.T. 

8610280555 

50-321 

P 

GRIMSLEY,O.H. 

8610150423 

50-456 

Q 

GUERRIERI.D. 

8610030416 

NUREG 


GRIMSLEY,D.H. 

8610150439 

50-445 

A 

GUGLIELMO,F.J. 

8610060429 

50-245 

I 

GRIMSLEY,D.H. 

8610150463 

50-440 

P 

QUINN, F.K. 

8610010521 

70-143 
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GUINN.F.K. 

8610220248 

70-143 


GUINN, F.K. 

8610230261 

70-143 


GUINN.F.K. 

8610240334 

70-143 


GUINN.F.K. 

8610270325 

70-143 


GULDEMOND.W.G. 

8610030008 

50-255 

Q 

GULDEMOND,W.G. 

8610030009* 

50-255 

Q 

GULDEMOND.W.G. 

8610070383 

50-305 

S 

GULDEMOND.W.G. 

8610150524 

50-341 

S 

GULDEMOND.W.G. 

8610160460 

50-237 

Q 

GULDEMOND.W.G. 

8610160464* 

50-237 

Q 

GULDEMOND.W.G. 

8610160469 

50-266 

Q 

GULDEMOND.W.G. 

8610170167 

50-341 

S 

GULDEMOND.W.G. 

8610170308 

50-315 

Q 

GULDEMOND.W.G. 

8610170310* 

50-315 

Q 

GULDEMOND,W.G. 

8610200295 

50-409 

Q 

GULDEMOND.W.G. 

8610270429 

50-295 

Q 

GULDEMOND.W.G. 

8610270436* 

50-295 

Q 

GULDEMOND.W.G. 

8610290298 

50-341 

S 

GULDEMOND.W.G. 

8610310264 

50-254 

Q 

GUMBLE.F.W. 

8610170111 

50-286 

S 

GUNDRUM.M.M. 

8610280171 

50-322 

G 

GUNSELMAN.D.J. 

8610090259 

PR 


GUNTHER,W.E 

8610160022* 

50-455 

Q 

GUNTHER.W.E. 

8610290256 

NUREG 


GUSTAVE.R.P. 

8610170101 

RES 


GUTHRIE, B. 

8610010266 

PR 


GUTIERREZ,J.M. 

8610310190* 

50-498 

Q 

GWYNN,T.P. 

8610210147* 

50-461 

Q 

HAASS,W.P. 

8112100549* 

50-275 

P 

HAASS.W.P. 

8205030609* 

50-275 

P 

HACKA 

8610160475* 

ORG 


HACKiNG.D.6. 

8610070144* 

TOPREP 


HAGAN,T.F. 

8610010039* 

CONTRACT 

HAGAN.T.F. 

8610060894* 

CONTRACT 

HAGAN, T.F. 

8610070479* 

CONTRACT 

HAGAN, T.F. 

8610090249* 

CONTRACT 

HAGAN, T.F. 

8610090420* 

CONTRACT 

HAQAN.T.F. 

8610090517* 

CONTRACT 

HAGAN, T.F. 

8610170303* 

CONTRACT 


HAGAN,T.F. 

8610200038* 

CONTRACT 


HAGAN.T.F. 

8610300036* 

CONTRACT 


HAGEY,H. 

8610290442* 

CONTRACT 


HAGHI.MA 

8610100476 

50-269 

S 

HALBERQ,G.P. 

8610210195 

PR 


HALE, A. 

8610240060 

WASTE MGT 

HALE.A 

8610240124 

WASTE MGT 

HALE.AR 

8610010176 

WASTE MGT 

HALE,AP. 

8610240149 

WASTE MGT 

HALE,A.P. 

8610240168 

WASTE MGT 

HALE.CJ. 

8610270219* 

50-445 

Q 

HALFORD,R.C. 

8610170251 

50-400 

H 

HALL,D.P. 

8610080083 

50461 

F 

HALl,D.P. 

8610080207 

50-461 

S 

HALL.D.P. 

8610150407 

50-461 

s 

HALL,D.P. 

8610200340 

50-461 

s 

HALL.D.P. 

8610280037* 

50-461 

p 

HALL.D.P. 

8610280111 

50-461 

s 

HALL.R.E. 

8610310090* 

FOIA 


HALL.R.E. 

8610310173* 

FOIA 


HALL,R.E. 

8610310197* 

FOIA 


HALL,R.E. 

8610310203* 

FOIA 


HALLSTROM.GA 

8610150503* 

50424 

Q 

hamidaa. 

8610140291* 

50-528 

P 

HAMILTON, P. 

8610220027 

50-293 

R 

HAMUN.J.B. 

8610310039* 

FOIA 


hamlinab. 

8610310039* 

FOIA 


HAMMOND.M. 

8610060171 

50400 

H 

HAMRICAP. 

8610230242 

PROJ 


HAMRtC,J.P. 

8610240385 

PROJ 


HAMR1CK,J.S. 

8610290191 

40-8681 


HAMRICKAS. 

8610300012 

40-8681 


HAMRICK,R. 

8610010266 

PR 


HANAUEaS.H. 

8212150306* 

FOIA 


HA^^RAMAN.E. 

8610080422 

71-612 


HANDRAHAN,E. 

8610230251 

71-6717 


HANNONAN. 

8505100521* 

50-275 

P 

HANSEU.L 

8610070042* 

50-445 

A 

H^^EL,J.L 

86102001K 

50-445 

G 

HANSEL,J.L 

8610270327* 

50-445 

A 

HANSEL,J.L 

8610270330* 

50-445 

A 

HANSEL^.L 

8610270335* 

50-445 

A 

HANSEL,J.L 

8610270346* 

50-445 

A 

HANSEL,J.L. 

8610270352* 

50-445 

A 

HANSEU.L 

8610270361* 

50445 

A 

HANSEL,J,L 

8610270363* 

50445 

A 

HANSEL,J1. 

8610270365* 

50-445 

A 

HANSEUJ.L 

8610270393* 

50-445 

A 

HANSELU-B. 

8610060831 

50-387 

S 

HANSELL,J.B. 

8610220224 

50-387 

R 
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HANSELL,J.B. 

8610280548 

50-387 

R 

HANSEN, M.P. 

8610140150 

WASTE MGT 

HANSON,M.A. 

8610090074 

50-400 

H 

HARBOUR,J. 

8610100153 

50-443 

G 

HARBUCK,C.C. 

8610160019* 

50-313 

Q 

HARLAN.P. 

8610010066 

PR 


HARMON.B. 

8610080044 

PR 


HARMON.P.E. 

8610100097* 

50-327 

Q 

HAROLDSEN.R. 

8610150261* 

50-440 

P 

HARPSTER.T.L. 

8304050552* 

50-275 

P 

HARRELL,E.W. 

8610070485 

50-339 

S 

HARRELL.E.W. 

8610160056 

50-338 

S 

HARRELL,E.W. 

8610200371 

50-339 

S 

HARRELL.E.W. 

8610200378 

50-338 

S 

HARRELL.P.H. 

8610310139* 

50-285 

Q 

HARRIS,D.L. 

8610150409* 

50-293 

Q 

HARRIS, D.R. 

8610100121 

50-225 

P 

HARRIS, D.R. 

8610100133* 

50-225 

P 

HARRIS.D.R. 

8610240215 

71-396 


HARR1S.D.R. 

8610290229 

50-225 

P 

HARRIS.J.D. 

8610060850* 

50-302 

Q 

HARRIS,J.R. 

8610100293* 

50-338 

Q 

HARRISON.D.F. 

8610100116 

50-368 

R 

HARRISON.F. 

8610100070* 

50-324 

R 

HARRISON.F. 

8610100075* 

50-324 

R 

HARRlSON,J.J. 

8610090367 

50-266 

Q 

HARRISON,J.J. 

8610100428 

50-341 

Q 

HARRISON.J.J. 

8610100434* 

50-341 

Q 

HARRISON, J.J. 

8610100498 

50-461 

Q 

HARRISON.J.J. 

8610160128 

50-456 

Q 

HARRISON,J.J. 

8610200084 

50-440 

Q 

HARRISON.J.J. 

8610200090 

50-461 

Q 

HARRISON.J.J. 

8610210064 

50-315 

Q 

HARRISON,J.J. 

8610270096 

50-456 

Q 

HARRISON.J.J. 

8610280590 

50-456 

Q 

HARRISON,P. 

8610060243* 

50-445 

A 

HARRISON.F. 

8610070205* 

50-445 

A 

HARRISON.F. 

8610070216* 

50-445 

A 

HART.R.D. 

8610010103 

WASTE RES 

HART.R.D. 

8610140198 

WASTE RES 

HART,R.D. 

8610140212 

WASTE RES 

HART,R.D. 

8610150038 

50-251 

S 

HART,R.D. 

8610150217 

WASTE MGT 

HART.R.D. 

8610220182 

50-251 

S 

HART.R.D. 

8610290177 

WASTE RES 

HART,R.D. 

8610300199 

WASTE RES 

HARTUNG,E.C. 

8610030524* 

CONTRACT 


HARTUNG,E.C. 

8610300361* 

CONTRACT 


HATFORD.W.V. 

8610240072 

PR 


HATHAWAY.W. 

8610240072 

PR 


HATLEY.D. 

8610220464* 

50-445 

A 

HAUER, B.J. 

8610020342 

PR 


HAUGHEY.M. 

8610100246 

50-410 

A 

HAUGHEY,M.F. 

8610090386 

50-410 

A 

HAUGHEY,M.F. 

8610210015 

50-410 

A 

HAVERLY.J. 

8610100469 

50-346 

S 

HAVERLY.J. 

8610220162 

50-346 

S 

HAWKINS,D. 

8610020515 

CONTRACT 


HAWKINS.D.A 

8610060785 

CONTRACT 


HAWKINS.DA 

8610100787 

CONTRACT 


HAWKINS,E.F. 

8610030225 

WASTE MGT 

HAWKINS.E.F. 

8610030377 

WASTE MGT 

HAWKINS.E.F. 

8610070290 

40-2259 


HAWKINS, E.F. 

8610070467 

40-8102 


HAWKINS.E.F. 

8610080027 

40-8452 


HAWKINS.E.F. 

8610080058 

40-8452 


HAWKINS,E.F. 

8610080062* 

40-8452 


HAWKINS,E.F. 

8610080293 

40-8502 


HAWKINS.E.F. 

8610080296 

40-6659 


HAWKINS,EF, 

8610080402 

40-8502 


HAWKINS.E.F. 

8610100319 

40-8768 


HAWKINS, E,F. 

8610100553 

40-8064 


HAWKINS, E.F. 

8610100557 

40-8064 


HAWKINS,E.F. 

8610100560 

40-8102 


HAWKINS,E.F. 

8610200402 

40-8502 


HAWKINS,E.F. 

8610200406* 

40-8502 


HAWKINS, E.F. 

8610220266 

WASTE MGT 

HAWKINS, E.F. 

8610220357 

WASTE MGT 

HAWKINS,E.F. 

8610220409 

40-6659 


HAWKINS, E.F. 

8610300402 

40-8857 


HAWKINS, E.F. 

8610300404 

WASTE MGT 

HAWKINS, E.F, 

8610300419 

40-8926 


HAWKINS, E.F. 

8610300420 

40-1341 


HAWLEY.H,G. 

8610300309 

PR 


HAYES,B.B. 

8512040338* 

FOIA 


HAYES.B.B. 

8610100271* 

50-382 

P 

HAYES,B.B. 

8610100281* 

50-382 

Q 

HAYES,B.B. 

8610100289* 

50-382 

P 

HAYES,B.B. 

8610100295* 

50-382 

Q 
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HAYES.B.B. 

8610170241* 

FOIA 


HERSCH,M.M. 

8610160438 

XPORTLIC 


HAYES, B.B. 

8610210451* 

50-320 

P 

HERSCHER,A. 

8610210195 

PR 


HAYNES, J.G. 

8610010460 

50-528 

S 

HERWIG.W.M. 

8610060037* 

TOPREP 


HAYNESjJ.G. 

8610020079 

50-529 

S 

HESTER, O.V. 

8610280309 

NUREG 


HAYNES, J.G. 

8610020516 

PR 


HESTER, O.V. 

8610280319 

NUREG 


HAYNES,J.G. 

8610030023 

50-529 

P 

HEUTER,LJ. 

8610080318* 

50-295 

Q 

HAYNES, J.G, 

8610060472 

50-528 

S 

HICKEY,J.W. 

8407020422* 

FOIA 


HAYNES, J.G. 

8610090029 

50-528 

F 

HICK1N,R.A. 

8610170303* 

CONTRACT 

HAYNES, J.G. 

8610090195 

50-528 

J 

HICKMAN,J.B. 

8610150362 

PR 


HAYNESjJ.G. 

8610090269 

PR 


HICKMAN, J.H. 

8610300387 

PR 


HAYNES,J.G. 

8610090319 

50-528 

S 

HICKMAN,O.E. 

8610280075* 

50-338 

R 

HAYNES, J.G. 

8610090499 

50-528 

P 

HICKS, M.M. 

8610070433 

PR 


HAYNES,J.G. 

8610090515 

50-528 

P 

HICKS,R. 

8610310086 

PR 


HAYNES,J.G. 

8610100446 

50-529 

P 

HIGGINBOTHAM, L 

7904100384 

50-250 

Q 

HAYNES,J.G. 

8610100502 

50-528 

P 

HIGGINBOTHAM.L. 

8610160352 

50-458 

Q 

HAYNES,J.G. 

8610140267 

60-529 

R 

HIGGINBOTHAM.L 

8610160453 

MiSC 


HAYNES, J.G. 

8610140269 

60-528 

R 

HIGGINBOTHAM,L. 

8610170012 

ORQ 


HAYNES, J.G. 

8610150513 

50-529 

S 

HIGGINBOTHAM,L 

8610200065 

ORG 


HAYNES, J.G. 

8610160003 

50-530 

S 

HIGGINBOTHAM, L, 

8610200186 

ORG 


HAYNES,J.G. 

8610160054 

50-528 

S 

HIGGINBOTHAM.L 

8610200260 

ORG 


HAYNES,J.G. 

8610160216 

50-530 

S 

HIGGINBOTHAM, L 

8610300024 

ORG 


HAYNES,J.G. 

8610160395 

50-530 

S 

HIGGINS.J. 

8610270328 

50-247 

S 

HAYNES, J.G. 

8610170080 

50-528 

S 

HIGG1NS,R.L 

8610100320* 

50-255 

V 

HAYNES,J.G. 

8610210156 

50-528 

S 

HIGGINS.W.R. 

8610160231 

50-395 

s 

HAYNES, J.G. 

8610210266 

50-528 

S 

HIGUCHI.M. 

8610140024 

40-8027 


HAYNES, J.G. 

8610220039 

50-528 

S 

HII,J, 

8610300139* 

50-456 

T 

HAYNES,J.G. 

8610240232 

50-528 

S 

H1LDEBRAND.P.R. 

8610010120 

WASTE MGT 

HAYNES.J.G. 

8610240391 

50-529 

S 

HILL,C.2. 

8610300277 

40-8584 


HAYNES,J.G. 

8610280294 

50-528 

S 

HILUJ. 

8610010539 

50-267 

s 

HAYNES,J.G. 

8610280358 

50-530 

S 

HILL-WHILTON.N. 

8610010144 

PR 


HAYNES,J.Q. 

8610280375 

50-529 

S 

HILLMAN, R.E. 

8610010507* 

50-219 

R 

HAYNES,J.G. 

8610280397 

50-528 

S 

HILLMAN, S. 

8610200226 

PR 


HAYNES, J.G. 

8610300367 

50-528 

S 

HILLS.D.E. 

8610070111* 

50-254 

V 

HAYNES, J.G. 

8610300393 

50-528 

S 

HIND,J. 

8610070520 

50-294 

S 

HAYNES.T.G. 

8610090052 

50-529 

S 

HIND.J. 

8610090202 

l&E 


HEALEY.P.F. 

8407020430* 

FOIA 


H1ND,J.A. 

8610070055 

50-186 

Q 

HEALY,P.F. 

8407020428* 

FOIA 


HIND,J.A. 

8610140393 

50-315 

P 

HEER,W.F. 

8610060946* 

CONTRACT 


HIND,J.A. 

8610160047 

50-456 

A 

HEHL,C.W. 

8610070092 

50-254 

V 

HIND,J.A. 

8610240335* 

50-186 

Q 

HEHL,C.W. 

8610100088 

50-454 

Q 

HIND.J.A. 

8610240339* 

50-186 

Q 

HEHU,C.W, 

8610100106* 

50-454 

Q 

H1ND,J.A. 

8610240342* 

50-186 

0 

HEHL,C.W. 

8610100317 

50-255 

V 

HIND,J.A. 

8610240347* 

50-186 

Q 

HEHL,C.W. 

8610100431 

50-455 

V 

HIND,J.A, 

8610240355* 

50-186 

Q 

HEHL,C,W. 

8610100687 

50-341 

V 

HIND,J.A. 

8610240358* 

50-186 

Q 

HEHL,C.W. 

8610160016 

50-455 

Q 

HIND,J.A. 

8610240362* 

50-186 

Q 

HEHL,C.W. 

8610280193 

50-266 

V 

HIND,J.A. 

8610240365* 

60-186 

Q 

HEIDER,L.H, 

8610100093 

50-29 

P 

HIND,J.A. 

8610240371* 

50-186 

Q 

HEIDER,L.H. 

8610100160 

50-29 

R 

HIND,J.A. 

8610240375* 

50-106 

Q 

HEIDER,LH. 

8610230190 

50-29 

P 

HIND,J.A. 

8610240379* 

50-186 

Q 

HEIDER,LH. 

8610270384 

50-29 

P 

HIND,J.A. 

8610270276 

72-1 


HEIGH.D. 

8610290409 

50-400 

H 

HIND,J.A. 

8610280031 

50-461 

P 

HEiLMAN,R.E. 

8610280503 

FOIA 


HIND,J.A. 

8610290079* 

70-1193 


HEIN,0. 

8610030406 

NUREG 


HIND,J.A. 

8610290239* 

70-1193 


HEISHMAN,R.F. 

8610080259 

QA999 


HIND,J.A. 

8610290245* 

70-1193 


HE1SHMAN,R.F. 

8610090140 

50-247 

Q 

HIND,J.A. 

8610290254* 

70-925 


HEISHMAN,R.F. 

8610100003 

QA999 


H1ND,J.A. 

8610290264* 

70-1193 


HEISHMAN,R,F. 

8610100511 

QA999 


HIND,J.A. 

8610290289 

50-151 

Q 

HEISHMAN,R.F. 

8610100527 

QA999 


HINOS.J.R. 

8610200044 

50-275 

S 

HEISHMAN.R.F. 

8610140112 

50-29 

Q 

HINSON, C.S. 

8610310008 

50-267 

P 

HEISHMAN,R.F, 

8610140276 

QA999 


HINTON, LW. 

8610240111 

PR 


HEISHMAN,R.F. 

8610140292 

QA999 


HINTZ,A.C. 

8610070433 

PR 


HEISHMAN.R.F. 

8610150220 

QA999 


HINTZ,D.C. 

8610080123 

50-305 

P 

HEISHMAN,R.F. 

8610150397 

QA999 


HINTZ,D.C. 

86101000S5 

50-305 

Q 

HEISHMAN,R.F. 

8610160398 

QA999 


HINTZ,D.C. 

8610100226 

60-305 

P 

HEISHMAN.R.F. 

8610220275 

QA999 


HINTZ,D.C. 

8610100250 

50-305 

Q 

HEISHMAN,R.F. 

8610220277 

QA999 


HINTZ,D.C. 

8610160163 

50-305 

P 

HEISHMAN,R.F. 

8610270140 

QA999 


HINTZ.D.C. 

8610210153 

50-305 

P 

HEISHMAN,R.F. 

8610270401 

QA999 


HINTZ,D.C. 

8610240428 

50-305 

F 

HEISHMAN.R.F. 

8610280163 

QA999 


HINTZ,D.C. 

8610270338 

50-305 

J 

HEISHMAN,R.F. 

8610290246 

50-321 

Q 

HINTZ,D.C. 

8610280469 

50-305 

S 

HEISHMAN,R.F. 

8610310034 

QA999 


HIBT,J.A. 

8610300007 

50-388 

S 

HEITNER,K.L 

8610010055 

50-267 

P 

HIRT,P.L. 

8610060325* 

CONTRACT 


HEITNER,K.L 

8610220334 

50-267 

P 

HOBBS, A- 

8610170251 

50-400 

H 

HEITNER,K.L 

8610220411 

50-267 

P 

HOBBS.S.H. 

8610020470 

TOPREP 


HEITNER.K.L 

8610280273 

50-267 

P 

HOBBS, S.H. 

8610020470 

TOPREP 


HEITNER,K.L 

8610280423 

50-267 

P 

HOBBS, S.H. 

8610030046 

TOPREP 


NEITHER, K.L 

8610280546 

50-267 

Q 

HOBBS,S.H. 

8610030134 

TOPREP 


HELTEMES,C.J. 

8610300162 

ORQ 


HOBBS, S.H. 

8610030134 

TOPREP 


HELTEMES,C.J. 

8610300401 

NUREG 


HOBBS, S,H. 

6610030221 

TOPREP 


HELTON,H.A. 

8610010266 

PR 


HOBBS, S.H, 

8610030433 

TOPREP 


HENDRIE,J.M. 

8610080082* 

FOIA 


HOBBS,S.H. 

8610060008 

TOPREP 


HENNE.W.R, 

8610070461* 

TOPREP 


HOBBS.S.H. 

8610060017 

TOPREP 


HENSLEY.K.D. 

8610240015 

70-143 


HOBBS,S.H 

8610060830 

TOPREP 


HERNAN.R.W. 

8203180069* 

50-329 

E 

HOBBS.S.H. 

8610070112 

TOPREP 


HERR,R.K. 

8610100281* 

50-382 

Q 

HOBBS, S.H. 

8610070180 

TOPREP 


HERR,R.K. 

8610100295* 

50-382 

Q 

HOBBS,S.H, 

8610070428 

TOPREP 


HERRERA.J.R. 

8610060381 

50-275 

K 

HOBBS, S.H, 

8610070437 

TOPREP 


HERRlNGTON,J.S. 

8610010024 

WASTE MGT 

HOBBS, S.H. 

8610070445 

TOPREP 


HERSCH,M.M. 

8610160377 

XPORTLIC 


HOBBS, S.H, 

8610070445 

TOPREP 
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HOBBS, S.H. 

8610080092 

TOPREP 


HOBBS.S.H. 

8610210170 

50-416 

R 

HODGDON.A.P. 

8610210293 

50-352 

G 

HODGE.DA 

8610270327* 

50-445 

A 

HODGE.DA 

8610270335* 

50-445 

A 

HOEFUNG,R. 

8405210097* 

50-275 

P 

HOEGBERG.L 

8610140069* 

FOIA 


HOFFERBERT.M. 

8610210123 

PR 


HOFFMAN,D.P. 

8610100167 

50-155 

R 

HOFFMAN.J. 

8610060733 

50-302 

J 

HOFFMAN,M.E. 

8610290150 

50-341 

F 

HOFFMANN, M.E. 

8610070214 

50-341 

F 

HOFFMANN.M.E. 

8610100641 

50-341 

F 

HOFFMANN, M.E. 

8610160229 

50-341 

F 

HOGAN, R. 

8610080019* 

FOIA 


HOGAN,T.F. 

8610200248* 

CONTRACT 

HOLAHAN.G.M. 

8603100040* 

50-277 

Q 

HOLAHAN.G.M. 

8609110143* 

TOPREP 


HOLAHAN,G.M. 

8610090019 

ORG 


HOLAHAN.G.M. 

8610140359 

50-280 

S 

HOLAHAN.G.M. 

8610200104 

50-219 

S 

HOLCOMB,E.E. 

8610070461* 

TOPREP 


HOLLAND,R.T. 

8610070194 

PR 


HOLLAND.W.E. 

8610220003* 

50-280 

Q 

HOLLAR, D.E. 

8610230016 

50-400 

A 

HOLLEY.W.L. 

8610310189* 

40-8027 


HOLLOWAY,C.J. 

8512100494* 

50-323 

P 

HOLLOWAY, C.M. 

8610150300* 

27-47 


HOLM,J.S. 

8610100024* 

TOPREP 


HOLM.J,S. 

8610100650* 

TOPREP 


HOLM,J.S. 

8610100664* 

TOPREP 


HOLM.J.S. 

8610100674* 

TOPREP 


HOLM.J.S. 

8610100686* 

TOPREP 


HOLMAN,P.J. 

8610010113* 

50-313 

P 

HOLMES.J. 

8610100506* 

50-461 

Q 

HOLMES,J. 

8610200088* 

50-440 

Q 

HOLMES, J.A. 

8610100390* 

50-440 

Q 

HOLMES-RAY.P. 

8610060369* 

50-321 

Q 

HOLMES-RAY.P. 

8610280462* 

50-321 

Q 

HOLONICH.J.J. 

8610220067* 

50-327 

Q 

HOLT.S.A. 

8610020342 

PR 


HOLTON, LB. 

8610270279* 

50-400 

H 

HOLTZMAN,R.B. 

8610150060* 

50-454 

Q 

HOLTZMAN,R.B. 

8610160426* 

50-456 

Q 

HOLTZMAN.R.B. 

8610280444* 

50-454 

Q 

HOOD.D. 

8204160157* 

50-329 

A 

HOOD,D. 

8610090429 

50-369 

P 

HOOD.D. 

8610090440* 

50-369 

P 

HOOD.D. 

8610090456 

50-369 

P 

HOOD,D. 

8610090461* 

50-369 

P 


HOOD,D. 
HOOD.D. 
HOOD.D. 
HOOKER.CA 
HOOKS, K.R. 


8610150294 50-369 P 
8610170151 50-369 P 
8610280400 50-369 P 
8610090358* 50-344 Q 
8610220067* 50-327 Q 


HOOTEN,C.R. 
HOPKINS, J.B. 
HOPKINS, P.C. 
HOPKINS, P.C. 
HOPKINS,P.C. 


8610060204* 50-445 A 

8610030028 50-395 P 

8610020013* 50-395 Q 

8610020127* 50-395 Q 

8610280192* 50-395 Q 


HOPKINS.R.E. 
HOPKINS, R.H. 
HOPKINS.RJ. 
HORN,G.R. 
HORN.G.R. 


8610290080 40-6500 

8610270162 PR 
8610300343 40-6622 

8610070284 50-298 S 

8610090327 50-298 S 


HORN,G.R. 

HORN,G.R. 

HORN,G.R. 

HORN,G,R. 

HORNBEAK,F, 


8610090333 50-298 S 
8610140323 50-298 R 
8610160133 50-298 F 
8610220459 50-298 S 
8610240321 50-454 S 


HORNBEAK.F. 

HORNBEAK,F. 

HORNBEAK,F. 

HORNUNG,T. 

HOSEY.C. 


8610240336 50-454 S 

8610240344 50-454 S 

8610240357 50-454 S 

8610270182 PR 

8610270128 50-370 S 


HOSEY,C.M. 

HOSEY,C.M. 

HOSEY,C.M. 

HOSEY,C.M. 

HOSEY,C.M. 


8610010205* 50-280 
8610030057* 50-261 
8610070220* 50-413 
8610100279* 50-324 
8610270094* 50-259 


Q 

Q 

Q 

Q 

Q 


HOSKINS,K,C. 
HOU,S.N, 
HOU,S.N, 
HOUSERMAN.T, 
HOUSTON, R.W. 


8610280091* 50-250 P 

8605150205* 50-445 A 

8605150207* 50-445 E 

8610240072 PR 

8511250327* 50-275 P 


HOUSTON.R.W. 

HOVIS,N.E. 

HOWARD.E.M. 

HOWARD,R.W. 


8610080070* 

861015Q313 

8610070451* 

8610100510* 


50-271 P 

WASTE MGT 
50-424 V 

50-322 Q 
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HOYALJ.G. 

8610240104 

WASTE MGT 

HOYAL.J.G. 

8610290086 

WASTE MGT 

HOYALJ.G. 

8610290100 

WASTE MGT 

HOYAL,J.G. 

8610290113 

WASTE MGT 

HOYALJ.G. 

8610290126 

WASTE MGT 

HOYLE.J.C. 

8610310096* 

50-498 

G 

HOYT.H.F. 

8610010063 

50-346 

G 

HOYT,H.F. 

8610100162 

50-443 

G 

HOYT,H.F. 

8610100234 

50-443 

G 

HOYT,H.F. 

8610100303 

50-443 

G 

HOYT,H.F. 

8610220109 

50-443 

G 

HOYT,H.F. 

8610220158 

50-443 

G 

HOYT,P.A. 

8610100670 

PR 


HOYT.P.A. 

8610100739 

PR 


HSU.J.T. 

8610310124 

NUREG 


HUANG.P.H. 

8610100056* 

50-498 

E 

HUBACEK,W.G. 

8610310074* 

50-498 

Q 

HUBACEK.W.G. 

8610310155* 

50-498 

A 

HUBACEK.W.G. 

8610310173* 

50-498 

Q 

HUBACEK.W.G. 

8610310184* 

50-498 

Q 

HUBACEK.W.G. 

8610310197* 

50-498 

Q 

HUDDLESTON,W.A. 

8610220138* 

50-344 

P 

HUDSPETH.A. 

8610080171 

50-400 

H 

HUDSPETH,J.B. 

8610070225 

50-348 

F 

HUDSPETH,J.B. 

8610090304 

50-348 

F 

HUDSPETH,J.B. 

8610170136 

50-348 

F 

HUDSPETH,J.B. 

8610200056 

50-348 

F 

HUETER.L.J. 

8610100211* 

50-341 

P 

HUETER.L.J. 

8610200253* 

50-454 

Q 

HUETER.L.J. 

8610310156* 

50-305 

Q 

HUEY.R. 

8610090438 

50-362 

S 

HUGHES.J.T. 

8610080277 

50-400 

G 

HUKILL.H.D. 

8610060531 

50-289 

S 

HUKILL,H.D. 

8610090454 

50-289 

P 

HUKILLH.D. 

8610100119 

50-289 

P 

HUKILL.H.D. 

8610160096 

50-289 

s 

HUKILL,H.D. 

8610200006 

50-289 

p 

MUKILL.H.D. 

8610200391 

50-289 

R 

HUKILLH.D. 

8610220008 

50-289 

P 

HUKILLH.D. 

8610230164 

50-289 

P 

HUKILL.H.D. 

8610280035 

50-289 

P 

HUKILL,H.D. 

8610280048 

50-289 

Q 

HUKILL,H.D. 

8610310107 

50-289 

Q 

HUKILL,H.D. 

8610310255 

50-289 

F 

HUL1N,C.L 

8610220307 

50-456 

T 

HULLJ-L 

8610140267 

50-529 

R 

HULL,J.L 

8610140269 

50-528 

R 

HULMAN.LG. 

8504240340* 

50-443 

A 

HUNEGS,G.K. 

8610150013* 

50-327 

Q 

HUNICUTT.D.M. 

8610270366* 

50-462 

Q 

HUNNICUTT,D.M. 

8610160037* 

50-313 

Q 

HUNSTAD,A.A. 

8610160156 

50-282 

S 

HUNT,B. 

8610200119 

40-8027 


HUNT.B. 

8610210212 

40-8027 


HUNT,H. 

8610300241 

50-400 

H 

HUNT,J.A 

8610150476 

WASTE MGT 

HUNTER, A 

8610080131 

50-445 

G 

HUNTER,A 

8610080131 

50-445 

G 

HUNTER, D.R. 

8610150186* 

50-482 

Q 

HUNTER, D.R. 

8610160019* 

50-313 

Q 

HUNTER,D.R. 

8610270166 

50-313 

S 

HUNTER,D.R. 

8610270366* 

50-482 

Q 

HUNTER, D.R. 

8610310051* 

50-313 

Q 

HUNTER, D,R. 

8610310139* 

50-285 

Q 

HUNTER, J.G. 

8610150409* 

50-293 

Q 

HUNTER, J.G. 

8610310150* 

50-244 

P 

HUNTINGTON.D. 

8610300309 

PR 


HUSSEMAN.T. 

8610140148 

WASTE MGT 

HUTCHISON, H.V. 

8610150135 

70-364 


HUTCHISON,LB. 

8610100169 

50-397 

R 

HUTCHISON, LB. 

8610100173 

50-397 

R 

HUTCHISON,LB. 

8610100466* 

50-397 

R 

HUTCHISON, LB. 

8610100488* 

50-397 

R 

HUTZLER,C.W. 

8610080428* 

50-327 

p 

HUTZLER,C.W. 

8610080437* 

50-327 

P 

HYUND.E.L 

8610270091* 

50-269 

P 

fBRAHIM.A. 

8610010342 

WASTE RES 

IBRAHIM, A.6. 

8610010146 

WASTE MGT 

IGNATONIS,A 

8610020019 

50-280 

s 

IGNATONIS,A.J. 

8610020471* 

50-338 

Q 

IQNATONISAJ. 

8610060369* 

50-321 

Q 

IGNATONIS.AJ. 

8610220003* 

50-280 

Q 

IQNATONIS,AJ. 

8610270425* 

50-338 

Q 

IQNATONIS,A,J. 

8610280462* 

50-321 

Q 

1MBR0,E.V. 

8610100427* 

50-424 

Q 

fMBRO.E.V. 

8610280099* 

50-424 

Q 

INABA.K. 

8610230023 

FOIA 


INQERSOLLC.E. 

8610240224* 

WASTE MGT 

INQERSOLUK. 

8610300120 

50-261 

P 
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INTERRANTE,C.G. 

8610230225 

WASTE RES 

JOHNSON.B.D. 

8610100525 

50-155 

S 

INTERRANTE.aa 

8610290066 

WASTE RES 

JOHNSON.6.D. 

8610100535 

50-255 

Q 

IRELAND, J.R. 

8610150310 

50-267 

P 

JOHNSON.C. 

8610210123 

PR 


IRELAND, R.E. 

8610200363* 

50-498 

Q 

JOHNSON.CA 

8610010047 

WASTE MGT 

IRWIN.D.P. 

8610080137 

50-322 

G 

JOHNSON,C.A. 

8610010050 

WASTE MGT 

IRWIN.D.P. 

8610080137 

50-322 

G 

JOHNSON.C.E. 

8610160359* 

50-498 

Q 

IRWIN.D.P. 

8610080154 

50-322 

G 

JOHNSON.C.R. 

8610240435 

71-9010 


IRWIN, D.P. 

8610080154 

50-322 

G 

JOHNSON.C.W. 

8610090249* 

CONTRACT 

IRWIN,H.R, 

8610270198 

71-5796 


JOHNSON,E. 

8610210195 

PR 


ISAKSEN.P. 

8610100438* 

50-455 

V 

JOHNSON,E.H. 

8610080442 

50-445 

Q 

ISH1I,K. 

8610100723 

PR 


JOHNSON.E.H. 

8610100633 

50-445 

Q 

ISHII.M. 

8610310124 

NUREG 


JOHNSON, E.H. 

8610210132 

50-382 

P 

IT2K0WITZ,M.L. 

8610280208* 

FOIA 


JOHNSON.E.H. 

8610270195 

50-445 

Q 

IVEY.K. 

8610160020* 

50-528 

Q 

JOHNSON,E.H. 

8610280277 

50-445 

Q 

1WATA,N. 

7905150565* 

FOIA 


JOHNSON, E.H. 

8610280458 

50-445 

Q 

JABBOUR.K. 

8610100612 

50-413 

P 

JOHNSON,GA. 

8610020342 

PR 


JABBOUR,K. 

8610100622* 

50-413 

P 

JOHNSON.G.E. 

8610140344* 

50-320 

G 

JABBOUR.K. 

8610150247 

50-413 

P 

JOHNSON.G.E. 

8610220214 

50-320 

G 

JABBOUR.K. 

8610150251* 

50-413 

P 

JOHNSON.G.E. 

8610280179 

70-364 


JABBOUR,K. 

8610150351 

50-413 

P 

JOHNSON, I.M. 

8610080187 

50-456 

A 

JABBOUR,K. 

8610150353* 

50-413 

P 

JOHNSON.I.M. 

8610100040 

50-456 

Q 

JABBOUR,K. 

8610280276 

50-413 

P 

JOHNSON.I.M. 

8610100620 

50-455 

A 

JABBOUR.K. 

8610280279* 

50-413 

P 

JOHNSON.I.M. 

8610150384 

50-456 

Q 

JABBOUR.K. 

8610280572 

50-414 

P 

JOHNSON,I.M. 

8610150386 

50-456 

A 

JABBOUR,K.N. 

8610150280 

50-414 

P 

JOHNSON,I.M. 

8610160185 

50-464 

P 

JABLONSKI.FJ. 

8610200094* 

50-461 

Q 

JOHNSON.I.M. 

8610200347 

50-454 

P 

JABLONSKI.FJ. 

8610270100* 

50-456 

Q 

JOHNSON.LM. 

8610240348 

70-2972 


JACHOWSKI.R. 

8208130344* 

50-275 

P 

JOHNSON.LM. 

8610240363 

70-3000 


JACKIW.I.N. 

8610070383 

50-305 

S 

JOHNSON, I.M. 

8610300332 

50-295 

F 

JACKIW.I.N. 

8610160470* 

50-266 

Q 

JOHNSON, J. 

8610080253* 

50-412 

Q 

JACKSON.J.P. 

8610160025* 

50-445 

A 

JOHNSON, J. 

8610140121* 

50-352 

Q 

JACKSON, J.P. 

8610160035* 

50-445 

A 

JOHNSON.J. 

8610290409 

50-400 

H 

JACKSON,K.C. 

8610100613* 

CONTRACT 


JOHNSON.M.R. 

8610210396 

NUREG 


JACKSON, LH. 

8610020380* 

50-400 

Q 

JOHNSON.P. 

8610070346* 

50-397 

Q 

JACKSON.LH. 

8610310204* 

50-424 

Q 

JOHNSON,P.H. 

8610060117* 

50-397 

Q 

JACKSON.R. 

8610240402 

50-249 

S 

JOHNSON, P.H. 

8610070339* 

50-397 

Q 

JACKSON, R.E. 

8012120401* 

50-275 

P 

JOHNSON.R. 

8610060550 

50-295 

F 

JACKSON, R.R. 

8610280561* 

50-416 

P 

JOHNSON.R. 

8610150324 

WASTE MGT 

JACOBS, G.K. 

8610020328 

WASTE RES 

JOHNSON, R. 

8610300241 

50-400 

H 

JACOBS, G.K. 

8610060524 

WASTE MQT 

JOHNSON, S.C. 

8610240018 

70-143 


JACOBS, G.K. 

8610230107 

WASTE RES 

JOHNSON, T. 

8610200126* 

50-424 

G 

JACOBS, G.K. 

8610240177 

WASTE RES 

JOHNSON.W.D. 

8610160019* 

60-313 

Q 

JACOBS, G.K. 

8610280592 

WASTE RES 

JOHNSTON, Q.W. 

8610020432* 

50-312 

V 

JACOBS, G.K. 

8610280597* 

WASTE RES 

JOINER,J.E. 

8610220146 

50424 

G 

JACOBS.G.K. 

8610290210 

WASTE RES 

JOINER.J.E. 

6610220146 

50424 

G 

JACOBS, S.L 

8610140385 

50-309 

R 

JONES,6.W. 

8610170149 

50-259 

P 

JACOBS.W. 

8610060158 

50-400 

H 

JONES, D.P. 

8610280538* 

60-416 

P 

JACOBSON,J.M. 

8610280595* 

50-456 

Q 

JONES, J.A. 

8610270385* 

50-445 

A 

JAFFE.D.H. 

8508080656* 

FOIA 


JONES, K.R. 

8610100617 

50-275 

P 

JAFFE,D.H. 

8610060861 

50-336 

P 

JONES, R.K. 

8610290184 

40-8681 


JAFFEE,H. 

8610070527* 

50-322 

G 

JONES.S. 

8610100613* 

CONTRACT 


JANBERQ,K. 

8610310164 

REGGD 


JONES, S.B. 

8610220385 

50-260 

S 

JANG.J. 

8610210401 

NUREG 


JONES, S.B. 

8610300055 

50-259 

S 

JANUSKA,A.G. 

8610070022* 

50-346 

Q 

JONES.S.B. 

8610300348 

50-260 

s 

JANUSKA,A.G. 

8610150057* 

50-331 

Q 

JONES, V.H. 

8610100367 

60-280 

R 

JAPE,F. 

8610030370* 

50-413 

Q 

JONES.W.B. 

8610280484* 

50458 

Q 


8610070094* 

50-424 

Q 

JONES, W.F. 

8610210136 

QA999 


JAPE.F. 

8610150071* 

50-280 

Q 

JONSON,J. 

8610140389* 

50423 

Q 

JAPE,F. 

8610210350* 

50-400 

Q 

JORDAN, E.L 

8203010096* 

50-275 

P 

JAPE,F. 

8610280275* 

50-400 

Q 

JORDAN,E.L 

8610080068 

50-3 

Q 

JAUDON,J.P. 

8610280432* 

50-458 

Q 

JORDAN, E.L. 

8610080071 

50-3 

Q 

JAUDON.J.P. 

8610280484* 

50-458 

Q 

JORDAN.E.L 

8610100105 

50-3 

Q 

JAUDON,J.P, 

8610310085* 

50-267 

Q 

JORDAN, E.L 

8610100107 

50-3 

Q 

JAUDON,J.P. 

8610310139* 

50-285 

Q 

JORDAN,E.L 

8610170276* 

50461 

Q 

JENISON,K.M. 

8610100097* 

50-327 

Q 

JORDAN.E.L 

8610240329* 

50-186 

Q 

JENISON,K.M. 

8610150013* 

50-327 

Q 

JORQEN8EN,C.J. 

8610200326 

50-400 

H 

JENISON.tCM. 

8610220067* 

50-327 

Q 

J08IQER,W.A. 

8610090205 

50-266 

S 

JENKINS.G.a 

8610020089 

70-143 


JOSIQER,W.A 

8610100391 

50-286 

S 

JENS,W.H. 

8610220045* 

50-341 

P 

JOSIGER.W.A. 

8610170111 

50-266 

S 

JENS,W.H. 

8610220049* 

50-341 

P 

JOSIQER,W.A 

8610170319 

50-286 

s 

JENSEN.W. 

8610100788 

40-3453 


JOSiGER.W.A. 

8610200272 

50-286 

R 

JENSEN.W.L. 

8610270416 

TOPREP 


JOUKOFF,P. 

6610300235 

50-206 

s 

JESSUP.J. 

8610170251 

50-400 

H 

JOYNER,J. 

8610200081 

50-352 

s 

JETTER,J.A. 

6610300241 

50-400 

H 

JOYNER,J. 

8610210079 

l&E 


JEW,D.L 

8610270247* 

50-445 

Q 

JOYNER, J. 

8610220407 

50-334 

S 

JEW,D.L 

8610270256* 

50-445 

Q 

JOYNER,J. 

8610220428 

50-278 

S 

JiERREE.C.C. 

8610020314 

40-299 


JOYNER,J. 

8610270165 

l&E 


JIERREE,C.C. 

8610080297 

40-2259 


JUSTUS,?. 

8610150066 

WASTE MQT 

JIERREE,C.a 

8610220395 

40-8904 


JUSTUS,P,S. 

8610020420 

WASTE RES 

JOHANSEN.J. 

8610060873* 

FOIA 


JUSTUS, P.S. 

8610150078 

WASTE MGT 

JOHANSEN, J. 

8610280150 

l&E 


KADAMBI.N.P, 

6610020210 

50498 

A 

JOHANSEN, R.A. 

8610080072 

50-370 

P 

KADAMBI.N.P. 

8610150276 

50498 

A 

JOHANSEN, R.A. 

8610090075* 

50-370 

P 

KADAMBI,N.P. 

8610200270 

50496 

A 

JOHNS.N,D. 

8610310115 

NUREG 


KADAMBi,N.P. 

8610280392 

50498 

A 

JOHNSON, AG. 

8610200206 

PRM 


KADAMBI,N.P. 

8610300411 

60496 

F 

JOHNSONA-G. 

8610280345 

50-243 

R 

KAFCAS.X.0. 

6610060495 

50-456 

T 

JOHNSON.B.O. 

8610060016 

50-255 

S 

KAFCAS,X.D. 

8610060495 

60456 

T 

JOHNSONiB.D. 

8610060689 

50-255 

S 

KAHLEJ,B. 

8610060031* 

70-27 


JOHNSON,B.b. 

8610060696 

50-255 

S 

KAUWADIA,K.M. 

6610220461* 

50-443 

A 
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KALE.S.H. 

8610290199 

WASTE MGT 

KALFEL.L 

8610100749 

PR 


KALMON.KJ. 

8610200278 

50*373 

S 

KAM,F.B. 

8610070431 

NUREG 


KAMERMAN.L 

8610280012 

PT21 


KAMIL.H. 

8610060154* 

CONTRACT 


KAMMERER.C. 

8610080398* 

50*390 

Q 

KAMMERER.C. 

8610280157* 

FOIA 


KAMMERER.C. 

8610280177* 

FOIA 


KAMMERER.C. 

8610280204* 

50*247 

U 

KANE.J.D. 

8012100660* 

50*329 

T 

KANE.J.D. 

8105150153* 

50*329 

T 

KANE.J.P. 

8012100667* 

50*329 

T 

KANE.W. 

8610060747 

50*293 

Q 

KANE.W.F. 

8610060833 

50*311 

Q 

KANE,W.F. 

8610080081 

50*317 

Q 

KANE,W.F. 

8610100127 

50*443 

A 

KANE.W.F. 

8610100135* 

50*443 

A 

KANE.W.F. 

8610140247 

50-247 

S 

KANE.W.F. 

8610160290 

50*354 

Q 

KANE.W.F. 

8610160316 

50-443 

V 

KANE.W.F. 

8610170117 

50*443 

A 

KANE,W.F. 

8610210295 

50-272 

P 

KANE.W.F. 

8610220057 

50-317 

Q 

KANE,W.F. 

8610240318 

TOPREP 


KANN.G. 

8610230059* 

50-443 

Q 

KARDON.R.M. 

8610170251 

50-400 

H 

KARPEN.LR. 

8610070194 

PR 


KASSEN.M. 

8610100785 

PR 


KASSNER.T.F. 

8610310120 

NUREG 


KATO.W.Y. 

8610100136* 

FOIA 


KATZ,S.P. 

8610080277 

50-400 

G 

KATZ,S.P. 

8610270118 

50-400 

G 

KAUFMAN.N.C. 

8610090411 

70-371 


KAYSER.W.V. 

8610100024* 

TOPREP 


KEARNEY, J.J. 

8610240113 

PR 


KEELEY.G.S. 

8609240064 

50-445 

S 

KEELEY.G.S. 

8610020101 

50-445 

A 

KEELEY,G.S. 

8610060239 

50-445 

S 

KEELEY.G.S. 

8610060271 

50-445 

S 

KEELEY,G.S. 

8610060345 

50-445 

S 

KEELEY.G.S. 

8610070128 

50-445 

S 

KEELEY.G.S. 

8610100379 

50-445 

s 

KEELEY.G.S. 

8610220370 

50-445 

Q 

KEELEY.G.S. 

8610240416 

50-445 

A 

KEELEY.G.S, 

8610280369 

50-445 

S 

KEELEY,G.S. 

8610280390 

50-445 

s 

KEELEY,G.S. 

8610280425 

50-445 

S 

KEELEY.G.S. 

8610280431 

50-445 

s 

KEELEY,G.S. 

8610290305 

50-445 

S 

KEELEY.G.S. 

8610290376 

50-446 

s 

KEELEY.G.S. 

8610290394 

50-445 

s 

KEELEY.G.S. 

8610290404 

50-445 

s 

KEELEY.G.S. 

8610310053 

50-445 

s 

KEELEY.G.S. 

8610310230 

50-445 

S 

KEiMIG,R. 

8610030448 

50-443 

S 

KEIMIG,R. 

8610170289 

50-443 

s 

KEIMiG.R. 

8610200081 

50-352 

s 

KEIMIG.R. 

8610220428 

50-278 

s 

KEIMIG.R.R. 

8610070130* 

70-135 


KEIMIQ.R.R. 

8610070143* 

70-135 


KEIMIG.R.R. 

8610080230* 

70*1100 


KEIMIG,R.R. 

8610100596* 

50*387 

Q 

KEIMIGiRR. 

8610100752* 

70*687 


KEIMIG.R.R. 

8610160289* 

50-334 

Q 

KEIMIG.R.R. 

8610270226* 

70-1143 


KEISER,H.W. 

8610010394 

50*388 

P 

KEISER.H.W. 

8610020090 

PR 


KEISER.KW. 

8610060398 

50-387 

p 

KEISER.H.W. 

8610070175 

50*387 

F 

KEISER,H.W. 

8610070193 

50-387 

P 

KEISER,H.W. 

8610070433 

PR 


KE1SER,H.W. 

8610080476 

50-387 

p 

KEISER.H.W. 

8610080480* 

50*387 

p 

KEISER.H.W. 

8610090025 

50-387 

F 

KEISER.H.W. 

8610090237 

50-387 

Q 

KEISER,H.W. 

8610100328 

50-387 

F 

KEISER.H.W. 

8610100346 

50-387 

R 

KEISER,H.W. 

8610140309 

50-387 

P 

KEISER.H.W. 

8610140312* 

50-387 

P 

KEISER,H.W. 

8610150266 

50-387 

F 

KEISER,HW. 

8610210058 

50-387 

p 

KEISER.H.W. 

8610210291 

50-387 

P 

KEISER,H.W. 

8610210309* 

60-387 

p 

KEISEfl,H.W. 

8610210344 

50-387 

P 

KEISER,H.W. 

8610230177 

50-387 

Q 

KEITH, H. 

8610100599 

50-333 

S 

KELEY,G,S. 

8610060449 

50-445 

S 

KELLER.A.T. 

8610140313 

50-275 

R 
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KELLER.R. 

8610070471* 

50-219 

V 

KELLER.R. 

8610090470* 

50-134 

V 

KELLER.R. 

8610210269* 

50-320 

V 

KELLER.R.M. 

8610070222* 

50-334 

V 

KELLER,R.M. 

8610210257* 

50-223 

V 

KELLEY.D.L 

8610100672* 

50-445 

Q 

KELLEY.D.L 

8610310173* 

50-498 

Q 

KELLEY.G.S. 

8610060470 

50-445 

S 

KELLEY, G.S. 

8610280365 

50-445 

S 

KELLEY.J.L, 

8610240241 

50-320 

G 

KELLUND,G.C. 

8610150212* 

50-344 

Q 

KELLY, D. 

8610100128 

50-322 

R 

KELLY, J.A. 

8610070088* 

50-482 

Q 

KELLY, J.L. 

8610220441 

50-220 

P 

KELLY,J.L 

8610230098* 

50-280 

F 

KELLY, J.L. 

8610230100* 

50-280 

F 

KELLY, J.L. 

8610230104* 

50-280 

F 

KELLY.J.L 

8610230105* 

50-280 

F 

KELLY.J.L. 

8610230108* 

50-280 

F 

KELLY, J.L 

8610230113* 

50-280 

F 

KELLY.L 

8610200272 

50-286 

R 

KELLY,W.J. 

8610210491 

50-275 

S 

KELLY.W.R. 

8610030005 

WASTE RES 

KELLY.W.R. 

8610220330 

WASTE MGT 

KELLY.W.R. 

8610220341* 

WASTE MGT 

KELMERS,A.D. 

8610280597* 

WASTE RES 

KELTON.G. 

8602280379* 

FOIA 


KEMIG,R.R. 

8610280132* 

50-277 

Q 

KEMPER, J.S. 

8610070131 

50-353 

S 

KEMPER,J.S. 

8610090335* 

50-278 

P 

KEMPER.J.S. 

8610200051 

50-277 

F 

KEMPER.J.S. 

8610220096 

50-352 

Q 

KEMPER.J.S. 

8610220448 

50-277 

Q 

KENEALY.D. 

8610210496 

50-10 

F 

KENNEDY.E.M. 

8610080044 

PR 


KENNEDY, J.E. 

8610220438 

WASTE MGT 

KENNEDY,R.T. 

8610220321* 

COMMiSSIO N 

KENNEDY, WJ. 

8610200292 

PR 


KENYON, T.J. 

8610150314 

50-390 

A 

KENYON.TJ. 

8610280240 

50-390 

A 

KEPPLER,J.G. 

8610030547 

50-461 

P 

KEPPLER.J.G. 

8610070156 

50-409 

Q 

KEPPLER,J.G. 

8610080265* 

PR 


KEPPLER,J.G. 

8610140282* 

50-409 

P 

KEPPLER,J.G. 

8610150392 

50-294 

Q 

KEPPLER.J.G. 

8610230001 

50-456 

P 

KEPPLER.J.G. 

8610290089* 

70-1193 


KEPPLER,J.G. 

8610290362 

50-295 

S 

KERR,F.F. 

8610010464 

PR 


KERR.G.W. 

8610160256 

STATE PROG 

KERR,K. 

8610060525 

50-322 

G 

KERR,W. 

8610200274 

50-2 

F 

KERR,W.B. 

8610280286* 

FOIA 


KERR,W.B. 

8610280312* 

FOIA 


KERR,W.B. 

8610280486* 

FOIA 


KERR.W.B. 

8610280499* 

FOIA 


KERRY,J.F. 

8610080308 

50-443 

G 

KERRY, J.F. 

8610080311* 

50-443 

G 

KESSEL,R.M. 

8610010229 

50-410 

A 

KETZIACH,N. 

8610060304* 

70-1201 


KETZLACH.N. 

8610090219* 

70-2972 


KETZLACH,N. 

8610270243* 

70-27 


KETZLACH,N. 

8610270266* 

70-734 


KEY,W.J. 

8610160022* 

50-465 

Q 

KE2ELIS,E.Z. 

8610280349 

50-456 

G 

KE2ELIS.E.Z. 

8610280353* 

50-456 

G 

KE2ELIS.E.Z. 

8610300127 

50-456 

T 

KHATIB-RAHBAR 

8610220339* 

50-443 

A 

KHATIB-RAHBAR 

8610220363* 

50-443 

A 

KHATIB-RAHBAR 

8610220381* 

50-443 

A 

KIDD.D.G. 

8610160311* 

FOIA 


KIDD.D.G. 

8610150316* 

FOIA 


KIDD,D.G. 

8610150322* 

FOIA 


KIDD.D.G. 

8610150327* 

FOIA 


KIDWELLJ.M. 

8610100718 

50-320 

T 

KIDWELL,J.M. 

8610100718 

50-320 

T 

KIEFNER,J. 

8610030416 

NUREG 


KILLOUQH.C. 

8610160172* 

50-206 

P 

KILROY.T. 

8610140100 

50-321 

R 

KiNG,LP. 

8610020471* 

50-338 

Q 

KING,L.P. 

8610270425* 

50-338 

Q 

KINGSLEY.D.D. 

8610170225 

50-416 

P 

KINGSLEY.O.D. 

8610010452 

50-416 

S 

KINGSLEY.O.D. 

8610030176 

50-416 

S 

KINGSLEY, O.D. 

8610080065 

50-416 

P 

KINGSLEY, O.D. 

8610080078 

50-416 

P 

KINGSLEY.O.D. 

8610080172 

PR 


KINGSLEY.O.D. 

8610090182 

50-416 

P 

KINGSLEY, O.D. 

8610090347 

50-416 

V 
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KINGSLEY.O.D. 

8610100104 

50-416 

Q 

KLEIN, T.J. 

8610220304 40-8584 


KINGSLEY, O.D. 

8610100129 

50-416 

P 

KLEINSOURGE,W. 

8610160379* 50-424 

Q 

KINGSLEY.O.D. 

8610100412 

50-416 

S 

KLEINSTREVER.C. 

8610090074 50-400 

H 

KINGSLEY.O.D. 

8610100582 

50-416 

P 

KLlNE,J.R. 

8610080267 50-322 

G 

KINGSLEY.O.D. 

8610100646 

50-416 

S 

KLUGE.H. 

8610010015 PR 


KINGSLEY.O.D. 

8610100697 

50-416 

P 

KLUGE, M.W. 

8610170121* 50-237 

Q 

KINGSLEY.O.D. 

8610150046 

50-416 

Q 

KMETYK,LN. 

8610290267 NUREG 


KINGSLEY.O.D. 

8610150061 

50-416 

P 

KNICELY,J.R. 

8610240379* 50-186 

Q 

KINGSLEY.O.D. 

8610170002* 

50-416 

P 

KNlGHT,J. 

8601160332* 50-275 

P 

KINGSLEY, O.D. 

8610200147 

50-416 

P 

KNIGHT,J.P. 

8301210176* 50-275 

P 

KINGSLEY, O.D. 

8610210170 

50-416 

R 

KNIGHT,J.P. 

8310130376* 50-275 

P 

KINGSLEY.O.D. 

8610210204 

50-416 

S 

KNIGHT.J.P. 

8310310103* 50-271 

P 

KINGSLEY.O.D. 

8610210345 

50-416 

P 

KNIGHT.J.P. 

8311010064* 50-275 

E 

KINGSLEY.O.D. 

8610220092 

50-416 

P 

KNIGHT, J.P. 

8506060293* 50-275 

M 

KINGSLEY.O.D. 

8610230035 

50-416 

S 

KNIGHT,J.P. 

8601060490* 50-275 

P 

KINGSLEY.O.D. 

8610230231 

50-416 

P 

KNIGHT, J.P. 

8610220301 WASTE MQT 

KINGSLEY.O.D. 

8610230243 

50-416 

P 

KNIGHT, J.P. 

8610300261 WASTE MGT 

KINGSLEY.O.D. 

8610240012 

50-416 

P 

KNIGHTON, G.W. 

8307190297* 50-275 

P 

KINGSLEY.O.D. 

8610240019 

50-416 

S 

KNIGHTON, G.W. 

8507110607* 50-323 

Q 

KINGSLEY.O.D. 

8610240119 

50-416 

S 

KNIGHTON, G.W. 

8510150211* 50-275 

P 

KINGSLEY, O.D. 

8610240432 

50-416 

Q 

KNIGHTON,G.W. 

8510170181* 50-275 

Q 

KINGSLEY.O.D. 

8610270023 

50-416 

S 

KNIGHTON, G.W. 

6510170192* 50-275 

Q 

KINGSLEY.O.D. 

8610270120 

50-416 

Q 

KNIGHTON.Q.W. 

8510180106* 50-275 

P 

KINGSLEY.O.D. 

8610270318 

50-416 

Q 

KNIGHTON, G.W. 

8510180113* 50-275 

P 

KINGSLEY.O.D. 

8610270458 

50-416 

P 

KNIGHTON, aw. 

8510180126* 50-275 

P 

KINGSLEY, O.D. 

8610280116 

50-416 

P 

KNIGHTON.G.W. 

8511010136* 50-275 

P 

KINGSLEY.O.D. 

8610280297 

50-416 

S 

KNIGHTON, G.W. 

8511140342* 50-275 

P 

KINGSLEY.O.D, 

8610280355 

50-416 

R 

KNIGHTON.G.W. 

8511140348* 50-275 

P 

KINGSLEY.O.D. 

8610280420 

50-416 

R 

KNIGHTON, G.W, 

8610100086* 50-275 

P 

KINGSLEY.O.D. 

8610280504 

50-416 

P 

KNIGHTON, G.W. 

8610100122* 60-275 

P 

KINGSLEY, O.D. 

8610280529 

50-416 

P 

KNIGHTON.G.W. 

8610140090 50-302 

P 

KINGSLEY, O.D. 

8610290062 

50-416 

S 

KNIGHTON,G.W. 

8610210303 50-528 

P 

K1NQSLEY,0.D. 

8610300285 

50-416 

P 

KNIGHTON, G.W. 

8610220208* 50-275 

V 

KINNEMAN.J. 

8610210079 

l&E 


KNIGHTON, G.W. 

8610300037 50-368 

P 

KINNEMAN,J.D. 

8610060873* 

FOIA 


KNOP.R. 

8610070385 50-461 

s 

KINNEMAN,J.D. 

8610080032 

40-6940 


KNOP.R.C. 

8610020155* 50-461 

Q 

KINSEY.W.H. 

8610160170* 

50-498 

E 

KNOP.R.a 

8610070012* 50-461 

Q 

KINSEY.W.H. 

8610160189* 

50-498 

E 

KNOP,R.C. 

8610140174* 50-461 

Q 

KINSEY.W.H. 

8610160193* 

50-498 

E 

KNOP,R.C. 

8610170046 50-440 

s 

KINSEY.W.H. 

8610160194* 

50-498 

E 

KNOP.R.C. 

8610210147* 50-461 

Q 

KINTNER,L.L 

8610010172 

50-416 

P 

KNOP.R.a 

8610220194* 50-440 

Q 

KINTNER,L.L 

8610030200 

50-416 

P 

KNOP,R.C. 

8610220257* 50-461 

Q 

KINTNER.LL 

8610060028 

50-416 

P 

KNUCKLES,E. 

0610280091* 50-250 

P 

K1NTNER,LL 

8610070411 

50-416 

P 

KOBER,R.W. 

8610080115 PR 


KINTNER.LL 

8610100034 

50-416 

P 

KOBER.R.W. 

8610200079 50-244 

F 

KINTNER,LL 

8610150277 

50-416 

P 

KOBER,R.W, 

8610210084 50-244 

Q 

KINTNER.LL 

8610280539 

50-416 

P 

KOBER,R.W. 

8610210287 50-244 

P 

KINTNER,L.L 

8610300029 

50-416 

P 

KOBER,R.W. 

8610300384 50-244 

P 

KINTNER,LL. 

8610300056 

50-416 

P 

KOBER,R.W. 

8610300392 50-244 

P 

KINTNER.LL 

8610300311 

50-416 

P 

KOBER,R.W. 

8610310167 50-244 

s 

KIRK.W.F. 

8610240384 

70-371 


KOESTER,G.L. 

8610080220 PR 


KIRK,W.F. 

8610280026 

70-371 


KOESTER,G.L. 

8610090030 50-482 

P 

KIRNER,N.P. 

8610230169 

27-48 


KOESTER,G.L. 

8610090079 50-482 

S 

KIRSCH.D. 

8610070073* 

50-344 

Q 

KOESTER,G.L 

8610090194 50-482 

P 

KIRSCH.O. 

8610100562 

50-528 

Q 

KOESTER.G.L 

8610090310 50-482 

s 

KIRSCH,D.F. 

8610070065 

50-344 

Q 

KOESTER,G.L 

8610100561 50-482 

S 

KIRSCH.D.F. 

8610070241 

50-275 

Q 

KOESTER,G.L. 

8610140373* 50-482 

Q 

KIRSCH.D.F. 

8610070334 

60-397 

Q 

KOESTER,G.L 

8610160472 50-482 

P 

K1RSCH,D.F. 

8610080235 

50-528 

Q 

KOE$TER,G.L 

8610200082 50-462 

s 

KIRSCH,D.F. 

8610160104 

50-312 

Q 

KOESTER.G.L 

8610210221 50-482 

R 

KIRSCH.D.F. 

8610150187* 

50-275 

P 

KOESTER.G,L 

8610220093 50-482 

Q 

KIRSCH,D.F. 

8610150193* 

50-323 

P 

KOESTER.G.L 

8610230214 71-9151 


KIRSCH,D.F. 

8610150202* 

50-275 

Q 

KOHLER, W. 

8610030406 NUREG 


KIRSCH,D.F. 

8610150207* 

50-275 

P 

KOHN,S.M. 

8610280209 50-528 

G 

KIRSCH,D.F. 

8610150216* 

50-275 

P 

KOLONAVSKI.L 

8610070471* 50-219 

V 

KIRSCH,D.F. 

8610150234* 

50-275 

Q 

KONKLIN.J.E. 

8810270258* 50-249 

Q 

KIRSCH,D.F. 

8610150250* 

50-275 

Q 

KONWINSKI,G.R. 

8610080293 40-8502 


KIRSCH,D.F. 

8610150369* 

50-275 

P 

KONWINSKI,G.R. 

8610080296 40-6659 


K1RSCH,D.F. 

8610160014 

50-528 

Q 

KONWINSKI,G.R. 

8610100560 40-8102 


K1RSCH,D,F, 

8610160139 

50-397 

F 

KONWINSKI.G.R. 

8610220409 40-6659 


KIRSCH,D.F. 

8610160340 

50-528 

Q 

KOSHY.T. 

8610140067* 50-333 

Q 

KIRSCH.D.F. 

8610280474 

50-397 

Q 

KOSHY.T. 

8610310127* 50-410 

Q 

KISTER 

8610160114 

50-219 

S 

KOSIENtAK,P.G. 

8610240181* 50-456 

T 

KISTER.H. 

8610090443 

50-219 

S 

KOTOWSKI,J. 

8610210496 50-10 

F 

KISTER, H. 

8610210269* 

50-320 

V 

KOUTS,H, 

8610140375* FOIA 


KISTER,H.B. 

8610060133 

50-289 

Q 

KRAFICK.A. 

8610150135 70-364 


KISTER, H.B. 

8610070222* 

50-334 

V 

KRAMER>G. 

8610030416 NUREG 


KISTER, H.B. 

8610070458 

50-219 

V 

KRASOPOUCOSA 

8610090159* 50-213 

Q 

KISTER,H.B. 

8610070471* 

50-219 

V 

KRASOPOULOS,A 

8610060298* 50-289 

Q 

K!STER,H.B. 

8610090470* 

50-134 

V 

KRAUSEAJ. 

8610240407* 40-7455 


KISTER.H.B. 

8610100232 

50-293 

Q 

KRAUSE, C.W. 

8610160179 50-266 

R 

KISTER, H.B. 

8610160296 

50-387 

S 

KREH,J.L 

8610060924* 70-143 


KISTER,H.B. 

8610170220 

50-322 

Q 

KREH,J,L 

8610270051 50-369 

S 

KISTER.H.B. 

8610200014 

50-289 

Q 

KRIEQEaK. 

6610140136 50-247 

R 

KISTER.H.B. 

8610210025 

50-219 

Q 

KRIESBERG,J. 

8610100751 50-259 

P 

KISTER,H.B. 

8610210257* 

50-223 

V 

KRIMM.R.W, 

8610010242 50-424 

F 

KISTER.H.B, 

8610210263 

50-320 

V 

KRJMM.R.W; 

9610060320 50-3 

F 

KISTER,H.B. 

8610210414 

50-293 

Q 

KRIMM,R.W. 

8610060334 50-424 

F 

KISTER.H.B. 

8610220028 

50-387 

Q 

KRIMM,R.W. 

8610100689 50-3 

F 



376 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


KRIMM,R.W. 

8610210052 

50-483 

F 

KRIMM.R.W. 

8610210180 

50-250 

F 

KRIMM.R.W. 

8610240265 

50-206 

F 

KRIMM.aW. 

8610240290 

50-373 

F 

KRIMM.R.W. 

8610240314 

NUREG 


KR1MM.R.W. 

8610270097 

50-3 

F 

KRIMM,R.W. 

8610270351 

50-346 

F 

KRIMM.R.W. 

8610280104 

50-373 

F 

KR1MM,R.W. 

8610280188 

50-315 

F 

KRON.B.J. 

8610080202* 

50-259 

P 

KRONICH,C.L 

8610200430 

50-254 

R 

KRUG.H.E. 

8610210366* 

50-261 

Q 

KR2CUIK.K. 

8610090262 

PR 


KUBICK!,D. 

8512090352* 

50-275 

Q 

KUCZYNSKI.LA, 

8610100346 

50-387 

R 

KULAT.S. 

8610090258* 

50-29 

P 

KULHOWVICK.G. 

8610030416 

NUREG 


KUNCULG. 

8610240022 

50-298 

P 

KUNiN,M.M. 

8609260259* 

50-271 

H 

KUNiN.M.M. 

8610080059* 

50-271 

P 

KUSH,S.B. 

8610010066 

PR 


KUSHNER.W. 

8610220407 

50-334 

S 

KUZO.G.B. 

8610010418* 

70-143 


KWOK.C. 

8610140132 

50-133 

R 

LABARGE,D.E. 

8610060199* 

PR 


UBRADOR.T,E. 

8610080153 

PR 


LACEY,W.S. 

8610100461 

50-334 

S 

LACEY.W.S. 

8610200095 

50-334 

S 

LACEY.W.S. 

8610270407 

50-334 

S 

LACEY, W.S. 

8610280243 

50-334 

P 

LAFARGE, J. 

8610100670 

PR 


LAFLEUR,J.D. 

8610060851* 

FOIA 


LAGERGREN.W.R. 

8610080451* 

50-327 

P 

LAGGART.M.W. 

8610070029 

50-219 

P 

LAGRANGE, R.G. 

8511180147* 

50-275 

P 

LAGRANGE, R.G. 

8610090162* 

50-275 

P 

LAINAS,G.a 

8606110465* 

FOIA 


LAKE,L-W. 

8610200069* 

50-354 

Q 

LAKE,W.H. 

8610140107* 

40-8027 


LANDERS,D.F. 

8610030001 

PR 


LANDESMAN,M. 

8610070431 

NUREG 


LANDOW,M, 

8610030075 

NUREG 


LANDOW,M. 

8610030416 

NUREG 


LANDSMAN,R.B. 

8610310024* 

50-498 

Q 

LANE,V. 

8610060853 

CONTRACT 


LANE,V. 

8610100738 

CONTRACT 


LANE,V.M. 

8610030157 

CONTRACT 


LANE,V.M. 

8610060766 

CONTRACT 


LANE,V.M. 

8610060893 

CONTRACT 


LANE.V.M. 

8610060917 

CONTRACT 


LANE.V.M. 

8610290392 

CONTRACT 


LANGE,D. 

8610070471* 

50-219 

V 

LANGE.D.J. 

8610290352 

50-277 

P 

LANGLEY,J,R. 

8610030112 

TOPREP 


LANGLEY, J.R. 

8610030347 

TOPREP 


LANGLEY,J.a 

8610060129 

TOPREP 


LANQLEY,J.R. 

8610060802 

50-458 

P 

LANGLEY.J.R. 

8610060855 

TOPREP 


LANGLEY.J.R. 

8610060944 

TOPREP 


LANGLEY, J.R. 

8610070141 

TOPREP 


LANGLEY.J.R. 

8610070154 

TOPREP 


LANGLEY, J.R. 

8610070303 

TOPREP 


LANGLEY, J.R. 

8610070457 

TOPREP 


LANGLEY,J.R. 

8610070463 

TOPREP 


LANGLEY, J.R. 

8610080020 

TOPREP 


LANKSBURY,R.D. 

8610070111* 

50-254 

V 

LANKSBURY,R.a 

8610100692* 

50-341 

V 

LANPHER,LC. 

8610060295 

50-322 

G 

LANPHER.LC. 

8610080144 

50-322 

G 

UNPHER,LC. 

8610080144 

50-322 

G 

LANPHER.LC. 

8610080251 

50-322 

G 

UNPHER,LC. 

8610080251 

50-322 

G 

LANPHER.LC. 

8610150214 

50-322 

G 

LANPHER.La 

8610150214 

50-322 

G 

LANPHER,L.C. 

8610200023 

50-322 

G 

LANPHER,La 

8610200023 

50-322 

G 

UNPHER,LC. 

8610210243 

50-322 

G 

LANPHER,LC. 

8610210243 

50-322 

G 

UPPIN,B. 

8610270182 

PR 


UROCHE,G, 

8610280004 

40-8820 


LAROCHE,G. 

8610280005* 

40-8820 


URRAQOITE.LS, 

8610100516 

50-318 

S 

LARRAGOITE,LS, 

8610150486 

50-318 

S 

URRAGOITE,LS. 

8610270241 

50-318 

S 

URSON,C.E 

8610070261 

50-263 

F 

URSON,C.E, 

8610100398 

50-263 

Q 

URSON,C.E. 

8610140362 

50-282 

Q 

URSON,C.E 

8610150309 

50-282 

Q 

URSON,C,E. 

8610170042 

50-282 

Q 
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LASH,T.R. 

NUMBER 

8610020479 

CATEGORY 

PR 

LATHAM.S.B. 

8610060295 

50-322 

G 

LATHAM, S.B. 

8610060295 

50-322 

G 

UTHAM,S.B. 

8610080144 

50-322 

G 

LATHAM.S.B. 

8610080144 

50-322 

G 

UTHAM.S.B. 

8610100571 

50-322 

G 

UTHAM,S.B. 

8610100571 

50-322 

G 

UTHAM,S.B. 

8610140266 

50-322 

G 

UTHAM.S.B. 

8610140266 

50-322 

G 

UTHAM.S.B. 

8610200023 

50-322 

G 

UTHAM.S.B. 

8610200023 

50-322 

G 

UTHAM.S.B. 

8610200103 

50-322 

G 

UTHAM.S.B. 

8610210232 

50-322 

G 

UTHAM.S.B. 

8610210232 

50-322 

G 

UTHAM.S.B. 

8610210238 

50-322 

G 

UTHAM.S.B. 

8610210238 

50-322 

G 

UTHAM,S.B. 

8610210243 

50-322 

G 

UTHAM.S.B. 

8610210243 

50-322 

G 

UTHAM.S.B. 

8610220219 

50-322 

G 

UTHAM.S.B. 

8610220219 

50-322 

G 

UTHAM.S.B. 

8610240213 

50-322 

G 

UTHAM.S.B. 

8610240213 

50-322 

G 

UTTA.A. 

8610100205 

50-400 

H 

UTTA,R.M. 

UTVAU.LF. 

UWTON.M.D. 

8610210366* 

8610210123 

8610070305* 

50-261 

PR 

40-8084 

Q 

LAZARUS,W.J. 

8610100305* 

50-244 

Q 

LAZARUS.W.J. 

8610210389* 

50-244 

Q 

LAZARUS, W.J. 

8610270378* 

50-309 

Q 

LE,A. 

8607170071* 

50-245 

P 

LE.N.B. 

8111250713* 

50-275 

P 

LEAHY, M. 

8610030143 

50-237 

S 

LEAR,G. 

8108210266* 

50-275 

P 

LEAR,G. 

8201260542* 

50-275 

P 

LEAR,G. 

8507120605* 

50-275 

P 

LEAR,G.E. 

8511210039* 

50-275 

P 

LEAR.G.E. 

8610090382 

50-305 

F 

LEBLOND,P.C. 

8610020256 

50-295 

P 

LEBLOND,P.C. 

8610030282 

50-295 

P 

LEBLOND.P.C. 

8610060519 

50-295 

P 

LEBLOND.P.C. 

8610090338 

50-454 

F 

LEBLOND.P.C. 

8610270454 

50-295 

P 

LEBLOND.P.C. 

8610280029 

50-295 

P 

LEBLOND.P.C. 

8610290364 

50-295 

P 

LEBLOND.P.C. 

8610300103 

50-295 

P 

LEE,R.S. 

8610210380 

50-368 

P 

LEE,R.S. 

8610220207 

50-368 

P 

LEE,R.S. 

8610290160 

50-313 

P 

LEE,R.S. 

8610310042 

50-368 

P 

LEE.W.S. 

8610270355 

50-269 

P 

LEECH.D. 

8610060296* 

50-445 

A 

LEFEVRE.H.E. 

8610140014 

WASTE MGT 

LEFEVRE,H.E. 

8610140070 

WASTE MGT 

LEFEVRE,H.E. 

8610150243 

WASTE MGT 

LEIGH,R. 

8610100435 

50-295 

S 

LEITCH,G.M. 

8610010349 

50-352 

S 

LEITCH,G.M. 

8610020076 

50-277 

S 

LEITCH.G.M. 

8610060797 

50-277 

S 

LEITCH,G.M. 

8610080106 

50-352 

S 

LEITCH,Q.M. 

8610080118 

50-352 

S 

LEITCH,G.M. 

8610100509 

50-352 

S 

LEITCH,G.M. 

8610150340 

50-352 

Q 

LEITCH.G.M. 

8610160046 

50-352 

S 

LEITCH,G.M. 

8610220105 

50-352 

S 

LEITCH.G.M. 

8610220197 

50-352 

S 

LEITCH.G.M. 

8610240054 

50-352 

S 

LE!TCH,G.M. 

8610240179 

50-278 

S 

LEITCH,G.M. 

8610270371 

50-352 

S 

LEITCH,G.M. 

8610280210 

50-352 

S 

LEITCH.G.M. 

8610280222 

50-352 

S 

LEITESS,J. 

8610100113 

50-400 

H 

LEITMAN.LW. 

8610090516 

50-219 

S 

LEITMAN.LW. 

8610230226 

50-219 

S 

LEMONS,J.R. 

8610100516 

50-318 

S 

LEMONS,J.R. 

8610150486 

50-318 

S 

LEMONS.J.R. 

8610270241 

50-318 

s 

LEMONS,J.R. 

8610270404 

50-317 

R 

LEMONS,J.R. 

LEMPGES.T.E. 

8610280086 

8610070415 

50-317 

PR 

S 

LEMPGES.T.E. 

8610160168 

50-220 

S 

LEMPGES.T.E, 

8610160240 

50-220 

S 

LEMPGES,T.E. 

8610200015 

50-220 

S 

LEMPGES,T.E. 

8610200093 

50-220 

R 

LEMPGES,T.E. 

LEMPGES,T.E. 

8610200273 

8610210191 

50-410 

PR 

E 

LEMPGES,T.E. 

8610220190 

50-410 

S 

LEMPQES,T.E. 

8610220402 

50-220 

Q 

LEMPGES.T.E. 

8610240046 

50-220 

S 

LEMPGES.T.E, 

8610260018 

50-220 

Q 
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LEMPGES,T.E. 

8610310159 

50-220 

S 

LENAHAN.J.J. 

8610070094* 

50-424 

Q 

LENART,R.S. 

8610010600 

50-341 

S 

LENART.R.S. 

8610020213 

50-341 

S 

LENART.R.S. 

8610090155 

50-341 

S 

LENART.R.S. 

8610090293 

50-341 

S 

LENART.R.S. 

8610140145 

50-341 

R 

LENART.R,S. 

8610200062 

50-341 

S 

LENART,R.S. 

8610210488 

50-341 

S 

LEONARD, J.D. 

8610010527 

50-322 

J 

LEONARD, J.D. 

8610090507 

50-322 

P 

LEONARD,J.D. 

8610100477 

50-322 

Q 

LEONARD, J.D. 

8610280261 

50-322 

S 

LEONARD.LB. 

8610310274 

PR 


LEONARD.R.H. 

8610010184 

TOPREP 


LERCH,R.M. 

8610160022* 

50-455 

Q 

LESNET.M. 

8610090080 

50-304 

S 

LESSER,M.S. 

8610280217* 

60-413 

Q 

LETSCHE,KJ. 

8610100571 

50-322 

G 

LETSCHE.KJ. 

. 8610100571 

50-322 

G 

LETSCHE.K.J. 

8610210232 

50-322 

G 

LETSCHE,KJ. 

8610210232 

50-322 

G 

LETSCHE,KJ. 

8610210238 

50-322 

G 

LETSCHE,K.J. 

8610210238 

50-322 

G 

LETSCHE,K.J. 

8610210247 

50-322 

G 

LETSCHE,KJ. 

8610210247 

50-322 

G 

LEVICK,M.L 

8610270016* 

CONTRACT 

LEVIN, C. 

8610280388* 

50-341 

H 

LEVIN, HA 

8610200212 

60-445 

G 

LEVINE, J.M. 

8610100144 

50-313 

F 

LEVINE, J.M. 

8610220303 

50-313 

F 

LEWANSKLJ. 

8610240110 

PR 


LEWIS,D.P. 

8610160005 

50-400 

H 

LEWIS,L 

8610200296* 

PR 


LEWIS,L 

8610200296* 

PR 


LEWIS,M. 

8610200245 

50-289 

G 

LEWIS.M. 

8610270194 

PR 


LEWIS,R.L 

8610020205 

50-259 

S 

LEWIS.RX. 

8610060024 

50-259 

R 

LEWIS, R.L 

8610100094 

50-259 

R 

LEWIS,R.L 

8610140153 

50-296 

S 

LEWIS,R,L 

8610150429 

50-296 

S 

LEW1S.R,L 

8610220385 

50-260 

S 

LEWIS,R.L. 

8610220413 

50-296 

S 

LEWIS,R.L 

8610220469 

50-259 

S 

LEWIS,R.L 

8610280330 

50-259 

R 

LEWIS, R.L. 

8610280556 

50-260 

S 

LEWIS,R.U 

8610300055 

50-259 

S 

LEWIS,R.L. 

8610300348 

50-260 

S 

LEWIS, S.H. 

8610100550 

40-8027 


LEWIS, S.H. 

8610140368 

40-2061 


LEY,M,C. 

8507100163* 

50-275 

P 

LEY,M.C. 

8508080242* 

50-275 

P 

LIAW,B.D. 

8512190280* 

50-275 

P 

LICHTENBERGER 

8610150151 

QA999 


LICHTENBERGER 

8610240009 

70-1100 


LICITRA,EA 

8610140008 

50-528 

P 

UCITRA,EA 

8610140129 

50-528 

P 

LICITRA,E.A. 

8610140149* 

50-528 

P 

LICITRA,EA 

8610140287 

50-528 

P 

LICITRA.EA 

8610300109 

50-528 

P 

LtCKUS,R. 

8610290368 

50-348 

S 

LICKUS,R. 

8610310104 

50-346 

S 

L1DSKY,LL 

8610140289* 

FOIA 


LIEBERMAN,J. 

8610080312 

50-352 

G 

LIEBERMAN,J. 

8610150150* 

50-352 

P 

LIEBERMANJ. 

8610240109 

40-8027 


LIEBERMAN,J. 

8610290360* 

40-8027 


LIEBERMAN,a. 

861030(^69 

40-8027 


UEBERMAN,J.L 

8610240324 

PR 


LIEBERMAN,M>S. 

861(^10426 

50-455 

M 

UGHT,J. 

8610160455 

FOIA 


LINDBLAD.WJ. 

8610310293 

50-344 

H 

LINDH,RR. 

8610240163* 

70-364 


UNDH,F.R 

8610240163* 

70-364 


LINDH,F.R. 

8610240167* 

70-364 


LINDH,F.a 

8610240167* 

70-364 


LINEHANJJ. 

8610010120 

WASTE MGT 

LINEHAN,jJ. 

8610140139 

WASTE MGT 

LINEHAH,3.J. 

8610^0178 

WASTE MGT 

UNNIHAN,T. 

86m40110 

PR 


UNVILLE,J.G. 

8610140398* 

50-220 

Q 

UNVJLLE.J.C> 

UPKIHDvLA 

8610290036* 

8610020342 

60-410 

PR 

A 

LISABBE^.a 

8610310274 

PR 


LITTLE,M> 

661006em 

CONTRACT 

LITTLEM 

8610100142 

CONTRACT 

L1TTLE,M. 

8610100430 

CONTRACT 

LITTLeM. 

8610280269 

CONTRACT 
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LIZALEK.J. 

8610030150 

50-249 

S 

LLOYD,R.L 

8610270258* 

50-249 ( 

D 

LO.R. 

8610280316 

50-322 

F 

LOCH,E.P. 

8610150365 

70-1151 


LOCH.E.P, 

8610270294 

70-1151 


LOCKE, R.F. 

8610080310 

50-133 ' 

Q 

LOCKE, R.F. 

8610100297 

50-133 < 

G 

LOCKE, R.F. 

8610210254 

50-133 1 

G 

LOCKETT,L.B. 

8610010266 

PR 


LODDE,G.M. 

8610240034 

PR 


LODER,J.E. 

8610100190* 

PR 


LOGSDON,M.J. 

8610010356 

WASTE RES 


LOGSDON.MJ. 

8610020426 

WASTE RES 


LOGSDON, MJ. 

8610030102 

WASTE RES 


LOGSDON,M.J. 

8610220319 

WASTE RES 


LOGSDON.MJ. 

8610290169 

WASTE RES 


LOGSDON.MJ. 

8610290181 

WASTE RES 


LOGSDON, MJ. 

8610310014 

WASTE RES 


LOIGNON.G.A. 

8610100036 

50-395 

R 

LONG,A.R. 

8610210350* 

50-400 

Q 

LONG.K.E. 

8610300117 

50-400 

G 

LONG,S.M. 

8610300213 

50-443 

F 

LONG.W.O. 

8610010346 

50-298 

P 

LONG.W.O. 

8610030268 

50-298 

P 

LONG.W.O. 

8610300286 

50-298 

P 

LONQ.S.M. 

8610200046 

50-443 

F 

LOOSE.R.A. 

8610200160* 

50-327 

P 

L(X)SE,R.A. 

8610200164* 

50-327 

P 

LOOSE, R.A. 

8610200169* 

50-327 

P 

LOPEZ, E.A. 

8610310178 

NUREG 


LORD.W.S. 

8610210195 

PR 


LORD.W.S. 

8610280145 

50-443 

G 

LORIG.L 

8610140198 

WASTE RES 

LOSCH,J.W. 

8610160154* 

50-498 

E 

LOSCH,J.W. 

8610160160* 

50-498 

E 

LOSCH,J.W. 

8610160166* 

50-498 

E 

LOUX,R.R. 

8610010244 

WASTE MGT 

LOUX.R.R. 

8610150245 

WASTE MGT 

LOUX,R.R. 

8610150260 

WASTE MGT 

LOUX,R.R. 

8610150273 

WASTE MGT 

LOUX.R.R. 

8610220312 

WASTE MGT 

LOUX.R.R. 

8610240106 

WASTE MGT 

LOVe.A,R. 

8610210299 

50-352 

G 

LOVE,A.R. 

8610210299 

50-352 

G 

LOVELESS, D.P. 

8610100097* 

50-327 

Q 

LOWE,V.E. 

8610010305 

PR 


LOWRY, E.F. 

8610020125 

50-275 

G 

LOWRY.E.F. 

8610020125 

50-275 

G 

LOWRY, R.C. 

8610210406 

50-400 

F 

LUCKETT,R.M. 

8610080419 

50-323 

S 

LUDEWIG,H. 

8610220339* 

50-443 

A 

LUEBKE.E.A. 

8610100153 

50-443 

G 

LUEHMANJ.G. 

8610200381* 

50-382 

Q 

LUEHMAN,J.G. 

8610310157* 

50-382 

Q 

LUELLENJ. 

8610030230* 

WASTE MGT 

LUNN,B. 

8610070298 

50-293 

S 

LUNN.B. 

8610070317 

50-293 

S 

LUNN.B. 

8610070556 

50-293 

S 

LUNN,B. 

8610200298 

50-293 

S 

LYALL.K. 

8610100658 

50-346 

S 

LYASHJ. 

8610100240* 

50-293 

Q 

LYDON,J.M. 

8610020060 

50-293 

Q 

LYDONJ,M. 

8610060499 

50-293 

Q 

LYDON.J.M. 

8610070298 

50-293 

S 

LYDON,J.M. 

8610070317 

50-293 

S 

LYDON,J.M. 

8610070656 

60-293 

S 

LYDON,J.M. 

8610090215 

50-293 

Q 

LYDON,J.M, 

8610100716 

50-293 

P 

LYDON,J.M. 

8610140307 

50-293 

Q 

LYD(5N,J.M. 

8610170212 

50-293 

P 

LYDON,J.M, 

8610200298 

50-293 

S 

lydon,j.m. 

8610220027 

50-293 

R 

LYDON,J.M. 

8610230219 

50-293 

P 

LYON,D.M. 

8610230036 

50-374 

S 

LYON,W.a 

8610100598* 

50-443 

F 

LYON.W.a 

8610220420* 

60-443 

F 

MACDONALD, C.E. 

8610080415 

71-9151 


MACDONALD, aE. 

8610080426 

50-266 

P 

MACDONALD.C.E. 

8610090252 

71-4909 


MACDONALD, C.E. 

861009026V 

' 71-4909 


MACDONALD, C.E. 

8610090395 

71-610 


MACX)ONALD.C.E. 

8610090400 

71-554 


MACDONALD, C.E. 

861009040r 

V 71-610 


MACDONALD, C.E 

8610090404 

71-610 


MACDONALD, C.E. 

8610090406 

71-611 


MAC0ONALD.C.E 

8610090408 

* 71-610 


MACDONALD, C.E 

8610090409 

* 71-611 


MAC:XX}NALD,C.E 

8610090412 

71-9039 


MACDONALD, aE. 

8610100023 

71-5942 
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MACDONALD.C.E. 

8610100025 

71-568 


MACDONALD.C.E 

8610100027* 

71-568 


MACDONALD, C.E. 

8610100029 

71-528 


MACOONALD.C.E. 

8610100030* 

71-528 


MACDONALD.C.E. 

8610100065 

71-461 


MACDONALD.C.E. 

8610100068 

71-470 


MACDONALD, OE. 

8610100076 

71-457 


MACDONALD, C.E 

8610100085 

71-331 


MACDONALD, CE. 

8610100090 

71-284 


MACDONALD.C.E. 

8610100095* 

71-284 


MACDONALD, C.E. 

8610100099 

71-4888 


MACDONALD.C.E 

8610100109 

71-463 


MACDONALD.C.E 

8610100132 

71-612 


MACDONALD, C.E 

8610100137* 

71-612 


MACDONALD.C.E 

8610100150 

71-9036 


MACDONALD.C.E 

8610100161 

71-5805 


MACDONALD, CE 

8610100183 

71-609 


MACDONALD,CE 

8610100188* 

71-609 


MACDONALD,C.E 

8610100491 

71-613 


MACDONALD,C.E 

8610100501* 

71-613 


MACDONALD,CE 

8610160462 

71-165 


MACDONALD,CE 

8610160465* 

71-165 


MACDONALD.C.E 

8610170165 

71-9035 


MACDONALD,CE 

8610170169 

71-6601 


MACDONALD, CE 

8610170176 

71-6717 


MACDONALD, CE 

8610270048 

71-9204 


MACDONALD,J.B. 

8610210405* 

50-250 

Q 

MAOGUINEAS,O.B. 

8610210274 

50-348 

M 

MACGUINEAS.D.B. 

8610210274 

50-348 

M 

MACGUINEAS,D.B. 

8610210301* 

50-348 

M 

MACGUiNEAS,D.B. 

8610210301* 

50-348 

M 

MACLEAN,RA 

8610010039* 

CONTRACT 

MACMAHON,P.B. 

8610230239* 

27-48 


MADOEN,RM. 

8610210343* 

50^21 

Q 

MADEDA,TJ. 

8610230046* 

50-341 

Q 

MADEDATJ. 

8610230054* 

50-315 

Q 

MADEDAT.J. 

8610230086* 

50-456 

Q 

MADEDA,TJ. 

8610240365* 

50-186 

Q 

MADEDA,TJ. 

8610240365* 

50-186 

Q 

MADSEN.G.L 

8610310165* 

50-498 

Q 

MAERKER,R.E 

8610030412 

50-261 

P 

MAGER.G. 

8610160354 

50-424 

A 

MAGNESS,T.H. 

8610030121* 

COMMtSSrON 

MAHENDRANATHAN 

8610280015* 

50-373 

P 

MAIO.K, 

8610150501 

PR 


MAIYAP.S. 

8610310120 

NUREG 


MAJYARLPA 

8610200326 

50-400 

H 

MALIN.L 

8610140246 

50-409 

R 

MALLANDAJJ. 

8610080119 

50-445 

G 

MALLANDAJJ. 

8610080122 

50-445 

G 

MALLANOAJJ. 

8610080400* 

50-445 

A 

MALLANDA,J J. 

8610(»0441* 

50-445 

A 

MALLANDAJJ. 

8610080493* 

50-445 

A 

MALUNDAJ.J. 

8610080496* 

50-445 

A 

MALLETT,B. 

8610170192 

t&E 


MALLOY,JA 

8610160022* 

50-455 

Q 

MALODY.CW. 

8610090245* 

70-1257 


MALONED.G. 

8610060016 

50-255 

S 

MALONECG. 

8610060689 

50-255 

S 

MALSCH.M.G. 

8610100376* 

50322 

P 

MALSCH,M.G. 

8610160396* 

STATE PRO G 

MALUSCH.M.G. 

8610310043* 

50-498 

G 

MANEATIS,GA. 

8610100074* 

50-275 

T 

MANGAN,aV. 

8610020187 

50-410 

A 

MANGAN,CV. 

8610020196 

50-410 

E 

MANGAN.C.V. 

8610030278 

50-410 

A 

MANGAN.aV. 

8610060051 

50410 

A 

MANGAN,ay. 

8610070024 

50-220 

Q 

MANGAN,CV, 

8610070229 

50410 

A 

MANGAN,aV. 

8610080103 

50-220 

P 

MANaAN,C.V. 

86100W)287 

50220 

P 

MANGAN,CV. 

8610100196 

S0410 

A 

MANGAN,CV. 

8610100640 

50410 

A 

MANGAN.CV. 

8610100764 

50220 

Q 

MAr^AN,CV. 

8610150437 

50410 

S 

MANGAN,av. 

8610160200 

50410 

F 

MANGAN,C.V. 

8610160208 

50410 

A 

MANGAN,CV. 

8610160218 

50410 

A 

MANGAN.CV. 

8610160238 

50410 

A 

MANGANj:.V. 

8610160246 

50410 

A 

MANGAN.CV. 

8610160348 

50410 

A 

MANGAN.CV. 

8610160393 

50-410 

A 

MANGAN,CV. 

8610170069 

50410 

E 

MANGAN,CV. 

8610170083 

50410 

S 

MANGAN,CV. 

8610170218 

50410 

Q 

MANGAN.CV. 

86t017Ce27 

50410 

£ 

MANGAN,CV. 

a61C^20098 

50410 

A 

MANGAN.CV. 


50410 

A 

MANGAN.CV. 

8610220196 

50410 

S 


MANGAN.CV. 

8610230222 

50-410 

A 

MANGAN.CV. 

8610240278 

60-220 

P 

MANGAN.C.V. 

8610240331 

50-410 

E 

MANGAN.C.V. 

8610270451 

50-410 

S 

MANGAN.C.V. 

8610280039 

50-410 

A 

MANGAN.C.V. 

8610280221 

50-410 

A 

MANGAN.C.V. 

8610280399 

50-410 

S 

MANGAN.C.V. 

8610280454 

50-220 

P 

MANGAN,C.V. 

8610290311 

50-410 

E 

MANGAN,C.V. 

8610290313 

50-410 

A 

MANGAN,C.V. 

8610290332 

50-220 

P 

MANGAN,CV. 

8610300143 

50-220 

F 

MANGAN.CV. 

8610310232 

50-410 

S 

MANKO.R.J. 

8610280243 

50-334 

P 

MANOLY,K.A. 

8610150521* 

50-219 

Q 

MANOLY.K.A. 

8610220300* 

50-293 

Q 

MANSO,R.A. 

8610220243 

PR 


MARABITO.R. 

8610290368 

50-346 

S 

MARABITO.R. 

8610310104 

50-346 

S 

MARDEN.C.K. 

8610230262 

50-400 

H 

MARQUIS, as. 

8610090075* 

50-370 

P 

MARGULIES.M.B. 

8610080267 

50-322 

G 

MARGULIES,M.B. 

8610100141 

50-322 

G 

MARGULIES.M.B. 

8610100575 

50-322 

T 

MARGULIES.M.B. 

8610100677 

50-322 

Q 

MARGULIES.M.B. 

6610280213 

50-424 

G 

MARKEY,E.J. 

8610140349 

50-443 

G 

MARKOS.G. 

8610010032 

WASTE MGT 

MARKS.B.K. 

8610210076 

50-327 

F 

MARQUiS.D.S. 

8610080072 

50-370 

P 

MARSCHALUC 

8610030075 

NUREG 


MARSCHALL.C.W. 

8610030416 

NUREG 


MARSH.R. 

8610300235 

50-206 

S 

MARSHALUB.M. 

8610140277 

50-338 

S 

MARSHALL, B.M. 

8610210183 

50-338 

S 

MARTIN.C. 

8610150362 

PR 


MART1N.C.W. 

8610020030 

50-213 

S 

MARTIN.J.B. 

8610100451* 

FOIA 


MARTIN, J.B. 

8610150225* 

50-323 

Q 

MARTIN.J.B. 

8610150241* 

50-276 

F 

MARTIN.J.B. 

8610150262* 

50-275 

P 

MARTIN,J.B. 

8610150269* 

50-323 

Q 

MARTIN.J.B. 

8610150279* 

50-323 

Q 

MARTIN, J.B. 

8610150282* 

50-275 

Q 

MARTIN, J.B. 

8610150301* 

50-206 

Q 

MARTIN, J.B. 

8610270446 

50-312 

Q 

MARTIN, J.B. 

8610270466* 

50-312 

Q 

MARTIN, J.B. 

8610280112 

50-528 

F 

MARTIN.LD. 

8610100749 

PR 


MARTIN,LD. 

8610100785 

PR 


MARTIN, R.D. 

8610080257* 

PR 


MARTIN.R.D. 

8610080396 

50-267 

P 

MARTIN,R.D. 

8610090121 

STATE PROG 

MARTIN, R.D. 

8610100682 

50-267 

Q 

MART1N.R.D. 

8610140227 

50-72 

Q 

MARTIN.R.D. 

8610140229* 

60-72 

Q 

MARTIN, R.a 

8610220262 

STATE PRO Q 

MARTIN,R.D. 

8610280013 

50-298 

Q 

MARTIN, R.D. 

8610280248 

STATE PROG 

MART1N,R.D. 

8610290281 

50-148 

P 

MARTIN, R.D. 

8610290367 

50-296 

F 

MARTIN,R.E 

8610060534 

50-352 

P 

MARTIN, R.E 

8610060677 

50-416 

P 

MARTIN, R.E 

8610070337 

50-353 

A 

MARTIN, R.E. 

8610150460 

60-352 

F 

MARTIN.R.E 

8610170234 

50-416 

P 

MARTIN, R.E. 

8610280364 

50-353 

A 

MARTIN, R.E 

8610300410 

50-363 

A 

MARTIN.R.H. 

8610220042 

50-458 

R 

MARTIN, T. 

8610220412 

50-213 

Q 

MART1N,T.T. 

8610070078 

50-271 

F 

MARTIN, T.T. 

8610070118 

70-135 


MARTIN,T.T. 

8610070136 

70-135 


MARTINJ.T. 

8610070146 

50-333 

F 

MARTIN, T.T. 

8610070155 

50-293 

F 

MARTIN,T.T. 

8610070285 

50-352 

F 

MARTIN.T.T. 

8610070299 

50-219 

F 

MARTIN.T.T. 

8610080040 

60-387 

Q 

MARTIN,T.T. 

8610080217 

70-1100 


MARTIN, T.T. 

8610090476 

50-354 

F 

MARTIN, T.T. 

8610090480 

60-317 

F 

MARTIN, T.T. 

8610090523 

50-225 

F 

MARTINJ.T. 

8610100287 

50-244 

Q 

MARTINJ.T. 

8610100375 

50-220 

F 

MARTINJ.T. 

8610100401 

50-220 

F 

MARTIN, TT, 

8610100473 

50-289 

F 

MARTIN.T.T. 

8610100587 

50-387 

Q 

MARTIN, T.T. 

861Q1Q0648 

50-220 

Q 

MARTINJ.T, 

8610100653 

70-371 
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MARTIN, T.T. 

8610100685 

50-277 

Q 

MARTIN, TT. 

8610100708 

70-1703 


MARTIN, T.T. 

8610100727 

70-687 


MARTIN, T.T. 

8610100758 

50-245 

F 

MARTIN, T.T. 

8610150484 

50-354 

Q 

MARTIN, T.T. 

8610150489 

50-220 

Q 

MARTIN,T.T. 

8610160280 

50-334 

Q 

MARTIN, T.T. 

8610170163 

50-293 

Q 

MARTIN.T.T. 

8610210383 

50-244 

Q 

MARTIN,T.T. 

8610210393 

50-423 

Q 

MARTIN.T.T. 

8610210428 

50-387 

Q 

MARTIN, T.T. 

8610210469 

50-387 

Q 

MARTIN.T.T. 

8610240183 

50-3 

F 

MARTIN.T.T. 

8610270138 

50-213 

Q 

MARTIN.T.T. 

8610270220 

70-1143 


MARTIN.T.T. 

8610270357 

50-309 

Q 

MART1N.T.T. 

8610270450 

50-387 

Q 

MARTIN,T.T. 

8610280020 

50-387 

Q 

MARTIN, T.T. 

8610280045 

50-247 

F 

MARTIN.T.T. 

8610280050 

50-286 

F 

MARTIN.T.T. 

8610280128 

50-277 

Q 

MARTIN.T.T. 

8610280272 

50-289 

F 

MARTIN.T.T. 

8610280283 

50-320 

F 

MART1N.T.T. 

8610310036 

50-317 

Q 

MARTIN, T.T. 

8610310269 

70-371 


MARTINEZ, E.D. 

8610010049 

27-48 


MARTINEZ,E.D. 

8610150298 

27-48 


MARTlNEZ,E.D. 

8610220332 

2748 


MARTINEZ, E.D. 

8610230230 

2748 


MARTINEZ.E.D. 

8610280599 

2748 


MARTINIAK,A. 

8610010144 

PR 


MARY.P. 

8610100463 

50-354 

S 

MARY.P. 

8610230254 

50-354 

S 

MASCHKA,P.R. 

8610240425 

70-1359 


MASHBURN.W.F. 

8610280538* 

50-416 

P 

MASNYK.O. 

8610080483* 

50-400 

Q 

masnyk,o.m. 

8610280219* 

50-395 

Q 

MASNYK,O.M. 

8610310200* 

50-250 

Q 

MASSARO,S.A. 

8610060612 

NUREG 


MATTHEWS.D.B. 

8507250076* 

50-323 

F 

MATTHEWS, T.P. 

8610200397 

50-285 

R 

MATTSON, R.J. 

8303040124* 

50-275 

P 

MATURO,F.A. 

8610150320* 

FOIA 


MATURO,F.A. 

8610150352* 

FOIA 


MAURA.F.A. 

8610100110* 

50-454 

Q 

MAVROULES,N. 

8610140304 

50-443 

G 

MAXEY.W. 

8610030416 

NUREG 


MAXFIELD,G,J. 

8610080115 

PR 


MAXWELL, D.C. 

8610170172 

50-237 

R 

MAXWELL,G.F. 

8610060085* 

50400 

Q 

MAXWELL,G.F, 

8610280310* 

50400 

Q 

MAYA,D. 

8610200326 

50-400 

H 

MAYER.R.G. 

8610280232* 

FOIA 


MAYER, R.J. 

8610160028 

FOIA 


MAYERS, G. 

8610210195 

PR 


MAZUR, D.W, 

8610170035 

50-508 

A 

MAZZITELLLJ. 

8610100205 

50400 

H 

MCADAMS, 0. 

8610300241 

50-400 

H 

MCALPINE,E.J. 

8610010409 

70-143 


MCALPINE.E.J. 

8610010413* 

70-143 


MCALPINE,E.J. 

8610020134 

70-143 


MCALPINE.E.J. 

8610020335 

70-27 


MCALPINE,E.J. 

8610060025 

70-27 


MCALPtNE.E.J. 

8610070233 

70-1151 


MCALPINE,E.J. 

8610070292 

70-1161 


MCALPINE.E.J. 

8610070296* 

70-1151 


MCALPINE,E.J, 

8610080035 

70-143 


MCALPINE,E.J. 

8610220014 

70-27 


MCALPINE,E.J. 

8610220217* 

70-143 


MCALPINE,E.J. 

8610220289* 

70-27 



MCANENy.aa 8610310162 nureg 

MCBREARTY,R.A. 8610210438* 50-412 Q 

MCCABE.B. 8610210111 50-237 S 

MCCABE, B.C. 8610(^60007 50-240 S 

MCCABE,D.E. 8610280305 NUREG 

MCCABE, E.C. 8610100748* 50-245 Q 

M(X;ABE,E,C. 8610220196* 50^21 3 Q 

MCCALL J.K. 8610080272 50-275 G 

MCXJLEARY.L 8610290442* CPKTRACT 

MCCLESKEY,K.E. 8610140249 60s-322 G 

MCCLESKEY.K.E 861014(^49 50.322 G 

MCCLESKEY,K.E. 8610280260 50-322 G 

MCCLESKEY,K.E. 8610280260 50-322 G 

MCCUNTOC^J^Q. 8610060210* FOIA 

MCCUNTCXjK,R.O. 8610060974* FOIA 

MCXX)NNELLJ.W. 8610280322 NUREG 

MCCONNELLJ.W. 8610310162 NUREG 

MCCONNELLK. 8610010146 WASTE MGT 

MCCORKLE,G.W. 8610080299* 50-323 P 
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NUMBER CATEGORY 


MCCORKLE.G.W. 

8610090374 

70-824 


MCCORKLE,G.W. 

8610220171 

70-754 


MCCORKLE,G.W. 

8610280074 

70-3020 


MCCORMACK,W.D. 

8610240052* 

WASTE MGT 

MCCORM1CK.T.A. 

8610170044* 

50-508 

A 

MCCORMICK-BARGE 

8610160022* 

50-455 

Q 

MCCOY, M. 

8610310102* 

50-263 

P 

MCCRORY.S.L. 

8610160087* 

50-382 

V 

MCCULLAM,J. 

8610270182 

PR 


MCDADE.J.M. 

8610100749 

PR 


MCDERMOTT.L. 

8610080285 

50-275 

G 

MCDERMOTT.L. 

8610080294* 

50-275 

G 

MCDERMOTT.L 

8610280359 

50-275 

G 

MCDONALD.D.G. 

8610020214 

50-250 

P 

MCDONALD.D.G. 

8610070494 

50-250 

P 

MCDONALD,D.G. 

8610070499 

50-250 

F 

MCDONALD.D.G. 

8610100384 

50-250 

P 

MCDONALD,D.G. 

8610140092* 

50-338 

F 

MCDONALD.D.G. 

8610300340 

50-250 

P 

MCDONALD,J.A. 

8610080420 

50-327 

P 

MCDONALD.J.A. 

8610080440 

50-327 

P 

MCOONALD,J.A. 

8610220202 

50-327 

P 

MCDONALD,J.A. 

8610230140 

50-390 

S 

MCDONALD,R.P. 

8610010258 

50-348 

P 

MCDONALD.R.P. 

8610010422 

50-348 

Q 

MCDONALD,R.P. 

8610060601 

50-348 

S 

MCDONALD.R.P. 

8610090055 

50-348 

P 

MCDONALD.R.P. 

8610090437 

50-348 

P 

MCDONALD, R.P. 

8610090449 

50-348 

P 

MCDONALD.R.P. 

8610140387* 

50-348 

P 

MCDONALD, R.P. 

8610150333* 

50-348 

P 

MCDONALD.R.P. 

8610200330 

50-364 

P 

MCDONALD, R.P. 

8610200373 

50-348 

P 

MCDONALD, R.P. 

8610220011 

50-348 

P 

MCDONALD.R.P. 

8610220066 

50-364 

S 

MCDONALD.R.P. 

8610240285 

50-348 

F 

MCDONALD.R.P. 

8610270145 

50-348 

Q 

MCDONALD.R.P. 

8610280110 

50-348 

R 

MCDONALD.R.P. 

8610280245 

50-348 

S 

MCDUFFIE.M,A. 

8610210340 

50-400 

A 

MCFADDEN,J. 

8610310081* 

50-317 

Q 

MCGAUGHY.R.W. 

8610020067 

50-331 

Q 

MCGAUGHY.R.W. 

8610090282 

50-331 

Q 

MCGAUGHY,R.W. 

8610140110 

50-331 

Q 

MCGAUGHY.R.W. 

8610230007 

50-331 

P 

MCGAUGHY,R.W. 

8610280328 

50-331 

F 

MCGAUGHY.R.W. 

8610280502 

50-331 

P 

MCGEHEE,R.M. 

8610230218 

PR 


MCGINTY,D.M. 

8610240394* 

50-186 

F 

MCGOLDRICK,F. 

8610310302 

XPORTLIC 


MCGONNAGLE,W.J. 

8610290261* 

70-1193 


MCQREGOR,L 

8610150438* 

50-456 

A 

MCGREGOR,L 

8610150448* 

50-456 

A 

MCQREW.J.W. 

8610230253 

71-4888 


MCGUFFIN,J.C. 

8610030163* 

CONTRACT 

MCGUFFIN,J.C. 

8610060912* 

CONTRACT 

MCGUIRE, D. 

8610210466 

50-338 

S 

MCGUIRE.D.R. 

8610010483* 

50-321 

Q 

MCGUIRE.D.R. 

8610080483* 

50-400 

Q 

MCGUIRE, D.R. 

8610080494* 

50-413 

Q 

MCGUIRE,D.R. 

8610090254* 

50-259 

Q 

MCGUiRE.D.R. 

8610100222* 

50-261 

Q 

MCGUIRE,D.R. 

8610220021* 

70-27 


MCGUIRE.D.R. 

8610280219* 

50-395 

Q 

MCGUIRE.D.R. 

8610310200* 

50-250 

Q 


MCQURREN,H.J. 

MOGURREN,HJ. 

MCQURREN,HJ. 

MCGURREN,H.J. 

MOGURREN.H.J. 


8610060296 50-275 G 
8610080302 50-275 G 
8610220372* 50-275 Q 
8610220374* 50-275 G 
8610220380* 50-276 G 


MCINTIOSH,S. 
MCKAY, LR. 
MCKEE, P.F, 
MCKEE.P.R 
MCKEE,P.F. 


8610210331 PR 

8610280561* 50-416 P 

8610170304 50-302 F 

8610240330 50-320 F 

8610280136 50-302 R 


MCKENNA.E.M. 
MCKENNA, E.M. 
MCKENNA.E.M. 
MCKENNA.EM. 
MCKENNA, E.M. 


8610080026 50-29 

6610060029* 50-29 

8610150011 50-29 

8610280259 50-29 

8610300262 50-29 


MCKENNA, T. 

MCKENNEY.L. 

MCKENNEY.L. 


MCKINNEY.TX 


MCK)N8TRY,J.R. 


8610080019* FOIA 
6610080448 PR 
8610100785 PR 
8610150416 50-400 

8610140324 50-289 


H 

G 


MCKINSTRY,J.R. 

MCKINSTRY,J.R. 

MCKRACKEN,K.W. 

MCLEAREN.T. 


8610150133 70-364 

8610270084 70-364 

8610060829 50-348 F 

8610070472 CONTRACT 


-OTJ’D'tl’tJ 
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MCLEAREN.T. 

8610090417 

CONTRACT 

MCLEAREN.T, 

8610090511 

CONTRACT 

MCLEAREN.T. 

8610170297 

CONTRACT 

MCLEAREN.T. 

8610300028 

CONTRACT 

MCLOUGHLIN,D. 

8610170238 

50-298 

F 

MCMULLAM.W. 

8610270182 

PR 


mcnamaraae. 

8610140151 

50-244 

R 

MCNE1L,S.A. 

8610070049 

50-317 

P 

MCNEILSA 

8610100680 

50-317 

P 

MCNEIL.SA 

8610100730 

50-317 

P 

MCNEIL.S.A. 

8610280241 

50-317 

F 

MCNEILL, C.A. 

8610060172 

50-272 

P 

MCNEILL.CA 

8610100227 

50-272 

P 

MCNEILL, C.A. 

8610100359 

50-272 

F 

MCNEILL,C.A. 

8610100775 

50-272 

P 

MCNEILUC.A. 

8610150051 

50-272 

P 

MCNE1LL,C.A. 

8610150451 

50-272 

P 

MCNEILL, C.A. 

8610160078 

50-354 

P 

MCNEILL.CA 

8610160181 

50-354 

P 

MCNE1LL.C.A. 

8610160211 

50-364 

P 

MCNEimCA 

8610160423 

50-354 

Q 

MCNEILL.CA 

8610200067 

50-354 

Q 

MCNEILL.C.A. 

8610200077 

50-354 

P 

MCNEILL,C.A, 

8610200145 

50-272 

P 

MCNE1LUC.A. 

8610240014 

50-272 

F 

MCNEILL,C.A. 

8610240270 

50-354 

P 

MCNEILUCA 

8610270266 

50-311 

P 

MCNEimCA 

8610280426 

50-272 

P 

MCNOVY.J. 

8610010015 

PR 


MEADE, K. 

8610060580 

50-328 

S 

MEADE, K.E. 

8610210202 

50-328 

S 

MEADOWS.T.R. 

8610080250' 

50-397 

V 

MEADS.J.W. 

8610060397 

50-400 

H 

MEARSE.S. 

8610100724 

CONTRACT 


MEARSE,S.D. 

8610060678 

CONTRACT 


MEARSE,S.D. 

8610060794 

CONTRACT 


MEARSE.S.D. 

8610060863 

CONTRACT 


MEARSE,S.D. 

8610300365 

50-275 

P 

MECCA, J.E. 

8610010114 

WASTE MGT 

MEDFORD.M.O. 

8610070433 

PR 


MEDFORD, M.O. 

8610080360 

50-361 

P 

MEDFORD,M.O. 

8610080380 

50-361 

P 

MEDFORD,M.O. 

8610080444 

50-206 

R 

MEDFORD.M.O. 

8610100625 

50-206 

F 

MEDFORD, M,0. 

8610140335 

50-361 

Q 

MEDFORD,M.O. 

8610160167 

50-206 

P 

MEDFORD, M.O. 

8610160335 

50-206 

P 

MEDFORD, M.O. 

8610270402 

50-361 

P 

MEDFORD,M.O. 

8610270447 

50-206 

P 

MEDFORD.M.O. 

8610280090 

50-206 

P 

MEDFORD, M.O. 

8610280140 

50-206 

P 

MEDFORD, M.O. 

8610300315 

50-361 

P 

MEEHAN.B. 

8610010037 

CONTRACT 


MEEHAN, B. 

8610060884 

CONTRACT 


MEEHAN.B. 

8610200247 

CONTRACT 


MEEHAN,T. 

8610210195 

PR 


MEINKE,W. 

8610080019' 

FOIA 


MELILLO.D. 

8610010015 

PR 


MELLEN,L 

8610010458 

50-325 

S 

MENDEZ, R. 

8610100110' 

50-454 

Q 

mendiolaaj. 

8610100692* 

50-341 

V 

MENDONCA,M. 

8610070073* 

50-344 

Q 

MENDONCA.M. 

8610090329 

50-275 

s 

mendonca,m. 

8610160040 

50-275 

S 

MENDONCA,M.M. 

8610070246* 

50-275 

Q 

MENDONOA,M.M. 

8610150212* 

50-344 

Q 

MENDONCA,M.M. 

8610220006* 

50-508 

Q 

MENNING,J. 

8610280275* 

50-400 

Q 

MERRITT, a 

8610090039 

50-237 

S 

MERRITT.W.J. 

8610280030 

50-354 

S 

MERRIWEATHER,N. 

8610220296* 

50-400 

Q 

MERSCHOFF,E.W. 

8610100007* 

QA999 


MERSCHOFF,E.W. 

8610100417* 

QA999 


MERSCHOFF.E.W. 

8610100530* 

QA999 


MERSCHOFF.E.W. 

8610150233* 

QA999 


MERSCHOFF,E.W. 

8610220284* 

QA999 


MESERVE,R.A. 

8610140250 

40-8027 


MESERVE,R.A. 

8610200131 

40-2061 


MESERVE.R.A. 

8610220318 

40-8027 


MESERVE,R.A. 

8610220318 

40-8027 


MESERVE.R.A. 

8610240075 

40-2061 


MESERVE,R.A. 

8610240120 

PR 


MESERVE.R.A. 

8610240120 

PR 


MESERVE,R.A. 

8610280139 

40-2061 


MESERVE,R.A. 

6610290349 

40-8027 


MESERVEAA. 

8610290349 

40-8027 


MESERVE.R.A, 

8610290355* 

40-8027 


MESERVE,RA, 

8610290355* 

40-8027 


METZENBAUM,H,M. 

8610060439* 

50-346 

U 
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MEULENBERG,D.J. 

8610100224 

50-400 

H 

MEYER,J. 

8610300255 

50-400 

G 

MEYER.K.D. 

8610080254 

PR 


MEYER, R.N. 

8610080115 

PR 


MEYER, W.A. 

8610030184 

50-186 

P 

MEYER, W.A. 

8610150346 

PRM 


MICHAEL,B. 

8610010428 

PR 


MICHELSON,C. 

8610310279 

50-335 

P 

MICKLICH,B.J. 

8610060961 

50-356 

R 

MIELE.M.L. 

8610080166 

50-3 

F 

MIELE,M.L 

8610160245 

50-3 

F 

MIELE.M.L 

8610300100 

50-3 

F 

MIHALCIK,J.A. 

8610230210 

50-317 

P 

MIHALCIK.J.A. 

8610300364 

50-317 

P 

MILHOAN.J. 

8610300230 

TOPREP 


MILIAN.LW. 

8610310143 

NUREG 


MILURD.H.T. 

8610030140 

50-274 

P 

MILLARD.H.T. 

8610090068 

50-274 

P 

MILLER, D.E. 

8610170120* 

50-155 

Q 

MILLER,G. 

8610200366 

50-382 

R 

MILLER,H.L. 

8610020002 

50-280 

F 

MILLER.H.L 

8610230091* 

50-280 

F 

MILLER.H.L. 

8610230098* 

50-280 

F 

MILLER.H.L 

8610230100* 

50-280 

F 

MILLER.H.L 

8610230102* 

50-280 

F 

MILLER,H.L. 

8610230104* 

50-280 

F 

MILLER,H.L 

8610230105* 

50-280 

F 

MILLER,H.L. 

8610230108* 

50-280 

F 

MILLER.H.L. 

8610230110* 

50-280 

F 

MILLER,H.L. 

8610230113* 

50-280 

F 

MILLER.J.H. 

8610080115 

PR 


MILLER,J.H. 

8610080172 

PR 


MILLER.L 

8610160020* 

50-528 

Q 

MILLER, L. 

8610160034 

50-528 

S 

MILLER.LF. 

8610070182* 

50-312 

Q 

MILLER,L.F. 

8610070187* 

50-312 

Q 

MlLLeR,LK. 

8610210478 

50-311 

R 

MILLER,LR. 

8610100692* 

50-341 

V 

MILLER, M. 

8610210398* 

50-423 

Q 

MILLER,M.S. 

8610220221* 

50-322 

G 

MILLER,M.S. 

8610220221* 

50-322 

G 

MILLER.R. 

8610150028 

50-312 

S 

MILLER,R.L 

8610150007* 

50-219 

P 

MILLER.V.L. 

8610060915* 

FOIA 


MILLER.V.L 

8610160281 

ORG 


MILLER.V.L 

8610170051 

MISC 


MILLER, W.H. 

8610010376* 

50-416 

Q 

MILLER.W.H. 

8610100522* 

50-424 

Q 

MILSTEAD.W. 

8610210214 

NUREG 


MILTON.D.J. 

8610100261* 

40-8027 


MINECK,D.L. 

8610210150 

50-331 

R 

MINECK.D.L 

8610280411 

50-331 

S 

MINER, S. 

8610210276 

50-312 

P 

MINNIOH,N.R. 

8610210195 

PR 


M1NOGUE.R.B. 

8610080313* 

FOIA 


MINOGUE.R.B. 

8610140363* 

FOIA 


MINWALLA,H. 

8610140285 

FOIA 


MIOSI,A.D. 

8610020117 

50-456 

V 

MIOSI,A.D. 

8610060606 

50-456 

S 

MIOSI.A.D. 

8610070015 

50-456 

A 

MIOSI,A.D. 

8610070079 

50-454 

F 

MIOSI,AD. 

8610070125 

50-456 

A 

MIOSI.AD. 

8610080099 

50-456 

F 

MIOSI,A.D. 

8610080173 

50-456 

A 

M!OSI,A.D. 

8610080211 

50-456 

F 

MIOSI,A.D. 

8610090385 

50-456 

E 

MIOSI,A.D. 

8610100786 

50-456 

F 

MIOSLAD. 

8610140131 

50-456 

F 

MIOSI,AD. 

8610150148 

50-456 

F 

MIOSI,A.D. 

8610160100 

50-456 

E 

MIOSI.A.D. 

8610160124 

50-454 

Q 

M10S1,A.D. 

8610170071 

50-456 

A 

MlOSI,A.D. 

8610220081 

50-456 

A 

MIOSI,A.D. 

8610240136 

50-456 

A 

MIOSI,A.D. 

8610270168 

50-456 

A 

M10SI,A.D. 

8810280098 

50-456 

A 

MIOSI,A.D. 

8610280103 

50-456 

A 

MIOSI,A.D. 

8610280333 

50-456 

P 

MIRAGUA,F.J. 

8112100616* 

50-275 

P 

MIRAGL1A,F.J. 

8610070095 

50-317 

P 

MIRAQLIA,FJ. 

8610150048 

50-269 

P 

MIRAGLIA,F.J, 

8610210105 

50-312 

P 

MIRAGLIAFJ. 

8610220170 

50-267 

P 

M|RAGLIA,F.J, 

8610220424 

50-312 

Q 

MISPICKIN.B, 

8610010292 

PR 


MISPILKIN.B. 

8610210195 

PR 


MITTLR.L. 

8610070433 

PR 


M1TTLR.L 

8610240191 

PR 


MIZUNO,G.S. 

8610010194 

50-445 

G 
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AUTHOR 


NAGY, EM. 

NAIDU.K.R. 

NAKAGAKI.M. 

NAPUOA.G. 

NARSUT.P. 

NARBUT.P. 

NARDIA-J. 

NARDU.J. 

f^RDlAJ. 

NARDI,A.J. 

NARDIAJ. 
NASH.D. 
NASH.DA 
NASH, DA 
NASH.DA 


NATARAJA.M.S. 

NATARAJA,M.S. 

NAUMAN,DA 

NAUMAN.DA 

NAUMAN.OA 

NAUMAN.DA 

NAUMAN.DA 

NAUMAN.DA 

NAUMAN.DA 

NAUMAN.DA 

NAUMAN,D.A. 

NAUMAN,DA 

NAUMAN,DA 

NAUMAN.D.A 

NAUMAN.D.A. 


NAUMAN.DA 

NAUMAN,D.A. 

NAUMAN.DA 

NAUMAN.D.A, 

NAUMAN.D.A. 


NEELR.B. 

NEFF.J.O. 

NEFF.J.O. 

NE1GHBORS.J.D. 

NEIGH80RS.J.D. 


NEIGHBORS, J.D. 

NE1GHBORS.J.D. 

N£fGH80RS.J.D. 

NEILSON.R.M. 

NBSLER.J.H. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8610100584* 

50-456 

A 

8610100530* 

QA999 


8610030416 

NUREG 


8610150409* 

50-293 

Q 

8610090329 

50-275 

S 

8610160040 

50-275 

S 

8610070166 

70-1151 


8610080461 

50-87 

P 

8610240003 

70-1151 


8610240377 

70-1161 


8610270008 

70-1151 


8610300208 

50-443 

J 

8610200207 

50-263 

J 

8610200214 

TOPREP 


8610200290 

50-321 

J 

8610140188 

WASTE MGT 

8610150338 

WASTE MGT 

8610010574 

50-395 

R 

8610020106 

50-395 

F 

8610060676 

50-395 

S 

8610080115 

PR 


8610090339 

50-395 

V 

8610100036 

50-395 

R 

8610100666 

50-395 

S 

8610140265 

50-395 

F 

8610150331 

50-395 

F 

8610150393 

50-395 

Q 

8610160231 

50-395 

S 

8610170036 

50-395 

F 

8610200421 

50-395 

P 

8610210182 

50-395 

F 

8610210388 

50-395 

P 

8610270127 

50-395 

Q 

8610270251 

50-395 

Q 

8610280153 

50-395 

Q 

8610060350 

NUREG 



8610150140 WASTE MGT 
8610230162 WASTE MGT 
8610080468 50-247 P 

8610140138 50-247 P 

8610150222 50-286 P 

8610170057 50-286 P 

8610220346 50-286 P 

8610280322 NUREG 

8610160135* 50-456 Q 


NEiSLERJ.H. 

NEJELT.G,M. 

NEJFELT.aM. 

NELLOR,J.E. 

NELSON.G.B. 


8610200094* 

8610280462* 

8610060369* 

8610150284 

8610220013* 


5C461 Q 

50-321 Q 

50-321 Q 

WASTE MGT 
50-206 Q 


NEiSON.M. 
NELSON, R.T, 
NELSON.TA 
NELSON, TA 
NELSON.T.A. 


8610150135 

8610140132 

8610080222 

8610270158 

8610280143 


70-364 

50-133 

50-275 

50-323 

50-323 


R 

S 

S 

S 


NELSON,T.L. 

NEMETHy.E 

NERON.G. 

NERSES.V. 

netzeul 


8610100437* 

8610210100 

8610100223 

^10280347 

8610100399 


50-445 

PR 

50-336 

50-443 

50-295 


Q 

R 

A 

S 


NETZEL.L 

NEUMANN.M,R. 

NEUMANN.M.R. 

NEWBURGH.Q. 

NEWBURGH.G. 


8610140213 

8610030504 

8610030515* 

8610100318* 

8610100327* 


50-295 

40-8697 

40-8697 

50-245 

50-245 


S 

R 

R 


NEWBURGH,G. 

NEW8URGH,G. 

NEWELL,P.R. 

NEWHOUSE,P. 

NEWHOUSE.RE 


8610100337* 

8610100343* 

8610010144 

8610270285* 


50-245 

50-245 

PR 

70-364 

70-364 


R 

R 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


NOLAN, MJ. 

8610100283 

FOIA 


NOLTE,M.C. 

8610220309 

40-6622 


NOONAN.S. 

8610150143 

50-443 

G 

NOONAN.V.S. 

8511010536* 

50-445 

Q 

NOONAN, V.S. 

8604280371* 

50-445 

A 

NOONAN.V.S. 

8610030311 

50-445 

A 

NOONAN.V.S. 

8610140160 

50-498 

A 

NOONAN.V.S. 

8610140260 

50-456 

A 

NOONAN.V.S. 

8610150056 

50-423 

P 

NOONAN, VS. 

8610170006 

50-456 

E 

NOONAN.V.S. 

8610170164 

50-272 

P 

NOONAN.V.S. 

8610170204 

50-272 

P 

NOONAN.V.S. 

8610220031 

50-272 

P 

NOONAN.V.S. 

8610220241 

50-498 

E 

NOONAN.V.S. 

8610280155 

50-498 

A 

NOREICA,J.F. 

8610010076* 

ORG 


NOREIKA,J.F. 

8610010081* 

ORG 


NORELIUS.C. 

8610310222 

50-295 

S 

NORELIUS.C.E 

8610100661 

50-341 

P 

NORELIUS,C.E. 

8610090326 

50-440 

P 

NORELIUS,C.E. 

8610100546 

50-295 

P 

NORELIUS.C.E. 

8610160082 

50-373 

P 

NORELIUS.C.E. 

8610210039 

50-346 

S 

NORELIUS,C.E. 

8610220029* 

ORG 


NORRHOLM.L. 

8610080049* 

50-354 

Q 

NORRHOLM.L. 

8610160291* 

50-354 

Q 

NORRHOLM,L. 

8610220299* 

50-247 

Q 

NORRHOLM.LJ. 

8610210413* 

50-272 

Q 

NORRIS, B.S. 

8610210257* 

50-223 

V 

NORRIS.H.R. 

8610170108 

50-261 

R 

NORRIS, J.A. 

8601160593* 

50-275 

P 

NORRIS.J.A. 

8602060371 * 

50-275 

P 

NORRIS.J.M. 

8610160044* 

50-445 

A 

NORRY.P.G. 

8610100194 

ORG 


NORRY.P.G. 

8610100651 

ORG 


NORRY.P.G. 

8610140384 

50-348 

P 

NORRY.P.G. 

8610150323 

50-348 

P 

NORRY.P.G. 

8610200264 

ORG 


NORRY.P.G. 

8610240188* 

PR 


NORRY.P.G. 

8610270431 

ORG 



NORRY.P.G. 

NORRY.P.G. 

NORTH, H.S. 
NORTH.H.S. 
NORTH.P.J. 

8610280536 

8610300239 

8610100773* 

8610150296* 

8610240393 

ORG 

ORG 

50-206 

50-528 

50-287 

Q 

Q 

S 

NORTHROP, D.E. 
NORTHROP, D.E 
NORTON.B. 

NORTON, J.F. 
NOTIGAN.D.V. 

8610240088 

8610300242 

8610240082 

8610090377* 

8610100241 

50-440 

50-346 

50-275 

50-266 

50-219 

G 

G 

G 

Q 

R 

NOVACHEK,F.J. 

NOVAK.T. 

NOVAK,T. 

NOVAK.T. 

NOVAK, T.M. 

8610220033 

8610100427* 

8610270359* 

8610280099* 

8505160517* 

50-267 

50-424 

50-424 

50-424 

50-323 

R 

Q 

Q 

Q 

P 

NOVAK.T.M. 

NOVAK, T.M. 
NOVAK.T.M. 

NOVAK, T.M. 
NOVAK.T.M. 

8507170103* 

8507170460* 

8508080227* 

8509060304* 

8610030223 

50-275 

50-275 

50-323 

50-275 

50-456 

P 

P 

P 

P 

A 

NOVAK,T.M. 

NOVAK, T.M. 
NOVAK.T.M. 
NOVAKJ.M. 

NOVAK, T.M. 

8610060045* 

8610090181 

8610100182* 

8610140060 

8610140080 

50-282 

50-455 

FOIA 

50-266 

50-250 

P 

A 

I 

P 

NOVAK, T.M, 
NOVAK.T.M. 

NOVAK, T.M. 

NOVAK, T.M. 

NOVAK, T.M. 

8610150378 

8610150415* 

8610220212 

8610280445 

8610300368 

60-29 

50-29 

50-443 

50-443 

50-466 

F 

F 

A 

A 

P 

<<< 

Odd 

iiii 

8610310028 

8610290206 

8610060901* 

8610160043 

8610150082 

50-327 p 

40-2259 

FOIA 

WASTE MGT 
WASTE MGT 

NUSSBAUMER,D.A. 

NUSSBAUMER,D.A. 

NUSSBAUMERD.A 

0’BRIEN.A. 

0’BRIEN.J.P. 

8610240096 

8610240192 

8610240221 

8610240110 

8610020398* 

WASTE MGT 
WASTE MGT 
WASTE MGT 

PR 

60-224 V 

O'BRIEN, J.P. 
O’CONNOR, P.W. 
O’CONNOR.P.W. 
O'CONNOR, P.W. 
O’CONNOR, P.W. 

8610020432* 

8610090485 

8610140217 

8610140241 

8610140379 

50-312 

50-482 

50-482 

50-482 

50-483 

V 

P 

P 

P 

P 

0’CONNOR.P.W. 

a^NNOR.P.W. 

O'COI^R.P.W. 

0’CONNOR.P.W. 

8610200085 

8610280407 

8610300157 

8610300186 

50-482 

60-482 

60-483 

50-482 

P 

P 

P 

P 



PERSONAL AUTHOR INDEX 383 


AUTHOR ACCESSION SUBJECT 
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O’CONNOR, P.W. 

8610310067 

50-482 

P 

O’CONNOR, P.W. 

8610310072* 

50-482 

P 

O’DONNELUWJ. 

8610090517* 

CONTRACT 


0’DWYER,G.F. 

8610100390* 

60-440 

Q 

O'NEIURA 

8610240110 

PR 


O’REILLY, E.H. 

8610030262 

PR 


O’REILLY, J.P. 

8610060176* 

FOIA 


O’REILLY, J.P. 

8610060185* 

FOIA 


O’REILLY, J.P. 

8610100356* 

50-424 

Q 

OAKES,J. 

8610080394 

PR 


odegaarden,r.h. 

8610100255 

71-9195 


OESTMANN.M.J, 

8610070022* 

50-346 

Q 

OESTMANN.MJ. 

8610160426* 

50-456 

Q 

OFSTUN,R.P. 

8610100056* 

50-496 

E 

OHYAMA,T. 

8610160381 

XPORTLIC 


OLDAK,B. 

8610310274 

PR 


OLIVER,D. 

8610010531 

WASTE RES 

OLMSTEAD.WJ. 

8007310687* 

50-329 

G 

OLMSTEAD.W.J. 

8610140038* 

40-8027 


OLSEN.T.T. 

8610030377 

WASTE MGT 

olsen,t.t. 

8610100553 

40-8064 


OLSEN.T.T. 

8610300420 

40-1341 


OLSHAN,L 

8610080024 

50-454 

P 

OLSHAN,L. 

8610230011 

50-454 

P 

OLSHAN,LN. 

8610080150 

50-455 

A 

OLSHAN.L.N. 

8610220310 

50-455 

A 

OLSON,D.I. 

8610100722* 

50-320 

T 

OLSON, J. 

8610030400 

NUREG 


OLSON,J. 

8610030402 

NUREG 


OLSON, O.L. 

8610140182 

WASTE MGT 

OLSON, 0,L 

B610150156 

WASTE MGT 

OLSON, O.L 

8610150373 

WASTE MGT 

OLSON,O.L 

6610150459 

WASTE MGT 

OLSON,O.L 

8610230159 

WASTE MGT 

OLSON, P.D. 

8610300321 

50-508 

Q 

OPEKAa.F. 

8610020097 

50-213 

P 

OPEKA.J.F. 

8610020415 

50-213 

P 

OPEKA,J.F. 

8610020423 

50-213 

P 

OPEKA,J.F. 

8610020498 

50-213 

P 

OPEKA,J.F. 

8610020516 

PR 


OPEKA,J.F. 

8610020516 

PR 


OPEKA,J.F. 

8610020516 

PR 


OPEKA,J.F. 

8610030001 

PR 


OPEKA,J.F. 

8610060372 

50-213 

P 

OPEKA,J.F. 

8610060360 

50-213 

P 

OPEKA,J.F. 

8610060812 

50-213 

P 

OPEKA.J.F. 

8610060934 

50-213 

P 

OPEKA.J,F. 

8610070191 

50-213 

P 

OPEKA,J.F. 

8610070441 

50-213 

J 

OPEKA,J.F. 

8610070441 

50-213 

J 

OPEKA,J.F. 

8610080134 

50-213 

P 

OPEKA,J.F. 

8610080283 

50-213 

F 

OPEKA,J.F. 

8610080434 

50-245 

F 

OPEKA,J,F. 

8610080434 

50-245 

F 

OPEKA,J,F. 

8610090244 

REGGD 


OPEKA.J.F. 

8610100126 

50-213 

Q 

OPEKA,J.F. 

8610100601 

50-213 

Q 

OPEKA,J.F, 

8810140006 

50-213 

P 

OPEKA,J.F. 

8610140076 

50-213 

Q 

OPEKA,J.F. 

8610140407 

50-213 

P 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


OPEKA,J.F. 

8610270176 

50-245 

P 

0PEKA.J.F. 

8610270176 

50-245 

P 

OPEKA,J.F. 

8610280062 

50-336 

P 

OPEKA,J.F. 

8610280062 

50-336 

P 

OPEKA,J.F. 

8610280239 

50-213 

P 

OPEKA,J.F. 

8610280254 

50-336 

P 

OPEKA.J.F. 

8610280254 

50-336 

P 

OPEKA,J.F. 

8610280519 

50-213 

Q 

OPEKA.J.F. 

8610280560 

50-213 

P 

OPEKA.J.F. 

8610290076 

50-336 

P 

OPEKA.J.F. 

8610290076 

50-336 

P 

OPEKA,J.P 

8610300227 

50-336 

P 

OPEKA,J.F. 

8610300227 

50-336 

P 

OPEKA,J.F. 

8610310201 

50-213 

Q 

OPREA,G.W. 

8610310205* 

50498 

Q 

ORDERS, W.T. 

8610020357* 

50-369 

Q 

ORMSBY,D.P. 

8610060576 

50-327 

S 

ORMSBY.D.P. 

8610170104 

50-327 

S 

ORMSBY.D.P. 

ORR,F. 

8610280034 

8610080348 

50-327 

TOPREP 

S 

ORSER.W.S. 

8610100195 

50-344 

R 

ORSER.W.S. 

8610150047 

50-344 

S 

ORSER,W.S. 
OSBORN,R.N. 
OSBORN, R.N. 

8610210006 

8610030400 

8610030402 

50-344 

NUREG 

NUREG 

S 

OSBORNE,K.E. 

8610060696 

50-255 

S 

OSIENSKY,J. 

8610010147 

WASTE RES 

OSlENSKY,J. 

8610140222 

WASTE RES 

OSTER.J. 

8610300214 

50456 

J 

OSTROWSKl.R. 

OSWALD, B. 

8610150007* 

8610010292 

50-219 

PR 

P 

OTANO.H. 

8610290190 

WASTE RES 

07TO,S. 

8610160096 

50-289 

S 

OTTO.S.M. 

8610060531 

50-289 

S 

OTTO.T.G. 

8610060280 

50-352 

G 

OTTO,T.G. 

8610240038 

60-352 

G 

OTTO.T.G. 

OUELLETTE.A.L 

8610240049* 

8610310132 

50-352 

NUREG 

G 

OUELLEnE,R.W. 

8610010424 

50413 

S 

OUELLETTE, R.W. 

8610060614 

50414 

S 

OUELLETTE, R.W. 

8610060627 

50413 

S 

OUELLETTE, R.W. 

8610060649 

50413 

S 

OUELLETTE, R.W. 

8610060653 

50413 

s 

OUELLETTE, R.W. 

8610090057 

50413 

s 

OUELLETTE,R.W. 

8610100112 

50414 

s 

OUELLETTE.R.W. 

8610100710 

50414 

s 

OUELLETTE.R.W. 

8610160072 

50414 

s 

OUELLETTE.R.W. 

8610160428 

50414 

s 

OUELLETTE.R.W. 

8610160433 

50414 

s 

OUELLETTE,R.W. 

8610210364 

50413 

s 

OUELLETTE, R.W. 

8610210487 

50413 

s 

OUELLETTE, R.W. 

8610300307 

50413 

s 

OUELLETTE,R.W. 

8610300349 

50413 

s 

OUELLETTE,R.W. 

8610300355 

50413 

s 

OUELLETTE, R.W. 

8610300363 

60413 

s 

OUELLETTE,R.W. 

8610300407 

50413 

s 

OUELLETTE, R.W. 

8610310121 

50414 

s 

OUELLETTEE,R.W. 

OWEN,B. 

8610100691 

8610210195 

50413 

PR 

s 

OWEN,D.R. 

8610080428* 

50-327 

p 


OPEKA,J-F. 8610140415 50-213 Q 

OPEKA.J.F. 8610150172 50-336 P 

OPEKA.J,F. 8610150172 50-336 P 

OPEKA.J.F. 8610150237 50-336 P 

OPEKA,J.F. 8610150237 50-336 P 

OPEKA^F. 8610150239* 50-336 P 

OPEKA,J.F. 8610160197 50-213 P 

OPEKA.J.F. 8610160926 50-213 P 

OPEKA,J.F. 8610160328 50-213 P 

OPEKA,J.R 8610170045 60-213 V 

OPEKA,J.F. 8610170045 50-213 V 

OPEKA.J.F. 8610170046 50^13 V 

OPEKA,J,F. 8610170055 PR 

OPEIOM,F. 8610170055 PR 

OPEKA,J.F. 8610170055 PR 



8610170318 50-336 P 

8610170818 60-336 P 

861021(K209 50-336 F 

861(^10209 50-336 F 

8610210300 50-213 P 


OPEKA.J.F. 


OPEKA.J.F. 


OPEKA,J,F. 

OPEKA,J,F. 


OPEKA,J.R 


8610220069 50^13 P 
8610220091 50-213 P 
8610240267 50-213 F 
8610240283 50-213 P 
8610240423 505213 P 



861024^7 5D?213 P 
8610240433 50-213 P 
8810240436 50-213 P 
8610270101 60-213 P 


OWEN,W.H. 

OWENS.M. 

OXSEN,A.U. 

OZAWA.M. 

OZTUNAU,O.I. 


8610070433 PR 
8610100744 PR 
8610210139 50-293 S 

8610310291 XPORTLIC 
8610200312* PR 


PAGE,M. 

PAGE.M. 

PAGE.M. 

PAIRITZ.J.R 


8610270295 

8610060604 

8610170274 

8610300374 

8610090062 


50^12 J 

CONTRACT 
CONTRACT 
CONTRACT 
50-265 S 


PALCHAK,J.F. 

PALCHAM.F. 

PALCHAK.J.F. 

PALCHAK.J.F. 

PALCHAK,J.F. 


8610270324* 50-461 S 
8610270376* 50-461 S 
8610270387* 50-461 S 
8610280542 50-461 S 
8610280564 50-461 S 


PAUINQJ,R. 

PALLAD(NO.N.J. 

PALLADINO.NJ. 

PAlJLADINO,NJ, 

PALLADINO.NJ. 


8610240207* 50-312 
8610140376* FaA 
8610170263* FOIA 
8610210305* 50-275 

8610210352* FOIA 


P 

U 


PALLADINO,N.J. 

PALUDIN0,N.J. 

PAULADtNO,NJ. 


PALMER, JA 
PALOMINO, F.G. 


8610280386* FOIA 
8610280436* FOIA 
8610280450* FOIA 
8610200312* PR 
8610060295 50-322 


G 


PALOMINO,F.G, 

PALOMlNO,RG. 

PALOMINO,F.G. 

palomino, F. a 


8610080144 50-322 G 
8610100571 50-322 G 
8610140266 50422 G 
8610200023 50-322 G 
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PALOMINO, F.G. 

8610200103 

50-322 

G 

PAULSON, W.A. 

8610200202 

TOPREP 


PALOMINO.F.G. 

8610210232 

50-322 

G 

PAULSON,W.A. 

8610270409 

TOPREP 


PALOMINO.F.G. 

8610210238 

50-322 

G 

PAYNE, M.T. 

8610280374 

50-400 

A 

PALOMINO.F.G. 

8610210243 

50-322 

G 

PEARSON,J.R. 

8610080119 

50-445 

G 

PALOMINO.F.G. 

8610220219 

50-322 

G 

PECK.C. 

8610200326 

50-400 

H 

PALOMINO.F.G. 

8610240213 

50-322 

G 

PECK.C.G. 

8610290079* 

70-1193 


PALTON.K. 

8610170251 

50-400 

H 

PECK.C.C. 

8610290245* 

70-1193 


PALUSAMY.S.S. 

8610090078* 

50-348 

P 

PECK.C.C. 

8610290261* 

70-1193 


PANETTA.L.E. 

8512120256* 

50-275 

P 

PECK.H. 

8610010015 

PR 


PANETTA,L.E. 

8610280371* 

50-275 

U 

PEDERSEN,G. 

8610150501 

PR 


PANNO.S.V. 

8610150257 

WASTE MGT 

PEEBLES, T. 

8610020315* 

50-269 

Q 

PAOLINO.R.J. 

8610310127* 

50-410 

Q 

PEEBLES.T.A. 

8610020357* 

50-369 

Q 

PAPANIC.G. 

8610080445 

50-29 

P 

PEEBLES.T.A. 

8610280217* 

50-413 

Q 

PAPANIC.G. 

8610090257 

50-29 

P 

PEIL.K.M. 

8610290189 

WASTE MGT 

PAPANIC.G. 

8610160355 

50-29 

P 

PELKE,P.R. 

8610150434* 

50-456 

A 

PAPANIC.G. 

8610170043 

50-29 

P 

PEMBERTON.N.S. 

8610060790 

QA999 


PAPANIC.G. 

8610280493 

50-29 

Q 

PEMBERTON, N.S. 

8610100457 

QA999 


PAPANIC.G. 

8610300167 

50-29 

P 

PEMBERTON.N.S. 

8610100457 

QA999 


PAPANIC.G. 

8610310174 

50-29 

Q 

PENDERGRAST.C. 

8610310297 

50-400 

H 

PAPASPYROPOULOS 

8610030075 

NUREG 


PENNINGTON.M.J. 

8610290004 

40-8698 


PAPASPYROPOULOS 

8610030416 

NUREG 


PENNINGTON.W.S. 

8610090345* 

40-8027 


PAPERIELLO.C.J. 

8610100372 

50-440 

Q 

PENNINGTON, W.S. 

8610270263 

40-8027 


PAPERIELLO,C.J. 

8610100381* 

50-440 

Q 

PENROD, K. 

8610230128 

50-255 

F 

PAPERIELLO,C.J. 

8610210042 

50-373 

Q 

PENROD.K. 

8610240057 

50-255 

F 

fWERIELLO.aJ. 

8610210045* 

50-373 

Q 

PENROD, K. 

8610240118 

50-256 

F 

PAPERIELLO,C.J. 

8610270156 

50-282 

Q 

PENROD.K. 

8610240367 

50-255 

F 

PAPERIELLO,C.J. 

8610280040 

50-315 

P 

PENTECOST.E.D. 

8511120444* 

50-275 

P 

PARIS.O.H, 

8610080244 

70-364 


PENTICO.S. 

8610090457 

40-8698 


PARIS.O.H. 

8610150204 

70-364 


PERANICH.M.W. 

8610090503* 

50-424 

Q 

PARIS.O.H. 

8610220101 

70-364 


PERAN!CH,M.W. 

8610200162* 

50-424 

Q 

PARIS.O.H. 

8610300161 

50-322 

G 

PEREIRA.D.B. 

8610070073* 

50-344 

Q 

PARK,J.M. 

8610060121* 

50-445 

A 

PEREIRA.D.B. 

8610070246* 

50-275 

Q 

PARK.J.Y. 

8610310120 

NUREG 


PEREZ.G.P. 

8610070187* 

50-312 

Q 

PARKINSON.D.L. 

8610060363* 

CONTRACT 


PERLIS.R.G. 

8610270102 

50-322 

G 

PARLER.W.C. 

8610100180 

PR 


PERRY.J.A. 

8610290032* 

50-410 

A 

PARLER.W.C. 

8610140040 

PR 


PESHEL,J.J. 

8610030189 

WASTE RES 

PARR.O.D. 

8305060159* 

50-275 

P 

PESHEL,J.J. 

8610030392 

WASTE RES 

PARRISH, B.R. 

8610200312* 

PR 


PESUE,T. 

8610010292 

PR 


PARRY.S.J. 

8610240135 

WASTE MGT 

PETERSEN.H.E. 

8610020363 

50-285 

J 

PARTLOW,J.G. 

8609250062 

50-3 

Q 

PETERSON.J. 

8610070433 

PR 


PARTLOW,J.G. 

8609300125 

50-3 

Q 

PETERSON.J.C. 

8610070134 

STATE PROG 

PARTLOW.J.G. 

8610200152 

50-424 

Q 

PETERSON, LR. 

8610160024* 

50-528 

Q 

PARTLOW,J.G. 

8610220060 

50-327 

Q 

PETERSON, M.R. 

8610090473 

XPORTLIC 


PARTLOW.J.G. 

8610270253 

50-249 

Q 

PETERSON.M.R. 

8610100019 

XPORTLIC 


PARULIS,P.J. 

8610090415 

50-336 

S 

PETERSON, M.R. 

8610100044 

XPORTLIC 


PASCtAK,W. 

8610080052* 

50-387 

Q 

PETERSON.M.R. 

8610100100 

XPORTLIC 


PASCIAK.W. 

8610210398* 

50-423 

Q 

PETERSON.M.R. 

8610100637 

XPORTLIC 


PASCIAK,W. 

8610210489* 

50-387 

Q 

PETERSON.M.R. 

8610160061 

XPORTLIC 


PASCIAK,W.J. 

8610150488* 

50-354 

Q 

PETERSON, M.R. 

8610200377 

XPORTLIC 


PASCIAK,W.J. 

8610210446* 

50-387 

Q 

PETERSON.M.R. 

8610210267 

XPORTLIC 


PASCIAK,W.J. 

8610270453* 

50-387 

Q 

PETERSON.M.R. 

8610210279 

XPORTLIC 


PASFIELD,F. 

8610080448 

PR 


PETERSON.M.R. 

8610210290 

XPORTLIC 


PASTIS,H.N. 

8610160224 

50-269 

P 

PETERSON,M.R. 

8610310283* 

XPORTLIC 


PASTVA.M.J. 

8610010588 

50-324 

S 

PETERSON.M.R. 

8610310300* 

XPORTLIC 


PASTVA,M.J. 

8610070557 

50-325 

S 

PETRI, T.E. 

8610100478* 

50-275 

H 

PASTVA.M.J. 

8610100519 

50-325 

s 

PETRICK.N.A. 

8610070289 

60-482 

P 

PASTVA,M.J. 

8610160345 

50-325 

s 

PETTEE,C. 

8610170251 

50-400 

H 

PASTVA,M.J. 

8610200293 

50-325 

s 

PETTENGILL,H.J. 

8610020309 

WASTE MGT 

PASTVA.M.J. 

8610210216 

50-325 

s 

PETTENGILL.H.J. 

8610020314 

40-299 


PASTVA.M.J. 

8610230050 

50-324 

s 

PETTENGILL,H.J. 

8610020377 

40-4492 


PASTVA,M.J. 

8610280577 

50-325 

s 

PETrENGILL,H.J. 

8610020512 

40-8084 


PASUPATHI.V. 

8610030416 

NUREG 


PETTENGILL,H.J. 

8610030002 

40-3453 


PATE,R.J. 

8610020392 

50-224 

V 

PETTENGJLL.H.J. 

8610030004 

40-8902 


PATE,R.J. 

8610020428 

50-312 

V 

PETTENGILL,H.J. 

8610030216 

40-8084 


PATE,R.J. 

8610080240 

50-397 

V 

PETTENGILL,H.J. 

8610030507 

40-8681 


PATE,R.J. 

8610150219 

50-206 

Q 

PETrENGILL.H.J. 

8610060703 

40-8903 


PATE,R.J. 

8610150221* 

50-275 

V 

PETTENG1LL.H.J. 

8610060955* 

40-8904 


PATE,R.J. 

8610210369 

50-275 

Q 

PETTENG1LL.H.J. 

8610070091 

40-8084 


PATE,R.J. 

8610220290 

50-530 

Q 

PETrENGILL,H.J. 

8610070251 

40-8584 


PATEL, C.P. 

8610060735 

50-280 

P 

PETTENGILL,H.J. 

8610080043 

40-3453 


PATEL.C.P. 

8610220034 

50-280 

F 

PETTENGILL,H.J. 

8610080055 

40-6622 


PATTERSON, A. 

8610270272* 

50-445 

A 

PETTENGfLL,H.J. 

8610080167 

40-8902 


PATTERSON, A. 

8610270284* 

50-445 

A 

PETTENGILL,H.J. 

8610080189 

40-8084 


PATTERSON, A. 

8610270327* 

50-445 

A 

PE7TENGILL,H.J. 

6610080192 

40-8905 


PATTERSON, A. 

8610270335* 

60-445 

A 

PETTENG1LL,H.J. 

8610080265 

40-8907 


PATTERSON, A.A. 

8610270264* 

50-445 

A 

PETTENGILL.H.J. 

8610080297 

40-2259 


PATTERSON, A. A. 

8610270354* 

50-445 

A 

PETrENGILL,H.J. 

8610080300 

40-8084 


PATTERSON,A.A. 

8610270363* 

50-445 

A 

PETTENGILL,H.J. 

8610080358 

40-299 


PATTERSON,C,A. 

8610100542* 

50-259 

Q 

PETTENGILL,H.J. 

8610100292 

40-1162 


PATTERSON, J. 

8610270434* 

50-454 

Q 

PETTENGILL.H.J. 

8610100307 

WASTE MGT 

PATTERSON, J. 

8610310239* 

50-456 

Q 

PETTENGILL,H.J. 

8610100592 

40-4492 


PATTERSON, J.P. 

8610080344* 

50-461 

Q 

PETTENQILL,H.J. 

8610140366 

40-6659 


PATTERSON, J.P. 

8610290261* 

70-1193 


PETTENGILL,H.J. 

8610220178 

40-1162 


PATTERSON, T.J. 

8610150007* 

50-219 

P 

PETTENGILL.H.J. 

8610220274 

40-8903 


PAUL,R.A, 

8610070038* 

50-16 

Q 

PETTENGILL,H.J. 

8610220311 

WASTE MGT 

PAULITZ.F. 

8610210034* 

50-443 

Q 

PETTENGILL,H.J. 

8610220351 

40-8902 


PAULK, at 

8610100542* 

50-259 

Q 

PETTENGILL.H.J. 

8610220352 

40-8697 


PAULL,P.L 

8610080051* 

60-271 

P 

PETTENGILL,H.J. 

8610220355* 

40-8697 


PAULSON,W.A. 

8610100676 

TOPREP 


PETTENGILL,H.J. 

8610220395 

40-8904 
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PETTENGILUHJ. 

8610220443 

40-8728 


POWERS, C.M. 

8610100173 

50-397 

R 

PETTENGILUHJ. 

8610220445* 

40-8728 


P0WERS,C.M. 

8610100669 

50-397 

S 

PETTENGILUHJ. 

8610240308 

40-299 


POWERS.C.M. 

8610140220 

50-397 

S 

PFAFF.SJ. 

8610070114 

40-6659 


POWERS.C.M. 

8610160267 

50-397 

S 

PFAFF,SJ. 

8610070119* 

40-6659 


POWERS, C.M. 

8610220104 

50-397 

S 

PFAFF,SJ. 

8610220317 

40-6659 


POWERS, C.M. 

8610290323 

50-397 

$ 

PFEFFERLEN.H.C. 

8610090265 

TOPREP 


POWERS, DA 

8610030404 

NUREG 


PFEFFERLEN.H.C. 

8610170100 

TOPREP 


PRACHAR,W.E. 

8610150318 

27-48 


PHILBRICK,R.A. 

8610060106* 

50-445 

A 

PRATER.J.T. 

8610020282 

NUREG 


PHILBRICK,R.A. 

8610060113* 

50-445 

A 

PRELUJ. 

8610140389* 

50-423 

Q 

PHILBRICK,R.A. 

8610060193* 

50-445 

A 

PREN0ERGAST,K. 

8610100014* 

50-344 

Q 

PHILIPS,! 

8610240220* 

PR 


PRENDERGAST.K. 

8610170217* 

50-312 

Q 

PHILLIPS.H.W. 

8610090503* 

50-424 

Q 

PRENDERGAST.M. 

8610100452 

PR 


PHILLIPS, H.W. 

8610200162* 

50-424 

Q 

PRESS,F. 

8610010132 

WASTE MGT 

PHILLIPS, LE. 

8610300038 

TOPREP 


PRESSLEY, C.S. 

8610300241 

50-400 

H 

PHILLIPS,M. 

8610210323* 

50-354 

R 

PRESTHOLT.P.T. 

8610010048 

WASTE MGT 

PHILUPS,M. 

8610210327* 

50-354 

R 

PRESTHOLT,P.T. 

8610020298 

WASTE MGT 

PHILLIPS.M,P. 

8610210051* 

50-373 

Q 

PRESTHOLT.P.T. 

8610020301 

WASTE MGT 

PHILLIPS, N.N. 

8610310146* 

50-498 

A 

PRESTHOLT.P.T. 

8610020401 

WASTE MGT 

PICIULO.P.L 

8610310143 

NUREG 


PRESTHOLT.P.T. 

8610150153 

WASTE MGT 

P1CK,G.A. 

8610160037* 

50-313 

Q 

PRESTHOLT.P.T. 

8610150158 

WASTE MGT 

PICK.G.A. 

8610270366* 

50-482 

Q 

PRESTHOLT,P.T. 

8610230149 

WASTE MGT 

PICKER,B. 

8610100438* 

50-455 

V 

PRESTHOLT,P.T. 

8610230163 

WASTE MGT 

PIEPER,J.E. 

8610210259* 

50-261 

P 

PRESTHOLT,P.T. 

8610230170 

WASTE MGT 

PIEPER,J.E. 

8610210261* 

50-261 

P 

PRESTHOLT.P.T. 

8610230173 

WASTE MGT 

P1GF0RD,T.H. 

8610140176* 

WASTE MGT 

PRESTHOLT.P.T. 

8610240139 

WASTE MGT 

PIGFORDJ.H. 

8610140181* 

WASTE MGT 

PREVATTE,R. 

8610020013* 

50-395 

Q 

PIGON,M. 

8610160057 

50-295 

S 

PREVATTE,R.U 

8610020127* 

50-395 

Q 

PIQOTT,D.R. 

8610300245 

PRM 


PREVATTE,R.U 

8610280192* 

50-395 

Q 

PIGOTT,D.R. 

8610300245 

PRM 


PRICE, K.R. 

8610240052* 

WASTE MGT 

PILANT,J.M, 

8610100239 

50-298 

F 

PRICHARD, M.H. 

8610090074 

50-400 

H 

PILANT.J.M. 

8610140413 

50-298 

Q 

PRIMO.J.P. 

8610020342 

PR 


PILANT,J.M. 

8610170239* 

50-298 

F 

PRIMO.J.P. 

8610070194 

PR 


PILANT,J.M. 

8610200368 

50-298 

Q 

PRINCE, A. 

8610070194 

PR 


PILANT.J.M. 

8610210215 

50-298 

Q 

PRINCE, AH. 

8610020342 

PR 


PINKOWIT2.B. 

8610220038 

50-423 

S 

PRINE,N,L. 

8610300241 

50-400 

H 

PIRTLE,G.L 

8610200294* 

50-461 

Q 

PROBST.J.R. 

8610280411 

50-331 

S 

PIRTLE,G.L 

8610230048* 

50-341 

Q 

PRODELUA.Q. 

8610280151 

50-322 

T 

PIRTLE,G.L 

8610240325* 

50-186 

Q 

PULLAN1,S.V. 

8610270141* 

50-311 

Q 

PIRTLE,G,L 

8610240399* 

50-186 

Q 

PUNTENNEY,J.E. 

8610060423 

FOIA 


PITTMAN,J. 

8610210214 

NUREG 


PUNTENNEY,J.E. 

8610220035 

FOIA 


PLELAN,P. 

8610160020* 

50-528 

Q 

PURCELL, W.J. 

8610010027 

WASTE MGT 

PLESSET,M.S. 

8610280487 

ACRS 


PURPLE,R.A. 

8610290377* 

50-295 

P 

PLESSET,M.S. 

8610280516 

ACRS 


PUSKIN.J.S. 

8610060350 

NUREG 


PLETTNER,E.A. 

8610310139* 

50-285 

Q 

QUALLS,P.M. 

8610070346* 

50-397 

Q 

PLIMUQJ. 

8610090080 

50-304 

S 

QUERIO,R.E. 

8610210324 

50-454 

R 

PLIMUGJ, 

8610100399 

50-295 

S 

QUERIO,R.E. 

8610240321 

50454 

S 

PLIMUGJ. 

8610100435 

50-295 

S 

QUERIO,R.E. 

8610240336 

50454 

S 

PLIMUGJ. 

8610140213 

50-295 

S 

QUERIO.R.E. 

8610240344 

50454 

S 

PLIMUGJ. 

8610160013 

50-295 

S 

QUERIO,R.E. 

8610240357 

50454 

S 

PLIMUGJ. 

8610160057 

50-295 

S 

QUERIO,R.E. 

8610270146 

50454 

S 

PLIMUGJ. 

8610200385 

50-295 

S 

QUERIO,R.E. 

8610270153 

50-454 

S 

PLIMUGJ. 

8610220046 

50-295 

R 

QUIRK.J.F. 

8610090364 

TOPREP 


PLIMUGJ. 

8610280080 

50-304 

S 

RABATIN,K. 

8610210401 

NUREG 


PLIMUGJ. 

8610280199 

50-304 

S 

RABY.M. 

8610010266 

PR 


PLIMUGJ. 

8610290372* 

50-295 

P 

RABYJ.M. 

8610100569 

PRM 


PLOSKI.T. 

8610160435* 

50-346 

Q 

PAPER, R.M, 

8610060660 

50-352 

G 

PLOSKIJ. 

8610310239* 

50-456 

Q 

RADER.R.M. 

6610060660 

50-352 

G 

PLOSKITJ. 

8610160388* 

50-456 

Q 

RADER, R.M. 

8610100058 

50-352 

G 

POHLE,J. 

8610010028 

WASTE RES 

RADER.R.M. 

8610100058 

50-352 

G 

POHLE,J.A. 

8610020334 

WASTE RES 

RAOER.R.M. 

6610220256 

50-352 

T 

POHLE,J.A. 

8610030179 

WASTE RES 

RADER.R.M. 

6610220256 

50-352 

T 

POHLEJ.A. 

8610030227 

WASTE RES 

RADER.R.M. 

8610220340 

27-39 


POHLEJ.A. 

8610300013 

WASTE RES 

RADER,R.M. 

8610220340 

27-39 


POHLE,J.A. 

8610310259 

WASTE RES 

RADER, R.M. 

6610220345* 

27-39 


POHLODAS. 

8610060961 

50-356 

R 

RAOER.R.M. 

8610220345* 

27-39 


POLK.H. 

8302010014* 

50-275 

P 

RADTKE.R. 

8610290409 

50400 

H 

POLUCK,MJ. 

8610010321 

50-311 

S 

RAHE,E,P. 

8610010491 

PR 


POLLACK.MJ. 

8610210103 

50-311 

S 

RAHE,E.P. 

8610070363 

TOPREP 


POLUCKMJ. 

8610210474 

50-311 

S 

RAHE,E.P. 

8610140057 

TOPREP 


POULACK.MJ, 

8610210494 

50-272 

S 

RAHE,E.P. 

8610140252 

TOPREP 


POLLACK.MJ. 

8610230031 

50-272 

s 

RAHE,E.R 

8610240376 

TOPREP 


POU-ARD,C.G. 

8610300259 

PR 


RAMPY.LW. 

8610240033 

50-25 

H 

POLURD,R.D. 

8610080073* 

FOIA 


RAMUTA.JA 

8610060121* 

50-445 

A 

POL2ER,W.U 

8610310178 

NUREG 


RANDALUR. 

8610160240 

50-220 

S 

poppe.uk. 

8610090251 

71-9204 


RANOALUR. 

6610240046 

50-220 

S 

POPPE,LK, 

8610150275 

27-47 


RANDALUR.D. 

6610200424 

60-272 

S 

POPPUUK. 

8610150288* 

27-47 


randalur-g. 

8610160168 

50-220 

S 

PORCH, B.U 

8610210207 

FOIA 


randalur-Q. 

8610200015 

50-220 

s 

POSNACK.R, 

8610060964* 

50-322 

G 

RANDAZ2A,J-B, 

8610210191 

PR 


POTAPOVS.U. 

8610090146* 

50-247 

0 

RANDLESJ.H 

8610100274* 

50-369 

p 

POTERALSKI,O.C. 

8610280091* 

50-250 

P 

RANDOLPH, G.U 

8610030445 

50-483 

S 

POTTER, J.P. 

8610290317* 

FOIA 


RANDQLPN;G.L 

8610100084 

50483 

R 

POTTS^T. 

861 021 01 95 

PR 


RANDOLPH^,L 

8610100189 

50483 

R 

POUCHEB.F.W. 

8605150215* 

50-445 

A 

RANpOLPH,Q.L 

6610170170 

50483 

S 

PdULOS, SJ. 

8206100343* 

FOIA 


RANDOLPH, G,U 

861Q2000Q2 

50483 

S 

POULOS.S.J. 

8206100354* 

50-329 

A 

RAN0QLPH,GLL 

8810210370 

50483 

S 

POULOS,SJ. 

8206100367* 


A 

RANDOLPH,Q.U 

8810220053 

50-483 

S 

POWELUJ, 

8610220276 

WASTE MGT 

RANDOLPH.Q.L 

8810140169 

50483 

s 
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RANDOLPH.G.L 

8610280571 

50-483 

S 

RANGE.D.M. 

8609030277 

40-8102 


RAPPEL.V.R. 

8610170304 

50-302 

F 

RAUTMAN.D. 

8610150529* 

50-263 

P 

RAY, A. 

8610210123 

PR 


RAY,P, 

8610300241 

50-400 

H 

RAYNIS.S. 

8610070194 

PR 


REAVEAU,B.K. 

8610070294 

40-8084 


REAVEAU,B.K. 

8610090478 

40-8084 


REAVIS.J.A. 

8610220249 

50-413 

R 

REAVIS, J.A. 

8610220268* 

50-369 

R 

REAVIS, J.A. 

8610220298* 

50-369 

R 

REAVIS, J.A. 

8610230156 

50-269 

R 

RECCHIA.A.L 

8610060215* 

FOIA 


REECHER.W.H. 

8610200385 

50-295 

S 

REED.C. 

8610090501 

50-456 

A 

REED.C. 

8610140127 

50-456 

A 

REED.C. 

8610160303 

50-455 

A 

REED.R.P. 

8610010322 

PR 


REESEJJ. 

8610220427 

WASTE MGT 

REEVES.E.A. 

8610060417 

50-348 

P 

REEVES, EA 

8610200171 

50-348 

P 

REEVES, M. 

8610310115 

NUREG 


REEVES, N. 

8610150170 

WASTE MGT 

REGAN.W.H. 

8406210185* 

50-275 

P 

REGAN, W.H. 

8508010557* 

50-275 

P 

REHM,T.A. 

8610090086 

COMMISSION 

REHM.T.A. 

8610090093* 

50-275 

F 

REHM,TA 

8610150094 

COMMISSION 

REHM,T.A. 

8610150149 

STATE PRO G 

REHM.TA 

8610200259 

COMMISSION 

BEmjA. 

8610270228 

COMMISSION 

REHM,TA 

8610300328 

COMMISSION 

REICH, R.T. 

8610100510* 

50-322 

Q 

REIDINGER.T.D. 

8610100438* 

50-455 

V 

RE1F.D.R. 

8610060453 

50-373 

S 

REIF,D.R. 

8610230053 

50-373 

S 

REILLY, B.W. 

8610160130 

PR 


REILLY.M.E. 

8610100749 

PR 


REIS.EJ. 

8610210220 

50-322 

G 

REMLEY,M.E 

8610280465* 

70-25 


REPKA,D.A. 

8610290055 

FOIA 


REQUA,G. 

8610010141 

50-261 

P 

REQUA,G. 

8610020185 

50-261 

P 

REQUA,G. 

8610080377 

50-261 

P 

REQUA,G. 

8610170015 

50-261 

P 

REQUA.G. 

8610170023 

50-261 

P 

REQUA,G. 

8610300302 

50-261 

P 

RESSLER,W.C. 

8610290331 

50-289 

R 

REVSIN,B.K. 

8610030057* 

50-261 

Q 

REYNOLDS,N.S. 

8610060393 

PR 


REYTBLATT.2. 

8610140360 

FOIA 


RICE.P.D. 

8610220150 

50-424 

S 

RICHARDS, S. 

8610150292* 

50-206 

Q 

RICHARDS, S. 

8610210372* 

50-275 

Q 

RICHARDS, S. 

8610220293* 

50-530 

Q 

RICHARDS.SA 

8610150212* 

50-344 

Q 

RICHARDSON.D.B. 

8610010266 

PR 


RICHARDSON,J.D. 

8610030474 

TOPREP 


R1CHARDSON.J.D. 

8610080011 

NUREG 


RICHARDSON, J.D. 

8610080011 

NUREG 


RICHARDT,J. 

8610140263 

50-440 

R 

RICHMOND, F. 

8610280176* 

FOIA 


RICHMOND, F. 

8610280189* 

FOIA 


RICHMOND.F. 

8610280194* 

FOIA 


RICHMOND,F. 

8610280200* 

50-247 

U 

RIDDElCvI. 

8610310086 

PR 


RIDGELY.J.N. 

8610060341 

NUREG 


RIDGEWAY, DA 

8610240094 

50-424 

G 

RIDGEWAY.DA 

8610240094 

50-424 

G 

RIGGS, R. 

8610210214 

NUREG 


RILEY, E. 

8610020411* 

50-440 

F 

RING,MA 

8610100110* 

60-454 

Q 

RING, M A 

8610160022* 

50-455 

Q 

RnrTENBERG,R.B. 

8610240256 

27-48 


R1VENBARK,G. 

8610060537 

50-321 

P 

RIVENBARK,G. 

8610080175 

50-321 

P 

RIVENBARK,G.R. 

8610170171 

50-366 

P 

RIVENBARK.G.W. 

8610010001 

50-321 

P 

R1VENBARK,G.W. 

8610080090 

50-321 

P 

RIVENBARK.G.W. 

8610290098 

50-321 

P 

RIVENBARK.G,W. 

8610300073 

50-321 

p 

RIVENBARK,G.W, 

8610300417 

50-321 

P 

RIVERS,M,E 

8610090250 

50-259 

R 

RIVERS, M.E 

8610310130 

50-259 

R 

ROBERSON, P.W. 

8610080072 

50-370 

P 

ROBERTS, J.P. 

8610210121 

PROJ 


ROBERTS, J.P. 

8610210313 

PROJ 


ROBERTS.J.P. 

8610210316 

PROJ 
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NUMBER CATEGORY 


ROBERTS,T.M. 

8610060419 

50-346 

U 

ROBERTS.T.M. 

8610210360 

COMMISSION 

ROBERTS,T.M. 

8610210390 

COMMISSION 

ROBERTSON.E. 

8610060538 

PR 


ROBERTSON, L 

8610150371* 

FOIA 


ROBEY, R.A. 

8610200430 

50-254 

R 

ROBEY, R.A. 

8610210009 

50-254 

R 

ROBINSON,E.D. 

8610060359* 

50-322 

G 

ROBINSON,K.W. 

8610060619* 

CONTRACT 

ROBINSONX.L 

8610210450* 

FOIA 


ROBINSON.P. 

8610060252 

l&E 


ROBINSON, P. 

8610080063 

l&E 


ROBINSON.P. 

8610160361 

50-298 

Q 

ROBINSON.P. 

8610160368 

50-528 

Q 

ROBINSON,P. 

8610170040 

l&E 


ROBINSON.R.R. 

8610310168 

NUREG 


ROBINSON.W.R. 

8610200002 

50-483 

S 

ROBINSON, W.R. 

8610210370 

50-483 

S 

ROBINSON.W.R. 

8610220053 

50-483 

S 

ROBINSON.W.R. 

8610240169 

50-483 

S 

RODGER,W.A. 

8001230450* 

PR 


RODRIGUEZ,F.J. 

8610240215 

71-396 


RODRIGUEZ-VERA 

8610100133* 

50-225 

P 

RODRIGUEZ-VERA 

8610290229 

50-225 

P 

ROE.J.W. 

8610140365* 

FOIA 


ROFFE.R.A. 

8610060322* 

50-445 

A 

ROFFE,R.A. 

8610060336* 

50-445 

A 

ROGERS.T. 

8610070447* 

50-424 

V 

ROHRER,R.J. 

8610200068 

50-373 

R 

ROHRER.R.J. 

8610270283 

50-373 

S 

ROISMAN.A.2. 

8610060303 

50-445 

G 

ROISMAN,A.Z. 

8610060303 

50-445 

G 

ROISMAN,A.Z. 

8610060440 

50-445 

G 

ROISMAN.A.Z. 

8610060440 

50-445 

G 

ROISMAN.A.Z. 

8610060446* 

50-445 

G 

ROISMAN.A.Z. 

8610060446* 

50-445 

G 

ROISMAN.A.Z. 

8610100053 

50-445 

G 

ROISMAN,A.Z. 

8610100053 

50-445 

G 

ROISMAN,A.Z. 

8610100080 

50-445 

G 

ROISMAN,A.Z. 

8610100080 

50-445 

G 

ROISMAN,A.Z. 

8610140327 

50-445 

G 

ROISMAN.A.Z. 

8610220329 

50-445 

G 

ROISMAN.A.2. 

8610220329 

50-445 

G 

ROISMAN,A.Z. 

8610240083 

50-445 

G 

ROISMAN,A.Z. 

8610240083 

50-445 

G 

ROISMAN,A.Z. 

8610240128* 

50-445 

G 

ROISMAN,A.Z. 

8610240128* 

50-445 

G 

ROISMAN,A.Z. 

8610270073 

50-445 

G 

ROISMAN,A.Z. 

8610270073 

50-445 

G 

ROMAN, T.W. 

8610200093 

50-220 

R 

ROMAN, T.W. 

8610300143 

50-220 

F 

ROMANO, A.J. 

8610090104* 

50-445 

A 

ROMBERG.W.D. 

8610090415 

50-336 

S 

ROMBERG, W.D. 

8610090415 

50-336 

S 

ROMBERG.W.D. 

8610100223 

50-336 

R 

ROMBERG, W.D. 

8610100223 

50-336 

R 

ROMBERG.W.D. 

8610100236 

50-245 

R 

ROMBERG, W.D. 

8610100236 

50-245 

R 

ROMBERG,W.D. 

8610100273 

50-423 

R 

ROMBERG,W.D. 

8610100273 

50-423 

R 

ROMBERG,W.D. 

8610100441 

50-336 

S 

ROMBERG, W.D. 

8610100671 

50-423 

S 

ROMBERG.W.D. 

8610100671 

50-423 

S 

ROMBERG.W.D. 

8610160190 

50-423 

s 

ROMBERG.W.D. 

8610160190 

50-423 

s 

ROMBERG, W.D. 

8610220038 

50-423 

s 

ROMBERG.W.D. 

8610220038 

50-423 

s 

ROMBERG, W.D. 

8610280422 

50-336 

S 

ROMBERG.W.D. 

8610280422 

50-336 

s 

ROMBERG, W.D. 

8610280518 

50-423 

s 

ROMBERG.W.D. 

8610280518 

50-423 

s 

ROOD.H. 

8610060005 

50-361 

p 

ROOD,H. 

8610060012* 

50-361 

p 

ROOD.H. 

8610090479 

50-361 

F 

ROOD.H. 

8610300386 

50-361 

P 

ROOD.H. 

8610300405 

50-361 

> 

ROONEY.V. 

8610310002 

50-271 

P 

ROONEY, V.L 

8610100574 

50-271 

P 

ROONEY, V.L 

8610270313 

50-271 

P 

ROSA,F. 

8601220038* 

50-275 

P 

ROSDAHUO. 

8610030413 

NUREG 


ROSDAHL,0. 

8610210404 

NUREG 


ROSE.H.D. 

8610030004 

40-8902 


ROSE,H.D. 

8610060955* 

40-8904 


ROSE,W.T. 

8610240110 

PR 


ROSEN6ERGAB. 

8610310074* 

50-498 

Q 

ROSENBERG.A.B. 

8610310184* 

50-498 

Q 

ROSENTHAUA.S. 

8610280329* 

FOIA 


ROSS,C.H. 

8610010291* 

27-47 
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ROSS,aF. 

8610140372* 

FOIA 


SALVESEN.R.S. 

8610100508 50-354 

s 

ROSS,D.F. 

8610140378* 

FOIA 


SALVESEN.R.S. 

8610140236 50-354 

s 

ROSS,WJ. 

8610270071* 

50-280 

Q 

SALVESEN.R.S. 

8610160295 50-354 

s 

ROSSI, C.E. 

8601280242* 

50-275 

P 

SALVESEN,R.S. 

6610210244 50-354 

S 

ROSSi.C.E. 

8603030409* 

50-275 

P 

SALVESEN,R.S. 

8610210320 50-354 

R 

ROSSI.C.E. 

8603270412* 

50-275 

P 

SALVESEN,R.S. 

8610210330 50-354 

s 

ROSSI.C.E. 

8610100207* 

50-275 

P 

SALVESEN.R.S. 

8610210362 50-354 

s 

ROSSI.C.E. 

8610100483 

TOPREP 


SALVESEN.R.S. 

8610230254 50-354 

s 

ROSSI, C.E. 

8610100492 

TOPREP 


SALVESEN.R.S. 

8610280030 50-354 

s 

ROSSI, OE. 

8610100647 

50-213 

P 

SALVESEN,R.S. 

8610280547 50-354 

S 

ROSSI.C.E. 

8610150297 

TOPREP 


SALYARDS,LE. 

8610140102 50-317 

H 

ROSSI, C.E. 

8610160434 

TOPREP 


SALZBRENNER.R. 

8610290324 REGGD 


ROS2n-OCZY,Z.R. 

8610310176 

NUREG 


SAMUELS, S.W. 

8610080028 PR 


ROTH,J. 

8610070130* 

70-135 


SAMUELS,S.W. 

8610210195 PR 


ROTH,J. 

8610070143* 

70-135 


SANACORE.R. 

8610080172 PR 


ROTH.J. 

8610270226* 

70-1143 


SANDERS.R.O. 

8610310162 NUREG 


ROTHMAN,R.L 

8610090072* 

50-275 

P 

SANDHU,A.S. 

8610210319 NUREG 


ROUSE,L.C. 

8610060310 

70-364 


SANDS.H.S. 

8610060405* CONTRACT 

ROUSE.LC. 

8610140055* 

40-8027 


SANFORD,J.A. 

8610300117 50-400 

G 

ROUSE.LC. 

8610140097* 

50-302 

S 

SAPUTA,E. 

8610210367 50-346 

S 

ROUSH.M.L 

8610270395 

50-166 

S 

SARBANES,P.S. 

8610090204 PR 


ROWDEN,M.A. 

8610280187* 

50-277 

U 

SASSAMAN,S.W. 

8610280199 50-304 

s 

ROWSOME,F.H. 

8601300020* 

50-206 

P 

SASSER,M.K. 

8610020315* 50-269 

Q 

RUBENSTEIN,LS. 

8505100025* 

50-323 

P 

SAUNDERS 

8610100367 50-280 

R 

RUBENSTEIN.LS. 

8610070120 

50-400 

A 

SAUNDERS.R.F. 

8610080439 50-281 

S 

RUBENSTEIN.LS. 

8610080170 

50-400 

A 

SAUN0ERS.R.F. 

8610000126 50-280 

S 

RUBENSTEIN,LS. 

8610170006 

50-400 

A 

SAUNDERS, R.F. 

8610220115 50-281 

s 

RUBENSTEIN,LS. 

8610200183* 

50-348 

P 

SAUNDERS,R.F. 

8610220136 50-280 

s 

RUBENSTEIN.LS. 

8610210133 

50-250 

P 

SAUNDERS, R.F, 

8610220168 50-280 

s 

RUBENSTEIN,LS. 

8610220124* 

50-338 

P 

SAUNDERS, R.F. 

8610220184 50-280 

s 

RUBENSTEIN,LS. 

8610220383* 

50-400 

A 

SAUNDERS, R.F. 

8610230022 50-280 

s 

RUBENSTEIN,L.S. 

8610300305* 

50-261 

P 

SAUNDERS.R.F. 

8610300308 50-280 

s 

RUBIN.A. 

8610160346 

GEN TEC I 

S 

SAVAGE, C.A, 

8610200326 50-400 

H 

RUHE,M.A. 

8610070171 

50-413 

F 

SAVAGE, R. 

8610070235 71-5800 


RULAND.W.H. 

8610100545* 

50-324 

Q 

SAWABE,J.K. 

8610100510* 50-322 

Q 

RUNCKLE.J.D. 

8610080277 

50-400 

G 

SAYER,J. 

8610100239 50-298 

F 

RUNNION,M. 

8610240110 

PR 


SAYRE, D. 

8610010607 50-261 

S 

RUSCHE,B.C. 

8610280170* 

FOIA 


SCARANO,R. 

8610150293* 50-528 

Q 

RUSCHE,B.C. 

8610290063 

WASTE MGT 

SCARANO,R.A. 

8610070196 50-397 

Q 

RUSS.P. 

8610090233* 

50-440 

S 

SCARANO,R.A. 

8610100424 t&E 


RUSS,P. 

8610090243* 

50-440 

S 

SCARANO.R.A. 

8610100732 50-206 

Q 

RUSS,P. 

8610090291* 

50-440 

S 

SCARANO,R.A. 

8610100755* 50-206 

Q 

RUSS,P. 

8610090300* 

50-440 

s 

SCARANO.R.A. 

8610140264 50-206 

F 

RUSS,P. 

8610090307* 

50-440 

s 

SCARANO,fl.A. 

8610150291 50-528 

Q 

RUSS.P. 

8610090315* 

50-440 

s 

SCARANO,R.A. 

8610150491 70-1257 


RUSS,P. 

8610090323* 

50-440 

s 

SCARANO,R.A. 

8610210480 50-312 

Q 

RUSS,P. 

8610090381* 

50-440 

s 

SCHEIBELHUT,C. 

8610020155* 50-461 

Q 

RUSS,P. 

8610160015* 

50-440 

s 

$CHERGER,M.D. 

8610160005 50-400 

H 

RUSS.P. 

8610160030* 

50-440 

s 

SCHIERLING.H. 

8310060473* 50-275 

P 

RUSS,P. 

8610160051* 

50-440 

s 

SCHIERLING.H. 

8310180107* 50-275 

E 

RUSS,P. 

8610210483 

50-440 

s 

SCHIERLING.H. 

8310200029* 50-275 

P 

RUSS,P. 

8610230051 

50-440 

s 

SCHIERLING,H. 

8505160529* 50-275 

P 

RUSS,P. 

8610280406 

50-440 

s 

SCHIERLING,H. 

8506060309* 50-275 

P 

RUSS,P. 

8610280492 

50-440 

s 

SCHIERLING.H. 

8506060627* 50-275 

P 

RUSSELU.E. 

8610100773* 

50-206 

Q 

SCHIERLING.H. 

8507190065* 50-275 

s 

RUSSELL,N. 

8610210195 

PR 


SCHiERLINQ.H. 

8508010664* 50-275 

P 

RUSSELUWX 

8506100806* 

50-323 

p 

SCHIERUNG,H. 

8508080360* 50-275 

P 

RUSSELL, W.T. 

8506260730* 

50-323 

p 

SCHIERLINQ,H. 

8508200185* 50-323 

P 

RUSSELL,W.T. 

8610270210 

50-413 

V 

SCHIERUNG,H. 

8508200240* 50-323 

P 

RUTBERQ.J. 

8610010139 

50-352 

Q 

SCHIERLING.H. 

8508220087* 50-323 

P 

RUTHER,W.E. 

8610310120 

NUREG 


SCHIERLING.H. 

8509060287* 50-323 

P 

RUTLEDGE, C. 

8610060145 

40-8502 


SCHIERLING,H. 

8509060330* 50-323 

P 

RUTLEDGE, C. 

8610070093 

40-8502 


SCHIERUNG.H. 

8509180139* 50-323 

s 

RYAN,M.T. 

8610240101 

27-47 


SCHIERLING,H. 

8509260364* 50-275 

p 

RYANJ. 

8610060753 

50-286 

F 

SCHIERLING,H. 

8510090371* 50-323 

p 

RYBICKI,E.F, 

8610210319 

NUREG 


SCHtERLING.H. 

8510150414* 50-275 

p 

RYBICKI,E.F. 

8610280315 

NUREG 


SCHIERLING.H. 

8510170192* 50-275 

Q 

RYDERJ.S. 

8610060605 

50-387 

S 

SCHIERLING,H. 

8510180113* 50-275 

P 

RYDER, T.8. 

8610090425 

50-388 

S 

SCHIERLING.H. 

8510180128* 50-275 

P 

RYDER.T.S. 

8610290044 

50-387 

S 

SCHIERLING,H. 

8512060046* 50-275 

s 

RYDER, T.S. 

8610300318 

50-387 

s 

SCHIERLINQ,H. 

8610090172* 50-275 

P 

SABIN,C.M. 

8610060392* 

CONTRACT 


SCHIERLING.H. 

8610100131* 50-275 

P 

SADVARY,D. 

8610280524 

50-387 

S 

SCHIERLING.H. 

8610100151* 50-323 

P 

8A0VARY,aD. 

8810010419 

50-387 

S 

SCHIERLING,H. 

8610100155* 50-323 

P 

SAGET.R.P. 

8610010020 

WASTE MGT 

SCHIERLINQ,H. 

8610100176* 50-323 

P 

8AGET,R.P. 

8610010043 

WASTE MGT 

SCHIERLING,H. 

8610140196 50-275 

P 

SAGET,R.P. 

8610010052 

WASTE MGT 

SCHIERLING,H. 

8610150363 50-275 

P 

SAGET,R.P. 

8610140218 

WASTE MGT 

SCHIERLING.H. 

8610150457 50-275 

P 

8AILER,W.F. 

8810090506 

50-395 

S 

SCHIERLINQ,H. 

8610210208* 50-275 

R 

SALAMON,G. 

8610150040 

50-251 

S 

SCHIERLING.H. 

8610210240* FOIA 


SALAMON,a 

6610200032 

50-251 

S 

SCHIERLING,H. 

8610210278* 50-275 

P 

$ALAMON,G, 

8610270392 

50-261 

S 

SCHIERLING.H. 

8610210314* 50-275 

P 

SALAMON.a 

8610280231 

50-250 

S 

SCHIERLING,H. 

8610210449* 50-275 

P 

SALITAN,LF. 

8610060538 

PR 


SCHIERUNG,H. 

8610290099 50-275 

P 

8ALLACH,RA 

8610310132 

NUREG 


SCHIERLING.H.E. 

8603120086* 50-323 

P 

SALVESEN^aS. 

8610080031 

50-354 

S 

SCHIERUNG,H,E. 

8603120176* 50-323 

F 

8ALV|$EN,R.S, 

8610100217 

50-354 

S 

SCHtERLINQ,H.E. 

8603180409* 50-323 

P 

^LvisEaas. 

86101Q0403 

50-354 

s 

SCHIERLING,H.E. 

8609220284* 50-275 

P 

SALVeSEN.RvS. 

8610100463 

50-354 

s 

SCH1ERLING,H.E. 

8610210181* 50-275 

P 
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SCHIERMAN.S.L 

SCHLAPPER,QA 

SCHUPPER.GA 

SCHLEMMER.D.L 

SCHNELL.D.F. 

SCHNELL.D.F. 

SCHNELL.D.F. 

SCHNELUD-F. 

SCHNELL.O.F. 

SCHOMACHER.R.J. 

SCHOPPMANN.H. 

SCHOPPMANN.H. 

SCHROCK,V.E 

SCHROTH,J. 

SCHUUNGKAMP.C. 

SCHULTZ.L 
SCHULTZ.R. 
SCHUL2.R. 
SCHUMACHER, M. 
SCHUMACHER, M. 

SCHUMACHER.M, 
SCHUMACHER.M. 
SCHUMACHEaM.C. 
SCHUMACHER, M.a 
SCHUMACHER.M.C. 

SCHUMACHER.M.C. 
SCHUMACHER,M.C. 
SCHUSTER, M.D. 
SCHUSTER, M.D. 
SCHUSTER, T. 

SCHWEI8fNZ,E 

SCHWEIB1N2,E 

SCHWOERER,F. 

SCHWOERER,F. 

SCINTO,J.F. 


8610290200 40-8681 

8610240360* 50-186 Q 

8610240369* 50-186 Q 

8610210410 50-440 P 

8610080115 PR 

8610080435 50-483 P 

8610100449 50-483 P 

8610150305 PR 

8610200355 50-483 Q 

8610240207* 50-312 P 

8610060243* 50-445 A 

8610070216* 50-445 A 

8610280494 ACRS 

8610100432 PR 

8610080230* 70-1100 

8610210195 PR 

8610150448* 50-456 A 

8610150438* 50-456 A 

8610070383 50-305 S 

8610080318* 50-295 Q 

8610280444* 50-454 Q 

8610310156* 50-305 Q 

8610070022* 50-346 Q 

8610150057* 50-331 Q 

8610150060* 50-454 Q 

8610160426* 50-456 Q 

8610200253* 50-454 Q 

8610220013* 50-206 Q 

8610310244* 50-73 Q 

8610270146 50-454 S 

8610100178* 50-341 Q 

8610100186* 50-341 Q 

8610080147 71-9102 

8610240350 71-9102 

8610220446* 50445 A 


ill 

8610170108 

8610070554 

8610280209 

8610030416 

8610070135 

50-261 
* 50400 

50-528 
NUREG 
NUREG 

R 

Q 

G 

SEAGRAVES,S. 

S£ARLS,F.T. 

SEARLS,F.T. 

SEAflS,C.F. 

SEARS.C.F. 

8610210331 

8610150229' 

8610150479' 

8610020097 

8610020415 

PR 

' 50-275 
' 50-275 
50-213 
50-213 

P 

P 

P 

P 

SEARS, C.F. 
SEARS.aF. 
SEARS.C.F. 
SEARS,C.F. 
SEARS.C.F. 

8610020423 

8610020498 

8810060812 

8610060934 

8610070191 

50-213 

50-213 

50-213 

50-213 

50-213 

P 

P 

P 

P 

P 

SEARS.aF. 

SEARS, C.F. 

SEARS, C.F. 

SEARS, C.F. 

SEARS, C-F. 

8610080134 

8610080434 

8610090244 

8610100601 

8610140076 

50-213 

50-245 

REGGD 

50-213 

50-213 

P 

F 

Q 

Q 

SEARS,C.F. 

SEARS.aF. 

SEARS, C.F. 
SEARS,C.F. 

SEARS, C.F. 

8610150172 

8610210209 

8610210300 

8610220069 

8610220091 

50-336 

50-336 

50-213 

50-213 

50-213 

P 

F 

P 

P 

P 

IJII 

8610240406 

8610240406 

8610280519 

8610280560 

8610290076 

TOPREP 

TOPREP 

50-213 

50-213 

50-336 

Q 

P 

P 

SEAftSAF. 

SEARSAF. 

SEARS,J.E 

SEARS,P.M. 

SEAf^,P.M. 

8610^227 

8610310201 

8610060372 

8610160301 

8610300326 

50-336 

50-213 

50213 

50309 

50309 

P 

Q 

P 

P 

P 

SEARS.RM. 

SECI^O,D. 

SEEBER,L 

SEQNER,H.P. 

SBDIE.W.G. 

8610310015 

8610270301* 

8810290173 

8610020379* 

8610310052* 

50309 P 

70364 
hKJREG 
CONTRACT 
50498 Q 

Se!DUE.W,C. 

SEIDLE,W.C. 

SaDLE.W.C. 

SEHXE,W.C. 

^DLE.W,C. 

8610310080* 

86103101^* 

8610310177* 

8610310187* 

8610310193* 

50498 

50-498 

50498 

50498 

50498 

Q 

Q 

Q 

Q 

Q 

SEIDLE.W.a 

SEBDLE.W.C. 

SEILERJC 

^nZINGERM. 

SELLECK.KA 

8610310194* 

8610310207* 

8610210123 

8610010286 

8610150127 

5C ;98 
50498 

PR 

PR 

50445 

Q 

Q 

G 

SELLECKJCA 

SEUEOgCA. 

SELLECK,KA 

SELLKK.KA 

8610150127 

8610210095 

8610210095 

8610220108 

50445 

50445 

50445 

50445 

G 

Q 

G 

G 


AUTHOR 


SELLECK,K.A. 

SELLERS,C.D. 

SELLS.D.E. 

SELLS,D.E. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 

SELMAN.M. 
SEPULVEDA, M. 
SETKA.G.E. 
SEXTON, K.G. 
SEYFRIT,K.V. 

SEYFRIT,K.V. 
SHACK,W.J. 
SHADLEY.J.R. 
SHAFER, W.D. 
SHAFER,W.D. 

SHAFER,W.D. 
SHAFER, W.D. 
SHAFER,W.D. 
SHAFER.W.D. 
SHAFER,W.D. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8610220108 

8610160172 * 

8610080371 

8610210110 

8610140136 


50-445 G 

50-206 P 

50-285 Q 

50-285 Q 

50-247 R 


8610200086 50-247 

8610200194 50-3 

8610210315 50-247 

8610220134 50-247 

8610270328 50-247 


8610290293 

8610070194 

8610270375* 

8610210050 

7909120297* 

8002200255* 

8610310120 

8610210319 

8610070016 

8610070030 

8610070066 

8610070520 

8610080228 

8610080236 

8610080314 


50-247 

PR 

50-445 

PRM 

50-498 

50-498 

NUREG 

NUREG 

50-346 

50-16 

50-155 

50-294 

70-8 

50-266 

50-295 


P 

F 

S 

S 

S 

P 

A 

U 

U 


Q 

Q 


SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

8610080341 

8610090207 

8610150050 

8610150052 

8610160322 

60-461 

50-315 

50-331 

60-454 

50-454 

Q 

Q 

Q 

Q 

Q 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

8610160384 

8610160412 

8610160431 

8610170041 

8610170113 

50-456 

50-456 

50-346 

40-3392 

50-155 

Q 

Q 

Q 

Q 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER.W.D. 

SHAFER,W.D. 

SHAFER,W.D. 

8610170192 

8610170223 

8610200158 

8610200249 

8610270397 

l&E 

50-440 

50-461 

60-454 

50-454 

F 

F 

Q 

Q 

SHAFER.W.D. 
SHAFER, W.D. 
SHAFER, W.D. 
SHAFER.W.D. 
SHAFER,W.D. 

8610280084 

8610280100 

8610280438 

8610310149 

8610310228 

50-409 

50-295 

50-454 

50-305 

50-456 

F 

F 

Q 

Q 

Q 

SHAFFNER,J.A. 

SHAMBLIN.D.L 

SHANBAKY.M. 

SHANBAKY.M. 

SHANBAKY.M. 

8610140094 

8610210230 

8610100726* 

8610150505* 

8610310081* 

27-48 

50-456 

50-277 

50-220 

50-317 

T 

Q 

Q 

Q 

SHANBAKY.M.M. 

SHANK,K.E. 

SHAO,L 

SHAPAR,H.K. 

SHARKEY.J.J. 

8610310278* 

8610100328 

8610080225* 

8610160411 

8610270366* 

70-371 

50-387 

50-445 

50-280 

50-482 

F 

A 

P 

Q 

SHARKEY, J.M. 
SHARMA,H.S. 
SHEA,J.J. 

SHEA.LA. 

SHEAN,A,R. 

8610150186* 

8610240013 

8610140166 

8610280350* 

8610080115 

50-482 

50-219 

50-245 

FOIA 

PR 

Q 

S 

F 

SHEEHAN, A.V. 
SHEEHAN, M. 
SHEIBELHUT.CH. 
SHELBURNE.E. 
SHELBURNE.E.C. 

8610020342 

8610140281 

8610210147* 

8610310103* 

8610310108* 

PR 

50-409 

50-461 

50-498 

50-498 

P 

Q 

Q 

G 

SHELBURNE,E.C. 
SHELBURNE.E.C. 
SHELLEY, W.J. 
SHELLEY.W.J. 
SHELLEY,W.J. 

8610310113* 

8610310118* 

8610290123* 

8610290249* 

8610290274* 

50-498 

50-498 

70-1193 

70-1193 

70-1193 

G 

G 

SHELLEY.W.J. 

SHELP.H. 

SHEPHERD, P.L 

SHERBINJ,S. 

SHERBIN1.S. 

8610290279* 

8610200326 

8610080451* 

8610150396* 

8610150505* 

70-1193 

50-400 

50-327 

50-320 

50-220 

H 

P 

Q 

Q 

SHIERLING.H. 
SHIPPER, J.D. 
SHIFFEaj.D. 
SHIFFER,J.D. 
SHIFFER.J.D. 

8502050749* 

8609220137 

8610010206 

8610010395 

8610010571 

50-275 

50-275 

50-275 

50-275 

50-275 

P 

P 

P 

S 

S 

SHIPPER, J.D. 
SNIFFER, J.D. 
SHIFFER,J.D. 
SNIFFER, J.D. 
SHIPPER, J.D. 

8610060245 

8610080115 

8610080222 

8610080409 

8610080419 

50-133 

PR 

50-275 

50-276 

50-323 

V 

S 

Q 

S 

SNIFFER, J.D. 
SHIFFER,J.D. 
SHIFFEaj.D. 
SHIFFERJ.D. 

8610100143* 

8610100668 

8610200044 

8610210491 

50-323 

50-275 

50-275 

60-275 

T 

S 

s 

s 
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AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

SHIFFER.J.D. 

8610220097 

50-275 

S 

SLOSSON,M.M. 

8610150385 

50-247 

P 

SHIFFER.J.D. 

8610220437 

50-275 

S 

SLOSSON.M.M. 

8610160440 

50-247 

P 

SHIFFER.J.D. 

8610270158 

50-323 

S 

SLOSSON,M.M. 

8610220270 

50-247 

P 

SHIFFER.J.D. 

8610270317 

50-275 

R 

SMEENGE.R. 

8610210074* 

50-315 

Q 

SHIFFER.J.D. 

8610280143 

50-323 

S 

SMITH,B. 

8610010428 

PR 


SHIFFER,J.D. 

8610300376 

50-275 

R 

SMITH, C. 

8610010464 

PR 


SHIVER, A.W. 

8610030404 

NUREG 


SMITH,C.W. 

8610060110* 

50-265 

P 

SHOEMAKER, C.J. 

8610100146 

50-498 

G 

SMITH,D.H. 

8610020261 

50-456 

A 

SHOEMAKER,CJ. 

8610100555 

50-445 

G 

SMITH, D.L 

8610020205 

50-259 

S 

SHOEMAKER,CJ. 

8610100704 

40-2061 


SMITH,D.L. 

8610220413 

50-296 

S 

SHOEMAKER, CJ. 

8610100714 

40-2061 


SMITH, G.C. 

8610160289* 

50-334 

Q 

SHOEMAKER, CJ. 

8610100733 

40-2061 


SMITH,H. 

8610280470* 

FOIA 


SHOEMAKER, CJ. 

8610140315 

50-289 

G 

SMITH,I.W. 

8610230013 

70-1396 


SHOEMAKER,CJ. 

8610150103 

40-2061 


SMITHJ. 

8610100062 

50-324 

F 

SHOEMAKER, C.J. 

8610200239 

40-2061 


SMITHJ.D. 

8610100320* 

50-255 

V 

SHOEMAKER, CJ. 

8610210088 

50-443 

G 

SMITH,J.D. 

8610310119 

50-327 

S 

SHOEMAKER,CJ. 

8610210268 

50-400 

G 

SMITHJ.S. 

8610160146 

50-324 

F 

SHOEMAKER, CJ. 

8610210277 

50-443 

G 

SMITH.K.B. 

8610300163 

50-440 

H 

SHOEMAKER,CJ. 

8610210286 

50-424 

G 

SMITH,LR. 

8610300241 

50-400 

H 

SHOEMAKER, CJ. 

8610290307 

50-424 

G 

SMITH,M. 

8610090216* 

50-315 

Q 

SHOEMAKER,C.J. 

8610290334 

50-443 

G 

SMITH.P. 

8610090234* 

CONTRACT 


SHOEMAKER.C.J. 

8610290343 

50-352 

G 

SMITH,P.A. 

8610080421 

CONTRACT 


SHOEMAKERJ. 

8610280394* 

FOIA 


SMITH,P.A. 

8610100102 

50-334 

R 

SHON.FJ. 

8610080267 

50-322 

G 

SMITH,P.A. 

8610200061 

50-255 

R 

SHON.FJ. 

8610300161 

50-322 

G 

SMITH, P.A. 

8610270013 

CONTRACT 


SHOPENN,N.M. 

8610020377 

40-4492 


SMITH, R.C. 

8610100185* 

PR 


SHOPENN.N-M. 

8610080062* 

40-8452 


SMITH, R.C. 

8610200107 

50-443 

T 

SHOPENN,N.M. 

8610100292 

40-1162 


SMITH,R.D. 

8610060659 

40-299 


SHOPENN.N.M. 

8610100592 

40-4492 


SMITH,R.D. 

8610060680* 

40-299 


SHOPENN,N.M. 

8610220178 

40-1162 


SMITH, R.D. 

8610060723* 

40-8903 


SHOPPMANN.H. 

8610070205* 

50-445 

A 

SMITH.R.D. 

8610060906 

40-8904 


SHRIVER.D.E. 

8610290409 

50-400 

H 

SMITH.R.D. 

8610060931* 

40-8904 


SHUKLE.S. 

8610210195 

PR 


SMITH,R.D. 

8610060940* 

40-8904 


SHUM.E.Y. 

8610140078* 

40-8027 


SMITH,R.D. 

8610060951 

40-4492 


SHYMLOCK.M.B. 

8610160147* 

50-327 

Q 

SMITH,R.D. 

8610060963* 

40-4492 


SIACOR,E.R. 

8610100016 

50-206 

R 

SMITH, R.D. 

8610080189 

40-8084 


SIACOR.E.R. 

8610100020 

50-361 

R 

SMITH, R.D. 

8610080190* 

40-8084 


SIEBERJ.D. 

8610060517 

50-334 

P 

SMITH, R.D. 

8610080195* 

40-8905 


SIEBERJ.D. 

8610080115 

PR 


SMITH, R.D. 

8610100465 

40-8681 


SIEBERJ.D. 

8610200405 

50-334 

V 

SMITH.R.D. 

8610100475* 

40-8681 


SIEBERJ.D. 

8610210188 

50-334 

P 

SMITH,R.D. 

8610100559 

40-8768 


SIEBERJ.D. 

8610280587 

50-334 

P 

SMITH.R.D. 

8610100565 

WASTE MGT 

SIEBERJ.D. 

8610280593* 

50-334 

P 

SMITH.R.D. 

8610100568 

WASTE MGT 

SIEBERJ.D. 

8610290232 

50-334 

Q 

SMITH.R.D. 

8610100572 

WASTE MGT 

SIEBERJ.D. 

8610300168 

50-334 

P 

SMITH.R.D. 

8610240185 

40-6659 


SIEBERJ.D. 

8610310213 

50-334 

Q 

SMITH.R.D. 

8610240187* 

40-6659 


SIGLER.S. 

8610020055 

50-440 

G 

SMITH,R.D. 

8610240313 

40-8904 


SIGLER,S. 

8610240242 

50-346 

G 

SMITH, R.D. 

8610240317* 

40-8904 


SILBERGJ.E. 

8610240072 

PR 


SMITH.R.D. 

8610300416 

40-1341 


SILLS, J.M. 

8610010539 

50-267 

S 

SMITH, R.D. 

8610300418* 

40-1341 


SILLSJ.M. 

8610090452* 

50-267 

S 

SMITH,R.D. 

8610310026 

PROJ 


SILLS,J.M. 

8610090460* 

50-267 

S 

SMITH, S.J. 

8610010015 

PR 


SILLSJ.M. 

8610090475* 

50-267 

S 

SMITH,T. 

8610220018 

50-382 

S 

SILLSJ.M. 

8610090487* 

50-267 

S 

SMITH.W.F. 

8610290429* 

50-416 

Q 

SILLSJ.M. 

8610090502* 

50-267 

S 

SMITH,W.G. 

8610020015 

50-315 

S 

SILLSJ.M. 

8610090512* 

50-267 

S 

SMITH,W.G. 

8610090175 

50-315 

S 

SILLSJ.M. 

8610240190 

50-267 

S 

SMITH.W.6. 

8610140339 

50-316 

R 

SILLSJ.M. 

8610280234 

50-267 

S 

SMITH.W.G. 

8610140340 

50-315 

R 

SIMILE,A.T. 

8610240077* 

50-456 

T 

SMITH,W.G. 

8610140414 

50-315 

S 

SIMKINS,A.A. 

8610270182 

PR 


SMITH,W.6. 

8610150034 

50-315 

R 

SIMMS, R. 

8610080303 

50-315 

F 

SMITH,W.G. 

8610200305 

50-315 

R 

SIMON, P. 

8610200110 

50-443 

G 

SMITH,W.G. 

8610200375 

50-316 

S 

SIMONDS.W.R, 

8610270175* 

50-390 

A 

SMITH, W.G. 

8610210322 

50-316 

R 

SIMPSON.E.C. 

8610070474 

TOPREP 


SMITH,W.Q. 

8610240174 

50-315 

S 

SIMPSON, E.C. 

8610200387 

50-302 

P 

SMITH.W.W. 

8610300258 

50-443 

G 

SIMPSON, E.C. 

8610290019 

50-302 

V 

SMYTH,C.W. 

8610200391 

50-289 

R 

SIMPSON, E.C. 

8610290051 

50-302 

P 

SMYTHE.D.R. 

8610230039 

50-374 

S 

SIMPSON, E.C. 

6610300336 

50-302 

S 

SNEIDER.aS. 

8610060437 

50-443 

Q 

SINGH.M.M. 

8610240005 

WASTE RES 

SNEIDER.aS. 

8610150125 

50-443 

G 

SINKE,GJ. 

8610140041* 

40-8027 


SNEIL.W.G. 

8610160388* 

50-456 

Q 

SINKIN,L. 

8610310136* 

FOIA 


SNELL,W. 

8610070520 

50-294 

S 

SINKULE,M.V. 

8610100427* 

50-424 

Q 

SNELL,W. 

8610080242* 

50-266 

Q 

SINKULE.M.V. 

8610100784* 

50-424 

Q 

SNELUW, 

8610080344* 

50-461 

Q 

SINKULE,M.V. 

8610270359* 

50-424 

Q 

SNELL.W. 

8610090216* 

50-315 

Q 

SINKULE,M.V. 

8610280099* 

50-424 

Q 

SNELUW. 

8610160435* 

50-346 

Q 

SIRBENJ.D. 

8610020109 

50-334 

F 

SNELUW. 

8610270434* 

50-454 

Q 

SISK,D.P. 

8610010571 

50-275 

S 

SNELUW. 

8610290368 

50-346 

S 

SISK.D.P. 

8610140313 

50-275 

R 

SNELUW. 

8610310239* 

50-456 

Q 

SITZ,J. 

8610200326 

50-400 

H 

SNELL.W. 

8610310265 

50-331 

F 

SKAGGS, R.L 

8610030408 

NUREG 


SNIEZEKJ. 

8208040019* 

50-275 

P 

SKt6BEE,P,L. 

8610210195 

PR 


SNIEZEKJ. 

8610140367* 

FOIA 


SKINNER, P.H. 

8610280217* 

50-413 

Q 

SNIEZEKJ. 

8610140380* 

FOIA 


SKOGEN,F.B. 

8610210259* 

50-261 

P 

SNIEZEKJ.H. 

8610100332 

REVIEW GR P 

SKOGEN,F.B. 

8610210261* 

50-261 

P 

SNIEZEKJ.H. 

6610140083 

REVIEW GR P 

SKOW,M.E. 

8610310085* 

50-267 

Q 

SNIEZEKJ.H. 

8610170128 

REVIEW GR P 

SLEMMONS.B. 

8610220260 

WASTE MQT 

SNIEZEKJ.H. 

8610170135 

REVIEW GR P 

SLEMMONS,D.B. 

8610150284 

WASTE MGT 

SNIEZEKJ.H. 

8610170144 

50-155 

u 

SLIGER,E.K. 

8610270175* 

50-390 

A 

SNIEZEK,J.H. 

8610200140 

ORG 


SLOSSON,M.M. 

8610140115 

50-247 

Q 

SNtEZEKJ.H. 

8610200252* 

ORG 




390 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


SN1E2EK.J.H. 

8610280246 

REVIEW GR P 

SNIE2EK,J.H. 

8610280335 

REVIEW GR P 

SNIEZEKJ.H. 

8610310188 

REVIEW GR P 

SNOW, BA 

8610210294* 

50-244 

P 

SNYDER.D. 

8610200326 

50-400 

H 

SNYDER,W.R. 

8610200164* 

50-327 

P 

SNYDER.W.R. 

8610200169* 

50-327 

P 

SOLDAT.J.K. 

8610240052* 

WASTE MGT 

SOMMERS.P. 

8610030400 

NUREG 


SOMMERS.P. 

8610030402 

NUREG 


SONOERSON.M.L 

8610290409 

50-400 

H 

SOONGAL 

8610270189* 

70-143 


SORENSEN.G.C. 

8610030001 

PR 


SORENSEN, G.C. 

8610030204 

50-397 

K 

SORENSEN, G.C. 

8610070208* 

50-397 

Q 

SORENSEN.G.C. 

8610080115 

PR 


SORENSEN.G.C. 

8610090505 

50-397 

Q 

SORENSEN.G.C. 

8610100576 

50-397 

F 

SORENSEN.aC. 

8610160070 

50-397 

P 

SORENSEN.G.C. 

8610160091 

50-397 

P 

SORENSEN.G.C. 

8610160417 

50-460 

A 

SORENSEN.G.C. 

8610210296 

50-397 

Q 

SORENSEN.G.C. 

8610220165 

50-397 

P 

SORENSEN, G.C. 

8610220206 

50-397 

P 

SORENSEN, G.C. 

8610230180 

50-508 

A 

SORENSEN.G.C. 

8610280513* 

50-397 

Q 

SORENSEN.aC. 

8610300154 

50-508 

A 

SORENSON.K. 

8610290324 

REGGD 


SOUCYAR. 

8610300282 

50-29 

p 

SPANGENBERG.F. 

8610090137 

50-461 

Q 


SPANGENBERG.F. 

SPANGENBERG,F. 

SPANGENBERG.F. 

SPANGENBERG.F. 

SPANGENBERG,F. 

8610090147 

8610090289 

8610100578 

8610140364 

8610160263 

50-461 

50-461 

50-461 

50-461 

50-461 

Q 

Q 

P 

Q 

P 

SPANGENBERG.F. 

SPANGENBERG.F. 

SPANGENBERG.F. 

SPANGENBERG.F. 

SPANGENBERG.F. 

8610170232 

8610240074 

8610270098 

8610270310 

8610270370 

50-461 

50-461 

50-461 

50-461 

50-461 

S 

P 

Q 

S 

J 

SPANGENBERG.F. 

SPANGENBERG.F. 

SPECTER.S. 

SPECTOR,S.M. 

SPEISX 

8610280542 

8610280564 

8610200079 

8610140151 

8608190580* 

50-461 

50-461 

50-244 

50-244 

50-443 

S 

S 

F 

R 

F 

SPE1S.T.P. 

SPEIS.T.P. 

SPEIS,T.P. 

SPBS.T.P. 

SPE1S.T.P. 

8609180086* 

8610010073 

8610030138* 

8610100286 

8610140051* 

50-443 

ORG 

50-443 

ORG 

FOIA 

F 

F 

SPENCER.D. 

SPESSARD,R.L 

SPESSARD,R.L 

SPESSARD.R.L 

SPILLER,S.L 

8610090222 

8610100672* 

8610140352 

8610220067* 

8610240404 

50-374 

50-445 

50-260 

50-327 

40-7455 

S 

Q 

P 

Q 

SPrrZBERG.D.B. 

SPRUNGL.B.L 

SRENIAWSKl,a 

SRENIAWSKI,D.J. 

SRENIAWSKI.DJ. 

8610100369 

8610270182 

8610090202 

8610060885* 

8610310185 

70-1374 

PR 

l&E 

FOIA 

i&E 


STADLER.S.D. 

STADLER.S.D. 

STADNICK.S. 

STAONICK.S. 

STAFFORD.AH. 

8610160233* 

8610280220* 

8610100441 

8610280422 

8610280075* 

50-327 

50-321 

50-336 

50-336 

50-338 

Q 

Q 

S 

s 

R 

STAFFORDAH. 

STAHLE,C. 

STAHLE.C.R. 

STAHLE.C.a 

STAKERJ.R. 

8610280078* 

8610280419 

8610140215 

8610300128 

8610200381* 

50-338 

50-327 

50-327 

50-327 

50-382 

R 

P 

P 

P 

Q 

STAKERXR. 

STALUNGS.C.M. 

STALUNGS.EA 

STANDERFER.F.R. 

STAhBDERFER.F.R. 

8610310157* 

8610160463* 

8610310178 

8610020084 

8610060033 

50-382 

50-280 

NUREG 

50-320 

50-320 

Q 

P 

s 

P 

SrANDERFER,F.R, 

SrANDERFER.F,R 

fW©ERFER.F.R 

STANOERFERF.R 

STANDERFER.F.R 

8610060376 

8610080343 

8610090225 

8610140410 

8610170208 

50-320 

50-320 

50-320 

50-320 

50-320 

P 

P 

0 

P 

P 

STAN0eRFER,F.R 

STANDERFER.F.R 

£rANDERFER,F.R 

STAM)B^FER.F.R 

STANIEY,T.D. 

8610210176 

8610230143 

8610230160 

8610290248 

8611030152* 

50-320 

50-320 

50-320 

50-320 

50-498 

R 

Q 

P 

Q 

A 

STANTON.S.S. 

SrAPLETON.B.W. 

STAPLETON,J. 

STAPLETON,J.T. 

8001230450* 

8610240389* 

8610270182 

8610240110 

PR 

50-186 

PR 

PR 

Q 
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STARMER.R.J. 

8610150394 

WASTE MGT 

STAROSTECKI,R. 

8610290028* 

50-41 Q 

A 

STASZESKY.RM. 

8610160363* 

FOIA 


STASZESKY.F.M. 

8610160365* 

FOIA 


STAUTER,J.C. 

8610010269 

PR 


STAUTER.J.C. 

8610080060 

40-8027 


STAUTER.J.C. 

8610080368 

40-8027 


STAUTER,J.C. 

8610080423 

40-8027 


STAUTER,J.C. 

8610080436 

40-2061 


STAUTER,J.C. 

8610090111 

40-8027 


STAUTER.J.C. 

8610240431 

40-8027 


STAUTER.J.C. 

8610270006 

40-2061 


STEAD.F.R. 

8610020411* 

50-440 

F 

STEAD.F.R. 

8610140263 

50-440 

R 

STEARNS.W. 

8610280398 

50-213 

S 

STEFAN,F. 

8610160334 

PR 


STEIGER,W.E. 

8610020502 

50-322 

S 

STEIGER.W.E. 

8610100128 

50-322 

R 

STEIGER.W.E. 

8610100489 

50-322 

S 

STEIN,S.R. 

8610270258* 

50-249 

Q 

STELLO.V. 

8001130081* 

50-498 

U 

STELLO.V. 

8602040524* 

FOIA 


STELLO.V. 

8602120651* 

FOIA 


STELLO.V. 

8602130506* 

FOIA 


STELLO.V. 

8602140088* 

FOIA 


STELLO.V. 

8602140200* 

50-322 

F 

STELLO.V. 

8602140340* 

FOIA 


STELLO.V. 

8602190004* 

50-312 

s 

STELLO.V. 

8602190554* 

FOIA 


STELLO,V. 

8603120420* 

FOIA 



STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 


8603250276* FOIA 
8604150543* FOIA 
8604210027* 50-390 S 

8604240390* FOIA 
8610030209 50-275 H 


STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 


8610060528 TOPREP 
8610070046 70-135 

8610070147 50-456 M 

8610070169 70-135 

8610070314* FOIA 


STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 


8610070333 FOIA 
8610080200 70-364 

8610080237* 50-245 Q 
8610080322* FOIA 
8610080327* FOIA 


STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 


8610080342* FOIA 
8610080351* FOIA 
8610080357* FOIA 
8610080373 70-135 

8610080376* FOIA 


STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 

STELLO.V. 


8610080411* FOIA 
8610080425* FOIA 
8610090015* FOIA 
8610090020* FOIA 
8610090026* FOIA 
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STELLO.V. 

8610210341* 

FOIA 



STOLZ.J.F. 

8610080221* 

50-302 

P 

STELLO.V. 

8610210346* 

FOIA 



STOL2.J.F. 

8610100660 

50-313 

P 

STELLO.V. 

8610220040 

50-341 

P 


STOL2,J.F. 

8610140068* 

50-289 

P 

STELLO.V. 

8610220160 

50-445 

A 


STOLZ,J.F. 

8610140159 

50-269 

P 

STELLO.V. 

8610230263* 

PR 



STOLZ,J.F. 

8610150454 

50-302 

P 

STELLO.V. 

8610230271* 

PR 



STOLZ,J.F. 

8610160230* 

50-269 

P 

STELLO.V. 

8610240376 

50-320 

P 


STOLZ,J.F. 

8610170016 

50-289 

P 

STELLO.V. 

8610240434* 

FOIA 



STOLZ.J.F. 

8610170063 

50-312 

P 

STELLO.V. 

8610280152* 

FOIA 



STOLZ,J.F. 

8610170235 

50-289 

P 

STELLO.V. 

8610280289 

50-410 

H 


STOL2,J.F. 

8610210115* 

50-313 

P 

STELLO.V. 

8610280292 

50-354 

S 


STOLZ,J.F. 

8610220373* 

50-302 

P 

STELLO.V. 

8610280337 

50-275 

U 


STOLZ,J.F. 

8610290121’ 

50-302 

P 

STELLO,V. 

8610280385 

50-341 

H 


STOLZ.J.F. 

8610300098 

50-302 

P 

STELLO.V. 

8610280452 

50-410 

H 


STOLZ.J.F. 

8610300123 

50-313 

P 

STELLO.V. 

8610280521 

FOIA 



STONE.C.E. 

8610100670 

PR 


STELLO.V. 

8610300223 

50-455 

M 


STONE.D.M. 

8610270126 

50-352 

G 

STELLO.V. 

8610310260 

FOIA 



STONE, E. 

8610240110 

PR 


STEPHENS, K.W. 

8610140238 

WASTE RES 


STONES,M.D. 

8610070175 

50-387 

F 

STEPHENS, K.W. 

8610230065 

WASTE RES 


STONESIFER.R.B. 

8610280315 

NUREG 


STEPHENS, K.W. 

8610230077 

WASTE RES 


STORZ,LF. 

8610100469 

50-346 

S 

STEPHENS, S. 

8610080077 

FOIA 



STORZ,L.F. 

8610100658 

50-346 

S 

STEPHENS.S. 

8610300394 

50-482 

Q 


STORZ,LF. 

8610100725 

50-346 

S 

STEPTOE.P.B. 

8610100277 

50-456 

G 


STORZ,LF. 

8610210367 

50-346 

S 

STEPTOE.P.P. 

8610020056 

50-456 

G 


STORZ.LF. 

8610210412 

50-346 

S 

STEPTOE,P.P. 

8610020151 

50-456 

G 


STORZ,LF. 

8610220162 

50-346 

S 

STEPTOE,P.P. 

8610060431 

50-456 

G 


STORZ,LF. 

8610230166* 

50-346 

R 

STEPTOE.P.P. 

8610060431 

50-456 

G 


STORZ,LF. 

8610230175* 

50-346 

R 

STETKA,T.F. 

8610020252* 

50-302 

Q 


STORZ,LF. 

8610230179* 

50-346 

R 

STETKA.T.F. 

8610310145* 

50-302 

Q 


STORZ,L.F. 

8610230182* 

50-346 

R 

STEVENS.H.W. 

8610100725 

50-346 

S 


STORZ.L.F. 

8610230185* 

50-346 

R 

STEVENS.JJV. 

8610080403 

50-456 

A 


STORZ.LF. 

8610230187* 

50-346 

R 

STEWART,R.C. 

8610160037* 

50-313 

Q 


STORZ,L.F. 

8610230192* 

50-346 

R 

STEWART.S.A. 

8610160152 

50-302 

R 


STORZ,L.F. 

8610230194* 

50-346 

R 

STEWART,W.L 

8609190296 

50-338 

P 


STORZ.L.F. 

8610230198* 

50-346 

R 

STEWART.W.L. 

8610020002 

50-280 

F 


STORZ.L.F. 

8610230200* 

50-346 

R 

STEWART,W,L. 

8610020080 

50-280 

F 


STOTZ,J. 

8610210367 

50-346 

S 

STEWART.W.L. 

8610080469 

50-338 

P 


STRACHAN,P. 

8610140116* 

40-8027 


STEWART.W.L 

8610090103 

50-280 

F 


STRANGE, A. 

8610240076 

PR 


STEWART.W.L. 

8610090343 

50-281 

P 


STRENG.R. 

8610150531* 

50-263 

P 

STEWART.W.L. 

8610100253 

50-338 

R 


STROH,D. 

8610100584* 

60-456 

A 

STEWART, W.L. 

8610100367 

50-280 

R 


STROSNIDER,J. 

8610060773* 

50-293 

Q 

STEWART.W.L. 

8610140390 

50-280 

P 


STROSNIDER,J. 

8610080216 

50-387 

P 

STEWART.W.L. 

8610150030 

50-280 

F 


STROSNIDER,J. 

8610100240* 

50-293 

Q 

STEWART,W.L. 

8610150083 

50-280 

P 


STROSNIDER,J. 

8610210425* 

50-293 

Q 

STEWART.W.L 

8610160009 

50-280 

P 


STROSNIDER,J. 

8610220055* 

50-387 

Q 

STEWART.W.L. 

8610160116 

50-338 

F 


STROSNIDER.J. 

8610270382 

50-387 

S 

STEWART,W.L 

6610160169 

50-281 

P 


STROSNIDER,J. 

8610300064 

50-388 

S 

STEWART, W.L 

8610160319 

50-280 

F 


STROSNIDER.J.R. 

8610080218 

50-293 

R 

STEWART,W.L. 

8610210090 

50-338 

P 


STROSNIDER,J.R. 

8610100272 

50-387 

Q 

STEWART,W.L. 

8610230083 

50-280 

F 


STROSNIDER.J.R. 

8610170221* 

50-322 

Q 

STEWART.W.L 

8610240010 

PR 



STROSNIDER.J.R. 

8610220140 

50-293 

R 

STEWART.W.L 

8610280054 

50-280 

Q 


STROSNIDER.J.R. 

8610290345 

50-293 

R 

STEWART.W.L. 

8610280072 

50-338 

R 


STROSNIDER,J.R. 

8610300156 

50-388 

Q 

STEWART,W.L 

8610280102 

50-280 

R 


STRUCKMEYER,R. 

8610210446* 

50-387 

Q 

STEWART.W.L. 

8610300240 

PR 



STRUMWASSER,M. 

8610100069* 

50-275 

T 

STICKLAND.H.B. 

8610290409 

50-400 

H 


STUDDS.G.E. 

8610200237* 

50-443 

G 

STIER.E.H. 

8610060671 

50-320 

G 


STUMPF,LE. 

8610200326 

50-400 

H 

STIER.EH. 

8610080248 

50-320 

G 


SUBUDHLM. 

8610290256 

NUREG 


STIETZEL.J.F. 

8610160034 

50-315 

R 


SUCHANEK.LJ. 

8610280271* 

CONTRACT 


STIFTAR,E. 

8610310274 

PR 



SUIECKI.J. 

8610160036 

PR 


STILL,N. 

8610010137 

WASTE MGT 


SULLIVAN, F. 

8610160190 

50-423 

S 

STODDART,P.G. 

8610010418* 

70-143 



SULLIVAN, H 

8610280575 

ACRS 


STODDART,P.G. 

8610060850* 

50-302 

Q 


SULLIVAN.H 

8610280575 

ACRS 


STOFFEL,J.W. 

8606110136* 

50-266 

P 


SULLIVAN, M.R. 

8610010015 

PR 


STOFFELJ.W. 

8609240175* 

50-344 

P 


SULLIVAN.P. 

8610060811 

FOIA 


STOHR.J.P. 

8412270461* 

FOIA 



SULLIVAN, R.L 

8610290010 

50-219 

F 

STOHR,JP. 

8501180446* 

FOIA 



SUMMERS.R. 

8610220299* 

50-247 

Q 

STOHR.J.P. 

8610020006 

70-143 



SUMMERS.R. 

8610280190 

50-247 

S 

STOHR.J.P. 

8610020153 

70-1113 



SUN,Y.S. 

8610220186* 

50-341 

P 

stohr.jp. 

8610060911 

70-143 



SURTEES,LS. 

8610100261* 

40-8027 


ST0HR,J.P. 

8610060919* 

70-143 



SUTPHIN,R.N. 

8610270100* 

50-456 

Q 

stohr.jp. 

8610070023 

70-1113 



SUTTON.K.E. 

8610140323 

50-298 

R 

ST0HR,J.P. 

8610080114 

70-1151 



SVENSSON.B.A. 

8610140339 

50-316 

R 

ST0HR,J.P. 

8610100067 

70-143 



SVENSSON.B.A. 

8610140340 

60-31 5 

R 

ST0HR,J.P. 

8610150006 

70-1113 



SVENSSON,B.A. 

8610150034 

50-315 

R 

ST0HR.J.P. 

8610150069 

70-143 



SWAN,S.K. 

8610270182 

PR 


ST0HR,J.P. 

8610160183 

70-27 



SWEENEY, EA 

8610210029 

PR 


ST0HR.J.P. 

8610210272 

70-27 



SWEENEY,E.A, 
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S 

8607290218* 

50-298 

P 

TUCKER, H.B. 

8610270225 

50-269 

P 

8610220079* 

50-317 

Q 

TUCKER,H.B. 

8610270259 

50-413 

F 

8610270163* 

50-309 

Q 

TUCKER, H.B, 

8610270396 

50-414 

Q 

8610270214 

50-334 

F 

TUCKER, H.B. 

8610270438 

50-413 

R 

8610220073* 

50-334 

Q 

TUCKER, H.B. 

8610280066 

50-369 

R 

8610210481 

J&E 


TUCKER, H,B. 

8610280124 

50-414 

S 

8610270358 

l&E 


TUCKER, H.B. 

8610280130 

50-413 

s 

8810100402* 

50-461 

P 

TUCKER.H.B, 

8610280227 

50-369 

R 

8610100007* 

QA999 


TUCKER, H.B. 

8610280230 

50-413 

R 

8610070220* 

50-413 

Q 

TUCKER, RB. 

8610280311 

60-269 

R 

8206090262* 

50-329 

A 

TUCKER.H.B. 

8610280405 

50-413 

R 

8610210195 

PR 


TUCKjRvRB. 

8610290018 

50-369 

P 

8610080273* 

FOIA 


TUC^RRS. 

8610300307 

50-413 

S 

8610310081* 

50-317 

Q 

TUpKEaRB. 

8610300349 

50-413 

S 

8610280195* 

FOIA 


TUCKER, H.B. 

8610300366 

50413 

S 
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TUCKER, H.B. 

8610300363 

50-413 

S 

VERRELLi,D.M. 

8610020072 

50-348 

Q 

TUCKER, H.B. 

8610300407 

50-413 

S 

VERRELLI.D.M. 

8610030027 

50-261 

F 

TUCKER, H.B. 

8610310121 

50-414 

S 

VERRELLI.D.M. 

8610030459 

50-416 

V 

TUCKER.H.B. 

8610310126 

50-269 

F 

VERRELLI,D.M. 

8610060036 

50-400 

Q 

TUCKER.H,B. 

8610310245 

50-269 

P 

VERRELLI,D.M. 

8610060041* 

50-400 

Q 

TurrE,p. 

8610020517* 

CONTRACT 


VERRELLI,D.M. 

8610060168 

50-395 

F 

TULEY.C.R. 

8610090156* 

50-424 

A 

VERRELLI.D.M. 

8610060643 

50-400 

Q 

TULLER,D. 

8610170251 

50-400 

H 

VERRELLI.D.M. 

8610060843 

50-302 

Q 

TULON,T. 

8610270153 

50-454 

S 

VERRELLI.D.M. 

8610070153 

50-302 

V 

TURBAK,M.S. 

8610200433 

50-373 

F 

VERRELLI,D.M. 

8610070552 

50-400 

Q 

TURBAK.M.S. 

8610310285 

50-254 

Q 

VERRELLI,D.M. 

8610080009 

50-395 

V 

TURINSKY.PJ. 

8610240020 

71-331 


VERRELLI,D.M. 

8610080116 

50-335 

V 

TURK.S.E 

8610140332 

50-443 

G 

VERRELLI.D.M. 

8610080475 

50-400 

Q 

TURK.S.E 

8610210223 

50-443 

G 

VERRELLI.D.M. 

8610100214 

50-261 

Q 

TURK,S.E. 

8610220326 

50-443 

G 

VERRELLI,D.M. 

8610100538 

50-324 

Q 

TURK.S.E 

8610270113 

50-443 

T 

VERRELLI,D.M. 

8610150517 

50-302 

Q 

TURKAN1S.M.M. 

8610080156* 

71-9102 


VERRELLI,D.M. 

8610210193 

50-335 

Q 

TURNER.D.M. 

8610100024* 

TOPREP 


VERRELLI.D.M. 

8610210348 

50-400 

Q 

TURNER,G. 

8610270182 

PR 


VERRELLI,D.M. 

8610210361 

50-261 

Q 

TURNER.M.E 

8610150342 

50-213 

P 

VERRELLI.O.M. 

8610210375 

50-250 

Q 

UDALUM.K. 

8610220222* 

50-275 

U 

VERRELLI,D.M. 

8610210403 

50-335 

F 

UDYAC. 

8610300289* 

50-298 

P 

VERRELU.D.M. 

8610210440 

50-400 

Q 

UEMA,S. 

8610220180* 

50-341 

P 

VERRELLI.D.M. 

8610270386 

50-416 

Q 

UHL.G.D. 

8610060444* 

50-245 

I 

VERRELLI,D.M. 

8610270398 

50-416 

Q 

UUE.J.M. 

8610100506* 

50-461 

Q 

VERRELLI.D.M. 

8610270415 

50-348 

Q 

UUER.G. 

8610230069* 

WASTE RES 

VERRELLI,O.M. 

8610280182 

50-395 

Q 

ULLRICH.W.T. 

8610070433 

PR 


VERRELLI,D.M. 

8610280201 

50-395 

Q 

ULMER.FJ. 

8610100195 

50-344 

R 

VERRELLI,D.M. 

8610280228 

50-348 

F 

UMBEL.D. 

8610060148 

CONTRACT 


VERRELLI,D.M. 

8610280264 

50-400 

Q 

UMBEUD. 

8610060400 

CONTRACT 


VERRELLI,D.M. 

8610280287 

50-416 

F 

UMBEUD. 

8610070413 

CONTRACT 


VERRELLI.D.M. 

8610290295 

50-416 

Q 

UMBEL,D. 

8610100607 

CONTRACT 


VERRELLI.D.M. 

8610290308* 

50-416 

Q 

UMHOFER.B. 

8610080246 

50-275 

G 

VERRELLI.D.M. 

8610310022 

50-250 

V 

UMHOFER.B. 

8610080353 

50-275 

G 

VIAS,S.J. 

8610220161* 

50-259 

Q 

UNDERWOOD, J.E 

8610160182* 

50-498 

E 

VIAS.S.J. 

8610270403* 

50-416 

Q 

UNDERWOOD.J.E 

8610160186* 

50-498 

E 

VIErEN.M.J. 

8610030246 

50-293 

J 

UPTON, J.W. 

8610100320* 

50-255 

V 

VIETEN.M.J. 

8610030313 

50-244 

J 

URAL.EA 

8610070117* 

TOPREP 


VfETEN,M.J. 

8610060003 

50-220 

J 

URAUEA 

8610080023* 

TOPREP 


VIETEN,MJ. 

8610060004 

50-443 

J 

URYC.B. 

8610100361* 

50-424 

Q 

VIETEN.M.J. 

8610070159 

50-286 

J 

URYC,B. 

8610100366* 

50-424 

Q 

V!ErEN.MJ. 

8610070523 

50-3 

J 

URYC,B. 

8610100368* 

FOIA 


VIETH,D. 

8610220316* 

WASTE MGT 

URYC,B. 

8610100386* 

50-424 

Q 

VIETH.D.L 

8610230178 

WASTE MGT 

URYC.B. 

8610230044* 

50-400 

A 

VIETTI-COOK,A. 

8512030650* 

50-445 

Q 

URYC,B. 

8610230058* 

50-400 

A 

VIETTI-COOK.A 

8610150478* 

50-445 

A 

URYC.B. 

8610280379* 

50-400 

A 

VIJUK.R.P. 

8610240409* 

TOPREP 


UTLEY, EE 

VALDINI.M. 

8610210056 

8610080153 

50-400 

PR 

A 

VIROSTEK,C. 

VIROSTEK.C. 

8610010054 

8610020114 

70-364 

70-364 


VAN BRUNT, EE 

8610080245* 

50-528 

Q 

ViSSING.G. 

8610170236 

50-313 

Q 

VAN BRUNT,EE 

8610200243* 

50-529 

I 

VISSING,G. 

8610310101 

50-313 

P 

VAN BRUNT, EE. 

8610220234* 

50-528 

I 

VISSING,G.S. 

8610070010 

50-313 

P 

VAN BRUNT.ee 

8610270067* 

50-529 

I 

VISSING,G.S. 

8610070506 

50-313 

P 

VAN BRUNT.ee 

8610270067* 

50-529 

I 

VISSINQ.G.S. 

8610210112 

50-313 

P 

VAN BUNT, EE 

8610160344* 

50-528 

Q 

VISSING.G.S. 

8610290160 

50-313 

P 

VAN DOORN.P.K. 

8610280217* 

50-413 

Q 

VOGLER,B.H. 

8610010139 

50-352 

G 

VAN DYNE,K.W. 

8610210405* 

50-250 

Q 

VOGLER.B.H. 

8610080304 

50-352 

G 

V/^DEUT.E 

8610270100* 

50-456 

Q 

VOGLER.B.H. 

8610220142 

50-352 

G 

VANDENBERG,0. 

8610200061 

50-255 

R 

VOGLEWEDE.J.C. 

8610220360 

WASTE MGT 

VANDERMOLEN.H. 

8610210214 

NUREG 


VOGLEWEDE.J.C. 

8610220375* 

WASTE MGT 

VARELA,A-A. 

8610300283* 

50-271 

Q 

VOIGT,H.H. 

8610210444 

50-320 

P 

VARGA,S.A. 

8603110130* 

50-275 

P 

VOIGT.H.H. 

8610240125 

PR 


VARGA,SA 

8604030185* 

50-275 

P 

VOJTEK,!. 

8610030403 

NUREG 


VARGAS.A. 

8604030416* 

50-275 

P 

VOLQENAU.& 

8610170027 

MISC 


VARGA, SA 

8604030443* 

50-275 

P 

VOLLMER.D. 

8610100130* 

50-275 

P 

VARGA,S.A. 

8604040631* 

50-275 

P 

VOLLMER.D. 

8610200412* 

50-275 

P 

VARGASA. 

8604040638* 

50-275 

P 

VOaMER,R.H. 

8212220327* 

50-275 

P 

VARGA,S.A. 

8610090370 

50-295 

Q 

VOLLMER.R.H. 

8610060632 

50-275 

G 

VARGA,S.A. 

8610100667 

50-295 

P 

VOLLMER.R.H. 

8610060640* 

50-275 

G 

VARGA,S.A. 

8610150215 

50-275 

P 

VOLLMER,R.H. 

8610070236* 

50-461 

P 

VARGA, SA 

8610150223* 

50-286 

P 

VOaMER.R.H, 

8610080319* 

50-275 

E 

VARGA,SA 

8610150254* 

50-344 

P 

VOLLMER.R.H. 

8610300382* 

50-456 

P 

VARGA, SA 

8610150391* 

50-247 

P 

VOLLRATH.P.K. 

8610100487* 

50-275 

H 

VARGA, SA 

8610170314 

50-456 

E 

VON WINTERFELDT 

8610010040 

WASTE MGT 

VARGA,SA 

8610220314* 

50-455 

A 

VONWINTERFELDT 

8610010157 

WASTE MGT 

VARGAS.A 

8610220324 

50-455 

A 

WAGNER.D.C. 

8610270219* 

50-445 

Q 

VARGA, SA 

8610220349* 

50-286 

P 

WAGNER.M.E. 

6610060490 

50-289 

G 

VARGA, SA 

8610280582 

50-456 

E 

WAGNER.M.E. 

8610080262 

50-289 

G 

VARGA,S.A. 

8610290104* 

50-275 

P 

WAGNER, W.J. 

8610210372* 

50-275 

Q 

VARGA, SA 

8610300101 

50-275 

P 

WALFORD,P.S. 

8610010525 

50-373 

S 

VARGA, S.A. 

8610300395* 

50-456 

P 

WALKEaaa 

8610010367 

50-416 

Q 

VELASQUEZ,J.a 

8610030469 

40-8907 


WALKEaR.D. 

8610010372* 

50-416 

Q 

VELASQUEZ, J.R. 

8610160456 

40-8728 


WALKER^aO. 

8610Q20Q20 

50-348 

Q 

VELASQUB2,J.a 

8610160461* 

40-8728 


WALKEaR.D, 

8610020023 

50-395 

Q 

VERMAT.a 

8610140125 

WASTE MGT 

WALKER.R.D. 

8610020052 

50-413 

Q 

VERMAT.R. 

8610220375* 

WASTE MGT 

WALKERAD. 

8610020062 

50-416 

F 

VERMA,TR. 

6610220460 

WASTE MGT 

walkerAd. 

8610020069 

50-400 

A 

VERMONT.K. 

8610240110 

PR 


WALKEaRB. 

8610020091 

50-416 

Q 

VERNETSON,W.G. 

8610060634 

70-27 


WALKERtaO. 

8610020094 

50-302 

Q 

VERRELU.O.M. 

8610020031 

50-335 

S 

wAu^aa 

8610020120 

50-395 

Q 
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WALKER, R.D. 

8610020124* 

50-395 

Q 

WAMBACH.T.V. 

8610280313 

50-255 

P 

WALKER,R.D. 

8610020139 

50-416 

P 

WAMBACH.T.V. 

8610300042 

50-255 

P 

WALKER.R.D. 

8610020150 

50-413 

Q 

WAMBACH.T.V. 

8610300248 

50-255 

P 

WALKER,R.D. 

8610020232 

50-261 

Q 

WANDKE.N. 

8610010288 

PR 


WALKER,R.D. 

8610020236* 

50-261 

Q 

WANG.T. 

8610220186* 

50-341 

P 

WALKER.R.D, 

8610020242 

50-302 

Q 

WARAPIUS.K.C. 

8610060153* 

50-445 

A 

WALKER, R.D. 

8610020245* 

50-302 

Q 

WARD.D.E. 

8610080345 

50-440 

G 

WALKER.R.D. 

8610020247* 

50-302 

Q 

WARD.D.S. 

8610310115 

NUREG 


WALKER.R,D. 

8610020345 

50-369 

Q 

WARD.G.N. 

8610090303 

TOPREP 


WALKER.R.D. 

8610020349* 

50-369 

Q 

WARD.G.N. 

8610100021 

TOPREP 


WALKER.R.D. 

8610020364 

50-400 

Q 

WARD.G.N. 

8610100634 

TOPREP 


WALKER.R.D. 

8610020366* 

50-400 

Q 

WARD.G.N. 

8610100650* 

TOPREP 


WALKER, R.D. 

8610030047 

50-261 

Q 

WARD.G.N. 

8610230176 

TOPREP 


WALKER.R.D. 

8610030050* 

50-261 

Q 

WARD.G.N. 

8610270121 

TOPREP 


WALKER.R.D. 

8610060761 

50-424 

Q 

WARD.G.N. 

8610310089 

TOPREP 


WALKER,R.D. 

8610070057 

50-424 

Q 

WARD.J.E. 

8610030130 

50-312 

P 

WALKER.R.D. 

8610070308 

50-302 

Q 

WARD.J.E. 

8610060284 

50-312 

P 

WALKER.R.D. 

8610090494 

50-424 

Q 

WARD.J.E. 

8610060510 

50-312 

P 

WALKER.R.D. 

8610090498* 

50-424 

Q 

WARD.J.E. 

8610060775 

50-312 

P 

WALKER.R.D. 

8610100268 

50-324 

Q 

WARD.J.E. 

8610070536 

50-312 

S 

WALKER.R.D. 

8610100275* 

50-324 

Q 

WARD.J.E. 

8610070555 

50-312 

S 

WALKER.R.D. 

8610100406 

50-250 

V 

WARD.J.E. 

8610090497 

50-312 

R 

WALKER.R.D. 

8610100433 

50-302 

Q 

WARD.J.E. 

8610100073 

50-312 

R 

WALKER.R.D. 

8610100480 

50-250 

Q 

WARD.J.E. 

8610100243 

50-312 

R 

WALKER.R.D. 

8610100539 

50-302 

F 

WARD,J.E. 

8610100407 

50-312 

P 

WALKER, R.D. 

8610100604 

50-400 

A 

WARD.J.E. 

8610100566 

50-312 

K 

WALKER.R.D. 

8610150022 

50-413 

Q 

WARD.J.E. 

8610140052 

50-312 

R 

WALKER,R.D. 

8610150468 

50-424 

Q 

WARD.J.E. 

8610140056* 

50-312 

R 

WALKER.R.D. 

8610150487* 

50-424 

Q 

WARD,J.E. 

8610140416 

50-312 

S 

WALKER,R.D. 

8610160171 

50-250 

P 

WARD.J.E. 

8610150080 

50-312 

P 

WALKER.R.D. 

8610160173 

50-302 

P 

WARD.J.E. 

8610150108* 

50-312 

Q 

WALKER, R.D. 

8610160177 

50-321 

Q 

WARD.J.E. 

8610200003 

50-312 

P 

WALKER, R.D. 

8610160178 

50-302 

Q 

WARD,J.E. 

8610200388 

50-312 

R 

WALKER, R.D. 

8610220001 

50-280 

Q 

WARD.J.E. 

8610210043 

50-312 

R 

WALKER.R.D. 

8610220002* 

50-280 

Q 

WARD,J.E. 

8610210048* 

50-312 

R 

WALKER, R.D. 

8610220415 

50-321 

Q 

WARD.J.E. 

8610210104 

50-312 

S 

WALKER, R.D. 

8610230074 

50-400 

A 

WARD.J.E. 

8610220051 

50-312 

P 

WALKER, R,D. 

8610240223 

50-302 

F 

WARD,J.E. 

8610220183* 

50-312 

Q 

WALKER.R.D. 

8610240228 

50-413 

F 

WARD.J.E. 

8610230249 

50-312 

P 

WALKER.R.D. 

8610240280 

50-395 

F 

WARD.J.E. 

8610240100 

50-312 

P 

WALKER, R.D. 

8610270057 

50-369 

Q 

WARD,J.E. 

8610280285 

50-312 

P 

WALKER.R.D. 

8610270234 

50-335 

Q 

WARD,J.E. 

8610280307* 

50-312 

P 

WALKER.R.D. 

8610270367 

50-302 

Q 

WARD.J.E. 

8610280402 

50-312 

S 

WALKER.R.D. 

8610270394 

50-280 

Q 

WARD,J.E. 

8610280478 

50-312 

S 

WALKER.R.D. 

8610270406 

50-416 

P 

WARD,J.E. 

8610280480 

50-312 

S 

WALKER,R.D. 

8610270441 

50-369 

Q 

WARD.J.E. 

8610310046 

50-312 

S 

WALKER.R.D. 

8610280164 

50-416 

Q 

WARD.M. 

8610200326 

50-400 

H 

WALKER,R.D. 

8610280196 

50-321 

Q 

WARD.O.W. 

8610290212 

FOIA 


WALKER.R.D. 

8610280206 

50-413 

Q 

WARD.O.W. 

8610290280* 

FOIA 


WALKER, R.D. 

8610280207* 

50-321 

Q 

WARD.O.W. 

8610290299* 

FOIA 


WALKER,R.D. 

8610280211* 

50-413 

Q 

WARD.O.W. 

8610290309* 

FOIA 


WALKER,R.D. 

8610280300 

50-400 

Q 

WAREMBOURG.D.W. 

8610070217 

50-267 

P 

WALKER,R.D. 

8610280301* 

50-400 

Q 

WAREMBOURG.D.W. 

8610210130 

50-267 

F 

WALKER,R.D. 

8610280303 

50-302 

Q 

WARNICK,R. 

8610070385 

50-461 

S 

WALKER.R.D. 

8610280343 

50-269 

S 

WARNICK.R.F. 

8610020144 

50-461 

Q 

WALKER.R.D. 

8610280430 

50-395 

F 

WARNICK,R.F. 

8610070007 

50-461 

Q 

WALKER.R.D. 

8610280440 

50-338 

Q 

WARNICK,R.F. 

8610070008* 

50-461 

Q 

WALKER,R.D. 

8610280456 

50-321 

Q 

WARN1CK,R.F. 

8610140095 

50-461 

Q 

WALKER.R.D. 

8610280459* 

50-321 

Q 

WARNICK,R.F. 

8610150413 

50-454 

Q 

WALKER, R.D. 

8610280476 

50-335 

Q 

WARNICK,R.F. 

8610170046 

50-440 

S 

WALKER.R.D. 

8610280482* 

50-335 

Q 

WARNICK,R.F. 

8610210125 

50-461 

Q 

WALKER.R.D. 

8610290291 

50-302 

F 

WARNICK,R,F. 

8610220187 

50-440 

Q 

WALKER, R.D. 

8610310135 

50-302 

Q 

WARNICK,R.F. 

8610220188* 

50-440 

Q 

WALKER.R.D. 

8610310140* 

50-302 

Q 

WARNICK.R.F. 

8610220252 

50-461 

Q 

WALKER,R.D. 

8610310160 

50-62 

Q 

WARNICK.R.F. 

8610220253* 

50-461 

Q 

WALKER.R.D. 

8610310181 

50-269 

P 

WARNICK,R.F. 

8610230018 

50-483 

Q 

WALL,J, 

8610210195 

PR 


WARNICK,R.F. 

8610230021* 

50-483 

Q 

WALL,LS. 

8610170251 

50-400 

H 

WARNICK,R.F. 

8610270087 

50-455 

Q 

WALLACE.D. 

8610080253* 

50-412 

Q 

WARNICK,R.F. 

8610270090* 

50-455 

Q 

WALLACE, LF. 

8610230079* 

50-443 

A 

WASH1NGTON.S. 

8610100669 

50-397 

S 

WALUCE,L.F. 

8610230084* 

50-443 

A 

WASHINGTON, S. 

8610140220 

50-397 

S 

WALLACE, LF. 

8610230096* 

50-443 

A 

WASHINGTON.S.L. 

8610160267 

50-397 

s 

WALLACE,P.R. 

8610010472 

50-327 

S 

WASHINGTON,S.L. 

8610220104 

60-397 

s 

WALLACE,P.R. 

8610060574 

50-328 

S 

WASHINGTON,S.L. 

8610290323 

50-397 

s 

WALLACE,P.R. 

8610060576 

50-327 

S 

WAS1LK.J.S. 

8610100507* 

50-346 

F 

WALLACE, P.R. 

8610060580 

50-328 

S 

WASSERBACH,A.E. 

8610100405 

50-320 

H 

WALLACE,P.R. 

8610100134 

50-327 

R 

WASTLER.S. 

8610010331 

WAbit 

WALLACE,P.R. 

8610170104 

50-327 

S 

WASTLER.S.L. 

8610020289 

WASTE RES 

WALLACE.P.R. 

8610200089 

50-327 

S 

WASTLER,S.L 

8610030141 

WASTE RES 

WALLACE,P.R. 

8610210202 

50-328 

S 

WATFORD.P.S. 

8610230221 

50-373 

5 

WALLACE,P.R. 

8610210492 

50-327 

S 

WATFORD, P.S. 

8610230241 

50-373 

s 

WALLACE.P.R. 

8610280034 

50-327 

S 

WATSON.L.J. 

8610100097* 

50-327 

Q 

WALLACE.P.R. 

8610310119 

50-327 

S 

WATSON,R.A. 

8609190239 

50-400 

S 

WALLACE, W.F. 

8610230073* 

50-443 

A 

WATSON.R.A. 

8610080095 

50-400 

S 

WALLIN, G.A. 

8610150077 

50-271 

R 

WATSON,R.A. 

8610090018 

50-400 

A 

WALTERS.W.H. 

8610030408 

NUREG 


WATSON, R.A. 
WATSON, R.A. 

8610150020 

50-400 

Q 

WALTON,W.B. 

8610060212* 

50-445 

A 

8610210408 

50-400 

F 

WAMBACH.T.V. 

8610100675 

50-255 

P 

WATSON, R.A. 

8610240226 

50-400 

Q 

WAMBACH,T,V. 

8610280296 

50-255 

P 

WATSON, R.A. 

8610270135 

50-400 

Q 
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AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


WATSON.Rj^. 

8610270428 

50-400 

F 

WATSON.R.A. 

8610280338 

50-400 

F 

WATTERS,B.P. 

8610080383 

71-6206 


WATZUEL 

8610080037 

PR 


WEADOCK,A. 

8610100726* 

50-277 

Q 

WEADOCK.T. 

8610210398* 

50-423 

Q 

WEAVER.E.M. 

8610270091* 

50-269 

P 

WEBB,R. 

8610100641 

50-341 

F 

WEBB.R. 

8610160077 

50-341 

F 

WEBB.R. 

8610290150 

50-341 

F 

WEBB,R.E. 

8610070214 

50-341 

F 

WEBB,R.E. 

8610160068 

50-341 

F 

WEBB,R.E. 

8610160229 

50-341 

F 

WEBB.R.E. 

8610200153 

50-341 

F 

WEBER.M. 

8610140091 

WASTE MGT 

WEBER,M.F. 

8610140011 

WASTE MGT 

WEBER, M.F. 

8610150195 

WASTE MGT 

WEBER,M.F. 

8610150463 

WASTE MGT 

WEBER, M.F. 

8610240143 

WASTE MGT 

WEBSTER.F. 

8610200212 

50-445 

G 

WEDDINGTON.R. 

8610220068 

50-259 

S 

WEDDINGTON,R. 

8610270128 

50-370 

S 

WEDDINGTON,R.E 

8610030057* 

50-261 

Q 

WEDDINGTON,R.E. 

8610270094* 

50-259 

Q 

WEGST.W.F. 

8610240087 

PRM 


WEHRING,B.W. 

8610240127 

PRM 


WEIL,C.H. 

8610080084* 

50-482 

Q 

WE1UC.H. 

8610100221* 

50-341 

P 

WEIUC.H. 

8610150424* 

50-456 

Q 

WEIL,C.H. 

8610150428* 

50-456 

Q 

WEIUC.H. 

8610150442* 

50-456 

Q 

WEIUC.H. 

8610150444* 

50-456 

Q 

WEIUC.H. 

8610150447* 

50-456 

Q 

WEINSTEIN.D. 

8610270060 

FOIA 


WEISS, A.J. 

8610280255 

NUREG 


WEISS.A.J. 

8610310161 

NUREG 


WEISS,ER. 

8610060483 

50-271 

G 

WEISS.ER. 

8610060483 

50-271 

G 

WEISS.ER. 

8610240129 

PR 


WEISS,ER. 

8610240140* 

PR 


WEISS, ER. 

8610240140* 

PR 


WEISS.E.R. 

8610280503 

FOIA 


WEISSMAN,D.M. 

8610240072 

PR 


WELLMAN,C.S. 

8610270182 

PR 


WELLMAN,G. 

8610290324 

REGGD 


WELLS, G. 

8610200226 

PR 


WELLS, R.W. 

8610100396 

TOPREP 


WELLS,R.W. 

8610240042 

PR 


WELLS,R.W. 

8610240042 

PR 


WEN,P.C. 

6610210378* 

50-334 

Q 

WENSLAWSKI,Fj<^. 

8610090354 

50-344 

Q 

WENSLAWSKI,F.A. 

8610090355* 

50-344 

Q 

WENSLAWSKI.F.A. 

8610100009 

50-344 

Q 

WENSLAWSKI,F.A. 

8610170216 

50-312 

Q 

WEN2INGER,E.C. 

8610070206 

50-334 

V 

WENZINGER,EC. 

8610090468 

50-134 

V 

WENZINQER,E.C. 

8610100380 

50-412 

V 

WENZINGER,E.C. 

8610100731 

50-245 

Q 

WENZINGER,E.C. 

8610210246 

50-223 

V 

WENZINGER,E.C. 

8610220063 

50-334 

Q 

WENZINGER.E.C. 

8610220192 

50-213 

Q 

WENZiNGER,E.C. 

8610220239 

50-271 

Q 

WENZ1NGER,E.C. 

8610270161 

50-309 

Q 

WENZ!NGER,E,C. 

8610310249 

50-443 

Q 

WEST,J.A. 

8610150067 

50-295 

S 

WESTERMAN,T.F. 

8610090274* 

50-445 

A 

WETHY,C.M. 

8610010225* 

50-335 

R 

WETMILLER.R.J. 

8610310125 

NUREG 


WETMILLER,R.J. 

8610310125 

NUREG 


WHEATON,R 

8610060153* 

50-445 

A 

WHEELIS,W.T. 

8610290244 

NUREG 


WHIPPLE, S. 

8610100160 

50-29 

R 

WHITE,A. 

8610010015 

PR 


WHITE, D. 

8610310274 

PR 


WHITE,J. 

8610270165 

l&E 


WHITE.J. 

8610280150 

l&E 


WHITE,P. 

8610210239 

50-272 

R 

WHITE, P. 

8610210478 

50-311 

R 

WHITE, S.A. 

8610060784 

50-259 

P 

WHITE, S.A. 

8610200175 

50-259 

Q 

WHITEHEAD,J,U 

8610060532 

50-289 

F 

WHITENER,H.L 

8610280275* 

50-400 

Q 

WHITTf€R.G,D. 

8610090518 

50-309 

P 

WHITnER.G.D. 

8610140385 

50-309 

R 

WHnTIER,G.D. 

8610220247 

50-309 

P 

WICK,EA 

8610020524 

WASTE RES 

WICK,E.A. 

8610290164 

WASTE RES 

WICKS,F. 

6610100133* 

50-225 

P 

WIDAYJA 

8610310167 

50-244 

S 


AUTHOR 


WIDELUR.C. 

WIDELL.R.C. 

WIDELL,R.C. 

WIDELL,R.C. 

WIDELL.R.a 

WIDELUR.C. 

WIDELUR.C. 

WIDELUR.C. 

WIDELUR.C. 

W1DELUR.C. 

WIDELUR.C. 

WIDELUR.C. 

WIDELL.R.C. 

WIDELUR.C. 

WIDELUR.C. 

WIDELUR.C. 

WIDRIG.R.D. 

WIDRIG.R.D. 

WIEDEMAN,D.G. 

WIEDER,A.V. 

WIENER.M. 

WIENS.U 

WIESEMANN.R.A. 

W1ESEMANN,R.A. 

WIESEMANN,R.A. 

WIESEMANN.R.A. 

WIESEMANN.R.A. 

WIESEMANN,R.A. 

WIESEMANN,R.A. 

WtESEMANN,R.A. 

WIGGINS, E. 
WIGGINS, E. 
WiGGINS,E. 
WiGGINS,E. 
WIGGINS, E.J. 

WIGGINS.E.J. 
WIGGINS.E.J. 
WIGGINS, E.J. 
WIGGINS, E.J. 
WIGG1NS,E.J. 

WIGGINS,E.J. 
WIGGINS, E.J. 
WIGGINS,E.J. 
WIQGINS,E.J. 
WIGGINS, E.J. 

WIGGiNS,E.J. 
WIGGINS,E.J. 
WIGGINS,E.J. 
WIGGINS, E.J. 
WIGGINS,E.J. 

WIGGINS, EJ. 
WIGGINS,EJ. 
WIGGINS, E.J. 
WIGGINS,E.J. 
WIGGINS,E.J. 

WIGQINS,E.J. 

WIGGINS,E.J. 

WIGGINS,E.J. 

WIGGINS,E.J. 

WiGGINS,E.J. 

WIGGINS,E.J. 

WIGGINS,E.J. 

WIGGINS,E.J. 

WIGGJNS.E.a. 

WIGGINS,E.J. 

WIGGINS,EJ. 
WIGGINS,E.J. 
WIGGINS.EJ. 
WIGGINS.J.T. 
WIGGINS, J.T. 

WIGGINS, J.T. 
WIGGINS.J.T. 
WIGGINS, J.T. 
WIGGINTON.D.L 
WIGQINTON.J.E. 

WILBORN,L. 

WlLCOVE,M.N. 

WILEY.W.R. 

WILGUS.W.S. 

WILGUS,W.S. 

WILGUS.W.S. 

WILGUS,W.S. 

WILKERSON,R.S. 

WILKERSON,R.S. 

WILKINS,D.R. 

WILKOWSKI,G,M. 
WILUD. 
WILLETT.D. 
WILLIAMS, C.C. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8610010217 

50-302 Q 

8610060641 

50-302 S 

8610070304 

50-302 P 

8610090117 

50-302 Q 

8610090129 

50-302 Q 

8610090138 

50-302 Q 

8610090320 

50-302 Q 

8610150336 

50-302 P 

8610160152 

50-302 R 

8610200254 

50-302 S 

8610200426 

50-302 S 

8610210137 

50-302 P 

8610230227 

50-302 P 

8610240201 

50-302 Q 

8610280136 

50-302 R 

8610280138 

50-302 P 

8610030400 

NUREG 

8610030402 

NUREG 

8610070519 

l&E 

8610310244* 

50-73 Q 

8610080153 

PR 

8610100692* 

50-341 V 

8610070368* 

TOPREP 

8610090150* 

50-424 A 

8610090271 

TOPREP 

8610100051* 

50-498 E 

8610140066* 

TOPREP 

8610200156* 

50-327 P 

8610240398* 

TOPREP 

8610280598* 

50-424 E 

8610170285* 

CONTRACT 

8610210126* 

CONTRACT 

8610290046* 

CONTRACT 

8610290432* 

CONTRACT 

8610010426* 

CONTRACT 

8610010437* 

CONTRACT 

8610030163* 

CONTRACT 

8610060325* 

CONTRACT 

8610060619* 

CONTRACT 

8610060698* 

CONTRACT 

8610060716* 

CONTRACT 

8610060761* 

CONTRACT 

8610060778* 

CONTRACT 

8610060804* 

CONTRACT 

8610060816* 

CONTRACT 

8610060849* 

CONTRACT 

8610060862* 

CONTRACT 

8610060879* 

CONTRACT 

8610060912* 

CONTRACT 

8610060928* 

CONTRACT 

8610060946* 

CONTRACT 

8610090198* 

CONTRACT 

8610090234* 

CONTRACT 

8610100148* 

CONTRACT 

8610100170* 

CONTRACT 

8610100439* 

CONTRACT 

8610100742* 

CONTRACT 

8610100767* 

CONTRACT 

8610200148* 

CONTRACT 

8610200386* 

CONTRACT 

8610200400* 

50-445 A 

8610280271* 

CONTRACT 

8610290400* 

CONTRACT 

8610300319* 

50-10 P 

8610300323* 

CONTRACT 

8610300361* 

CONTRACT 

8610300370* 

50-275 P 

8610300377* 

CONTRACT 

8610140405* 

50-423 Q 

8610150521* 

50-219 Q 

8610210438* 

50-412 Q 

8610220300* 

50-293 Q 

8610300283* 

50-271 Q 

8610200314 

50-315 P 

8610160473 

ORG 

8610310189* 

40-8027 

8610080145* 

50-329 A 

8610090116 

70-984 

8610070433 

PR 

8610080074 

50-302 Q 

8610270042 

50-302 S 

8610270154* 

50-302 Q 

8610210242 

ORG 

8610300252* 

50-322 G 

8610300244* 

TOPREP 

8610030416 

NUREG 

8610210195 

PR 

8610150292* 

50-206 Q 

8610100390* 

50-440 Q 
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WILLIAMS, D.M. 

8610010562 

50-335 

S 

WILLIAMS, J. 

8610060205 

50-346 

Q 

WILLIAMS.J. 

8610060730 

50-346 

P 

WILLIAMS, J. 

WILLIAMS, J. 

W1LLIAMS.J. 

8610070433 

8610080362 

8610090183 

PR 

PR 

50-346 

Q 

WILLIAMS,J. 

8610090185 

50-346 

F 

WILLIAMS,J. 

8610100181 

50-346 

Q 

WILLIAMS,J. 

8610100199 

50-346 

Q 

WILLtAMS.J. 

8610100500 

50-346 

F 

WILLIAMS,J. 

8610160207 

50-346 

P 

WILLIAMS.J. 

8610210077 

50-346 

P 

WILLIAMS,J. 

8610290236 

50-346 

P 

WILLIAMS, J, 

8610290238* 

50-346 

P 

WILLIAMS,J.G. 

8610060961 

50-356 

R 

WILLIAMS, J.W. 
WILLIAMS, M. 

8610100790 

8610210221 

PR 

50-482 

R 

WILUAMS,M.A. 

WILLIAMS,M.G. 

8610300387 

8610090079 

PR 

50-482 

S 

WILUAMS,M.G. 

8610090310 

50-482 

S 

WILLIAMS,M.G. 

8610100561 

50-482 

S 

WILLIAMS,M.G. 

8610200082 

50-482 

S 

WtLLIAMS,M.H. 

8610100219* 

50-275 

P 

WILLIAMS,M.L 

WILLIAMS,N.H. 

8610070431 

8610220382 

NUREG 

50-445 

A 

WILUAMS,R.E. 

8610010365 

WASTE RES 

WILLIAMS, R.E. 
WILUAMS,R.E. 

8610070098 

8610230245 

40-8904 

WASTE RES 

WILLIAMS.R.O. 

8610170067 

50-267 

P 

WILLIAMS,R.O. 

8610300397 

50-267 

F 

WILLIAMS,T.P. 

WILLIAMSEN,N. 

8610210331 

8610310239* 

PR 

50-456 

Q 

W1LLIAMSEN,N.R. 

8610160388* 

50-456 

Q 

WILSON, B. 

8610280220* 

50-321 

Q 

WILSON,B.A. 

8610160233* 

50-327 

Q 

WILSON, D.L 

8610200308 

50-331 

F 

WILSON.F. 

8610070171 

50-413 

F 

WILSON, J.H, 

8610220072 

50-382 

P 

WILSON,J.H. 

8610220078* 

50-382 

P 

WILSON,J.H. 

8610220388 

50-382 

P 

WILSON, J.H. 

8610220393* 

50-382 

P 

WILSON, K. 

8610160005 

50-400 

H 

WILSON, LG. 

8610200326 

50-400 

H 

WILSON,R. 

8610170251 

50-400 

H 

W!LSON,R.F. 

8610150005 

50-219 

P 

WILSON.R.F. 

8610150033 

50-289 

P 

WILSON,R.F. 

8610210282 

50-219 

P 

WILSON.R.F. 

8610230148 

50-219 

P 

WILSON,R.F. 

8610300353 

50-289 

P 

WILSON, S.D. 

8610010395 

50-275 

S 

WILSON,S.D. 

8610100683* 

50-275 

S 

WILSON,S.D. 

8610220097 

50-275 

s 

WlLSON,W.E. 

WIMPY.P.D. 

WIMPY,P.D, 

WIMPY,P.D. 

WINDHAM,R. 

8610060223 

8610100664* 

8610100674* 

8610100686* 

8610100239 

PRM 

TOPREP 

TOPREP 

TOPREP 

50-298 

F 

WINK.L. 

8610080337* 

50-354 

Q 

WINSLOW.T.P. 

WINTER,G. 

8610070497 

8610010033 

70-1113 
WASTE RES 

WINTER,G. 

8610140216 

WASTE RES 

WINTER, G. 

8610140225 

WASTE RES 

WIPASURAMONTON 

8610280015* 

50-373 

P 

WISE.R. 

8610270093* 

50-188 

Q 

WISEMAN,G.R. 

8610150522* 

50-302 

Q 

WfSEMAN.G.R. 

8610210445* 

50-400 

Q 

WISENBURG,M.R. 

8610060383 

50-498 

E 

WISENBURG,M.R. 

8610060388 

50-498 

V 

WISENBURG.M.R. 

8610060436 

50-498 

E 

WISENBURG,M.R. 

8610060455 

50-498 

E 

WISENBURG,M.R. 

8610060466 

50-498 

A 

WISENBURG,M.R. 

8610060487 

50-498 

E 

WISENBURG,M.R. 

8610060488 

50-498 

E 

WISENBURG,M.R. 

8610060980 

50-498 

E 

WISENBURG,M.R. 

8610090199 

50-498 

E 

W1SENBURG,M.R, 

8610100597 

50-498 

F 

WISENBURG,M.R. 

8610160143 

50-498 

E 

WISENBURG,M.R. 

8610160410 

50-498 

F 

WISENBURG.M.R. 

8610160477 

50-498 

A 

WISENBURG,M.R. 

8610170294 

50-498 

A 

WISENBURG.M.R. 

8610210454 

50-498 

F 

WISENBURG.M.R. 

8610220265 

50-498 

A 

WISENBURG.M.R. 

8610220431 

50-498 

A 

WISENBURG.M.R. 

8610240176 

50-498 

F 

WISENBURG.M.R. 

8610240259 

50-498 

E 

WISENBURG.M.R. 

8610270119 

50-498 

E 

WISENBURG.M.R. 

8610270122 

50-498 

E 

WISENBURG.M.R. 

8610300388 

50-498 

0 

WISNER.C.E. 

8610060108* 

50-445 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

W1SSNER,J. 

8610170251 

50-400 

H 

WITHERS, B.D. 

8610010370 

50-344 

F 

WITHERS.B.D. 

8610010373 

50-344 

Q 

WITHERS.B.D. 

8610100165 

50-344 

P 

WITHERS.B.D. 

8610100258 

50-344 

K 

WITHERS.B.D. 

8610100418 

50-344 

P 

WITHERS, B.D. 

8610100513* 

50-344 

P 

WITHERS,B.D. 

WITHERS.B.D. 

8610100585 

8610150305 

50-344 

PR 

P 

WITHERS.B.D. 

8610170181 

50-344 

P 

WITHERS.B.D. 

8610220009 

50-344 

P 

WITHERS.B.D. 

8610220024 

50-344 

P 

WITHERS.B.D. 

8610220086 

50-344 

P 

WITHERS.B.D. 

8610220090* 

50-344 

P 

WITHERS.B.D. 

8610220135 

50-344 

P 

WITHERS,B.D. 

8610220138* 

50-344 

P 

WITHERS.B.D. 

8610230017 

50-344 

P 

WITHERS.B.D. 

WOHUM.L 

8610230020 

8610060341 

50-344 

NUREG 

F 

WOJNAROWSKI,J. 

8610060096 

50-265 

P 

WOJNAROWSKI.J. 

8610090380 

50-249 

Q 

WOJNAROWSKU. 

8610090481 

50-254 

P 

WOJNAROWSKI.J. 

8610100077 

50-249 

P 

WOJNAROWSKI.J. 

8610150035 

50-254 

P 

WOJNAROWSKI,J. 

8610170056 

50-265 

P 

WOJNAROWSKI,J. 

8610170116 

50-237 

P 

WOJNAROWSKI,J. 

8610170119 

50-237 

Q 

WOJNAROWSKI.J. 

8610200075 

50-254 

P 

WOJNAROWSKI.J. 

8610280332 

50-249 

P 

WOLFE,S.J. 

8610100153 

50-443 

G 

WOLFE,S.J. 

8610200233 

50-443 

G 

WOLFE,S.J. 

WOLLETT.S. 

WOLLETT.S. 

8610240067 

8610060838 

8610100154 

50-443 

CONTRACT 

CONTRACT 

G 

WONG.H. 

8610200141 

50-344 

Q 

WOO.C. 

WOOD,J.E. 

WOOD.R. 

8610060212* 

8610240200* 

8610090441 

50-445 

TOPREP 

40-8714 

A 

WOODARD, C. 

8610310127* 

50-410 

Q 

WOODARD.J.D. 

8610060601 

50-348 

S 

WOODARD.J.D. 

8610220066 

50-364 

S 

WOODARD.J.D. 

8610280245 

50-348 

S 

WOODCOCK,J.N. 

8610220138* 

50-344 

P 

WOODESHICK,H.L. 

8610070175 

50-387 

F 

WOODHEAD.C.P. 

8610140337 

50-320 

G 

WOODHEAD.C.P. 

8610140341* 

50-320 

G 

WOODWARD.J.P. 

8610200056 

50-348 

F 

WOODY.C.O. 

8610010220 

50-335 

R 

WOODY.C.O. 

8610010227 

50-250 

S 

WOODY.C.O. 

8610010562 

50-335 

S 

WOODY.C.O. 

WOODY.C.O. 

8610020010 

8610080115 

50-250 

PR 

Q 

WOODY.aO. 

8610090023 

50-335 

V 

WOODY.C.O. 

8610090050 

50-250 

Q 

WOODY.C.O. 

8610090166 

50-250 

P 

WOODY.C.O. 

8610090342 

50-335 

P 

WOODY.C.O. 

8610100242 

50-250 

R 

WOODY.C.O. 

8610100387 

50-250 

P 

WOODY.C.O. 

8610100426 

50-389 

P 

WOODY.C.O. 

8610100567 

50-335 

P 

WOODY.C.O. 

8610140042 

50-250 

P 

WOODY, C.O. 

8610140381 

50-250 

V 

WOODY.C.O. 

8610150038 

50-251 

s 

WOODY, C.O. 

8610150040 

50-251 

s 

WOODY.C.O. 

8610150401 

50-335 

p 

WOODY.C.O. 

8610150436 

50-335 

p 

WOODY, C.O. 

8610170112 

50-335 

p 

WOODY,C.O. 

8610200032 

50-251 

s 

WOODY,C.O. 

8610200234 

50-389 

s 

WOODY.C.O. 

8610200399 

50-389 

p 

WOODY.C.O. 

8610210197* 

50-335 

Q 

WOODY.C.O. 

8610220076 

50-250 

Q 

WOODY.C.O. 

8610220182 

50-251 

S 

WOODY.C.O. 

8610220361 

50-250 

Q 

WOODY.C.O. 

8610240008 

50-389 

P 

WOODY.C.O. 

8610240309 

50-250 

P 

WOODY.C.O. 

8610240386 

50-250 

P 

WOODY.C.O. 

8610240390 

50-250 

R 

WOODY.C.O. 

8610240420 

50-335 

S 

WOODY.C.O. 

8610270143 

50-335 

R 

WOODY, C.O. 

8610270275 

50-250 

R 

WOODY.C.O. 

8610270320 

50-250 

R 

WOODY.aO, 

8610270334 

50-389 

Q 

WOODY.C.O. 

8610270339 

50-250 

F 

WOODY.C.O. 

8610270343 

50-250 

P 

WOODY.C.O. 

8610270369 

50-335 

P 

WOODY.C.O. 

8610270392 

50-261 

S 

WOODY,C.O. 

8610270455 

50-250 

F 

WOODY.C.O. 

8610280044 

50-335 

F 
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WOODY, C.O. 

8610280065 

50-250 

P 

WOODY, C.O. 

8610280186 

50-335 

Q 

WOODY, C.O. 

8610280231 

50-250 

S 

WOODY,C.O. 

8610280249* 

50-250 

Q 

WOODY,C.O. 

8610280317 

50-335 

P 

WOODY,C.O. 

8610280403 

50-335 

R 

WOODY,C.O. 

8610280550 

50-250 

P 

WOOLDRIDGE, R.A. 

8610220320 

50-445 

G 

WOOLDRIDGE.R.A. 

8610220320 

50-445 

G 

WOOLRIDGE.R.A. 

8610010445 

50-445 

G 

WORKMAN, E.W. 

8610100172* 

FOIA 


WORKMAN,J.E. 

8610080437* 

50-327 

P 

WORTH,E. 

8610210195 

PR 


WORTHINGTON, J. 

8610150461* 

50-275 

P 

WRENN.M.E. 

8610090017* 

40-8778 


WRIGHT, G 

8610310222 

50-295 

S 

WRIGHT, G.C. 

8610150524 

50-341 

s 

WRIGHT, G.C. 

8610170167 

50-341 

s 

WRIGHT,G.C, 

8610290298 

50-341 

s 

WRIGHT.G.F. 

8610080410* 

50-267 

p 

WRIGHT,G.F. 

8610280027 

STATE PRO G 

WRIGHT, K. 

8610210497 

50-528 

F 

WRIGHT,R.W. 

8610100784* 

50-424 

Q 

WROBLEWSKI.D. 

8610240253 

70-1426 


YACHIMIAK,E. 

8607160467* 

50-206 

S 

YACHIMIAK,E. 

8610220284* 

QA999 


YANDELULA. 

8610070088* 

50-482 

Q 

YANDELULA. 

8610150523* 

50-498 

Q 

YATES.Y. 

8610200326 

50-400 

H 

YBARRONDO.LJ. 

8610060751* 

CONTRACT 


YOCHHEIM,Y. 

8610200388 

50-312 

R 

YODER.G.L 

8610310229 

NUREG 


YOKE,R.N. 

8610240072 

PR 


YOUNG, F. 

8610200016* 

50-289 

Q 

YOUNG,F. 

8610210195 

PR 


YOUNG.J.E. 

8610070042* 

50-445 

A 

YOUNG.M.A. 

8610140248 

50-133 

G 

YOUNG, M.A. 

8610200210 

50-133 

G 

YOUNG,M.S. 

8610200326 

50-400 

H 

YOUNGBLOOD, B.J. 

8609120332 

50-424 

A 

YOUNGBLOOD.B.J. 

8610060536 

50-424 

A 

YOUNGBLOOD,B.J. 

8610060625 

50-327 

Q 

YOUNGBLOOD,B.J. 

8610080301 

50-315 

F 

YOUNGBLOOD,B.J. 

8610100035 

50-327 

F 

YOUNGBLOOD,B.J. 

8610100623 

50-269 

V 

YOUNG8LOOD.B.J. 

8610140235* 

50-327 

P 

YOUNGBLOOD.B.J. 

8610200336 

50-390 

A 

YOUNGBLOOD,B.J. 

8610210106 

50-424 

A 

YOUNGBLOOD.B.J. 

8610220286 

50-390 

A 

YOUNGBLOOD.BJ. 

8610280238 

50-482 

P 

YOUNGBLOOD, B.J. 

8610300133 

50-327 

P 

YOUNGER, P. 

8610080448 

PR 


YOUNGER, P. 

8610100749 

PR 


YUHAS.G.P. 

8610090358* 

50-344 

Q 

YUHAS.G.P. 

8610100773* 

50-206 

Q 

YUHAS.G.P. 

8610150296* 

50-528 

Q 

ZACH,J.J. 

8610070081 

50-266 

P 

ZAFRIS,J.L. 

8610150096 

50-443 

G 

ZAHNLEUTER.R.J. 

8610200217 

50-322 

G 

ZAK,R. 

8610200018 

50-219 

S 

ZALOSH,R.G. 

8610070117* 

TOPREP 


ZARBIS,W.A. 

8610060110* 

50-265 

P 

ZAVOSHY.S.J. 

8610140176* 

WASTE MGT 

ZECH.G.G, 

8610060174 

50-328 

P 

ZECH,G.G. 

8610060174 

50-328 

P 

ZECH,G.G. 

8610070013 

50-259 

F 

ZECH.G.G. 

8610070013 

50-259 

F 

ZECH.G.G. 

8610080076 

50-259 

F 

ZECH.G.G. 

8610080076 

50-259 

F 

ZECH.G.G. 

8610090239 

50-259 

Q 

ZECH.G.G. 

8610090239 

50-259 

Q 

ZECH.G.G. 

8610090361 

50-259 

Q 

ZECH.G.G. 

8610090361 

50-259 

Q 

ZECH.G.G. 

8610090365* 

50-259 

Q 

ZECH,G.G. 

8610090365* 

50-259 

Q 

ZECH,G.G. 

8610100049 

50-327 

Q 

ZECH.G.G. 

8610100049 

50-327 

Q 

ZECH.G.G. 

8610100079 

50-327 

Q 

ZECH.G.G. 

8610100087* 

50-327 

Q 

ZECH.G.G. 

8610100408 

QA999 


ZECH,G.G. 

8610100529 

50-259 

Q 

ZECH.G.G. 

8610100529 

50-259 

Q 

ZECH.G.G. 

8610140130 

50-327 

F 

ZECH.GjG. 

8610140130 

50-327 

F 

ZECH.G.G. 

8610150025 

50-259 

Q 

ZECH.G,G. 

8610150244 

50-327 

Q 

ZECH.G.G. 

8610150244 

50-327 

Q 

ZECH.G.G. 

8610220148 

50-327 

Q 

ZECH.G.G. 

8610220148 

50-327 

Q 
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ZECH.G.G. 

8610220154 

50-259 

Q 

ZECH,G.G. 

8610220154 

50-259 

Q 

ZECH,G.G. 

8610240011 

50-327 

Q 

ZECH.G.G. 

8610240011 

50-327 

Q 

ZECH.G.G. 

8610270083 

50-259 

Q 

ZECH.G.G. 

8610270380 

50-391 

Q 

ZECH,G.G. 

8610270380 

50-391 

Q 

ZECH,G.G. 

8610280173 

50-328 

Q 

ZECH.G.G. 

8610280268 

50-259 

Q 

ZECH.G.G. 

8610280437 

50-259 

P 

ZECH,L.W. 

8609260251 

50-271 

H 

ZECH.LW. 

8610010238 

COMMISSION 

ZECH.L.W. 

8610030117 

COMMISSION 

ZECH.LW. 

8610210192 

COMMISSION 

ZECH.L.W. 

8610210374 

70-143 


ZECH.L.W. 

8610220149 

COMMISSIO N 

ZECH,L.W. 

8610220181 

COMMISSION 

ZECH.LW. 

8610220264 

40-8027 


ZECH,L.W. 

8610220267* 

40-8027 


ZECH,LW. 

8610280363 

40-8027 


ZECH,LW. 

8610280366* 

40-8027 


ZECH.LW. 

8610280372* 

COMMISSION 

ZEE,K. 

8610160172* 

50-206 

P 

ZERBE,J. 

8610060872 

REVIEW GR P 

ZERBE.J. 

8610220371 

REVIEW GR P 

ZERBE,J.E. 

8610090013* 

50-323 

P 

ZEUGIN,L.B. 

8610060329 

50-322 

G 

ZEUGIN.LB. 

8610060329 

50-322 

G 

ZEUGIN.L.B. 

8610300132 

50-322 

G 

ZIAKIS.T. 

8610210496 

50-10 

F 

ZIBULSKY.H. 

8610100752* 

70-687 


ZIEGLER,M. 

8610270182 

PR 


ZILLR. 

8610270346* 

50-445 

A 

ZILL.R.D. 

8610270264* 

50-445 

A 

ZILL,R.D. 

8610270272* 

50-445 

A 

ZILLR.D. 

8610270284* 

50-445 

A 

ZILL,R.D. 

8610270300* 

50-445 

A 

ZILL,R.D. 

8610270319* 

50-445 

A 

ZILL,R.D. 

8610270330* 

50-445 

A 

ZILL,R.D. 

8610270352* 

50-445 

A 

ZILLR.D. 

8610270354* 

50-445 

A 

ZILL.R.D. 

8610270361* 

50-445 

A 

ZILL,R.D. 

8610270363* 

50-445 

A 

ZILLR.D. 

8610270365* 

50-445 

A 

ZILL,R.D. 

8610270372* 

50-445 

A 

ZILLR.D. 

8610270379* 

50-445 

A 

2ILL,R.D. 

8610270385* 

50-445 

A 

ZILLR.D. 

8610270391* 

50-445 

A 

ZILL,R.D. 

8610270393* 

50-445 

A 

ZILLR.D. 

8610270399* 

50-445 

A 

ZIMMERMAN.R. 

8610160020* 

50-528 

Q 

ZIMMERMAN.R. 

8610160034 

50-528 

S 

ZIMMERMAN.R.M. 

8610230167* 

WASTE MGT 

ZIMMERMAN, S.R. 

8610010096 

PR 


ZIMMERMAN.S.R. 

8610010167 

50-400 

A 

ZIMMERMAN.S.R. 

8610030438 

50-400 

A 

ZIMMERMAN,S.R. 

8610030544 

50-324 

P 

ZIMMERMAN.S.R. 

8610060053 

50-400 

A 

ZIMMERMAN.S.R. 

8610070006 

50-400 

A 

ZIMMERMAN, S.R. 

8610070453 

50-400 

A 

ZIMMERMAN,S.R. 

8610080115 

PR 


ZIMMERMAN.S.R. 

8610080174 

60-400 

K 

ZIMMERMAN.S.R. 

8610080393 

50-400 

A 

ZIMMERMAN.S.R. 

8610080407 

50-400 

A 

ZIMMERMAN,S.R. 

8610090482 

50-400 

F 

ZIMMERMAN,S.R. 

8610140257 

50-261 

P 

ZIMMERMAN.S.R. 

8610150196 

50-324 

F 

ZIMMERMAN,S.R. 

8610160203 

50-400 

K 

ZIMMERMAN.S.R. 

8610210062 

50-324 

P 

ZIMMERMAN.S.R. 

8610210089 

50-400 

K 

ZIMMERMAN, S.R. 

8610210096 

50-400 

K 

ZIMMERMAN.S.R. 

8610210229 

50-400 

A 

ZIMMERMAN,S.R. 

8610240091 

50-400 

A 

ZIMMERMAN, S.R. 

8610240273 

50-261 

P 

ZIMMERMAN.S.R. 

8610280341 

50-261 

Q 

ZINS,M. 

8610270182 

PR 


ZINTLW.G. 

8610310114 

50-206 

F 

ZUPKO,J.M. 

8610010321 

50-311 

S 

ZUPKO,J,M. 

8610020204 

50-31 1 

S 

ZUPKO,J.M. 

8610170061 

50-311 

s 

ZUPKO,J.M. 

8610210103 

50-311 

S 

ZUPKO,J.M. 

8610210239 

50-272 

R 

ZUPKO,J.M. 

8610210474 

50-311 

s 

ZUPKO,J.M. 

8610210478 

50-311 

R 

ZUPKO,J.M. 

8610210494 

60-272 

s 

ZUPKO.J.M. 

8610230031 

50-272 

S 

ZURlN,P.T. 

8610010428 

PR 


ZWOLINSKI,J.A. 

8610020258 

50-155 

P 

ZWOLINSKI,J.A. 

8610030214* 

50-219 

P 
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ZWOLINSKI.J.A. 

8610080370 

50-155 

P 

ZWOLINSKI.J.A, 

8610080372 

50-155 

P 

ZWOLINSKl,J.A. 

8610080443 

50-155 

P 

ZWOUNSKI,J.A. 

8610080446 

50-220 

F 

ZWOLINSK1.J.A. 

8610150404 

50-10 

P 

ZWOLINSK1.J.A. 

8610160079 

50-220 

P 

ZWOLINSKI,J.A. 

8610160083* 

50-220 

P 

ZWOLINSKI,J.A. 

8610170028 

50-293 

P 

ZWOLINSKI.J.A, 

8610170031* 

50-293 

P 

ZWOL1NSKI.J.A. 

8610170034 

50-220 

P 

ZWOLINSKI,J.A. 

8610170037* 

50-220 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZWOLINSKI.J.A. 

8610220292 

50-237 

P 

ZWOLINSKI,J.A. 

8610220359 

50-219 

P 

ZWOLINSKi,J.A. 

8610220434 

50-219 

P 

ZWOLINSKI,J.A. 

8610290424 

50-155 

P 

ZWOLlNSKI,J.A. 

8610300088 

50-219 

P 

ZWOLINSKI.J.A. 

8610300113 

50-155 

P 

ZWOLINSKI.J.A. 

8610300177 

50-409 

P 

ZWOLINSKI.J.A. 

8610300264 

50-293 

P 

ZWOLINSKI.J,A. 

8610310073 

50-263 

P 

ZWOLINSKI.J.A. 

8610310091 

50-263 

P 

ZWOL!NSKl,J.A, 

8610310098* 

50-263 

P 

ZWOLlNSKI,J.A. 

8610310247 

50-155 

P 

ZYRA.T.G. 

8610280243 

50-334 

P 
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docket number and the symbol for the category of 
information within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are aiso 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk foilowing the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFIUATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


aA-AuIo Insurance Agency, Inc. 

AFL-CIO 

ALWR Utility Steering Committee 
aNCO Engineers, Inc. 

ARVIN/CALSPAN Advanced Technology Center 


Accu-Weather, Inc. 

Advanced Medical Systems, Inc. 
Aerospace Corp. 

Alabama Electric Cooperative, Inc. 

Alabama Power Co. 


Alabama, State of 


^Iden Research Laboratory 


^talr Resources, Inc. 


Jhierican Environments Co, 

^fherican Industrial Hygiene Association 


Jtherican Nuclear Corp. 
Jhierican Nuclear Insurers 
^tyierican Nuclear Society 


8610010464 

PR 


8610080028 

PR 


8610240406 

TOPREP 


8610060212* 

50-445 

A 

8607170071* 

50-245 

P 

8607220466* 

50-331 

P 

8607290218* 

50-298 

P 

8608220052* 

50-333 

P 

8610060804* 

CONTRACT 


8610060803* 

CONTRACT 


8610270198 

71-5796 


8610140238 

WASTE RES 


8610230065 

WASTE RES 


8610230069* 

WASTE RES 


8610230077 

WASTE RES 


8610210274 

50-348 

M 

8610210274 

50-348 

M 

8610210301* 

50-348 

M 

8610210301* 

50-348 

M 

8610010258 

50-348 

p 

8610010422 

50-348 

Q 

8610060601 

50-348 

S 

8610060829 

50-348 

F 

8610070225 

50-348 

F 

8610090055 

50-348 

P 

8610090071* 

50-348 

P 

8610090304 

50-348 

F 

8610090437 

50-348 

P 

8610090437 

50-348 

P 

8610090449 

50-348 

P 

8610090449 

50-348 

P 

8610140387* 

50-348 

P 

8610140387* 

50-348 

P 

8610150333* 

50-348 

P 

8610150333* 

50-348 

P 

8610170136 

50-348 

F 

8610170136 

50-348 

F 

8610200056 

50-348 

F 

8610200330 

50-364 

P 

8610200373 

50-348 

P 

8610200373 

50-348 

P 

8610210046 

50-348 

M 

8610220011 

50-348 

P 

8610220011 

50-348 

P 

8610220066 

50-364 

S 

8610240285 

50-348 

F 

8610240285 

50-348 

F 

8610270146 

50-348 

Q 

8610280110 

50-348 

R 

8610280114* 

50-348 

R 

8610280119* 

50-348 

R 

8610280123* 

50-348 

R 

8610280127* 

50-348 

R 

8610280245 

50-348 

S 

8610280267 

50-348 

R 

8610090250 

50-259 

R 

8610160380* 

STATE PRO 

G 

8610240131 

PR 


8610010076* 

ORG 


8610010081* 

ORQ 


8610080129 

40-8926 


8610290137 

40-8926 


8610290196* 

40-8926 


8610170299* 

50-498 

A 

8610300268 

PR 


8610060202 

40-4492 


8610080172 

PR 


8610070433 

PR 



Amesbury, MA 
Analytics, Inc. 

Anderson-Greenwood & Co. 
Anefco, Inc. 


Apollo, PA 

Argonne National Laboratory 

Arizona Nuclear Power Project {formerly 
Arizona Public Service Co.) 


Arizona, Univ. of, Tucson, AZ 
Arkansas Power & Light Co. 


8610280145 

50-443 

8610100172* 

FOIA 

8610150067 

50-295 

8610080482 

71-9071 

8610230269 

71-9071 

8610150198 

70-364 

8610310120 

NUREG 

8610310124 

NUREG 

8610010460 

50-528 

8610020079 

50-529 

8610020516 

PR 

8610030023 

50-529 

8610060472 

50-528 

8610080245* 

50-528 

8610090029 

50-528 

8610090029 

50-528 

8610090052 

50-529 

8610090195 

50-528 

8610090195 

50-528 

8610090195 

50-528 

8610090269 

PR 

8610090319 

50-528 

8610090499 

50-528 

8610090515 

50-528 

8610090515 

50-528 

8610090515 

50-528 

8610100446 

50-529 

8610100502 

50-528 

8610100505* 

50-528 

8610140267 

50-529 

8610140269 

50-528 

8610150513 

50-529 

8610160003 

50-530 

8610160054 

50-528 

8610160054 

50-528 

8610160054 

50-528 

8610160216 

50-530 

8610160344* 

50-528 

8610160395 

50-530 

8610170080 

50-528 

8610200241 

50-529 

8610200243* 

50-529 

8610210156 

50-528 

8610210266 

50-528 

8610210497 

50-528 

8610210497 

50-528 

8610210497 

50-528 

8610220039 

50-528 

8610220232 

50-528 

8610220232 

50-528 

8610220234* 

50-528 

8610220234* 

50-528 

8610240232 

50-528 

8610240391 

50-529 

8610270067* 

50-529 

8610280294 

50-528 

8610280358 

50-530 

8610280375 

50-529 

8610280397 

50-528 

8610300367 

50-528 

8610300393 

50-528 

8610030405 

NUREG 

8610200038* 

CONTRACT 

8610010111 

50-313 

8610070395 

50-313 

8610080115 

PR 

8610090522 

50-313 


401 
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402 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Army, Dept, of 


Army, Dept, of. Army Engineer Waterways 
Experiment Station 
Ashtabula County, OH 
Atlantic Richfield Co. (ARCO) 


Atlas Minerals, Inc. 


Atomic Industrial Forum 


BWR Owners Group 
Babcock & Wilcox Co. 


Babcock & Wilcox Operating Plants Owners 
Group 

Backus, Meyer & Solomon 


Baltimore Gas & Electric Co. 


ACCESSION SUBJECT 

AUTHOR AFFILIATION 

NUMBER 

CATEGORY 

8610100116 

50-368 

R 


8610100144 

50-313 

F 


8610100144 

50-313 

F 


8610100152 

50-313 

R 


8610100766 

50-313 

P 


8610140300 

50-313 

Q 


8610160308 

50-313 

Q 


8610160308 

50-313 

Q 


8610210149 

50-313 

Q 


8610220113 

50-313 

P 


8610220127 

50-313 

P 


8610220303 

50-313 

F 


8610220396 

50-368 

Q 


8610230025 

50-313 

P 


8610270010 

50-313 

Q 


8610270010 

50-313 

Q 


8610270164 

50-313 

K 


8610280466 

50-313 

F 


8610070559 

71-613 



8610070560* 

71-613 



8610310152 

NUREG 



8610280181 

50-346 

Q 


8506240678* 

70-135 



8610060143* 

70-135 



8610060151* 

FOIA 



8610060190* 

FOIA 



8610060195* 

FOIA 



8610060200* 

8610060215* 

FOIA 

FOIA 


Battelle Human Affairs Research Centers 

8610060221* 

FOIA 


Battelle Memorial Institute, Columbus 

8610060227* 

FOIA 


Laboratories 

8610030483 

40-3453 


8610030485 

40-3453 



8610100788 

40-3453 



8610290316 

40-3453 



8610100790 

PR 



8610200292 

PR 



8610200296* 

PR 


Battelle Memorial Institute, Pacific 

8610200317* 

PR 


Northwest Laboratories 

8610300313 

PR 



8610100510* 

50-322 

Q 


8610010113* 

50-313 

P 


8610020082 

TOPREP 



8610020102* 

TOPREP 



8610030164* 

50-312 

P 


8610060032 

TOPREP 



8610060037* 

8610060946* 

TOPREP 

CONTRACT 


Battelle New England Marine Research 
Laboratory 

Bechtel Civil & Minerals, Inc. (subs, of 

8610080383 

71-6206 


8610090164 

8610150209 

TOPREP 

70-364 


Bechtel Group, Inc.) 

Bechtel Corp. 

8610160265 

TOPREP 


8610160271* 

TOPREP 



8610220089 

70-27 



8610230207 

8610230215 

TOPREP 

TOPREP 


Bishop, Liberman, Cook, Purcell & 
Reynolds 

Boston Edison Co. 

8610230257 

8610240004 

70-135 

70-27 


8610240080 

TOPREP 



8610240160 

70-364 



8610240163* 

70-364 



8610240167* 

70-364 



8610240207* 

50-312 

P 


8610240373 

70-364 



8610240405 

70-135 



8610270004 

70-364 



8610270017 

70-27 



8610290432* 

CONTRACT 



8610020122 

PR 



8610070474 

8610070558 

TOPREP 

TOPREP 


Brookhaven National Laboratory 

8610100779* 

50-313 

P 


8610100057 

50-443 

G 


8610240107 

50-443 

G 


8610240107 

50-443 

G 


8610240112 

50-443 

G 


8610240112 

50-443 

G 


8610020053 

50-317 

F 


8610020202 

8610090128 

50-317 

50-317 

P 

P 

Brown & Root, Inc. (subs, of Halliburton 
Co.) 

8610090128 

8610090135* 

50-317 

50-317 

P 

P 

C-E Operating Plants Owners Group 

8610090135* 

50-317 

P 

CRC Systems, Inc. 

8610090280 

PR 



8610090295 

50-317 

Q 


8610090422 

8610100516 

50-317 

50-318 

P 

S 

CYGNA Energy Services 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610140102 

50-317 

H 

8610140239 

50-317 

F 

8610140239 

50-317 

F 

8610140245 

50-317 

F 

8610140245 

50-317 

F 

8610140251 

50-317 

F 

8610140251 

50-317 

F 

8610150486 

50-318 

S 

8610200276 

50-317 

P 

8610200276 

50-317 

P 

8610230210 

50-317 

P 

8610240081 

50-317 

P 

8610240372 

50-317 

F 

8610240372 

50-317 

F 

8610240381 

50-317 

F 

8610270241 

50-318 

S 

8610270404 

50-317 

R 

8610270404 

50-317 

R 

8610280086 

50-317 

S 

8610280086 

50-317 

S 

8610280534 

50-317 

P 

8610300364 

50-317 

P 

8610310031 

50-317 

P 

8610310031 

50-317 

P 

8610310037* 

50-317 

P 

8610310037* 

50-317 

P 

8610310175 

50-317 

Q 

8610310175 

50-317 

Q 

8610030400 

NUREG 


8610030402 

NUREG 


8610030075 

NUREG 


8610030416 

NUREG 


8610070135 

NUREG 


8610170285* 

CONTRACT 


8610290046* 

CONTRACT 


8610300300 

XPORTLIC 


8610300301* 

XPORTLIC 


8610020282 

NUREG 


8610030408 

NUREG 


8610090116 

70-984 


8610240026* 

WASTE MGT 


8610240052* 

WASTE MGT 


8610240354 

70-984 


8610240356* 

70-984 


8610280339 

NUREG 


8610010507* 

50-219 

R 

8610070132* 

50-424 

R 


8610010436* 

50-348 

8610160363* 

FOIA 

8610160365* 

FOIA 

8610160374* 

FOIA 

8610290055 

FOIA 

8610020060 

50-293 

8610060499 

50-293 

8610070298 

50-293 

8610070317 

50-293 

8610070556 

50-293 

8610090215 

50-293 

8610100716 

50-293 

8610100721* 

50-293 

8610140307 

50-293 

8610170212 

50-293 

8610200298 

50-293 

8610210139 

50-293 

8610220027 

50-293 

8610230219 

50-293 

8610090104* 

50-445 

8610090148* 

50-445 

8610100136* 

FOIA 

8610220339* 

50-443 

8610220363* 

50-443 

8610220381* 

50-443 

8610290256 

NUREG 

8610310143 

NUREG 

8610310161 

NUREG 

8610150470* 

50-445 

8610100396 

TOPREP 

8610240042 

PR 

8610060849* 

CONTRACT 

8610100148^ 

CONTRACT 

8610300036* 

CONTRACT 

8610060187* 

50-445 

8610160172* 

50-206 
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CORPORATE SOURCE INDEX 403 


AUTHOR AFFILIATION 


California, State of 


California, Univ. of, Berkeley, CA 


California, Univ. of, Los Angeles, CA 
Campaign for Prosperous Georgia 
(Educational) 


Canada, Govt, of 
Canadian Commercial Corp. 
Cardinal Industrial Products Corp. 


Carolina Power & Light Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8610220382 

50-445 

A 

8610100069* 

50-275 

T 

8610100617 

50-275 

P 

8610210248* 

50-275 

T 

8610140176* 

WASTE MGT 


8610140181* 

WASTE MGT 


8610240087 

PRM 


8610200124 

50-424 

G 

8610200124 

50-424 

G 

8610200126* 

50-424 

G 

8610200126* 

50-424 

G 

8610310125 

NUREG 


8610310125 

NUREG 


8610010296 

PT21 


8610010299* 

PT21 


8609190239 

50-400 

S 

8610010096 

PR 


8610010167 

50-400 

A 

8610010588 

50-324 

S 

8610010607 

50-261 

S 

8610030438 

50-400 

A 

8610030544 

50-324 

P 

8610060053 

50-400 

A 

8610060123 

50-324 

P 

8610060123 

50-324 

P 

8610060142* 

50-324 

P 

8610060142* 

50-324 

P 

8610070006 

50-400 

A 

8610070121 

50-261 

P 

8610070127* 

50-261 

P 

8610070438 

50-261 

F 

8610070450 

50-400 

F 

8610070453 

50-400 

A 

8610070557 

50-325 

S 

8610080095 

50-400 

S 

8610080115 

PR 


8610080174 

50-400 

K 

8610080393 

50-400 

A 

8610080407 

50-400 

A 

8610090018 

50-400 

A 

8610090276 

50-400 

Q 

8610090482 

50-400 

F 

8610100062 

50-324 

F 

8610100062 

50-324 

F 

8610100063 

50-324 

R 

8610100070* 

50-324 

R 

8610100075* 

50-324 

R 

8610100200 

50-400 

K 

8610100203* 

50-400 

K 

8610100519 

50-325 

S 

8610100594 

50-400 

K 

8610100602* 

50-400 

K 

8610140189 

50-400 

A 

8610140257 

50-261 

P 

8610140257 

50-261 

P 

8610150020 

50-400 

Q 

8610150196 

50-324 

F 

8610150196 

50-324 

F 

8610160058 

50-261 

S 

6610160146 

50-324 

F 

8610160146 

50-324 

F 

8610160203 

50-400 

K 

8610160345 

50-325 

S 

8610170108 

50-261 

R 

8610170186 

50-261 

S 

8610200114 

50-400 

G 

8610200293 

50-325 

S 

8610210017 

50-400 

A 

8610210056 

50-400 

A 

8610210062 

50-324 

P 

8610210089 

50-400 

K 

8610210096 

50-400 

K 

8610210175 

50400 

A 

8610210216 

50-325 

S 

8610210229 

50-400 

A 

8610210253 

50-261 

P 

8610210256* 

50-261 

P 

8610210340 

50-400 

A 

8610210408 

50400 

F 

8610220116 

50400 

F 

8610230016 

50-400 

A 

8610230050 

50-324 

S 

8610240091 

50400 

A 

8610240226 

50400 

Q 

8610240273 

50-261 

P 

8610240286 

50-325 

P 

8610240292* 

50-325 

P 

8610240422 

50-324 

Q 


AUTHOR AFFILIATION 


Center for Farm & Food Research.Inc. 
Chem-Nuclear Systems. Inc. 


Cherry, M.M./Cherry, Flynn & Kanter 

Chicago Tribune, Chicago, IL 
Citizen Watch Co., Inc. 

Citizens Association for Sound Energy 


Citrus County, FL 

Cleveland Clinic Foundation, Cleveland, 
OH 

Cleveland Eectric llluminatng Co. 


ACCESSION 

NUMBER 


8610270135 
8610270159 
8610270159 
8610270273 
861027031 1 

8610270428 

8610280088 

8610280203 

8610280214 

8610280338 

8610280341 

8610280341 

8610280380 

8610280384* 

8610280387* 

8610280391* 

8610280393* 

8610280577 

8610290058 

8610290058 

8610290064* 

8610290064* 

8610310234 

8610310299 

8610060538 

8512050042* 

8512050044* 

8512050047* 

8512050050* 

8610010038 

8610010291* 

8610010318* 

8610090251 

8610150275 

8610150288* 

8610150300* 

8610150303* 

8610150304* 

8610150306* 

8610150307* 

8610150308* 

8610150312* 

8610150315* 

8610240101 

8101290035* 

8610280082 

7905150565* 

8610060303 

8610060440 

8610060446* 

8610080131 

8610100053 

8610100053 

8610100080 

8610140327 

8610140327 

8610140334 

8610140334 

8610160018* 

8610220220 

8610220329 

8610240083 

8610240111 

8610240128* 

8610270329 

8610100270 

8610020406 

8610020411* 

8610090170 

8610090187 

8610090226 

8610090233* 

8610090243* 

8610090281 

8610090291* 

8610090300* 

8610090307* 

8610090315* 

8610090323* 

8610090381* 

8610100299 

8610100445 

8610140263 

8610150414 

8610150520 

8610160007 

8610160015* 

8610160030* 


SUBJECT 

CATEGORY 

50-400 

50-324 

50-324 

50-261 

50-261 

50-400 

50-324 

50-400 

50-400 

50-400 

50-261 

50-261 

50-261 

50-261 

50-261 

50-261 

50-261 

50-325 

50-324 

50-324 

50-324 

50-324 

50-261 

50-400 

PR 

27-47 

27-47 

27-47 

27-47 

40-6500 

27-47 

27-47 

71-9204 

27-47 

27-47 

27-47 

27-47 

27-47 

27-47 

27-47 

27-47 

27-47 

27-47 

27-47 

50-329 

50-10 

FOIA 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

PR 

50-445 

50-302 

FOIA 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 

50-440 


Q 

Q 

Q 

Q 

Q 

F 

R 

S 

S 

F 

Q 

Q 

R 

R 

R 

R 

R 

S 

Q 

Q 

Q 


A 


G 

Q 
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404 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 



8610160051* 

50-440 

S 


8610210483 

50-440 

S 


8610230051 

50-440 

S 


8610270230 

50-440 

Q 


8610280263 

50-440 

S 


8610280406 

50-440 

S 


8610280492 

50-440 

S 

Cleveland-Cliffs Iron Co. 

8610310170 

8610080127 

50-440 

40-8714 

R 


8610300284 

40-8714 


Coalition for Alternatives to Shearon 

Harris 

8610060171 

50-400 

H 

8610080277 

50-400 

G 

Coalition for Responsible Energy 

8610270118 

8610280209 

50-400 

50-528 

G 

G 

Education 

Colorado School of Mines, Golden, CO 

8610230152* 

WASTE MGT 


Colorado, State of 

8610030230* 

WASTE MGT 


Columbia Daily Tribune, Columbia, MO 
Combustion Engineering, Inc. 

8610240315 

8610070244* 

50-186 

50-382 

Q 

P 


8610090165 

70-36 



8610150151 

QA999 



8610240009 

70-1100 



8610240084* 

50-317 

P 


8610240089* 

50-382 

P 


8610240093* 

50-382 

P 

Commerce, Dept, of 

8610310172 

8610030163* 

70-36 

CONTRACT 


Commerce, Dept, of. National Bureau of 

8610060928* 

8610010486 

CONTRACT 

50-184 

P 

Standards 

8610020417 

WASTE RES 



8610060912* 

CONTRACT 



8610070522 

71-5942 



8610100569 

PRM 



8610230225 

WASTE RES 


Committee to Bridge the Gap 

Common Sense 

Commonwealth Edison Co. 

8610290066 

8610240070 

8610080394 

8610010210 

WASTE RES 
PRM 

PR 

50-456 

A 


8610010288 

PR 



8610010463 

50-455 

F 


8610010480 

PR 



8610010525 

50-373 

s 


8610010611 

50-374 

Q 


8610020009 

50-374 

p 


8610020014* 

50-374 

p 


8610020026* 

50-374 

P 


8610020117 

50-456 

V 


8610020145 

50-254 

s 


8610020255 

50-295 

p 


8610020255 

50-295 

p 


8610020261 

50-456 

A 


8610020263* 

50-295 

P 


8610020263* 

50-295 

P 


8610030133 

50-455 

s 


8610030143 

50-237 

s 


8610030150 

50-249 

s 


8610030282 

50-295 

p 


8610030533 

50-456 

F 


8610060007 

50-249 

s 


8610060020 

50-237 

s 


8610060096 

50-265 

p 


8610060096 

50-265 

p 


8610060103* 

50-265 

p 


8610060103* 

50-265 

p 


8610060260 

50-373 

F 


8610060260 

50-373 

F 


8610060279 

50-454 

Q 


8610060431 

50-456 

G 


8610060431 

50-456 

G 


8610060452 

50-456 

G 


8610060452 

50-456 

G 


8610060453 

50-373 

s 


8610060495 

50-456 

T 


8610060495 

50-456 

T 


8610060519 

50-295 

P 


8610060550 

50-295 

F 


8610060606 

50-456 

s 


8610070015 

50-456 

A 


8610070015 

50-456 

A 


8610070028 

50-456 

A 


8610070079 

50-454 

F 


8610070079 

50-454 

F 


8610070079 

50-454 

F 


8610070079 

50-454 

F 


8610070125 

60-456 

A 


8610070125 

50-456 

A 


8610070176 

NUREG 



AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 

8610070249 50-454 

8610070249 50-454 

8610080099 50-456 

8610080173 50-456 

8610080187 50-456 

8610080187 50-456 

8610080211 50-456 

8610090039 50-237 

8610090062 50-265 

8610090080 50-304 

8610090188 50-373 

8610090200 50-373 

8610090222 50-374 

8610090302 50-254 

8610090338 50-454 

8610090338 50-454 

8610090338 50-454 

8610090338 50-454 

8610090375 50-454 

8610090375 50-454 

8610090380 50-249 

8610090385 50-456 

8610090385 50-456 

8610090481 50-254 

8610090481 50-254 


8610090501 

50-456 

8610100040 

50-456 

8610100040 

50-456 

8610100077 

50-249 

8610100399 

50-295 

8610100435 

50-295 

8610100442 

50-249 

8610100534 

50-295 

8610100537 

50-295 

8610100580 

50-456 

8610100580 

50-456 

8610100584* 

50-456 

8610100595 

50-373 

8610100595 

50-373 

8610100620 

50-455 

8610100786 

50-456 

8610140127 

50-456 

8610140127 

50-456 

8610140131 

50-456 

8610140213 

50-295 

8610140296 

50-456 

8610150035 

50-254 

8610150035 

50-254 

8610150145 

50-456 

8610150145 

50-456 

8610150148 

50-456 

8810150210 

50-373 

8610150210 

50-373 

8610150384 

50-456 

8610150384 

50-456 

8610150386 

50-456 

8610150386 

50-456 

8610160013 

50-295 

8610160057 

50-295 

8610160100 

50-456 

8610160124 

50-454 

8610160124 

50-454 

8610160124 

50-454 

8610160124 

50-454 

8610160185 

50-454 

8610160225 

50-455 

8610160303 

50-455 

8610160376 

50-454 

8610160459 

50-456 

8610160459 

50-456 

8610160471 

50-373 

8610170047 

50-373 

8610170056 

50-265 

8610170071 

50-456 

8610170096 

50-455 

8610170099 

50-454 

8610170099 

50-454 

8610170106 

50-455 

8610170118 

50-237 

8610170119 

50-237 

8610170143 

50-456 

8610170172 

50-237 

8610170172 

50-237 

86101702S1 

50-456 

8610170231 

50-456 

8610200068 

6610200068 

8610200075 

8610200075 


.,:60-254 
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CORPORATE SOURCE INDEX 405 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8610200278 

50-373 

S 


8610280061* 

50-295 

8610200347 

50-454 

P 


8610280061* 

50-295 

8610200347 

50-454 

P 


8610280073 

50-454 

8610200347 

50-454 

P 


8610280080 

50-304 

8610200347 

50-454 

P 


8610280083* 

50-454 

8610200347 

50-454 

P 


8610280087 

50-249 

8610200385 

50-295 

S 


8610280098 

50-456 

8610200430 

50-254 

R 


8610280103 

50-456 

8610200433 

50-373 

F 


8610280106 

50-374 

8610210009 

50-254 

R 


8610280168 

50-456 

8610210054 

50-454 

F 


8610280168 

50-456 

8610210054 

50-454 

F 


8610280199 

50-304 

8610210111 

50-237 

S 


8610280288 

50-374 

8610210230 

50-456 

T 


8610280332 

50-249 

8610210230 

50-456 

T 


8610280333 

50-456 

8610210255 

50-456 

F 


8610280333 

50*456 

8610210255 

50-456 

F 


8610280574 

50-249 

8610210285 

50-456 

F 


8610280580 

50-373 

8610210285 

50-456 

F 


8610280580 

50-373 

8610210297 

50-10 

F 


8610290065 

50-374 

8610210297 

50-10 

F 


8610290071* 

50-374 

8610210297 

50-10 

F 


8610290336 

50-373 

8610210324 

50-454 

R 


8610290347 

50-373 

8610210472 

50-10 

F 


8610290364 

50-295 

8610210496 

50-10 

F 


8610290364 

50-295 

8610210496 

50-10 

F 


8610290369* 

50-295 

8610210496 

50-10 

F 


8610290369* 

50-295 

8610220026 

50-455 

Q 


8610290372* 

50-295 

8610220046 

50-295 

R 


8610300103 

50-295 

8610220081 

50-456 

A 


8610300103 

50-295 

8610220081 

50-456 

A 


8610300107* 

50-295 

8610220110 

50-373 

P 


8610300107* 

50-295 

8610220110 

50-373 

P 


8610300202 

50-237 

8610220114 

50-373 

F 


8610300202 

50-237 

8610220114 

50-373 

F 


8610300214 

50-456 

8610220203 

50-454 

E 


8610300272 

50-10 

8610220203 

50-454 

E 


8610300272 

50-10 

8610220307 

50-456 

T 


8610300272 

50-10 

8610220307 

50-456 

T 


8610300332 

50-295 

8610230028 

50-454 

S 


8610310137 

50-454 

8610230036 

50-374 

s 


8610310268 

PR 

8610230039 

50-374 

s 


8610310285 

50-254 

8610230053 

50-373 

s 

Computer Engineering Assoclates.lnc. 

8610060778* 

CONTRACT 

8610230221 

50-373 

s 

Computer Interference Elimination, Inc. 

8610170124* 

50-443 

8610230241 

50-373 

s 

Comstock Engineering, Inc. 

8610240189* 

50-456 

8610240069 

50-456 

T 


8610300139* 

50-456 

8610240077* 

50-456 

T 

Concerned Citizens Communications 

8610100283 

FOIA 

8610240077* 

50-456 

T 

Concerned Citizens of Geauga County, OH 

8610240110 

PR 

8610240085* 

50-456 

T 

Conference of Federal Environmental 

8610030121* 

COMMISSIO 

8610240085* 

50-456 

T 

Engineers 



8610240136 

50-456 

A 

Conneaut, OH 

8610300163 

50-440 

8610240136 

50-456 

A 

Connecticut Yankee Atomic Power Co. 

8610020030 

50-213 . 

8610240142* 

50-456 

A 


8610020097 

50-213 

8610240142* 

50-456 

A 


8610020415 

50-213 

8610240146* 

50-456 

T 


8610020423 

50-213 

8610240146* 

50-456 

T 


8610020498 

60-213 

8610240321 

50-454 

S 


8610020516 

PR 

8610240336 

50-454 

S 


8610060372 

50-213 

8610240337 

50-454 

F 


8610060380 

50-213 

8610240337 

50-454 

F 


8610060812 

50-213 

8610240344 

50-454 

S 


8610060934 

50-213 

8610240348 

70-2972 



8610070191 

50-213 

8610240357 

50-454 

S 


8610070441 

50-213 

8610240363 

70-3000 



8610080134 

50-213 

8610240402 

50-249 

s 


8610080283 

50-213 

8610270146 

50-454 

s 


8610090108 

50-213 

8610270153 

50-454 

s 


8610100126 

50-213 

8610270168 

50-456 

A 


8610100601 

50-213 

8610270179 

50-373 

F 


8610140006 

50-213 

8610270179 

50-373 

F 


8610140076 

50-213 

8610270190 

50-373 

F 


8610140109 

50-213 

8610270190 

50-373 

F 


8610140113* 

50-213 

8610270283 

50-373 

S 


8610140119* 

50-213 

8610270348 

50-295 

F 


8610140407 

50-213 

8610270364 

50-456 

F 


8610140415 

50-213 

8610270424 

50-374 

P 


8610150342 

50-213 

8610270430 

50-455 

Q 


8610160197 

50-213 

8610270449 

50-373 

P 


8610160326 

50-213 

8610270454 

50-295 

P 


8610160328 

50-213 

8610270454 

50-295 

P 


8610170045 

50-213 

8610270463* 

50-295 

P 


8610170055 

PR 

8610270463* 

50-295 

P 


8610210124 

50-213 

8610270469 

50-373 

P 


8610210300 

50-213 

8610270471* 

50-373 

P 


8610220069 

50-213 

8610280008 

50-373 

P 


8610220091 

50-213 

8610280011* 

50-373 

P 


8610240267 

50-213 

8610280011* 

50-373 

P 


8610240283 

50-213 

8610280029 

50-295 

P 


8610240423 

50-213 

8610280029 

50-295 

P 


8610240427 

50-213 


a.a.a.coa. cl<<cou. ulcocoolo. q-coclolo. a.o>o.Q.Q. a.o.D.o.a. a.a.u.u.-3 u-llu-U-u. o <^- H z IOO-Clcl o. 0.0.0. o.Q.“9Q.a. cooOQ-O ocararo-O a.Q.a.a.> coo-o-o. 11.0.0.0. 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


:)nnecticut. State of 
nner & Wetterhahn 


over & Associates, Inc. 
ervatlon Council of North Carolina 
olldated Edison Co. of New York, Inc 


•umers Organized for Defense of 
ironmental Safety 

iUmers Power Co. 


; ntrol Product Corp. 

. orporate Consulting & Development Co, 


Covington & Burling 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8610240433 

50-213 

P 

8610240436 

50-213 

P 

8610270101 

50-213 

P 

8610280239 

50-213 

P 

8610280398 

50-213 

S 

8610280560 

50-213 

P 

8610310201 

50-213 

Q 

8610240324 

PR 


8610060660 

50-352 

G 

8610100058 

50-352 

G 

8610220254 

50-352 

G 

8610220254 

50-352 

G 

8610220256 

50-352 

T 

8610220256 

50-352 

T 

8610220340 

27-39 


8610220345* 

27-39 


8610060881 

50-412 

J 

8610080277 

50-400 

G 

8610080166 

50-3 

F 

8610140105 

50-3 

F 

8610140136 

50-247 

R 

8610160245 

50-3 

F 

8610200086 

50-247 

P 

8610200194 

50-3 

F 

8610210315 

50-247 

S 

8610220134 

50-247 

S 

8610270328 

50-247 

S 

8610290293 

50-247 

P 

8610300100 

50-3 

F 

8610080285 

50-275 

G 

8610080285 

50-275 

G 

8610080294* 

50-275 

G 

8610080294* 

50-275 

G 

8610280359 

50-275 

G 

8610010324 

50-255 

F 

8610060016 

50-255 

S 

8610060433 

50-155 

P 

8610060689 

50-255 

S 

8610060696 

50-255 

S 

8610070433 

PR 


8610090045 

50-255 

P 

8610090054* 

50-255 

P 

8610090056* 

50-255 

P 

8610090292 

50-255 

Q 

8610100045 

50-255 

Q 

8610100167 

50-155 

R 

8610100251 

50-255 

F 

8610100257 

50-255 

F 

8610100525 

50-155 

S 

8610100535 

50-255 

Q 

8610140298 

50-155 

P 

8610150366 

50-155 

P 

8610150372* 

50-155 

P 

8610160385 

50-155 

P 

8610160387 

50-155 

P 

8610170066 

60-155 

P 

8610200061 

50-255 

R 

8610200370 

50-329 

A 

8610200370 

50-329 

A 

8610200372* 

50-329 

A 

8610200372* 

50-329 

A 

8610200411 

50-155 

Q 

8610210080 

50-155 

F 

8610210359 

50-255 

F 

8610210363 

50-255 

F 

8610210435 

50-255 

F 

8610220390 

50-255 

F 

8610220397 

50-255 

F 

8610220410 

50-255 

F 

8610220416 

50-255 

F 

8610230128 

50-255 

F 

8610240029 

50-255 

F 

8610240057 

50-255 

F 

8610240118 

50-255 

F 

8610240367 

50-255 

F 

8610270452 

50-255 

P 

8610270456* 

50-255 

P 

8610270460* 

50-255 

P 

8610290342 

50-155 

F 

8610290353 

50-155 

F 

8610300414 

PR 


8610020175 

QA999 


8610060258* 

50-445 

A 

8610060258* 

50-445 

A 

8610060263* 

50-445 

A 

8610060263* 

50-445 

A 

8610220318 

40-8027 



AUTHOR AFFILIATION 


Creare, Inc. 

Cummings, W.B. 

Dalryland Power Cooperative 


Delian Corp. 
Detroit Edison Co. 


Doc-Search Associates 

Dow Chemical Co. 

Drexel Univ., Philadelphia, PA 

Duke Power Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8610240075 

40-2061 

8610240120 

PR 

8610280139 

40-2061 

8610290349 

40-8027 

8610290355* 

40-8027 

8610170303* 

CONTRACT 

8610280118* 

FOIA 

8610280129* 

FOIA 

8610140246 

50-409 

8610140286* 

50-409 

8610160107 

50-409 

8610160137 

50-409 

8610160142 

50-409 

8610170092 

50-409 

8610210092 

50-409 

8610220077 

50-409 

8610220139 

50-409 

8610240044 

50-409 

8610290243 

50-409 

8610300314 

50-409 

8610060208* 

PR 

8610010600 

50-341 

8610020213 

50-341 

8610070214 

50-341 

8610080130 

50-341 

8610080172 

PR 

8610080316* 

50-341 

8610090048 

50-341 

8610090141 

50-341 

8610090155 

50-341 

8610090186 

50-341 

8610090191* 

50-341 

8610090206 

50-341 

8610090221 

50-341 

8610090293 

50-341 

8610100191* 

50-341 

8610100524 

50-341 

8610100641 

50-341 

8610140145 

50-341 

8610140377 

50-341 

8610150090 

50-341 

8610150228 

50-341 

8610160068 

50-341 

8610160077 

50-341 

8610160229 

50-341 

8610170292 

50-341 

8610200062 

50-341 

8610200153 

50-341 

8610200155 

50-341 

8610210097 

50-341 

8610210488 

50-341 

8610220044* 

50-341 

8610220045* 

50-341 

8610220049* 

50-341 

8610220052* 

50-341 

8610220177 

50-341 

8610220180* 

50-341 

8610220404 

50-341 

8610270040 

50-341 

8610270043 

50-341 

8610280583 

50-341 

8610280588* 

50-341 

8610290150 

50-341 

8610310064 

50-341 

8610310237 

50-341 

8610310256 

50-341 

8610030494 

50-250 

8610100329 

50-461 

8610240033 

50-25 

8610140291* 

50-528 

8610010093 

50-369 

8610010149 

50-413 

8610010236 

50-370 

8610010247 

50-369 

8610010393 

50-369 

8610010424 

50-413 

8610010430 

50-413 

8610020027 

50-413 

8610030182 

50-370 

8610030468 

50-413 

8610030468 

50-413 

8610030472* 

50-413 

8610030472* 

50-413 

8610030546 

50-369 

8610060011 

50-369 

8610060014* 

50-369 

8610060014* 

50-369 

8610060216 

50-413 

8610060216 

50-413 - 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8610060614 

50-414 

S 


8610210167* 

50-269 

p 


8610060627 

50-413 

S 


8610210364 

50-413 



8610060649 

50-413 

S 


8610210423 

50-269 



8610060653 

50-413 

S 


8610210423 

50-269 



8610060709 

50-370 

S 


8610210423 

50-269 



8610060741 

50-413 

R 


8610210432* 

50-269 

F 


8610060756* 

50-413 

R 


8610210432* 

50-269 

P 


8610060756* 

50-413 

R 


8610210432* 

50-269 

P 


8610070171 

50-413 

F 


8610210487 

50-413 

S 


8610070171 

50-413 

F 


8610220056 

50-413 

P 


8610070433 

PR 



8610220249 

50-413 

R 


8610080072 

50-370 

P 


8610220249 

50-413 

R 


8610080140 

50-269 

Q 


8610220263 

50-369 

R 


8610080140 

50-269 

Q 


8610220268* 

50-369 

R 


8610080140 

50-269 

Q 


8610220298* 

50-369 

R 


8610080159 

50-269 

P 


8610220298* 

50-369 

R 


8610080159 

50-269 

P 


8610230153 

50-269 

P 


8610080159 

50-269 

P 


8610230156 

50-269 

R 


8610080161* 

50-269 

P 


8610230156 

50-269 

R 


8610080161* 

50-269 

P 


8610230156 

50-269 

R 


8610080161* 

50-269 

P 


8610230228* 

50*424 

E 


8610080169 

50-369 

P 


8610240338 

50-369 

P 


8610080471 

50-269 

P 


8610240338 

50-369 

P 


8610090057 

50-413 

S 


8610240351* 

50-369 

P 


8610090058 

50-370 

P 


8610240351* 

50-369 

P 


8610090075* 

50-370 

P 


8610240393 

50-287 

S 


8610090082 

50-270 

Q 


8610240396 

50-413 

Q 


8610090082 

50-270 

Q 


8610270077 

50-269 

P 


8610090114 

50-370 

S 


8610270077 

50-269 

P 


8610090298 

50-269 

Q 


8610270077 

50-269 

P 


8610090298 

50-269 

Q 


8610270091* 

50-269 

P 


8610090298 

50-269 

Q 


8610270133 

50-413 

P 


8610090421 

50-269 

P 


8610270133 

50-413 

P 


8610090421 

50-269 

P 


8610270149 

50-413 

Q 


8610090436* 

50-269 

P 


8610270149 

50-413 

Q 


8610090447* 

50-269 

P 


8610270183 

50-369 

P 


8610090447* 

50-269 

P 


8610270199 

50-370 

S 


8610100112 

50-414 

S 


8610270206 

50-413 

S 


8610100259 

50-369 

P 


8610270225 

50-269 

P 


8610100259 

50-369 

P 


8610270259 

50-413 

F 


8610100259 

50-369 

P 


8610270267* 

50-413 

F 


8610100259 

50-369 

P 


8610270355 

50-269 

P 


8610100259 

50-369 

P 


8610270355 

50-269 

P 


8610100267* 

50-369 

P 


8610270396 

50-414 

Q 


8610100274* 

50-369 

P 


8610270438 

50-413 

R 


8610100476 

50-269 

s 


8610280066 

50-369 

R 


8610100654 

50-269 

p 


8610280124 

50-414 

S 


8610100654 

50-269 

p 


8610280130 

50-413 

S 


8610100654 

50-269 

p 


8610280130 

50-413 

S 


8610100654 

50-269 

p 


8610280227 

50-369 

R 


8610100654 

50-269 

p 


8610280230 

50-413 

R 


8610100654 

50-269 

p 


8610280236* 

50-413 

R 


8610100654 

50-269 

p 


8610280236* 

50-413 

R 


8610100654 

50-269 

p 


8610280237* 

50-413 

R 


8610100654 

50-269 

p 


8610280302* 

50-369 

R 


8610100691 

50-413 

s 


8610280302* 

50-369 

R 


8610100693 

50-369 

s 


8610280306* 

50-369 

R 


8610100695 

50-269 

p 


8610280311 

50-269 

R 


8610100710 

50-414 

S 


8610280405 

50-413 

R 


8610140010 

50-369 

p 


8610290018 

50-369 

P 


8610140010 

50-369 

p 


8610300307 

50-413 

S 


8610140010 

50-369 

p 


8610300349 

50-413 

s 


8610140010 

50-369 

p 


8610300355 

50-413 

s 


8610140010 

50-369 

p 


8610300363 

50-413 

S 


8610140283 

50-370 

p 


8610300407 

50-413 

s 


8610150018 

50-370 

p 


8610310121 

50-414 

s 


8610160027 

50-269 

Q 


8610310126 

50-269 

F 


8610160027 

50-269 

Q 


8610310245 

50-269 

P 


8610160027 

50-269 

Q 


8610310245 

50-269 

P 


8610160049 

50-369 

Q 


8610310245 

50-269 

P 


8610160072 

50-414 

S 

Duquesne Light Co. 

8609250259 

50-412 

A 


8610160421 

50-269 

Q 


8609250271* 

50-412 

A 


8610160428 

50-414 

S 


8610020045 

PR 



8610160433 

50-414 

S 


8610020109 

50-334 

F 


8610170222 

50-369 

H 


8610060517 

50-334 

P 


8610170222 

50-369 

H 


8610060755 

50-334 

R 


8610170222 

50-369 

H 


8610060755 

50-334 

R 


8610200029 

50-369 

S 


8610070221 

50-412 

A 


8610200037 

50-369 

P 


8610070230* 

50-334 

V 


8610200037 

50-369 

P 


8610080115 

PR 



8610200041* 

50-369 

P 


8610090220 

50-412 

A 


8610200041* 

50-369 

P 


8610100102 

50-334 

R 


8610200184 

50-369 

S 


8610100461 

50-334 

S 


8610200296* 

PR 



8610140047 

50-334 

R 


8610210164 

50-269 

P 


8610140408 

50-412 

Q 


8610210164 

50-269 

P 


8610170191 

50-412 

E 


8610210164 

50-269 

P 


8610200095 

50-334 

S 


8610210167* 

50-269 

P 


86102Q0300 

50-412 

S 


8610210167* 

50-269 

P 


8610200359 

50-412 

s 
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AUTHOR AFFILIATION 


EA Engineering, Science & Technology, 
Inc. 

EG&G Idaho, Inc. (subs, of EG&G, Inc.) 


East St. Louis, IL 

Ebasco Services, Inc. (subs, of Enserch 
Corp.) 


Ecology/Alert 
Eddleman, W. 

Edelstein & Payne 

Edison Electric institute 

El Paso Electric Co. 

Electric Power Research Institute 


Employee’s Legal Project 
Enecotech, Inc. 

Enercon Services 


Energy impact Associates 
Energy, Dept, of 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8610200405 

50-334 

V 

8610210188 

50-334 

P 

8610270407 

50-334 

S 

8610280243 

50-334 

P 

8610280587 

50-334 

P 

8610280593* 

50-334 

P 

8610280594* 

50-334 

P 

8610290139 

50-412 

E 

8610290232 

50-334 

Q 

8610300168 

50-334 

P 

8610310213 

50-334 

Q 

8610290337* 

50-289 

R 

8606110136* 

50-266 

P 

8609240175* 

50-344 

P 

8610100402* 

50-461 

P 

8610150261* 

50-440 

P 

8610200058* 

50-313 

P 

8610280309 

NUREG 


8610280319 

NUREG 


8610280322 

NUREG 


8610300289* 

50-298 

P 

8610310162 

NUREG 


8610170268* 

40-8760 


8610060084* 

50-445 

A 

8610060084* 

50-445 

A 

8610060243* 

50-445 

A 

8610060243* 

50-445 

A 

8610060277* 

50-445 

A 

8610060308* 

50-445 

A 

8610060405* 

CONTRACT 


8610070205* 

50-445 

A 

8610070216* 

50-445 

A 

8610200312* 

PR 


8610300377* 

CONTRACT 


8610210100 

PR 


8610080277 

50-400 

G 

8610270118 

50-400 

G 

8610280374 

50-400 

A 

8610200306* 

PR 


8610240113 

PR 


8610270067* 

50-529 

1 

8506170610* 

FOIA 


8610160262 

PR 


8610240412* 

TOPREP 


8610290432* 

CONTRACT 


8610160313 

50-443 

A 

8610300032* 

40-8681 


8610070144* 

TOPREP 


8610070461* 

TOPREP 


8610240407* 

40-7455 


8610010020 

WASTE MGT 


8610010024 

WASTE MGT 


8610010027 

WASTE MGT 


8610010043 

WASTE MGT 


8610010051* 

WASTE MGT 


8610010052 

WASTE MGT 


8610010067 

WASTE MGT 


8610010074* 

WASTE MGT 


8610010107 

WASTE MGT 


8610010114 

WASTE MGT 


8610010182 

WASTE MGT 


8610140011 

WASTE MGT 


8610140018 

WASTE MGT 


8610140022* 

WASTE MGT 


8610140025 

WASTE MGT 


8610140027* 

WASTE MGT 


8610140033* 

WASTE MGT 


8610140035 

WASTE MGT 


8610140073 

WASTE MGT 


8610140075* 

WASTE MGT 


8610140082 

WASTE MGT 


8610140150 

WASTE MGT 


8610140182 

WASTE MGT 


8610140218 

WASTE MGT 


8610150140 

WASTE MGT 


8610150154 

WASTE MGT 


8610150156 

WASTE MGT 


8610150206 

WASTE MGT 


8610150211 

WASTE MGT 


8610150321 

WASTE MGT 


8610150334 

WASTE MGT 


8610150373 

WASTE MGT 


8610150459 

WASTE MGT 


8610220276 

WASTE MGT 


86102203Q1 

WASTE MGT 


8610220308 

WASTE MGT 


8610220316* 

WASTE MGT 



AUTHOR AFFILIATION 


Energy, Dept, of, Idaho Operations Offic 


Engineering & Economics Research, Inc. 
Engineering Science & Analysis 
Engineers International, Inc. 

Environmental Action of Tulsa 
Environmental Action. Inc. 

Environmental Defense Fund 
Environmental Protection Agency 
Environmental Task Force 

Environmental Whistleblower Clinic 

Epting & Hackney 

European Communities. Commission of 


Evaluation Research Corp. 


Everest Minerals Corp. 
Exxon Corp. 


Exxon Nuclear Co., Inc. (subs, of Exxon 
Corp.) 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8610220427 

WASTE MGT 


8610230155 

40-6500 


8610230158* 

40-6500 


8610230159 

WASTE MGT 


8610230162 

WASTE MGT 


8610230178 

WASTE MGT 


8610240104 

WASTE MGT 


8610290002 

WASTE MGT 


8610290063 

WASTE MGT 


8610290069* 

WASTE MGT 


8610290086 

WASTE MGT 


8610290100 

WASTE MGT 


8610290113 

WASTE MGT 


8610290126 

WASTE MGT 


8610290174 

WASTE MGT 


8610290199 

WASTE MGT 


8610300095 

WASTE MGT 


8610300204 

WASTE MGT 


8610300232 

WASTE MGT 


8610300261 

WASTE MGT 


8610310003 

WASTE MGT 


8610310006* 

WASTE MGT 


8610310007* 

WASTE MGT 


8610230242 

PROJ 


8610230252* 

PROJ 


8610240385 

PROJ 


8610240388* 

PROJ 


8610100170* 

CONTRACT 


8610070423* 

CONTRACT 


8610240005 

WASTE RES 


8610200119 

40-8027 


8610210212 

40-8027 


8610100785 

PR 


8610280024 

50-133 

D 

8610200418 

40-8027 


8610080205 

50-445 

E 

8610220155 

FOIA 


8610270118 

50-400 

G 

8610100712 

XPORTLIC 


8610160060 

XPORTLIC 


8610090131* 

50-445 

A 

8610270264* 

50-445 

A 

8610270264* 

50-445 

A 

8610270272* 

50-445 

A 

8610270272* 

50-445 

A 

8610270284* 

50-445 

A 

8610270300* 

50-445 

A 

8610270300* 

50-445 

A 

8610270304* 

50-445 

A 

8610270304* 

50-446 

A 

8610270312* 

50-445 

A 

8610270319* 

50-445 

A 

8610270319* 

50-445 

A 

8610270327* 

50-445 

A 

8610270327* 

50-445 

A 

8610270330* 

50-445 

A 

8610270330* 

50-445 

A 

8610270335* 

50-445 

A 

8610270335* 

50-445 

A 

8610270344* 

50-445 

A 

8610270344* 

50-445 

A 

8610270346* 

50-445 

A 

8610270352* 

50-445 

A 

8610270354* 

50-445 

A 

8610270361* 

50-445 

A 

8610270363* 

50-445 

A 

8610270365* 

50-445 

A 

8610270372* 

50-445 

A 

8610270372* 

50-445 

A 

8610270379* 

50-445 

A 

8610270385* 

50-445 

A 

8610270391* 

50-445 

A 

8610270391* 

50-445 

A 

8610270393* 

50-445 

A 

8610270393* 

50-445 

A 

8610270399* 

50-445 

A 

8610270399* 

50-445 

A 

8610030543 

40-8857 


8609030277 

40-8102 


8609030280* 

40-8102 


8610060170 

40-8064 


8610060316 

40-8064 


8610070133 

40-8102 


8610090245* 

70-1257 


8610090303 

TOPREP 


8610100021 

TOPREP 


8610100024* 

TOPREP 


8610100634 

TOPREP 




CORPORATE SOURCE INDEX 409 


AUTHOR AFFIUATION 


Factory Mutual Research Corp. 

Federal Emergency Management Agency 


Florida Power & Light Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8610100650* 

TOPREP 


8610100664* 

TOPREP 


8610100674* 

TOPREP 


8610100686* 

TOPREP 


8610210259* 

50-261 

P 

8610210261* 

50-261 

P 

8610230176 

TOPREP 


8610270121 

TOPREP 


8610310089 

TOPREP 


8610070117* 

TOPREP 


8610080023* 

TOPREP 


8610010242 

50-424 

F 

8610010251* 

50-424 

F 

8610060320 

50-3 

F 

8610060334 

50-424 

F 

8610060347* 

50-424 

F 

8610060509 

50-424 

A 

8610100589 

50-3 

F 

8610100593* 

50-3 

F 

8610140329 

50-322 

G 

8610170238 

50-298 

F 

8610210052 

50-483 

F 

8610210057* 

50-483 

F 

8610210180 

50-250 

F 

8610210180 

50-250 

F 

8610210184* 

50-250 

F 

8610210184* 

50-250 

F 

8610210242 

ORG 


8610240265 

50-206 

F 

8610240265 

60-206 

F 

8610240290 

50-373 

F 

8610240314 

NUREG 


8610270097 

50-3 

F 

8610270097 

50-3 

F 

8610270351 

50-346 

F 

8610280104 

50-373 

F 

8610280154* 

50-373 

F 

8610280188 

50-315 

F 

8610280215* 

50-315 

F 

8610300249 

50-322 

G 

8610300252* 

50-322 

G 

8610010220 

50-335 

R 

8610010225* 

50-335 

R 

8610010225* 

50-335 

R 

8610010227 

50-250 

S 

8610010562 

50-335 

S 

8610020010 

50-250 

Q 

8610070304 

50-302 

P 

8610070311* 

50-302 

P 

8610080115 

PR 


8610090023 

50-335 

V 

8610090023 

50-335 

V 

8610090050 

50-250 

Q 

8610090166 

50-250 

P 

8610090342 

50-335 

P 

8610100242 

50-250 

R 

8610100280* 

50-250 

R 

8610100323* 

50-250 

R 

8610100323* 

50-250 

R 

8610100387 

50-250 

P 

8610100426 

50-389 

P 

8610100667 

50-335 

P 

8610140042 

50-250 

P 

8610140042 

50-250 

P 

8610140046* 

50-250 

P 

8610140046* 

60-250 

P 

8610140381 

50-250 

V 

8610150038 

50-251 

S 

8610150040 

50-251 

S 

8610150401 

50-335 

P 

8610150436 

50-335 

P 

8610170112 

50-335 

P 

8610170115* 

50-335 

P 

6610200032 

50-251 

s 

8610200234 

50-389 

s 

8610200399 

50-389 

P 

8610210197* 

50-335 

Q 

8610210197* 

50-335 

Q 

8610220076 

50-250 

Q 

8610220076 

50-250 

Q 

8610220182 

50-251 

S 

8610220361 

50-250 

Q 

8610220361 

50-250 

Q 

8610240008 

50-389 

P 

8610240309 

50-250 

P 

8610240309 

50-250 

P 

8610240826* 

50-250 

P 

8610240326* 

50-250 

P 

8610240386 

50-250 

P 


AUTHOR AFFILIATION 


Florida Power Corp. (subs, of Florida 
Progress Corp.) 


Florida. Univ. of. Gainesville. FL 
Foxboro Corp. 

Fulbright, Crookert A Jaworskl 
Future Resources Assodates. Inc. 

GA Technologies. Inc./Qeneral Atomic Co. 

General Accounting Office 
General Electric Co. 


ACCESSION 


SUBJECT 


NUMBER 

CATEGOI 

8610240390 

50-250 

8610240417 

50-250 

8610240420 

50-335 

8610270143 

50-335 

8610270275 

50-250 

8610270275 

50-250 

8610270320 

50-250 

8610270320 

50-250 

8610270331* 

50-250 

8610270331* 

50-250 

8610270334 

50-389 

8610270339 

50-250 

8610270343 

50-250 

8610270343 

50-250 

8610270369 

50-335 

8610270369 

50-335 

8610270392 

50-251 

8610270455 

50-250 

8610280044 

50-335 

8610280061* 

50-335 

8610280065 

50-250 

8610280065 

50-250 

8610280091* 

50-250 

8610280186 

50-335 

8610280186 

50-335 

8610280231 

50-250 

8610280249* 

50-250 

8610280249* 

50-250 

8610280317 

50-335 

8610280317 

50-335 

8610260403 

50-335 

8610280550 

50-250 

8610010217 

50-302 

8610060641 

50-302 

8610070433 

PR 

8610080074 

50-302 

8610090117 

50-302 

8610090129 

50-302 

8610090138 

50-302 

8610090153 

50-302 

8610090320 

50-302 

8610100247 

50-302 

8610150160 

50-302 

8610150162 

50-302 

8610150336 

50-302 

8610160152 

50-302 

8610170304 

50-302 

8610200254 

50-302 

8610200387 

50-302 

8610200428 

50-302 

8610210137 

50-302 

8610210143* 

50-302 

8610230227 

50-302 

8610230229* 

50-302 

8610240201 

50-302 

8610240330 

50-320 

8610270042 

50-302 

8610270154* 

50-302 

8610280136 

50-302 

8610280138 

50-302 

8610280142* 

50-302 

8610280160 

50-302 

8610290019 

50-302 

8610290051 

50-302 

8610300336 

50-302 

8610060634 

70-27 

8610170039 

PT21 

8610220085 

50-445 

8610200386* 

CONTRACT 

8609120322 

50-163 

8610240117 

70-734 

8610060947* 

FOIA 

8610060110* 

50-265 

8610060112* 

50-265 

8610060119* 

50-265 

8610070497 

70-1113 

8610090265 

TOPREP 

8610090364 

TOPREP 

8610100583* 

50-461 

8610170100 

TOPREP 

8610210126* 

CONTRACT 

8610240115 

70-698 

8610240161 

TOPREP 

8610240198 

TOPREP 

8610240200* 

TOPREP 

8610280553 

50-73 

8610300244* 

TOPREP 

8610300319* 

50-10 
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410 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


General Nuclear Systems, Inc. 
General Physics Corp. 

General Public Utilities Corp. < GPU 
Service Corp. 


General Scientific Corp. 


General Services Administration 
Geneva, OH 

Geochemistry & Environmental Chemistry 
Research, Inc. 

Georgia Power Co. 


8610270028 

PROJ 


8610100718 

50-320 

T 

8610200312* 

PR 


8610010329 

50-255 

F 

8610010332 

50-255 

F 

8610010336 

50-255 

F 

8610010339 

50-255 

F 

8610010497 

50-219 

R 

8610020084 

50-320 

S 

8610060033 

50-320 

P 

8610060376 

50-320 

P 

8610060441 

50-320 

F 

8610060531 

50-289 

S 

8610060532 

50-289 

F 

8610070029 

50-219 

P 

8610070231 

50-219 

Q 

8610070348 

50-320 

F 

8610080010 

PR 


8610080317 

50-289 

F 

8610080343 

50-320 

P 

8610080346* 

50-320 

P 

8610080477 

PR 


8610090084 

50-219 

F 

8610090212 

NUREG 


8610090225 

50-320 

Q 

8610090454 

50-289 

P 

8610090458* 

50-289 

P 

8610090516 

60-219 

S 

8610100119 

50-289 

P 

8610100216 

50-219 

P 

8610100241 

50-219 

R 

8610100264 

50-289 

F 

8610100718 

50-320 

T 

8610100722* 

50-320 

T 

8610140410 

50-320 

P 

8610150005 

50-219 

P 

8610150007* 

50-219 

P 

8610150033 

50-289 

P 

8610150165 

50-320 

F 

8610160096 

50-289 

S 

8610160321 

50-219 

F 

8610170208 

50-320 

P 

8610170267 

50-219 

R 

8610200006 

50-289 

P 

8610200018 

50-219 

S 

8610200091 

50-289 

G 

8610200328 

50-219 

P 

8610200391 

50-289 

R 

8610200428 

50-219 

F 

8610210023 

PR 


8610210176 

50-320 

R 

8610210187 

50-289 

F 

8610210273 

50-289 

F 

8610210282 

50-219 

P 

8610210282 

50-219 

P 

8610210335 

50-320 

F 

8610220008 

50-289 

P 

8610230143 

50-320 

Q 

8610230148 

50-219 

P 

8610230160 

50-320 

P 

8610230164 

50-289 

P 

8610230226 

50-219 

S 

8610230240 

50-219 

S 

8610240013 

50-219 

S 

8610240034 

PR 


8610280035 

50-289 

P 

8610280048 

50-289 

Q 

8610280096 

50-219 

S 

8610290010 

50-219 

F 

8610290248 

50-320 

Q 

8610290331 

50-289 

R 

8610300250 

50-219 

P 

8610300254* 

50-219 

P 

8610300256* 

50-219 

P 

8610300353 

50-289 

P 

8610310107 

50-289 

Q 

8610310255 

50-289 

F 

8610070479* 

CONTRACT 


8610070482* 

CONTRACT 


8610090196* 

CONTRACT 


8610280271* 

CONTRACT 


8610080345 

50-440 

G 

8610010032 

WASTE MGT 


8610010106 

50-424 

Q 

8610020017 

50-424 

K 

8610020021* 

50-424 

K 

8610020021* 

50-424 

K 


8610020437 

50-424 

8610020437 

50-424 

8610030073 

50-321 

8610030432 

50-424 

8610060670 

50-424 

8610060670 

50-424 

8610070124 

50-424 

8610070451* 

50-424 

8610070470 

50-424 

8610070470 

50-424 

8610080001 

50-424 

8610080001 

50-424 

8610080056 

50-321 

8610080100 

50-424 

8610080100 

50-424 

8610080115 

PR 

8610080172 

PR 

8610080233 

PR 

8610090099 

50-424 

8610090099 

50-424 

8610090142 

50-424 

8610090174 

50-321 

8610090184 

50-321 

8610090189 

50-366 

8610090356 

50-366 

8610090442 

50-321 

8610090471 

50-424 

8610090471 

50-424 

8610100002 

50-366 

8610100046 

50-321 

8610100046 

50-321 

8610100072 

50-321 

8610100179 

50-424 

8610100179 

50-424 

8610100210 

50-424 

8610100210 

50-424 

8610140028 

50-424 

8610140028 

50-424 

8610140100 

50-321 

8610140284 

50-321 

8610140284 

50-321 

8610140299 

50-424 

8610140299 

50-424 

8610140356 

50-424 

8610140356 

50-424 

8610150086 

50-424 

8610150087 

50-424 

8610150114 

50-366 

8610150132 

50-321 

8610150163 

50-366 

8610160080 

50-424 

8610160080 

50-424 

8610160236 

50-366 

8610160252 

50-321 

8610160354 

50-424 

8610160397 

50-424 

8610160397 

50-424 

8610170050 

50-424 

8610170050 

50-424 

8610210094 

50-424 

8610210094 

50-424 

8610210213 

50-424 

8610220074 

50-321 

8610220074 

50-321 

8610220075 

50-424 

8610220075 

50-424 

8610220100 

50-321 

8610220100 

50-321 

8610220112 

50-366 

8610220146 

50-424 

8610220146 

50-424 

8610220150 

50-424 

8610220150 

50-424 

8610220225 

50-424 

8610220225 

50-424 

8610220435 

50-424 

8610220435 

50-424 

8610230217 

50-424 

8610230217 

50-424 

8610230235 

50-424 

861Q230235 

50-424 

8610230265 

50-321 

8610230265 

50-321 

8610240030 

50-321 

8610240032 

50-321 

86102^94 

50-424 

8610240130 

50-424 

8610240130 

50-424 

8610240151 

50-424 
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CORPORATE SOURCE INDEX 411 


AUTHOR AFFILIATION 


Georgians Against Nuclear Energy 


Geoscience, Ltd. 
Geotechnical Engineers, Inc. 


Gibbs & Hill. Inc. (subs, of Dravo Corp, 
Gilbert/Commonwealth, Inc. (formerly 
Gilbert Associates, IncO 
Golden Gate Forge & Flange. Inc. 

Government Accountability Project 


Graterford Inmates 
Green. Hennings & Henry 
Gregory. M. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610240151 

8610240238 

8610240255 

8610240275 

8610240275 

8610240366 

8610240366 

8610270185 

8610270185 

8610270289 

8610270289 

8610270444 

8610270444 

8610270461 

8610270461 

8610280175 

8610280175 

8610280202 

8610280202 

8610280202 

8610280202 

8610280247 

8610280251 

8610280251 

8610280278 

8610280348 

8610280416 

8610280455 

8610260555 

8610280558 

8610280558 

8610280586 

8610280586 

8610280689* 

8610290300 

8610310071 

8610310071 

8610310075* 

8610310075* 

8610200122 

8610200122 

8610200124 

8610200124 

8610060392* 

8206100343* 

8206100354* 

8206100354* 

8206100354* 

8206100357* 

8206100357* 

8206100357* 

8610060233* 

8610090506 

8610100457 

8610060077 

8610070165 

8610070178 

8610070306 

8610070325 

8610080205 

8610080279 

8610080323 

8610080331 

8610060331 

8610090110* 

8610090459 

8610100082 

8610100111 

8610100124 

8610100138 

8610100225 

8610100244 

8610100334 

8610150431 

8610150431 

8610210410 

8610220155 

8610220418 

8610280070 

8610280209 

8610280566 

8610300316 

8610300325* 

8610310004 

8610310248 

8610210299 

8610140044* 

8610060440 


50-424 S 

70-3040 

50-366 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 S 

50-424 E 

50-424 E 

50-424 Q 

50-424 Q 

50-424 E 

50-424 E 

50-424 S 

50-424 S 

50-321 P 

50-321 P 

50-321 P 

50-321 P 

50-424 G 

50-424 Q 

50-424 Q 

50-321 F 

50-424 Q 

50-366 S 

50-366 S 

50-321 P 

50-424 E 

50-424 E 

50-424 E 

50-424 E 

50-424 E 

50-424 F 

50-424 K 

50-424 K 

50-424 K 

50-424 K 

50-424 G 

50-424 G 

50-424 G 

50-424 G 

CONTRACT 


A 

A 

A 

A 

A 

A 

A 

S 


Q 


E 

G 

A 

A 

A 


A 

Q 

Q 

Q 

P 

A 

A 

P 

A 


G 

A 

A 

A 


G 

G 


FOIA 

50-329 

50-329 

50-329 

50-329 

50-329 

50-329 

50-445 

50-395 

QA999 

50-445 

FOIA 

FOIA 

FOIA 

FOIA 

50-445 

50-329 

50-445 

50-445 

50-445 

FOIA 

FOIA 

50-445 

50-445 

50-445 

50-341 

40-8027 

50-382 

FOIA 

50-445 

50-445 

50-440 

FOIA 

50-329 

FOIA 

50-528 

FOIA 

60-445 

50-445 

50-496 


FOIA 

50-352 

PR 

50-445 


AUTHOR AFFILIATION 


Grueneich & Lowry 
Gulf States Utilities Co. 


Hampton Falls, NH 
Hampton. NH 

Harmon & Weiss 


Harpersfield Township, OH 
Harza Engineering Co. 

Hatton Corp. of America (formerly Seiko 
Time Corp.) 

Hirt Telecom Co, 

Hopper & Associates. Engineers 

House of Rep. 


House of Rep., Energy & Commerce 


se of Rep., Foreign Affars 
se of Rep., Government Operations 
se of Rep., Interior & Insular Affair 
rton Lighting & Power Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610060446* 

50-445 

8610100080 

50-445 

8610240083 

50-445 

8610240128* 

50-445 

8610270073 

5CM45 

8610020125 

50-275 

8610020166 

5CM5S 

8610030198 

50-458 

8610070535 

50-458 

8610080365 

50-458 

8610080390 

NUREG 

8610090193 

50-458 

8610090322 

50-458 

8610100448 

50-458 

8610100456 

50-458 

8610100462 

50-458 

8610140357 

50-458 

8610150075 

50-458 

8610150380 

PR 

8610160094* 

50458 

8610160223 

50-458 

8610160311 

50-458 

8610160342 

50-458 

8610200218* 

50458 

8610210160 

50458 

8610210237 

50458 

8610210371 

50458 

8610220042 

50458 

8610270287 

50458 

8610270408 

50458 

8610100057 

50-443 

8610100057 

50-443 

8610150113 

50-443 

8610060445 

50-443 

8610060445 

50-443 

8610060483 

50-271 

8610060623 

50-443 

8610060623 

50-443 

8610080005 

50-271 

8610150121 

50-443 

8610210082 

50443 

8610210082 

50-443 

8610210109 

50443 

8610210109 

50443 

8610240072 

PR 

8610240129 

PR 

8610240140* 

PR 

8610300267 

50-443 

8610280252 

50-440 

86100604S9* 

50498 

8407020428* 

FCHA 

8407020430* 

FOIA 

8610060325* 

CONTRACT 

8610220191* 

50-341 

8512120256* 

50-275 

8610030215* 

50-275 

8610060530* 

TOPREP 

8610070436* 

70-135 

8610060203* 

70-364 

8610080379* 

70-135 

8610100185* 

PR 

8610100478* 

50-275 

8610100749 

PR 

8610140304 

50443 

8610200107 

50-443 

861<ffi00237* 

50-443 

8610280176* 

FOIA 

8610280189* 

FOA 

8610280194* 

FOIA 

8610280200* 

50-247 

8610030371* 

50-275 

8610280461* 

50410 

8610140349 

50443 

8610210392* 

CON^SSIO 

8610210473* 

COMMISSiO 

8610220151* 

COMMtSSkD 

8610140104* 

40-8037 

86tG220222* 

50-275 

8610060228 

50498 

8610060235 

50498 

86100602^ 

50498 

8610060273 

50-496 

8810060273 

50498 

8610060383 

50-498 

^10060383 

50498 

8610060388 

50498 

8610060436 

50498 

8610060436 

50498 
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412 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8610060455 

50-498 

E 


8610060256 

70-1396 


8610060455 

50-498 

E 


8610060274* 

70-1396 


8610060466 

50-498 

A 


8610060274* 

70-1396 


8610060466 

50-498 

A 


8610140386 

70-1396 


8610060487 

50-498 

E 

Hydrogen Control Owners Group 

8610020470 

TOPREP 


8610060487 

50-498 

E 


8610030046 

TOPREP 


8610060488 

50-498 

E 


8610030112 

TOPREP 


8610060488 

50-498 

E 


8610030134 

TOPREP 


8610060504 

50-498 

S 


8610030221 

TOPREP 


8610060504 

50-498 

S 


8610030254* 

TOPREP 


8610060980 

50-498 

E 


8610030347 

TOPREP 


8610060980 

50-498 

E 


8610030433 

TOPREP 


8610090199 

50-498 

E 


8610030474 

TOPREP 


8610090199 

50-498 

E 


8610060006 

TOPREP 


8610100597 

50-498 

F 


8610060017 

TOPREP 


8610100597 

50-498 

F 


8610060129 

TOPREP 


8610100605* 

50-498 

F 


8610060802 

50-458 


8610100605* 

50-498 

F 


8610060830 

TOPREP 


8610150462 

50-498 

A 


8610060855 

TOPREP 


8610150462 

50-498 

A 


8610060944 

TOPREP 


8610150469* 

50-498 

A 


8610070112 

TOPREP 


8610150469* 

50-498 

A 


8610070141 

TOPREP 


8610160143 

50-498 

E 


8610070154 

TOPREP 


8610160143 

50-498 

E 


8610070180 

TOPREP 


8610160149* 

50-498 

E 


8610070303 

TOPREP 


8610160154* 

50-498 

E 


8610070428 

TOPREP 


8610160160* 

50-498 

E 


8610070437 

TOPREP 


8610160160* 

50-498 

E 


8610070445 

TOPREP 


8610160166* 

50-498 

E 


8610070457 

TOPREP 


8610160166* 

50-498 

E 


8610070463 

TOPREP 


8610160170* 

50-498 

E 


8610080011 

NUREG 


8610160170* 

50-498 

E 


8610080020 

TOPREP 


8610160182* 

50-498 

E 


8610080092 

TOPREP 


8610160182* 

50-498 

E 

IIT Research institute 

8610310168 

NUREG 


8610160186* 

50-498 

E 

IRTCorp. 

8610240425 

70-1359 


8610160189* 

50-498 

E 

ITASCA Consulting Group, Inc. 

8610010103 

WASTE RES 


8610160189* 

50-498 

E 

8610140198 

WASTE RES 


8610160193* 

50-498 

E 


8610140212 

WASTE RES 


8610160194* 

50-498 

E 


8610150217 

WASTE MGT 


8610160410 

50-498 

F 


8610290177 

WASTE RES 


8610160410 

50-498 

F 


8610300199 

WASTE RES 


8610160477 

50-498 

A 

Idaho State Univ., Pocatello, ID 

8610100369 

70-1374 


8610160477 

50-498 

A 

Illinois Institute of Technology. 

8610140360 

FOIA 


8610170020 

50-498 

K 

Chicago. IL 




8610170020 

50-498 

K 

Illinois Power Co. 

8610080083 

50-461 


8610170024* 

50-498 

K 


8610080207 

50-461 


8610170024* 

50-498 

K 


8610090137 

50-461 


8610170294 

50-498 

A 


8610090147 

50-461 


8610170294 

50-498 

A 


8610090289 

50-461 


8610200001 

50-498 

Q 


8610100578 

50-461 


8610200001 

50-498 

Q 


8610140364 

50-461 


8610210454 

50-498 

F 


8610150407 

50-461 


8610210454 

50-498 

F 


8610160263 

50-461 


8610210457* 

50-498 

F 


8610170232 

50-461 


8610210457* 

50-498 

F 


8610200340 

50-461 


8610220095 

50-498 

A 


8610240074 

50-461 


8610220265 

50-498 

A 


8610270098 

50-461 


8610220265 

50-498 

A 


8610270310 

50-461 


8610220431 

50-498 

A 


8610270324* 

50-461 


8610220431 

50-498 

A 


8610270337* 

50-461 


8610230201 

50-498 

Q 


8610270370 

50-461 


6610230201 

50-498 

Q 


8610270376* 

50-461 


8610240090 

50-498 

A 


8610270387* 

50-461 


8610240090 

50-498 

A 


8610280037* 

50-461 


8610240176 

50-498 

F 


8610280111 

50-461 


8610240176 

50-498 

F 


8610280542 

50-461 


8610240180* 

50-498 

F 


8610280564 

50-461 


8610240180* 

50-498 

F 


8610290029 

50-461 


8610240259 

50-498 

E 

Illinois, State of 

8610020479 

PR 


8610240259 

50-498 

E 

8610210477* 

27-39 


8610270119 

50-498 

E 

Illinois, Univ. of, Urbana, IL 

8610060961 

50-356 


8610270119 

50-498 

E 

Impell Corp. 

8610060084* 

50-445 


8610270122 

50-498 

E 

8610060106* 

50-445 


8610270122 

50-498 

E 


8610060113* 

50-445 


8610300388 

50-498 

D 


8610060121* 

50-445 


8610310039* 

FOIA 



8610060139* 

50-445 


8610310146* 

50-498 

A 


8610060153* 

50-445 


8610310205* 

50-498 

Q 


8610060153* 

50-445 

Hovis, Cockrtll, Weaver & BJur 

8611030152* 

50-498 

A 


8610060161* 

50-445 

8610150313 

WASTE MGT 



8610060193* 

50-445 

Hunton & Williams 

8610060329 

50-322 

G 


8610090258* 

50-29 


8610080137 

50-322 

G 

Indiana & Michigan Electric Co. 

8610020015 

50-315 


8610080154 

50-322 

G 

8610070011 

50-315 


8610140249 

50-322 

G 


8610070259 

50-316 


8610280216 

50-322 

G 


8610080303 

50-315 


8610280260 

50-322 

G 


8610080303 

50-315 


8610300121 

50-322 

G 


8610090175 

50^15 

Hurley Medical Center, Flint, Ml 

8610300129 

50-322 

G 


8610090350 

50315 

8610060256 

70-1396 



8610090350 

50315 
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AUTHOR AFFILIATION 


Indiana & Michigan Power Co. 
Institute of Paper Chemistry 

Interior. Dept, of, Bureau of Mines 
Interior, Dept of, Geological Survey 


International Technical Services, inc. 
International Telephone & Telegraph Corp 


Iowa Eectric Light & Power Co. 


Isham, Lincoln & Beale 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8610140316 

50-315 

P 

8610140317* 

50-315 

P 

8610140339 

50-316 

R 

8610140340 

50-315 

R 

8610140395* 

50-315 

P 

8610140414 

50-315 

S 

8610150034 

50-315 

R 

8610200074 

50-315 

P 

8610200305 

50-315 

R 

8610200375 

50-316 

S 

8610200379 

50-315 

Q 

8610200379 

50-315 

Q 

8610200382* 

50-316 

S 

8610200393* 

50-316 

S 

8610210264 

50-315 

F 

8610210322 

50-316 

R 

8610240174 

50-315 

S 

8610280042* 

50-315 

P 

8610160349 

50-315 

F 

8610310168 

NUREG 


8610240186 

WASTE RES 


8610030140 

50-274 

P 

8610090068 

50-274 

P 

8610230236 

27-48 


8610230239* 

27-48 


8610060816* 

CONTRACT 

S 

8610200424 

50-272 

8610200424 

50-272 

S 

8610200424 

50-272 

S 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

S 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

S 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610200424 

50-272 

S 

8610200424 

50-272 

s 

8610200424 

50-272 

S 

8610200424 

50-272 

s 

8610200424 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

S 

8610210059 

50-272 

S 

8610210059 

50-272 

s 

8610210059 

50-272 

S 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

S 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

6610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610210059 

50-272 

s 

8610020067 

50-331 

Q 

8610090282 

50-331 

Q 

8610140110 

50-331 

Q 

6610200308 

50-331 

F 

8610210150 

50-331 

R 

8610230007 

50-331 

P 

8610230010* 

50-331 

P 

8610280328 

50-331 

F 

8610280411 

50-331 

s 

8610280502 

50-331 

P 

8610280505* 

50-331 

P 

8610020056 

50-456 

G 

8610020056 

50-456 

G 

8610020151 

50-456 

G 

8610020151 

50-456 

G 


AUTHOR AFFILIATION 


J.E. Edinger Associates, Inc. 
Jack Morris. Inc. 

Jacobs Engineering Group, Inc. 


Japan, Govt, of 
KMC, Inc. 

Kansas Gas & Electric Co. 


Kansas State Univ., Manhattan, KS 
Kansas, Univ. of, Lawrence, KS 
Kastle Systems, Inc. 

Kenrob & Associates, Inc. 

Kensington, NH 

Kerr-McGee Chemical Corp. (subs, of 
Kerr-McGee Corp.) 

Kerr-McGee Corp. 


Kerr-McGee Nuclear Corp. 


Kirkpatrick & Lockhart 


KIski Valley Coalition to Save Our 

Children 

Koda & Androlia 


Kraftwerk Union Aktienoesellschaft 
Lakeland Audubon Society, Inc, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8610060431 

8610100277 

8610240069 

8610240069 

8610240126 

8610240126 

8610280349 

8610280349 

8610280353* 

8610280353* 

8610300127 

8610150287 

8610310033* 

8610150170 

8610150176* 

8610290189 

8610310291 

8610060173 

8610060186* 

8610080220 

8610090030 

8610090079 

8610090194 

8610090310 

8610100561 

8610140373* 

8610160472 

8610200082 

8610210221 

8610220093 

8610230214 

8610170205 

8610290227 

8610150286 

8610060619* 

8610220211 

8610200131 

8610220318 

8610010269 

8610240120 

8610270006 

8610290123* 

8610290249* 

8610290274* 

8610290279* 

8610060295 

8610080144 

8610080251 

8610100571 

8610140266 

8610150109 

8610150214 

8610200023 

8610200103 

8610210085 

8610210232 

8610210238 

8610210243 

8610210247 

8610220219 

8610220221* 

8610240213 

8610240218 

8610240222 

8610240225* 

8610240227* 

8610240229* 

8610240231* 

8610240234* 

8610240236* 

8610240239* 

8610240240* 

8610240243* 

8610240244* 

8610240247* 

8610240248* 

8610240249* 

8610240251* 

8610280135 

8610290287 

8610010054 

7905290709* 

8010290059* 

8409200106* 

8602280379* 

8610030406 

8610010015 


50-456 

50-456 

50-456 

50-456 

50-456 

50-456 

50-456 

50-456 

50-456 

50-456 

50-456 
WASTE MGT 
50-498 
WASTE MGT 
WASTE MGT 

WASTE MGT 

XPORTLIC 

PR 

PR 

PR 

50482 

50482 

50482 

50-482 

50-462 

50482 

50482 

50-482 

50-482 

50-482 

71-9151 

50-188 

50-148 

FOIA 

CONTRACT 

50-443 

40-2061 

40-8027 

PR 

40-2061 

70-1193 

70-1193 

70-1193 

70-1193 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

60-322 


50-322 

70-364 

FOIA 

FOIA 

FOIA 

FOIA 

NUREG 

PR 


G 

G 

T 

T 

T 

T 

G 

G 

G 

G 

T 

T 


P 

S 

P 

S 

S 

Q 

P 

S 

R 

Q 


R 

F 


G 


G 
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414 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Lamont-Dcrfi^ Gedo^cai Observatory 
Lawrence Uvwnore National Laboratory 


LeBoeuf, Lan^, Leiby & MacRae 


Levins, M. 


Limerick Ecotogy Action 
Long island Lignting Co. 


Los Alamos Scientific Laboratory 


Loias-Aiiis Co. 

Lottti^ana Power & Liglit Co. 


Protoctiori Corisiiltaiifs 

WPR Assodatos. Inc, 

Maine Yankee Atomto Power Ca 


Maine, Stdto dt 

MaiMgement & Technics Consufftog 
Management Analysis Ca 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610290173 

NUREG 


8610020070 

WASTE RES 


8610160024* 

50-528 

Q 

8610230117 

WASTE RES 


8610300063 

WASTE RES 


8610010385 

50-285 

P 

8610210444 

50-320 

P 

8610240125 

PR 


8610270405 

50-285 

P 

8610200245 

50-289 

G 

8610270194 

PR 


8610270126 

50-352 

G 

8610010527 

50-322 

J 

8610020502 

50-322 

S 

8610020607* 

50-322 

S 

8610020511* 

50-322 

S 

8610060329 

50-322 

G 

8610060359* 

50-322 

G 

8610080137 

50-322 

G 

8610080154 

50-322 

G 

8610090507 

50-322 

P 

8610100128 

50-322 

R 

8610100477 

50-322 

Q 

8610100489 

50-322 

S 

8610140249 

50-322 

G 

8610240323 

50-322 

P 

8610280216 

50-322 

G 

8610280260 

50-322 

G 

8610280261 

50-322 

S 

8610300121 

50-322 

G 

8610300129 

50-322 

G 

8610300132 

50-322 

G 

8610150310 

50-267 

P 

8610160475* 

ORG 


8610280575 

ACRS 


8610310178 

NUREG 


8610100010 

50-354 

S 

8610020224 

50-382 

S 

8610060189 

50-382 

P 

8610060198* 

50-382 

P 

8610070234 

50-382 

P 

8610070351 

50-382 

Q 

8610070459 

50-382 

P 

8610070465 

50-382 

P 

8610080181 

50-382 

P 

8610080184* 

50-382 

P 

8610090397 

50-382 

S 

8610090430 

50-382 

P 

8610090444 

50-382 

P 

8610090463* 

50-382 

P 

8610100101 

50-382 

P 

8610100103* 

50-382 

P 

8610100248 

50-382 

P 

8610100256* 

50-382 

P 

8610100512 

50-382 

V 

8610100642 

50-382 

p 

8610140017 

50-382 

p 

8810150026* 

50-382 

Q 

8610160268* 

50-382 

Q 

8610160272* 

50-382 

Q 

8610160406 

50-382 

F 

8610200191 

50-382 

s 

8610200366 

50-382 

R 

8610210236 

50-382 

P 

8610210250 

50-382 

P 

8610210484 

50-382 

P 

8610210490* 

50-382 

P 

8610220018 

50-382 

s 

8610240079 

50-382 

p 

8610240095 

50-382 

P 

8610290059 

50-382 

P 

8610310217 

50-382 

s 

8610310221 

50-382 

p 

8610310231 

50-382 

F 

8810140135* 

50-456 

F 

8610210402* 

50-387 

P 

8610020064 

50-309 

F 

8610090518 

50-309 

P 

8610140385 

50-309 

R 

8610210191 

PR 


861022(^47 

50-309 

p 

8610240072 

PR 


8610230114 

WASTE RES 


8610180025* 

5(M45 

A 

8610180029* 

50-445 

A 

8610180035* 

50-445 

A 

8610180039* 

50-445 

A 

8610160042* 

50-445 

A 

8610180044* 

S(M45 

A 


AUTHOR AFFILIATION 


Management Concepts, Inc. 
Marsh & McLennan, Inc. 


Maryland, Univ. of, College Park, MD 
Massachusetts institute of Technology, 
Cambridge. MA 


Massachusetts, Commonwealth of 


Materials Engineering Associates, Inc. 


McGraw-Hill Publications Co. 
McKay. Murphy & Graham 
Memphis State Univ., Memphis. TN 

Met Lab. Inc. 


Michigan, Univ. of, Ann Arbor, Ml 
Middle Island Teachers Association. Inc. 

Middle South Services, Inc. 

Minerals Brploration Co. (subs, of Union 
Oii Co. of California) 

Mississippi Power & Light Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610100767* 

CONTRACT 

8610030246 

50-293 

8610030313 

50-244 

8610060003 

50-220 

8610060004 

50-443 

8610060733 

50-302 

8610070159 

50-286 

8610070523 

50-3 

8610070523 

50-3 

8610070523 

50-3 

8610080048 

50-315 

8610270395 

50-166 

8610140289* 

FOIA 

8610200148* 

CONTRACT 

8610060437 

50-443 

8610060437 

50-443 

8610060650 

50-443 

8610060650 

50-443 

8610150125 

50-443 

8610240072 

PR 

8610240111 

PR 

8610280305 

NUREG 

8610280315 

NUREG 

8610310109 

NUREG 

8610240368 

50-346 

8610290283 

50-443 

8610020371* 

CONTRACT 

8610020379* 

CONTRACT 

8610290212 

FOIA 

8610290280* 

FOIA 

8610290299* 

FOIA 

8610290309* 

FOIA 

8610200274 

50-2 

8610060964* 

60-322 

8610070274* 

50-382 

8610220304 

40-8584 

8610010452 

50-416 

8610020470 

TOPREP 

8610030134 

TOPREP 

8610030176 

50-416 

8610070446 

TOPREP 

8610080011 

NUREG 

8610080065 

50-416 

8610080078 

60-416 

8610080172 

PR 

8610090182 

50-416 

8610090347 

50-416 

8610100104 

50416 

8610100129 

60416 

8610100145* 

50416 

8610100412 

60418 

8610100582 

60416 

8610100646 

60416 

8610100697 

60416 

8610100700* 

50416 

8610150046 

50416 

8610150061 

50416 

8610150063* 

60416 

8810160112 

50416 

8610170002* 

50416 

8610170225 

60416 

8610200147 

50416 

8610210163* 

50416 

8610210170 

60416 

8610210204 

50416 

8610210345 

60416 

8610220092 

50416 

8610230035 

60416 

8610230231 

50416 

8610230233* 

60416 

8610230243 

50416 

8610240012 

50416 

8610240019 

60416 

8610240119 

50416 

8610240429 

60416 

8610240432 

50416 

8610270023 

5Q416 

8610270120 

60416 

8610270318 

50416 

8610270458 

^16 

8610280006 

50418 

8610280116 

80416 

8610280297 

90416 


86102aQS^> 

8610280357* 

8610280420 

8610280421* 
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AUTHOR AFFILIATION 


Missouri, Univ. of, Columbia, MO 


Missouri, UnIv. of, Rolla, MO 
Mitre Corp. 

Mitsui & 1^. (USA), Inc. (subs, of Mitsu 
& Co., Ltd.) 

^^lycoijp,^ Inc. (subs, of Union Oil of 
Montesano, WA 

Montgomery County Legal Aid Service 
Moirison-Knudsen Engineers, Inc. 


Mottiers for Peace 


Mudge, Rose, Guthrie, Alexander & Ferden 


NIC Testing Services, Inc., (formerly 
National Inspection & Consultants Inc.) 
NL Industries 

NUS Cofp. 

NUTECH Engineers, Inc. 

National Academy of Sciences 
National Aeronautics & Space Admin. 


National Research Council 
National Water Center 


Native Americans for a Clean Environment 
Navy, Dept of 

Nebraska Public Power District 


Nebraska, State of 
Network Solutions, Inc. 
Neutron Products, Inc. 


Nevada. State of 


Nevada, Univ. of, MacKay School of Mines 
Reno. NV 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8610280504 

50-416 

P 

8610280529 

50-416 

P 

8610280538* 

50-416 

P 

8610280561* 

50-416 

P 

8610290062 

50-416 

S 

8610300285 

50-416 

p 

8610030184 

50-186 

p 

8610200005 

50-186 

F 

8610240360* 

50-186 

Q 

8610240361* 

50-186 

Q 

8610240369* 

50-186 

Q 

8610240394* 

50-186 

F 

8610150346 

PRM 


8610060846* 

CONTRACT 


8610160381 

XPORTLIC 


8610090014 

40-8778 


8610090017* 

40-8778 


8610290442* 

CONTRACT 


8610210299 

50-352 

G 

8610010042 

40-6500 


8610210136 

QA999 


8610290080 

40-6500 


8610080246 

50-275 

Q 

8610080246 

50-275 

G 

8610080353 

50-275 

Q 

8610080353 

50-275 

Q 

8610200241 

50-529 

1 

8610220232 

50-528 

• 

8610220232 

50-528 

1 

8610270062 

50-529 

1 

8610100437* 

50-445 

Q 

8610080363 

PR 


8610200317* 

PR 


8610170121* 

50-237 

Q 

8610090234* 

CONTRACT 


8610290031 

50-30 

P 

8610290040* 

50-30 

P 

8610010132 

WASTE MGT 


8610300292 

WASTE RES 


8610220391 

40-8027 


8610300294 

FOIA 


8610300297 

FOIA 


8610080284 

40-8027 


8610280158 

40-8027 


8610270047 

71-9006 


8610270054 

71-165 


8610070284 

50-298 

S 

8610090327 

50-298 

S 

8610090333 

50-298 

s 

8610100239 

50-298 

F 

8610140323 

50-298 

R 

8610140413 

50-298 

Q 

8610160133 

50-298 

F 

8610170239* 

50-298 

F 

8610170244* 

50-298 

F 

8610170246* 

50-298 

F 

8610170248* 

50-298 

F 

8610170249* 

50-298 

F 

8610170250* 

50-298 

F 

8610200368 

50-298 

Q 

8610210215 

50-296 

Q 

8610220459 

50-298 

S 

8610240022 

50-298 

P 

8610240025* 

50-298 

P 

8610080410* 

50-267 

P 

8610280027 

STATE PRO 

G 

8610060894* 

CONTRACT 


8610080147 

71-9102 


8610080161* 

71-9102 


8610080155* 

71-9102 


8610240350 

71-9102 


8610010047 

WASTE MGT 


8610010060 

WASTE MGT 


8610010244 

WASTE MGT 


8610150235 

WASTE MGT 


8610150245 

WASTE MGT 


8610150260 

WASTE MGT 


8610150270 

WASTE MGT 


8610150273 

WASTE MGT 


8610150274* 

WASTE MGT 


8610220312 

WASTE MGT 


8610230150 

WASTE MGT 


8610240106 

WASTE MGT 


8610150284 

WASTE MGT 


8610300370* 




AUTHOR AFFILIATION 

Nevada, Univ. of, Reno, NV 
New England (Coalition on Nuclear 
Pollution 


New Hampshire, State of 

New Jersey, State of 

New Mexico, Univ. of, Albuquerque, NM 

New York Power Authority (formerly Power 

Authority of the State of New York) 


New York, State of 


Newman & Holtzinger 


Niagara Mohawk Power Corp. 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 


8610150375 

WASTE MGT 


8610060483 

50-271 

G 

8610060623 

50-443 

G 

8610150121 

50-443 

G 

8610210082 

50-443 

G 

8610210082 

50-443 

G 

8610210109 

50-443 

G 

8610210109 

50-443 

G 

8610100052 

50-443 

G 

8610280314* 

50-354 

S 

8610300331 

PRM 


8610020057 

50-252 

V 

8610220019 

50-252 

P 

8610010112 

PR 


8610060718 

50-333 

s 

8610060753 

50-286 

F 

8610060769* 

50-286 

F 

8610060789* 

50-286 

F 

8610080172 

PR 


8610090205 

50-286 

s 

8610090489 

50-286 

P 

8610100391 

50-286 

s 

8610100499 

50-333 

F 

8610100599 

50-333 

s 

8610100610 

50-333 

S 

8610100657 

50-247 

p 

8610100657 

50-247 

p 

8610160247 

50-333 

R 

8610170111 

50-286 

s 

8610170319 

50-286 

s 

6610200272 

50-286 

R 

8610200353 

NUREG 


8610200389 

50-333 

P 

8610200416 

50-286 

P 

8610200419* 

50-286 

P 

8610200422* 

50-286 

P 

8610220012 

50-286 

P 

8610220016 

50-333 

P 

8610220020* 

50-333 

P 

8610220022* 

50-333 

P 

8610230151 

50-333 

Q 

8610300247 

50-333 

Q 

8610300385 

50-333 

Q 

8610310111 

50-333 

P 

8610310116* 

50-333 

P 

8610310122* 

50-333 

P 

8610010229 

50-410 

A 

8610060295 

50-322 

G 

8610060968* 

50-322 

G 

8610080144 

50-322 

G 

8610100571 

50-322 

G 

8610140266 

50-322 

G 

8610200023 

50-322 

G 

8610200103 

50-322 

G 

8610200217 

50-322 

G 

8610210232 

50-322 

G 

8610210238 

50-322 

G 

8610210243 

50-322 

G 

8610220219 

50-322 

G 

8610240213 

50-322 

G 

8610240218 

50-322 

G 

8610280171 

50-322 

G 

8610060452 

50-456 

G 

8610150209 

70-364 


8610210046 

50-348 

M 

8610240160 

70-364 


8610240163* 

70-364 


8610240167* 

70-364 


8610020187 

50-410 

A 

8610020196 

50-410 

E 

8610030278 

50-410 

A 

8610060051 

50-410 

A 

8610070024 

50-220 

Q 

8610070024 

50-220 

Q 

8610070162* 

50-220 

Q 

8610070229 

50-410 

A 

8610070415 

PR 


8610080103 

50-220 

P 

8610080287 

50-220 

P 

8610100196 

50-410 

A 

8610100640 

50-410 

A 

8610100764 

50-220 

Q 

8610100768* 

50-220 

Q 

8610150437 

50-410 

S 

8610160168 

50-220 

s 

8610180200 

50-410 

F 

8610160208 

50410 

A 
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AUTHOR AFFIUATION 


North Carolina State Univ., Raleigh, NC 
North Carolina, State of 

North Shore Beach Association, Inc. 
Northeast Nuclear Energy Co, (subs, of 

Northeast Utilities) 


Northeast Utilities 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8610160218 50-410 A 

8610160238 50-410 A 

8610160240 50-220 S 

8610160246 50-410 A 

8610160348 50-410 A 

8610160393 50-410 A 

8610170069 50-410 E 

8610170083 50-410 S 

8610170218 50-410 Q 

8610170227 50-410 E 

8610200015 50-220 S 

8610200093 50-220 R 

8610200193 50-410 A 

8610200235 50-410 A 

8610200273 50-410 E 

8610210191 PR 

8610210265 50-410 A 

8610210482 50-410 A 

8610220098 50-410 A 

8610220103 50-410 A 

8610220190 50-410 S 

8610220196 50-410 S 

8610220402 50-220 Q 

8610220402 50-220 Q 

8610230222 50-410 A 

8610240046 50-220 S 

8610240278 50-220 P 

8610240331 50-410 E 

8610270451 50-410 S 

8610280018 50-220 Q 

8610280039 50-410 A 

8610280221 50-410 A 

8610280399 50-410 S 

8610280454 50-220 P 

8610290032* 50-410 A 

8610290311 50-410 E 

8610290313 50-410 A 

8610290332 50-220 p 

8610300143 50-220 F 

8610310159 50-220 S 

8610310232 50-410 $ 

8610240020 71-331 

8610240127 PRM 

8610280137 50-297 S 

8610020233 STATE PRO G 

8610090022 50-400 F 

8610240111 PR 

8610300117 50-400 G 

8610150088 50-322 G 

8610020516 PR 


8610080434 50-245 F 

8610080434 50-245 F 

8610090415 50-336 S 

8610100223 50-336 R 

8610100236 50-245 R 

8610100273 50-423 R 

8610100318* 50-245 R 

8610100327* 50-245 R 

8610100337* 50-245 R 

8610100343* 50-245 R 

8610100441 50-336 S 

8610100671 50-423 S 

8610150172 50-336 P 

8610150175* 50-336 P 

8610150237 50-336 P 

8610150239* 50-336 P 

8610160190 50-423 S 

8610170045 50-213 V 

8610170055 PR 

8610170318 50-336 p 

8610210209 50-336 F 

8610220038 50-423 S 

8610270176 50-245 p 

8610280062 50-336 P 

8610280067* 50-336 P 

8610280254 50-336 P 

8610280422 50-336 S 

8610280518 50-423 S 

8610290076 50-336 p 

8610300227 50-336 P 

8610300396* 50-336 P 

8610020516 PR 

8610030001 PR 

8610060429 50-245 I 

6610060429 50-245 I 

8610060429 50-245 ) 

8610060429 50-245 I 

8610060444* 50-245 I 


AUTHOR AFFILIATION 


Northeast Utilities Service Co. (subs, o 
Northeast Utilities) 

Northern States Power Co. 


Nuclear Assurance Corp. 


Nuclear Awareness Network 

Nuclear Construction Issues Group 
Nuclear Energy Information Service 

Nuclear Energy Liability Insurance 
Association 

Nuclear Energy Services, Inc, 
Nuclear Engineering Co., Inc. 


Nuclear Fuel Services, Inc. (subs, of 
Getty Oil Co.) 


Nuclear Information & Resource Senrice 


Nuclear Safety Associates 
Nuclear Utility Group on Equipment 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8610080434 50-245 F 

8610080434 50-245 F 

8610080434 50-245 F 

8610090244 REGGD 

8610090415 50-336 S 

8610100223 50-336 R 

8610100236 50-245 R 

8610100273 50-423 R 

8610100671 50-423 S 

8610150172 50-336 P 

8610150237 50-336 P 

8610160190 50-423 S 

8610170045 50-213 V 

8610170055 PR 

8610170318 50-336 P 

8610210209 50-336 F 

8610220038 50-423 S 

8610240042 PR 

8610240406 TOPREP 

8610270176 50-245 P 

8610280062 50-336 P 

8610280254 50-336 P 

8610280422 50-336 S 

8610280518 50-423 S 

8610280519 50-213 Q 

8610290076 50-336 P 

8610300227 50-336 P 

8610070441 50-213 J 

8610060001 PR 

8610070261 50-263 F 

8610080037 PR 

8610100262 50-263 R 

8610100398 50-263 Q 

8610140362 50-282 Q 

8610140382 50-282 R 

8610150309 50-282 Q 

8610150309 50-282 Q 

8610150527 50-263 P 

8610150529* 50-263 P 

8610150531* 50-263 P 

8610160148 50-263 H 

8610160156 50-282 S 

8610170042 50-282 Q 

8610200432 50-282 R 


8610200432 

50-282 

R 

8610210476 

50-263 

P 

8610210479* 

50-263 

P 

8610240271 

50-263 

P 

8610240274* 

50-263 

P 

8610240277* 

50-263 

P 

8610240343 

50-263 

F 

8610240349* 

50-263 

F 

8610300203 

50-282 

P 

8610230223 

70-3020 


8610240435 

71-9010 


8610080077 

FOIA 


8610300394 

50-482 

Q 

8610060226* 

50-445 

A 

8610220243 

PR 


8610270303* 

50-312 

J 

8610310180* 

50-29 

Q 

8610310183* 

50-29 

Q 

8610150298 

27-48 


8610150318 

27-48 


8610010521 

70-143 


8610100410 

70-143 


8610100416* 

70-143 


8610220248 

70-143 


8610230261 

70-143 


8610240015 

70-143 


8610240018 

70-143 


8610240050 

70-143 


8610240245 

70-143 


8610240334 

70-143 


8610270045 

70-143 


8610270325 

70-143 


8610060939 

FOIA 


8610140201 

FOIA 


8610170277 

50-400 

A 

8610170280 

FOIA 


8610210427 

40-8027 


8610240111 

PR 


8610270342 

50-277 

P 

8610300296 

PR 


8001230450* 

PR 


8610060393 

PR 
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AUTHOR AFFILIATION 


Qualification 

Nuclear Utility Management & Human 
Resources Committee (NUMARC) 
Nuclear Waste Consultants, Inc. 


O’Brien-Kreitzberg & Associates, Inc. 
O'Donnell Consulting Engineers, Inc. 
Oak Ridge National laboratory 


Ohio State Univ., Columbus, OH 
Ohio, State of 


Omaha Public Power District 


Oregon State Unh/., Corvallis, OR 
Oregon, State of 

Onick, Herrington & Sutcliffe 
PRD Consulting 

Pacific Gas & Electric Co. 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

NUMBER 

CATEGORY 



8610070433 

PR 



8610010356 

WASTE RES 



8610010360 

WASTE RES 



8610020426 

WASTE RES 



8610030102 

WASTE RES 



8610220319 

WASTE RES 



8610290169 

WASTE RES 



8610290181 

WASTE RES 



8610290187* 

WASTE RES 



8610310014 

WASTE RES 



8610140353 

50-275 

P 


8610090517* 

CONTRACT 



8610020328 

WASTE RES 



8610030411 

50-317 

P 


8610030412 

50-261 

P 


8610030418 

NUREG 



8610060524 

WASTE MGT 



8610070262 

NUREG 


Pailen-Johnson Associates, Inc. 

8610070431 

NUREG 


Parameter, Inc. 

8610230107 

WASTE RES 


Pars Associates, Inc. 

8610240177 

WASTE RES 


Pathfinder Mines Corp. 

8610280592 

WASTE RES 



8610280597* 

WASTE RES 



8610290210 

WASTE RES 


Pennies from Heaven 

8610300120 

50-261 

P 

Pennsylvania Power & Light Co. 

8610310229 

NUREG 



8610200206 

PRM 



8610020055 

50-440 

G 


8610170084 

50-334 

H 


8610240088 

50-440 

G 


8610240211 

50-440 

G 


8610240242 

50-346 

G 


8610300242 

50-346 

G 


8610010385 

50-285 

P 


8610010387* 

50-285 

P 


8610010390* 

50-285 

P 


8610020181 

PR 



8610020208 

50-285 

Q 


8610020363 

50-285 

J 


8610070103 

50-285 

Q 


8610070297 

50-285 

Q 


8610100260 

50-285 

S 


8610100315 

50-285 

Q 


8610100484 

50-285 

P 


8610170025 

50-285 

P 


8610200397 

50-285 

R 


8610210200 

50-285 

F 


8610210462 

50-285 

P 


8610220305 

50-285 

F 


8610220306* 

50-285 

F 


8610270269* 

50-285 

Q 


8610270405 

50-285 

P 


8610270410* 

50-285 

P 


8610270414* 

50-285 

P 


8610280552 

50-285 

Q 


8610290035 

50-285 

P 


8610290038 

50-285 

P 


8610310233 

50-285 

P 


8610280345 

50-243 

R 


8610140186* 

WASTE MGT 



8610240111 

PR 



8610300245 

PRM 



8610280500 

ACRS 




8609220137 

8610010206 

8610010395 

8610010571 

8610020413 


50-275 

50-275 

50-275 

50-275 

50-275 


8610060245 

8610060362* 

8610060362* 

8610060381 

8610080115 


50-133 

50-275 

50-275 

50-275 

PR 


8610080188 

8610080222 

8610080258 

8610080258 

8610080272 


50-323 

50-275 

50-275 

50-275 

50-275 


8610080278 

8610080278 

8610080310 

8610080409 

8610080419 


50-275 

50-275 

50-133 

50-275 

50-323 


P 

P 

S 

S 

P 

V 

K 

K 

K 


S 

s 

G 

G 

G 

G 

G 

G 

Q 

S 


8610100074* 

8610100143* 

8610100158* 

8610100297 


50-275 

50-323 

50-323 

50-133 


T 

T 

T 

G 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8610100668 

50-275 

8610100683* 

50-275 

8610140132 

50-133 

8610140313 

50-275 

8610150229* 

50-275 

8610150461* 

50-275 

8610150479’ 

50-275 

8610200044 

50-275 

8610210254 

50-133 

8610210491 

50-275 

8610220097 

50-275 

8610220437 

50-275 

8610240082 

50-275 

8610270158 

50-323 

8610270317 

50-275 

8610270317 

50-275 

8610280143 

50-323 

8610300376 

50-275 

8610300378* 

50-275 

8610090249* 

CONTRACT 

8610010437* 

CONTRACT 

8610140285 

FOIA 

8610220309 

40-6622 

8610290206 

40-2259 

8610300343 

40-6622 

8610220235 

FOIA 

8610010394 

50-388 

8610010401* 

50-388 

8610010419 

50-387 

8610020090 

PR 

8610030314 

50-387 

8610030314 

50-387 

8610060146 

50-387 

8610060156* 

50-387 

8610060156* 

50-387 

8610060398 

50-387 

8610060605 

50-387 

8610060831 

50-387 

8610060831 

50-387 

8610060834 

50-387 


S 

S 

R 

R 

P 

P 

P 

S 

G 

S 

S 

S 

G 

S 

R 

R 

S 

R 

R 


P 

P 

S 


R 

R 

R 

R 

R 

P 

S 

S 

S 

F 


8610060834 

8610070175 

8610070175 

8610070193 

8610070193 


50-387 

50-387 

50-387 

50-387 

50-387 


F 

F 

F 

P 

P 


8610070433 

8610080476 

8610080476 

8610080480* 

8610080480* 


PR 

50-387 

50-387 

50-387 

50-387 


P 

P 

P 

P 


8610080481* 

8610080481* 

8610090025 

8610090025 

8610090097 


50-387 

50-387 

50-387 

50-387 

50-387 


P 

P 

F 

F 

R 


8610090237 

8610090425 

8610100328 

8610100328 

8610100346 


50-387 

50-388 

50-387 

50-387 

50-387 


Q 

S 

F 

F 

R 


8610140309 

8610140309 

8610140312* 

8610140312* 

8610140314* 


50-387 

50-387 

50-387 

50-387 

50-387 


P 

P 

P 

P 

P 


8610140314* 

8610150266 

8610150325 

8610150325 

8610210058 


50-387 

50-387 

50-387 

50-387 

50-387 


P 

F 

R 

R 

P 


8610210127 

8610210291 

8610210291 

8610210309* 

8610210309* 


50-387 

50-387 

50-387 

50-387 

50-387 


F 

P 

P 

P 

P 


8610210344 

8610210344 

8610210456 

8610220224 

8610220425 


50-387 

50-387 

50087 

50-387 

50-377 


P 

P 

F 

R 

R 


8610230043 

8610230177 

8610270218 

8610270218 50-387 

8610270222 50-387 


S 

Q 

R 

R 

R 


8610270^2 50-387 
8610270227* 50-387 
8610270227* 50-387 
8610270298* 50-387 


R 

R 

R 

R 
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AUTHOR AFFILIATION 


Pennsylvania, Commonwealth of 


Petrotomics Co. (formerly Getty/Petrotom 
ICS Co.) 


Philadelphia Electric Co. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION 


8610270298* 

50-387 

8610280524 

50-387 

8610280548 

50-387 

8610280548 

50-387 

8610290044 

50-387 

8610300007 

50-388 

8610300318 

50-387 

8610060280 

50-352 

8610140324 

50-289 

8610150133 

70-364 

8610240038 

50-352 

8610240038 

50-352 

8610240049* 

50-352 

8610240049* 

50-352 

8610270084 

70-364 

8610300135 

50-289 

8610070114 

40-6659 

8610070119* 

40-6659 

8610070126* 

40-6659 

8610220317 

40-6659 

8610010349 

50-352 

8610020076 

50-277 

8610020353 

50-277 

8610060063 

50-352 

8610060159 

50-352 

8610060293 

50-352 

8610060293 

50-352 

8610060301* 

50-352 

8610060301* 

50-352 


8610060364 

8610060593 

8610060660 

8610060797 

8610070131 

8610070486 

8610070486 

8610070500* 

8610070500* 

8610070507* 

8610070507* 

8610080106 

8610080118 

8610090331 

8610090335* 

8610100058 

8610100312 

8610100455 

8610100509 

8610150302 

8610150340 

8610150368 

8610160046 

8610160370 

8610160389 

8610160389 

8610160390* 

8610160390* 

8610200051 

8610200051 

8610200054* 

8610200054* 

8610200306* 

8610200380 

8610200380 

8610210003 

8610210003 

8610210049 

8610210049 

8610220023 

8610220023 

8610220032* 

8610220032* 

8610220037* 

8610220037* 

8610220087 

8610220096 

6610220105 

8610220107 

8610220119 

8610220119 

8610220144* 

8610220144* 

8610220163* 

8610220163* 

8610220197 

8610220254 

8610220254 

8610220256 


50-352 

PR 

50-352 

50-277 

50-353 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-352 

50-352 

50-278 

50-278 

50-352 

MISC 

50-278 

50-352 

70-364 

50-352 

50-277 

50-352 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

PR 

50-277 

50-277 

50-352 

50-352 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-277 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 

50-352 


R 

S 

R 

R 

S 

S 

S 

G 

G 


Q 

G 

G Phoenix Associates, Inc. 

G Phoenix International 

Phoenix Power Services, Inc. 

G Pickard, Lowe & Garrick, Inc. 

Plateau Resources, Ltd. 

Polydroff & Miller 
Portland General Electric Co. 


S 

S 

F 

V 

R 

F 

F 

F 

F 

R 

G 

S 

S 

P 

P 

P 

P 

P 

P 

s 

s 

p 

p 

G Press intelligence, Inc. 

Professional Reactor Operator Society 
P Public Citizen’s Critical Mass Energy 

S Projwt 

Public Service Co. of Colorado 

Q 

Q 

S 

F 

P 

P 

P 

P 

F 

F 

F 

F 

R 

R 

Q 

Q 

P 

P 

P 

P 

P 

P 

P 

P Public Service Co. of New Hampshire 

R 

Q 

S 

G 

P 

P 

P 

P 

P 

P 

5 

6 
G 
T 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610220256 50-352 T 

8610220448 50-277 Q 

8610240054 50-352 S 

8610240148 50-352 P 

8610240150* 50-352 P 

8610240153* 50-352 P 

8610240179 50-278 S 

8610270371 50-352 S 

8610270377* 50-277 Q 

8610280210 50-352 S 

8610280222 50-352 S 

8610300260 50-352 F 

8610060879* CONTRACT 

8610100742* CONTRACT 

8610170095 50-395 F 

8610080430* CONTRACT 

8610090457 40-8698 

8610290004 40-8698 

8610280527* FOIA 

8610010370 50-344 F 

8610010373 50-344 Q 

8610100165 50-344 P 

8610100195 50-344 R 

8610100258 50-344 K 

8610100265* 50-344 K 

8610100309 50-344 K 

8610100418 50-344 P 

8610100513* 50-344 P 

8610100520* 50-344 P 

8610100585 50-344 P 

8610150047 50-344 S 

8610150305 PR 

8610170181 50-344 P 

8610210006 50-344 S 

8610220009 50-344 P 

8610220024 50-344 P 

8610220047* 50-344 P 

8610220086 50-344 P 

8610220090* 50-344 P 

8610220094* 50-344 P 

8610220135 50-344 P 

8610220138* 50-344 P 

8610230017 50-344 P 

8610230020 50-344 F 

8610310293 50-344 H 


8610060862* 

CONTRACT 


8610070433 

PR 


8610100751 

50-259 

P 

8610010539 

50-267 

S 

8610060445 

50-443 

G 

8610070217 

50-267 

P 

8610090413 

50-267 

S 

8610090452* 

50-267 

S 

8610090460* 

50-267 

S 

8610090475* 

50-267 

S 

8610090487* 

50-267 

S 

8610090502* 

50-267 

S 

8610090512* 

50-267 

S 

8610140297 

50-267 

Q 

8610160119 

50-267 

P 

8610160284 

50-267 

P 

8610170067 

50-267 

P 

8610210130 

60-267 

F 

8610220033 

50-267 

R 

8610230211 

50-267 

P 

8610240190 

50-267 

S 

8610270467 

50-267 

P 

8610280234 

50-267 

S 

8610280265 

50-267 

R 

8610280507 

50-267 

P 

8610280525 

50-267 

P 

8610290001 

50-267 

F 

8610300397 

50-267 

F 

8610030192 

50«443 

A 

8610030192 

50-443 

A 

8810030545 

50-443 

K 

8610030548* 

50-443 

K 

8610070328 

50-443 

S 

8610080172 

PR 


8610080324 

50-443 

E 

8610080324 

50-443 

E 

8610090151 

50-443 

A 

8810090151 

50-443 

A 

8610150044 

50-443 

E 

861O1S0D44 

50-443 

E 

8610150064 

50-443 

F 

8610150064 

50-443 

F 

8610150137 

50-443 

G 
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AUTHOR AFFILIATION 


Public Service Electric & Gas Co. of New 
Jersey 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8610150137 

50-443 

G 

8610150197 

50-443 

G 

8610150197 

50-443 

G 

8610150511 

50-443 

S 

8610150511 

50-443 

S 

8610150518 

50-443 

A 

8610150518 

50-443 

A 

8610170224 

50-443 

A 

8610170224 

50-443 

A 

8610210002 

50-443 

A 

8610210002 

50-443 

A 

8610210005 

50-443 

A 

8610210005 

50-443 

A 

8610220004 

50-443 

F 

8610220004 

50-443 

F 

8610230059* 

50-443 

Q 

8610230059* 

50-443 

Q 

8610240293 

50-443 

V 

8610240306 

50-443 

Q 

8610240306 

50-443 

Q 

8610270108 

50-443 

G 

8610280368 

50-443 

G 

8610300267 

50-443 

G 

8610010321 

50-311 

S 

8610020204 

50-311 

S 

8610060172 

50-272 

P 

8610060172 

50-272 

P 

8610060178* 

50-272 

P 

8610060184* 

50-272 

P 

8610060806 

50-272 

R 

8610060806 

50-272 

R 

8610060818* 

50-272 

R 

8610070433 

PR 


8610080031 

50-354 

S 

8610100217 

50-354 

S 

8610100227 

50-272 

P 

8610100227 

50-272 

P 

8610100230* 

50-272 

P 

8610100230* 

50-272 

P 

8610100359 

50-272 

F 

8610100359 

50-272 

F 

8610100359 

50-272 

F 

8610100403 

50-354 

S 

8610100463 

50-354 

S 

8610100508 

50-354 

S 

8610100775 

50-272 

P 

8610100780* 

50-272 

P 

8610140236 

50-354 

S 

8610150051 

50-272 

P 

8610150051 

50-272 

P 

8610150055* 

50-272 

P 

8610150055* 

50-272 

P 

8610150451 

50-272 

P 

8610150451 

50-272 

P 

8610150465* 

50-272 

P 

8610150465* 

50-272 

P 

8610160078 

50-354 

P 

8610160181 

50-354 

P 

8610160184* 

50-354 

P 

8610160211 

50-354 

P 

8610160295 

50-354 

s 

8610160423 

50-354 

Q 

8610170061 

60-311 

s 

8610200067 

50-354 

Q 

8610200069* 

50-354 

Q 

8610200077 

50-354 

P 

8610200145 

50-272 

P 

8610200145 

50-272 

P 

8610200146* 

50-272 • 

P 

8610200146* 

50-272 

P 

8610210103 

50-311 

S 

8610210239 

50-272 

R 

8610210244 

50-354 

S 

8610210249 

50-354 

F 

8610210320 

50-354 

R 

8610210323* 

50-354 

R 

8610210327* 

50-354 

R 

8610210330 

60-354 

S 

8610210362 

50-354 

S 

8610210474 

50-311 

S 

8610210478 

50-311 

R 

8610210494 

50-272 

S 

8610230031 

50-272 

S 

8610230254 

50-354 

S 

8610240014 

50-272 

F 

8610240191 

PR 


8610240270 

50-354 

P 

8610240392 

50-354 

F 


AUTHOR AFFILIATION 


Purdue Unlv., West Lafayette, IN 


Querytech, Inc. 

RECO Industries, Inc. 

REM Technologies, Inc. 

Radiation Management Corp. 

Reactor Safety Co. (GRS), Inc. 

Reed College, Portland, OR 
Regulatory Group, Inc. 

Rensselaer Polytechnic institute, Troy, 
NY 


Rio Aigom Corp. 


Robert Charles Moles & Associates 
Rochester Gas & Electric Corp. 


Rockbestos Co. 

Rockwell International Corp. 
Rocky Mountain Energy Co. 
Ropes & Gray 


S. Levy, Inc. 

SEA Consultants, Inc. 

SMC O’Donnell Associates, Inc. 

Sacramento Municipal Utility District 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610270131 

50-354 

8610270266 

50-311 

8610280030 

50-354 

8610280426 

50-272 

8610280447 

50-272 

8610280447 

50-272 

8610280547 

50-354 

8610290319 

50-354 

8610070199 

70-152 

8610070211* 

70-152 

8610280510 

ACRS 

8610280059 

QA999 

8610030524* 

CONTRACT 

8610300361* 

CONTRACT 

8610200310* 

PR 

8610030403 

NUREG 

8610270211 

50-288 

8610060698* 

CONTRACT 

8610100121 

50-225 

8610100133* 

50-225 

8610100139* 

50-225 

8610240215 

71-396 

8610240217* 

71-396 

8610290229 

50-225 

8610070294 

40-8084 

8610070305* 

40-8084 

8610090478 

40-8084 

8610100439* 

CONTRACT 

8610080115 

PR 

8610140151 

50-244 

8610200079 

50-244 

8610210084 

50-244 

8610210287 

50-244 

8610210294* 

50-244 

8610210298* 

50-244 

8610300384 

50-244 

8610300392 

50-244 

8610310167 

50-244 

8610280465* 

70-25 

8605160215* 

50-446 

8610010199 

WASTE MGT 

8610030604 

40-8697 

8610030515* 

40-8697 

8610080096 

50-445 

8610080194 

50-445 

8610150127 

50-445 

8610150137 

50-443 

8610160137 

50-443 

8610160197 

50-443 

8610150197 

50-443 

8610200130 

50-445 

8610210095 

50-445 

8610220108 

50-445 

8610220228 

50-445 

8610270108 

50-443 

8610280368 

50-443 

8610090337* 

FOIA 

8610090420* 

CONTRACT 

8610010426* 

CONTRACT 

8610010490 

50-312 

8610010501* 

50-312 

8610030130 

50-312 

8610030149* 

50-312 

8610060264 

50-312 

8610060291* 

50-312 

8610060510 

50-312 

8610060516* 

50-312 

8610060775 

50-312 

8610060787* 

50-312 

8610070536 

50-312 

8610070555 

50-312 

8610090497 

50-312 

8610100073 

50-312 

8610100243 

50-312 

8610100407 

50-312 

8610100566 

50-312 

8810140052 

50-312 

8610140056* 

50-312 

8610140416 

50-312 

8610150080 

50-312 

8610150108* 

50-312 

8610170219 

50-312 

8610200003 

50-312 

8610200004* 

50-312 

8610200388 

50-312 

8610210043 

50-312 

8610210048* 

50-312 

8610210104 

50-312 
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AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Safe Energy Coalition of Michigan 
Salisbury, MA 


San Luis Obispo Mothers for Peace 
Sandia National Laboratories 


Sargent & Lundy, Inc. 


Science Applications International Corp. 
(formerly Science Applications, Inc.) 


Scientech, Inc. 

Scientific Measurement Systems, Inc. 
Seacoast Anti-Pollution League 

Senate 


Senate, Banking, Housing & Urban Affairs 

Sequoyah Fuels Corp. (subs, of Kerr-McQe 
Nuclear Corp.) 


Shaines. Maddgan & McEachem Profession 
a) Association 

Shaw, Pittman, Potts & Trowbridge 


Shoreham Wading River Central School 
District, NY 
Sierra Qub 


8610220051 

50-312 

P 

8610220183* 

50-312 

Q 

8610230249 

50-312 

P 

8610240100 

50-312 

P 

8610280285 

50-312 

P 

8610280307* 

50-312 

P 

8610280320* 

50-312 

P 

8610280402 

50-312 

S 

8610280478 

50-312 

S 

8610280480 

50-312 

S 

8610310046 

50-312 

S 

8610060423 

FOIA 


8610220035 

FOIA 


8610240040 

50-443 

G 

8610290283 

50-443 

G 

8610020125 

50-275 

G 

8610010025 

WASTE RES 


8610010108 

WASTE RES 


8610020344 

WASTE RES 


8610030211 

NUREG 


8610030396 

NUREG 


8610030404 

NUREG 


8610230167* 

WASTE MGT 


8610290244 

NUREG 


8610290251 

NUREG 


8610290267 

NUREG 


8610290324 

REGGD 


8610310115 

NUREG 


8610310132 

NUREG 


8610010062 

TOPREP 


8610010079* 

TOPREP 


8610240181* 

50-456 

T 

8610280015* 

50-373 

P 

8610310261 

TOPREP 


8604290225* 

50-389 

Q 

8604290277* 

50-321 

Q 

8609100055* 

50-313 

P 

8609100491* 

50-313 

P 

8610060716* 

CONTRACT 


8610080381* 

50-286 

P 

8610100237* 

50-247 

P 

8610270016* 

CONTRACT 


8610270019* 

CONTRACT 


8610060751* 

CONTRACT 


8610070235 

71-5800 


8610100057 

50-443 

G 

8610240107 

50-443 

G 

8610020068 

50-322 

G 

8610060439* 

50-346 

U 

8610080044 

PR 


8610080308 

50-443 

G 

8610080308 

50-443 

G 

8610080311* 

50-443 

G 

8610080311* 

50-443 

G 

8610200110 

50-443 

G 

8610220269* 

40-8027 


8610220272* 

40-8027 


8610280388* 

50-341 

H 

8610090204 

PR 


8610080012 

40-8027 


8610080060 

40-8027 


8610080368 

40-8027 


8610080423 

40-8027 


8610080436 

40-2061 


8610090111 

40-8027 


8610100261* 

40-8027 


8610100338 

40-8027 


8610140041* 

40-8027 


8610140045* 

40-8027 


8610140071* 

40-8027 


8610140250 

40-8027 


8610210385 

40-8027 


8610240431 

40-8027 


8610290349 

40-8027 


8610290355* 

40-8027 


8610310226 

40-8027 


8610150113 

50-443 

G 

8610200091 

50-289 

G 

8610200114 

50-400 

G 

8610240072 

PR 


8610240094 

50-424 

G 

8610280247 

50-424 

G 

8610310039* 

FOIA 


6610280151 

50-322 

T 

8610080274 

50-275 

G 


Sinnissippi Alliance for the Environment 
Slemmons, D.B. 

Small Business Administration 


Smithsonian Institution 

South Carolina Electric & Gas Co. 


South Carolina, State of 

South Carolina, Univ. of, Columbia, SC 
South Hampton, NH 
Southampton. NY 


Southern California Edison Co. 


8610220216 

50-275 

8610270278 

70-364 

8610030105 

PR 

8610220260 

WASTE MGT 

8610060619* 

CONTRACT 

8610060751* 

CONTRACT 

8610060816* 

CONTRACT 

8610090249* 

CONTRACT 

8610100170* 

CONTRACT 

8610290190 

WASTE RES 

8610010574 

50-395 

8610020106 

50-395 

8610060676 

50-395 

8610080115 

PR 

8610090339 

50-395 

8610100036 

50-395 

8610100666 

50-395 

8610140265 

50-395 

8610150331 

50-395 

8610150393 

50-395 

8610160231 

50-395 

8610170036 

50-395 

8610200421 

50-395 

8610210182 

50-395 

8610210388 

50-395 

8610270127 

50-395 

8610270251 

50-395 

8610280153 

50-395 

8610240196* 

WASTE MGT 

8610010595* 

50-395 

8610100057 

50-443 

8610060295 

50-322 

8610080144 

50-322 

8610100571 

50-322 

8610140266 

50-322 

8610200023 

50-322 

8610210232 

50-322 

8610210238 

50-322 

8610210243 

50-322 

8610220219 

50-322 

8610240213 

50-322 

8610240218 

50-322 

8610020234 

50-361 

8610060502 

50-362 

8610070433 

PR 

8610080360 

50-361 

8610080360 

50-361 

8610080380 

50-361 

8610080380 

50-361 

8610080384* 

50-361 

8610080384* 

50-361 

8610080389* 

50-361 

8610080389* 

50-361 

8610080389* 

50-361 

8610080444 

50-206 

8610090034 

50-361 

8610100016 

50-206 

8610100020 

50-361 

8610100485 

50-362 

8610100533* 

FOIA 

8810100625 

50-206 

8610100773* 

50-206 

8610100773* 

50-206 

8610140335 

50-361 

8610140335 

50-361 

8610140370* 

50-361 

8610140374* 

50-361 

8610150042 

50-362 

8610150084 

50-206 

8610160167 

50-206 

8610160335 

50-206 

8610170054 

50-361 

8610210201 

50-362 

8610210233 

50-362 

8610230202 

50-206 

8610240311 

50-206 

8610240374 

50-206 

8610270260 

50-206 

8610270402 

50-361 

8610270447 

50-206 

8610270464 

50-206 

8610280090 

50-206 

8610280090 

50-206 

8610280090 

50-206 

8610280094* 

50-206 

8610280094* 

50-206 

8610280094* 

50-206 

8610280140 

50-206 
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CORPORATE SOURCE INDEX 421 


AUTHOR AFFILIATION 


Southern California, Univ. of. Los 
Angeles. CA 

Southern Company Services, inc. 
Spain, Govt, of 


Spec Consultants, inc. 


Standardized Nuclear Unit Power Plant 
System 

State, Dept, of 

State, Dept, of, Bureau of Oceans & Inti 

Environ. & Scientific Affairs 
Stetson University Coalition for Social 
Responsibility 
Slier. E.H. 


Stone & Webster Engineering Corp. 


Structural Analysis Technologies, inc. 
Suffolk County, NY 


Suffolk Life Newspapers, Riverhead, NY 
Sweden, Govt of 


Synar, B. 

Syracuse Herald-Journal. Syracuse, NY 
Technology. Services, Inc. 

Teledyne Energy Systems 
Tetedyne Engineering Services 


Teledyne Isotopes Midwest Laboratory 
Tennessee Valley Authority 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8610280140 

50-206 

P 

8610010264 

50-327 

8610280140 

50-206 

P 

8610010264 

50-327 

8610280144* 

50-206 

P 

8610010472 

50-327 

8610280144* 

50-206 

P 

8610010474 

50-390 

8610280144* 

50-206 

P 

8610020087 

50-259 

8610290021 

50-206 

R 

8610020087 

50-259 

8610290021 

50-206 

R 

8610020087 

50-259 

8610290021 

50-206 

R 

8610020112 

50-328 

8610300245 

PRM 


8610020171 

50-390 

8610300315 

50-361 

P 

8610020171 

50-390 

8610310114 

50-206 

F 

8610020178 

50-438 

8610010157 

WASTE MGT 


8610020188 

50-390 




8610020188 

50-390 

8610210060 

50-424 

F 

8610020199 

50-391 

8610100684 

XPORTLiC 


8610020205 

50-259 

8610140214 

XPORTLIC 


8610020241 

50-390 

8610080422 

71-612 


8610020241 

50-390 

8610080422 

71-612 


8610020430 

50-327 

8610080431* 

71-612 


8610020430 

50-327 

8610080431* 

71-612 


8610030168 

50-390 

8610230251 

71-6717 


8610030168 

50-390 

8610070289 

50-482 

P 

8610060024 

50-259 




8610060460 

50-327 

8610220321* 

COMMISSIO 

N 

8610060460 

50-327 

8610310302 

XPORTLiC 


8610060574 

50-328 




8610060576 

50-327 

8610240110 

PR 


8610060580 

50-328 




8610060616 

50-327 

8610060671 

50-320 

G 

8610060616 

50-327 

8610080248 

50-320 

G 

8610060784 

50-259 

8610090273 

PR 


8610070001 

50-390 

8610150031 

50-412 

S 

8610070001 

50-390 

8610160358* 

50-29 

P 

8610070005 

50-390 

8610220186* 

50-341 

P 

8610070005 

50-390 

8610060154* 

CONTRACT 


8610080079 

50-327 

8610080144 

50-322 

G 

8610080198 

50-259 

8610080251 

50-322 

G 

8610080198 

50-259 

8610100571 

50-322 

G 

8610080198 

50-259 

8610140266 

50-322 

G 

8610080202* 

50-259 

8610150109 

50-322 

G 

8610080234 

50-259 

8610150214 

60-322 

G 

8610080234 

50-259 

8610200023 

50-322 

G 

8610080234 

50-259 

8610200103 

50-322 

G 

8610080268 

50-260 

8610210085 

50-322 

G 

8610080276 

50-327 

8610210232 

50-322 

G 

8610080276 

50-327 

8610210238 

50-322 

G 

8610080289 

50-438 

8610210243 

50-322 

G 

8610080420 

50-327 

8610210247 

50-322 

G 

8610080420 

50-327 

8610220219 

50-322 

G 

8610080428* 

50-327 

8610220221* 

50-322 

G 

8610080428* 

50-327 

8610240098 

50-322 

G 

8610080437* 

50-327 

8610240195 

50-322 

F 

8610080437* 

50-327 

8610240213 

50-322 

G 

8610080440 

50-327 

8610240218 

50-322 

G 

8610080440 

50-327 

8610240222 

50-322 

G 

8610080447* 

50-327 

8610240225* 

50-322 

G 

8610080447* 

50-327 

8610240227* 

50-322 

G 

8610080451* 

50-327 

8610240229* 

50-322 

G 

8610080457* 

50-327 

8610240231* 

50-322 

G 

8610080457* 

50-327 

8610240234* 

50-322 

G 

8610090051* 

50-390 

8610240236* 

50-322 

G 

8610090051* 

50-390 

8610240239* 

50-322 

G 

8610090177 

50-259 

8610240240* 

50-322 

G 

8610090177 

50-259 

8610240243* 

50-322 

G 

8610090177 

50-259 

8610240244* 

50-322 

G 

8610090177 

60-259 

8610240247* 

50-322 

G 

8610090177 

50-259 

8610240248* 

50-322 

Q 

8610090177 

50-259 

8610240249* 

50-322 

Q 

8610090177 

50-259 

8610240251* 

50-322 

Q 

8610090177 

50-259 

8610280135 

50-322 

G 

8610090177 

50-259 

8610290287 

50-322 

G 

8610090211 

50-327 

8610220201* 

50-322 

G 

8610090211 

50-327 

8610030413 

NUREG 


8610090250 

50-259 

8610070255 

NUREG 


8610100060 

50-327 

8610140069* 

FOIA 


8610100060 

50-327 

8610210404 

NUREG 


8610100094 

50-259 

8610060290 

40-8027 


8610100134 

50-327 

8610220288 

40-8027 


8610100388 

50-390 

8610160455 

FOIA 


8610100388 

50-390 

8610200248* 

CONTRACT 


8610100494 

50-438 

8610230253 

71-4888 


8610100494 

50-438 

8610030001 

PR 


8610100570 

50-327 

8610200400* 

50-445 

A 

8610100570 

50-327 

8610230073* 

50-443 

A 

8610100606 

50-259 

8610230079* 

50-443 

A 

8610100606 

50-259 

8610230084* 

50-443 

A 

8610100606 

50-259 

8610230096* 

50-443 

A 

8610100606 

50-259 

8610270265* 

50-206 

P 

8610100606 

50-259 

8610010129 

50-391 

Q 

8610100606 

50-259 
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422 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

8610140103 

50-390 

Q 


8610270082* 

50-327 

8610140103 

50-390 

Q 


8610270103 

50-259 

8610140153 

50-296 

S 


8610270103 

50-259 

8610140293 

50-259 

P 


8610270103 

50-259 

8610140293 

50-259 

P 


8610270125 

50-327 

8610140293 

50-259 

P 


8610270155 

50-259 

8610140295* 

50-259 

P 


8610270155 

50-259 

8610140295* 

50-259 

P 


8610270155 

50-259 

8610140295* 

50-259 

P 


8610270169 

50-390 

8610150002 

50-259 

Q 


8610270175* 

50-390 

8610150002 

50-259 

Q 


8610270196 

50-390 

8610150002 

50-259 

Q 


8610270203 

50-390 

8610150045 

50-327 

P 


8610270299 

50-390 

8610150045 

50-327 

P 


8610270323 

50-390 

8610150045 

50-327 

P 


8610270323 

50-390 

8610150045 

50-327 

P 


8610280007 

50-259 

8610150045 

50-327 

P 


8610280010 

50-327 

8610150382 

50-259 

F 


8610280034 

50-327 

8610150429 

50-296 

S 


8610280085 

50-390 

8610150481 

50-390 

S 


8610280065 

50-390 

8610150481 

50-390 

S 


8610280117 

50-390 

8610150485 

50-259 

F 


8610280148 

50-390 

8610150485 

50-259 

F 


8610280212 

50-438 

8610150485 

50-259 

F 


8610280274 

50-259 

8610150485 

50-259 

F 


8610280291 

50-327 

861015048S 

50-259 

F 


8610280291 

50-327 

8610150490* 

50-259 

F 


8610280330 

50-259 

8610150492* 

50-259 

F 


8610280331 

50-259 

8610150495* 

50-259 

F 


8610280331 

50-259 

8610150495* 

50-259 

F 


8610280331 

50-259 

8610150495* 

50-259 

F 


8610280556 

50-260 

8610150495* 

50-259 

F 


8610290011 

40-1341 

8610150497* 

50-259 

F 


8610300055 

50-259 

8610160161 

50-438 

S 


8610300171 

NUREQ 

8610160161 

50-438 

S 


8610300348 

50-260 

8610160187 

50-390 

S 


8610310119 

50-327 

8610160187 

50-390 

S 


8610310130 

50-259 

8610160191 

50-390 

S 


8610310130 

50-259 

8610160191 

50-390 

S 


8610310130 

50-259 

8610160325 

50-328 

P 

Terra Therma, Inc. 

8610030109* 

WASTE RES 

8610160331 

50-259 

F 

Texas Municipal Power Agency 

8610220085 

50-445 

8610160331 

50-259 

F 

Texas Utilities Electric Co. (formerly 

8609240064 

50-445 

8610160331 

50-259 

F 

Texas Utilities Generating Co.) 



8610160347 

50-390 

S 


8609240064 

50-445 

8610160347 

50-390 

S 


8610020101 

50-445 

8610160476 

50-390 

S 


8610060067 

50-445 

8610160476 

50-390 

S 


8610060067 

50-445 

8610170053 

50-259 

P 


8610060084* 

50-445 

8610170053 

50-259 

P 


8610060204* 

50-445 

8610170053 

50-259 

P 


8610060239 

50-445 

8610170053 

50-259 

P 


8610060239 

50-445 

8610170053 

50-259 

P 


8610060271 

50-445 

8610170053 

50-259 

P 


8610060271 

50-445 

8610170053 

50-259 

P 


8610060285* 

50-445 

8610170086 

50-390 

A 


8610060296* 

50-445 

8610170088 

50-259 

H 


6610060322* 

50-445 

8610170088 

50-259 

H 


8610060322* 

50-445 

8610170088 

50-259 

H 


8610060336* 

50-445 

8610170088 

50-259 

H 


8610060345 

50-445 

8610170088 

50-259 

H 


8610060345 

50-445 

8610170104 

50-327 

S 


8610060346* 

50-445 

8610170105 

PR 



8610060404 

50-445 

8610200089 

50-327 

S 


8610060449 

50-445 

8610200151 

50-327 

P 


8610060449 

50-445 

8610200175 

50-259 

Q 


8610060470 

50-445 

8610200175 

50-259 

Q 


8610060470 

50-445 

8610200175 

50-259 

Q 


8610070039 

50-445 

8610210076 

50-327 

F 


8610070039 

50-445 

8610210076 

50-327 

F 


8610070042* 

50-445 

8610210202 

50-328 

S 


8610070042* 

50-445 

8610210312 

50-327 

Q 


8610070128 

50-445 

8610210312 

50-327 

Q 


8610070128 

50-445 

8610210492 

50-327 

S 


8610070202* 

50-445 

8610220202 

50-327 

P 


8610080096 

50-445 

8610220202 

50-327 

P 


8610080096 

50-445 

8610220210 

50-391 

S 


8610080119 

50-445 

8610220385 

50-260 

s 


8610080119 

50-445 

8610220413 

50-296 

s 


8610080122 

50-445 

8610220469 

50-259 

s 


8610080122 

50-445 

8610230140 

50-390 

s 


8610080139 

50-445 

8610230140 

50-390 

s 


8610080163 

50-445 

8610230232 

50-390 

A 


8610080194 

50-445 

8610230232 

50-390 

A 


8610080400* 

50-445 

8610240359 

50-259 

P 


8610080400* 

50-445 

8610240359 

50-259 

P 


8610080427* 

50-445 

8610240359 

50-259 

P 


8610080427* 

50-445 

8610240411 

50-390 

Q 


8610080441* 

50-446 

8610270076 

50-327 

Q 


8610080441* 

50-445 

8610270082* 

50-327 

Q 


8610080449* 

50-445 
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AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 423 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8610080459* 

50-445 

A 


8610270197* 

50-445 

A 

8610080459* 

50-445 

A 


8610270197* 

50-445 

A 

8610080470* 

50-445 

A 


8610270200* 

50-445 

A 

8610080491* 

50-445 

A 


8610270200* 

50-445 

A 

8610080493* 

50-445 

A 


8610270202* 

50-445 

A 

8610080495* 

50-445 

A 


8610270204* 

50-445 

A 

8610080496* 

50-445 

A 


8610270204* 

50-445 

A 

8610090011 

50-445 

S 


8610270207* 

50-445 

A 

8610090011 

50-445 

S 


8610270207* 

50-445 

A 

8610090024 

50-445 

S 


8610270209* 

50-445 

A 

8610090024 

50-445 

S 


8610270209* 

50-445 

A 

8610090027 

50-445 

s 


8610270215* 

50-445 

A 

8610090027 

50-445 

s 


8610270215* 

50-445 

A 

8610090132 

50-445 

s 


8610270221* 

50-445 

A 

8610090132 

50-445 

s 


8610270221* 

50-445 

A 

8610090139 

50-445 

s 


8610270229* 

50-445 

A 

8610090139 

50-445 

s 


8610270237* 

50-445 

A 

8610090192 

50-445 

s 


8610270245* 

50-445 

A 

8610090192 

50-445 

s 


8610270252* 

50-445 

A 

8610100039 

50-445 

s 


8610270252* 

50-445 

A 

8610100218 

50-445 

s 


8610270254* 

50-445 

A 

8610100218 

50-445 

s 


8610270254* 

50-445 

A 

8610100326 

50-445 

s 


8610270261* 

50-445 

A 

8610100336 

50-445 

s 


8610270270* 

50-445 

A 

8610100336 

50-445 

s 


8610270270* 

50-445 

A 

8610100379 

50-445 

s 


8610270277* 

50-445 

A 

8610100379 

50-445 

s 


8610270277* 

50-445 

A 

8610100588 

50-445 

s 


8610270280* 

50-445 

A 

8610100774* 

50-445 

Q 


8610270280* 

50-445 

A 

8610150072 

50-445 

A 


8610270286* 

50-445 

A 

8610150127 

50-445 

G 


8610270286* 

50-445 

A 

8610150130 

50-445 

S 


8610270290* 

50-445 

A 

8610150146 

50-445 

S 


8610270290* 

50-445 

A 

8610150146 

50-445 

S 


8610270292* 

50-445 

A 

8610160041 

50-445 

s 


8610270292* 

50-445 

A 

8610160041 

50-445 

s 


8610270300* 

50-445 

A 

8610160098 

50-445 

s 


8610270307* 

50-445 

A 

8610160101 

50-445 

s 


8610270307* 

50-445 

A 

8610160101 

50-445 

s 


8610270322* 

50-445 

A 

8610160113 

50-445 

s 


8610270330* 

50-445 

A 

8610160113 

50-445 

s 


8610270330* 

50-445 

A 

8610160164 

50-445 

s 


8610270333* 

50-445 

A 

8610160164 

50-445 

s 


8610270333* 

50-445 

A 

8610160175 

50-445 

s 


8610270345* 

50-445 

A 

8610160175 

50-445 

s 


8610270346* 

50-445 

A 

8610170301 

50-445 

A 


8610270352* 

50-445 

A 

8610170301 

50-445 

A 


8610270361* 

50-445 

A 

8610200130 

50-445 

G 


8610270361* 

50-445 

A 

8610200172 

50-445 

S 


8610270375* 

50-445 

A 

8610200172 

50-445 

S 


8610270383* 

50-445 

A 

8610200198 

50-445 

S 


8610280365 

50-445 

S 

8610200198 

50-445 

S 


8610280365 

50-445 

S 

8610200212 

50-445 

G 


8610280367 

50-445 

s 

8610200212 

50-445 

G 


8610280369 

50-445 

s 

8610200331. 

50-445 

S 


8610280378 

50-445 

s 

8610200331 

50-445 

s 


8610280378 

50-445 

s 

8610200343 

50-445 

s 


8610280389 

50-445 

s 

8610200343 

50-445 

s 


8610280389 

50-445 

s 

8610210095 

50-445 

G 


8610280390 

50-445 

s 

8610210251 

50-445 

F 


8610280425 

50-445 

s 

8610210251 

50-445 

F 


8610280425 

50-445 

s 

8610220054 

50-445 

s 


8610280431 

50-445 

s 

8610220054 

50-445 

s 


8610280431 

50-445 

s 

8610220108 

50-445 

G 


8610280435 

50-445 

s 

6610220108 

50-445 

G 


8610280435 

50-445 

s 

8610220120 

50-445 

A 


8610280446 

50-445 

s 

8610220120 

50-445 

A 


8610280446 

50-445 

s 

8610220123* 

50-445 

A 


8610280488 

50-445 

s 

8610220123* 

50-445 

A 


8610280488 

50-445 

s 

8610220228 

50-445 

G 


8610280497 

50-445 

s 

8610220228 

50-445 

G 


8610290305 

50-445 

s 

8610220320 

50-445 

G 


8610290305 

50-445 

s 

8610220320 

50-445 

G 


8610290376 

50-446 

s 

8610220370 

50-445 

Q 


8610290394 

50-445 

s 

8610220378 

50-445 

Q 


8610290394 

50-445 

s 

8610230064 

50-446 

s 


8610290404 

50-445 

s 

8610230068 

50-445 

S 


8610290404 

50-445 

s 

8610230071 

50-445 

s 


8610310013 

50-445 

s 

8610230071 

50-445 

s 


8610310053 

50-445 

s 

8610230138 

50-445 

s 


8610310053 

50-445 

s 

8610230138 

50-445 

s 


8610310100 

50-445 

s 

8610240416 

50-445 

A 


8610310100 

50-445 

s 

8610240416 

50-445 

A 


8610310105 

50-445 

s 

8610270002 

50-445 

A 


8610310211 

50-445 

s 

8610270002 

50-445 

A 


8610310211 

50-445 

s 

8610270191* 

50-445 

A 


8610310230 

50-445 

s 

8610270191* 

60-446 

A 


8610310230 

50-445 

s 

8610270193* 

50-445 

A 

Texas, State of 

8610010039* 

CONTRACT 


8610270193* 

50-445 

A 

8610200358 

PR 




424 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Texas, Um. of, Austin, TX 
Thermal Science. Inc. 
Toleck) Edison Co, 


Toledo. Univ. of. Toledo. OH 
Tope! & Goodman 


Trane Co, 
Transnuclear. Inc. 


Trial Lawyers for Pi*lic Justice, P.C, 


Troutman, Sanders, Lockerman & Ashmore 

Tulsa, Unrv, of, Tutea, C»< 

Tuskegee Institute, Tuskegee, AL 
Twomey, U^am & Shea 




ACCESSION 

NUMBER 


8610300259 

8610310086 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8610150134 WASTE MGT 

8610140142 PT21 

8610060205 50-346 

8610060730 50-346 

8610070433 PR 

8610080362 PR 

8610080465 50-346 

8610090183 50-346 

8610090185 50-346 

8610100181 50-346 

8610100199 50-346 

8610100469 50-346 

8610100500 50-346 

8610100507* 50-346 

8610100658 50-346 

8610100725 50-346 

8610160207 50-346 

8610210077 50-346 

8610210367 50-346 

8610210412 50-346 

8610220162 50-346 

8610230154 50-346 

8610230166* 50-346 

8610230175* 50-346 

8610230179* 50-346 

8610230182* 50-346 

8610230185* 50-346 

8610230187* 50-346 


8610230192* 

8610230194* 

8610230198* 

8610230200* 

8610290236 

8610290238* 

8610290241* 

8610010531 

8610060790 

8610100457 

8610240253 

8610100298 

8610100304* 

8610300299 

8610300306 

8610060303 

8610060440 

8610060446* 

8610080131 

8610100053 

8610100053 

8610100080 

8610140327 

8610140327 

8610220220 

8610220329 

8610240083 

8610240128* 

8610270073 

8610220146 

8610210319 

8610100613* 

8610060295 

8610080144 

8610100571 

8610140286 

8610200023 

8610200103 

8610210232 

8610210238 

8610210243 

8610220219 

8610240213 

8610010049 


50-346 
50-346 
WASTE RES 
QA999 
QA999 

70-1426 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 


NUREG 

CONTRACT 

50-322 

50-322 

50-322 


Ittierals Cki^. 


8610220332 

8610220340 

8610220343* 

8810220345* 

8610220364* 

8610220368* 

8610230121 

8610230127* 

8610230230 

^10230256* 

8610240256 

8610280599 

8610290400* 

8610090467 


27-48 

27-48 

CONTRACT 

40-299 


Carbide Corp.) 


UNC Resources, Inc. 


Union 76 Minerals Exploration Co. 
Union Electric Co. 


Union of Concerned Scientists 


Union of Soviet Socialist Republics 
Unistfut Corp, 

United Airlines, Inc. 

United Engineers & Constructors, Inc. 
(subs, of Raytheon Co.) 


United Nuclear Corp. (subs, of UNC 
Resources, Inc.) 

Uranium Supply Services Corp. 

Urenco, Inc. 

Utility Workers Union of America 
Va idyne Engineering Sales Corp. 

Valley News Dispatch, Tarentum, PA 

Vermont Public Interest Research Group 
Vermont Yankee Nuclear Power Corp. 


Vermont, State of 


WgWa Power (Virginia Electric & Powe 


8610100081 

40-299 

8610290184 

40-8681 

8610290191 

40-8681 

8610290200 

40-8681 

8610300012 

40-8681 

8610300020* 

40-8681 

8610030469 

40-8907 

861009041 1 

70-371 

8610160456 

40-8728 

8610160461* 

40-8728 

8610280026 

70-371 

8610300277 

40-8584 

8610030445 

SO-483 

8610080115 

PR 

8610080435 

50-483 

8610080452* 

50-483 

8610100084 

50-483 

8610100189 

50-483 

8610100449 

50-483 

8610100458* 

50-483 

8610100528* 

50-483 

8610100541 * 

60-483 

8610150305 

PR 

8610170170 

50-483 

8610200002 

50-483 

8610200073 

50-483 

8610200355 

50-483 

8610210370 

50-483 

8610220053 

50-483 


8610240169 

8610280571 

8610030364 

8610080073*' 

8610160360 

8610240140* 

8610280503 

8610140336* 

8610100544 

8610060495 


0610010190* 

TOPREP 

0610160418* 

50-460 

8610220442* 

50-443 

8610220453* 

50-443 

8610220461 * 

50-443 

8610240252 

70-371 

8610240384 

70-371 

8610160382 

40-8786 

8610160202 

PROJ 

8610070433 

PR 

8610280012 

PT21 

8610060126 

70-135 

8610080064* 

50-271 

8610060199* 

PR 

8610070433 

PR 

8610080269 

50-271 

6610100031 

50-271 

8610100033* 

60-271 

8610140305 

50-271 

8610150077 

50-271 

6610160474 

50-271 

8610200144 

50-271 

8610230213 

50-271 

8610280022 

50-271 

8610280033 

50-271 

8610290219 

50-271 

8609260259* 

50-271 


8610080051* 

8610080059* 

8609190296 


8609190298* 

8609190298* 

8610020002 

8610020002 

8610020080 

8610020080 

8610020080 

8610020080 

8610020080 

8610070485 

8610080439 

8610080469 

8610090103 

8610090103 
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CORPORATE SOURCE INDEX 425 


AUTHOR AFFILIATION 


Virginia. Uniy. of, Charlottesviile, VA 
Volpe. Boakey & Lyons 


WESTEC Sarvices. Inc. 

Washington Public Power Supply System 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8610090103 

50-280 

F 

8610090103 

50-280 

F 

8610090103 

50-280 

F 

8610090126 

50-280 

S 

8610090343 

50-281 

P 

8610100253 

50-338 

R 

8610100367 

50-280 

R 

8610140277 

50-338 

S 

8610140390 

50-280 

P 

8610140390 

50-280 

P 

8610140401* 

50-280 

P 

8610140401* 

50-280 

P 

8610150030 

50-280 

F 

8610150030 

50-280 

F 

8610150030 

50-280 

F 

8610150030 

50-280 

F 

8610150030 

50-280 

F 

8610150083 

50-280 

P 

8610160009 

50-280 

P 

8610160056 

50-338 

S 

8610160116 

50-338 

F 

8610160169 

50-281 

P 

8610160319 

50-280 

F 

8610160319 

50-280 

F 

8610160463* 

50-280 

P 

8610200371 

50-339 

S 

8610200378 

50-338 

S 

8610210090 

50-338 

P 

8610210183 

50-338 

S 

8610210183 

50-338 

S 

8610220115 

50-281 

S 

8610220136 

50-280 

S 

8610220168 

50-280 

s 

8610220184 

50-280 

S 

8610230022 

50-280 

s 

8610230083 

50-280 

F 

8610230083 

50-280 

F 

8610230085* 

50-280 

F 

8610230085* 

50-280 

F 

8610230091* 

50-280 

F 

8610230091* 

50-280 

F 

8610230098* 

50-280 

F 

8610230098* 

50-280 

F 

8610230100* 

50-280 

F 

8610230100* 

50-280 

F 

8610230102* 

50-280 

F 

8610230102* 

50-280 

F 

8610230104* 

50-280 

F 

8610230104* 

50-280 

F 

8610230105* 

50-280 

F 

8610230105* 

50-280 

F 

8610230108* 

50-280 

F 

8610230108* 

50-280 

F 

8610230110* 

50-280 

F 

8610230110* 

50-280 

F 

8610230113* 

50-280 

F 

8610230113* 

50-280 

F 

8610240010 

PR 


8610280054 

50-280 

Q 

8610280054 

50-280 

Q 

8610280054 

50-280 

Q 

8610280072 

50-338 

R 

8610280075* 

50-338 

R 

8610280078* 

50-338 

R 

8610280081* 

50-338 

R 

8610280102 

50-280 

R 

8610300240 

PR 


6610300308 

50-280 

s 

8610300236 

PRM 


8610210274 

50-348 

M 

8610210274 

50-348 

M 

8610210301* 

50-348 

M 

8610210301* 

50-348 

M 

8610060363* 

CONTRACT 


8610030001 

PR 


8610030204 

50-397 

K 

8610070208* 

50-397 

Q 

8610080115 

PR 


8610090505 

50-397 

Q 

8610100169 

50-397 

R 

8610100173 

50-397 

R 

8610100466* 

50-397 

R 

8610100488* 

50-397 

R 

8610100576 

50-397 

F 

8610100669 

50-397 

S 

8610140220 

50-397 

s 

8610160070 

50-397 

P 

8610160074* 

50-397 

P 

8610160091 

50-397 

P 


AUTHOR AFFILIATION 


Washington State Univ., Pullman, WA 
Washington, State of 


Waste Management Group, Inc. 
Western Nuclear, Inc. (subs, of Phelps 
Dodge Corp.) 


Westinghouse Electric Corp. 


Westinghouse Operating Plants Owners 
Group 

Weston (Roy F. Weston, Inc.) 

Weston Geophysical Corp. 


Whittaker Corp. 
Williams & Associates 


Wisconsin Electric Power Co. 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

8610160267 

50-397 

8610160417 

50-460 

8610170035 

50-508 

8610170044* 

50-508 

8610210296 

50-397 

8610220104 

50-397 

8610220165 

50-397 

8610220206 

50-397 

8610220215* 

50-397 

8610230180 

50-508 

8610280513* 

50-397 

8610290323 

50-397 

8610300154 

50-508 

8610300321 

50-508 

8610060223 

PRM 

8610140053 

WASTE MGT 

8610140064* 

WASTE MGT 

8610140148 

WASTE MGT 

8610150265 

27-48 

8610150376 

PR 

8610160334 

PR 

8610230165 

WASTE MGT 

8610230168* 

WASTE MGT 

8610230169 

27-48 

8610240016 

WASTE MGT 

8610240224* 

WASTE MGT 

8610020517* 

CONTRACT 

8610060002 

40-1162 

8610060247* 

40-1162 

8610010431* 

50-348 

8610010491 

PR 

8610060145 

40-8502 

8610060463* 

50-498 

8610060463* 

50-498 

8610060987* 

50-498 

8610060987* 

50-498 

8610070093 

40-8502 

8610070166 

70-1151 

8610070204 

40-8502 

8610070363 

TOPREP 

8610070368* 

TOPREP 

8610070513 

70-1151 

8610080461 

50-87 

8610090078* 

50-348 

8610090150* 

50-424 

8610090156* 

50-424 

8610090271 

TOPREP 

8610100047* 

50-498 

8610100051* 

50-498 

8610100056’ 

50-498 

8610140057 

TOPREP 

8610140066* 

TOPREP 

8610140252 

TOPREP 

8610150365 

70-1151 

8610160377 

XPORTLIC 

8610160438 

XPORTLIC 

8610200156* 

50-327 

8610200160* 

50-327 

8610200164* 

50-327 

8610200169* 

50-327 

8610240003 

70-1151 

8610240377 

70-1151 

8610240378 

TOPREP 

8610240398* 

TOPREP 

8610240409* 

TOPREP 

8610270008 

70-1151 

8610270294 

70-1151 

8610280565* 

50-424 

8610280598* 

50-424 

8509050363* 

FOIA 

8610300176 

TOPREP 

8610150257 

WASTE MGT 

8610220406 

WASTE MGT 

8610240291 

WASTE RES 

8610240404 

40-7455 

8610010033 

WASTE RES 

8610010147 

WASTE RES 

8610010365 

WASTE RES 

8610070098 

40-8904 

8610140216 

WASTE RES 

8610140222 

WASTE RES 

8610140225 

WASTE RES 

8610230245 

WASTE RES 

8610070081 

50-266 

8610070502 

50-266 

8610100208 

50-266 

8610160101 

50-301 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Wisconsin Public Ssrvice Corp. 


Wisconsin, Univ. of, Madison Wl 
Worcester Polytechnic Institute. 

Worcester, MA 

World Time Coip. of America 

Worsham Porsche. Sampels & Woolridge 
(formerly Worsham. Forsythe & Sampels) 


ACCESSION 

NUttHBER 

SUBJSECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 




NUMBER 

CATEGORY 

8610160179 

50-266 

R 


8610220320 

8610070164 


8610160232 

8610160232 

50-266 

50-266 

P 

p 

Wyoming, State of 

50-445 

40-8768 

8610170202 

50-266 

p 


8610070170 

40-6659 

8610170202 

50-266 

P 

XY2YX Information Corp. 

8610090441 

8610230023 

40-8714 

FOIA 

8610200318 

8610200318 

8610270421 

8610290386 

8610070433 

50-266 

50-266 

50-266 

50-266 

PR 

F 

F 

P 

Q 

Yakima Indian Nation 

Yankee Atomic Electric Co. 

8610240072 

8610020516 

8610070456 

8610080445 

8610090257 

PR 

PR 

PR 

50-29 

50-29 

8610080123 

8610080125* 

8610100055 

8610100226 

8610100229* 

50-305 

50-305 

50-305 

50-305 

50-305 

P 

P 

Q 

P 

P 


8610100050 

8610100054 

8610100093 

8610100160 

8610160355 

50-29 

50-29 

50-29 

50-29 

50-29 

8610100250 

50-305 

Q 


8610170043 

50-29 

8610160163 

50-305 

P 


8610230190 

50-29 

8610210153 

50-305 

P 


8610230209* 

50-29 

8610240428 

50-305 

F 


8610240133 

50-29 

8610270338 

50-305 

J 


8610270384 

50-29 

8610280469 

50-305 

s 


8610270388* 

50-29 

8610240071 

PR 



8610280493 

50-29 

8610200337 

PRM 



8610300167 

50-29 




8610300282 

50-29 

8610270060 

FOIA 



8610310174 

50-29 

8610010445 

50-445 

G 

Yasuda Fire & Marine Insurance Company o 
Amenca 

8610140024 

40-8027 




Zuckert, Scoutt, Rasenberger & Johnson 

8610210426 

50-455 1 
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REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk foilowing the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principai docu- 
ment under which the enclosure is iisted, refer to the 
index entitied “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION SUB- 

OTHER REPORT 

REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 


NUMBER 

JECT 

NUMBER 


NUMBER 

JECT 

NUMBER 



CATE- 




CATE- 




GORY 




GORY 


01-0210-1470 RO 

8610060139* 

50-445 

A 

NUREG-0837 V06 N02 

8610210401 

NUREG 


09-0210-0018 RO 

8610060153* 

50-445 

A 

NUREG-0853 S07 

8610030414 

50-461 

E 

09-0570-0055 ROO 

8610090258* 

50-29 

P 

NUREG-0874 

8610060350 

NUREG 


103-84/M544F 

8610010076* 

ORG 


NUREG-0933 SOS 

8610210214 

NUREG 


2323-SS-30 R2 

8610060233* 

50-445 

A 

NUREG.1002 SOI 

8610220157 

50-456 

E 

23A4758 ROO 

8610060110* 

50-265 

P 

NUREG-1002 S02 

8610310144 

50-456 

E 

S9-86/M544F 

8610010081* 

ORG 


NUREG-1021 R03 

8609250149 

NUREG 


85-476 

8610230239* 

27-48 


NUREG-1047 S04 

8610030417 

50-410 

E 

86-2 

8610010595* 

50-395 

R 

NUREG.1123 

8610030409 

NUREG 


8601-00-0084 R08 

8610020026* 

50-374 

P 

NUREG-1169 

8610060341 

NUREG 


8610170101 

8610170101 

RES 


NUREG-1203 

8610030421 

50-461 

P 

9763.102.SB 1-S IT 

8610220442* 

50-443 

A 

NUREG-1214 

8610210396 

NUREG 


A-5415 R01 

8610010501* 

50-312 

P 104415 

NUREG-CR/4592 

8610310178 

NUREG 

LA-1 0707-MS 

AIF/NESP-016 

8001230450* 

PR 

50FRS1992 

NUREG/BR-0051 VOS N1 

8610060612 

NUREG 


AIF/NESP-030 

8610200310* 

PR 

50FR51992 

NUREG/CP-0076 

8610290251 

NUREG 

SAND86-0618 

AlF/NESP-035 

8610200312* 

PR 

50FR51992 

NUREG/CP-0081 

8610280255 

NUREG 


BAW-10094A R03 

8610020102* 

TOPREP 


NUREG/CR-2331 V06 N1 

8610310161 

NUREG 

BNL-NUREG-51454 

BAW-10153A 

8610160271* 

TOPREP 


NUREG/CR-3197 V02 

8610310132 

NUREG 

SAND83-0395 

BAW-10510A 

8610060037* 

TOPREP 


NUREG/CR-3328 

8610310115 

NUREG 

SAND83-1159 

BAW-1823 R01 

8610030164* 

50-312 

P 

NUREG/CR-3613 V03 N2 

8610280339 

NUREG 

PNL-4941 

BAW-1976 

8610240207* 

50-312 

P 

NUREG/CR-3774 V06 

8610310152 

NUREG 


BAW-1976 

8610100779* 

50-313 

P 71-1165715-00 

NUREG/CR-3969 

8610290267 

NUREG 

SAND85-1305 

BWPT-RY-17 RO 

8610100584* 

50-456 

A 231 4U 

NUREG/CR-4082 V04 

8610030416 

NUREG 

BMI-2120 

CEN-341{C) 

8610070244* 

50-382 

P W3P86-3328 

NUREG/CR-4125 V01 R1 

8610030400 

NUREG 

PNL-5374 

CEN-343(C)-NP 

8610240093* 

50-382 

P 

NUREG/CR-4125 V02 R1 

8610030402 

NUREG 

PNL-5374 

CEN.345(B)-NP 

8610240084* 

50-317 

P 

NUREG/CR-4129 V01 

8610280319 

NUREG 

EGG-2372 

DOE/EIS-0126-F V01 

8610310006* 

WASTE MGT 


NUREG/CR-4129 V02 

8610280309 

NUREG 

EGG-2372 

DOE/EtS-0126-F V02 

8610310007* 

WASTE MGT 


NUREG/CR-4265 V02 

8610030411 

50-317 

P ORNL/TM-9640/V2 

DOE/RW-0067 

8610290069* 

WASTE MGT 


NUREG/CR-4308 

8610030404 

NUREG 

SAND85-1370 

DPC-NE-1003 

8610100274* 

50-369 

P 

NUREG/CR-4340 V02 

8610030396 

NUREG 

SAND85-1606 

EGQ-EA-6771 

8606110136* 

50-266 

P TAG 51120 

NUREG/CR-4367 R01 

8610030418 

NUREG 

ORNL-6208/R1 

EGG-EA-6789 

8610300289* 

50-298 

P TAG 51082 

NUREG/CR-4394 

8610310229 

NUREG 

ORNL/TM-9628 

EGG-EA-6829 

8610100402* 

50-461 

P 

NUREG/CR-4439 

8610030412 

50-261 

P ORNL/TM-10132 

EGG-NTA-7076 

8609240175* 

50-344 

P TAG 51362 

NUREG/CR-4439 ERR 

8610300120 

50-261 

P ORNL/TM-10132 

EGG-NTA-7188 DRFT 

8610150261* 

50-440 

P GL-83-28 

NUREG/CR-4480 

8610030408 

NUREG 

PNL-5724 

EGG-NTA-7910 

8610200058* 

50-313 

P GL-83-28 

NUREG/CR-4495 

8610020282 

NUREG 

PNL-5627 

EMD-061058 R01 

8610280015* 

50-373 

P 

NUREG/CR-4568 

8610030211 

NUREG 

SAND85-1739 

FMRC J.I.0J3R0.RK 

8610080023* 

TOPREP 


NUREQ/CR-4564 

8610290256 

NUREG 

BNL-NUREG-51971 

HA-10/86-532 

8610220191* 

50-341 

P 

NUREQ/CR-4574 

8610070135 

NUREG 

BMI-2136 

IN-85-288-001 R01 

8610080451* 

50-327 

P 

NUREG/CR-4575 

8610030075 

NUREG 

BMi-2137 

ISAP 1 A4 R01 

8610080493* 

50-445 

A 

NUREG/CR-4586 

8610290244 

NUREG 

SANDe6-0300 

ISAP I.B.3 R01 

8610080496* 

50-445 

A 

NUREQ/CR-460B 

8610310162 

NUREG 

EGG-2452 

ISAP H.B R01 

8610080491* 

50-445 

A 

NUREG/CR-4635 

8610280315 

NUREG 

MEA-21 36 

ISAPVU,B.2 

8610080495* 

50-446 

A 

NUREG/CR-4636 

8610280305 

NUREG 

MEA-2139 

ISAP VII.B.2R01 

8610080495* 

50-445 

A 

NUREG/CR-4637 

8610280322 

NUREG 

EGG-2457 

L-CE-R-042 

8610240089* 

50-382 

P 

NUREG/CR-4646 

6610210319 

NUREG 

MEA-2145 

LR-287-61 

8610280597* 

WASTE RES 


NUREG/CR-4647 ERR 

8610070431 

NUREG 

ORNL/TM-10095 

MAC.77-66 

8610160029* 

50-445 

A 

NUREG/CR-4667 V02 

8610310120 

NUREG 

ANL-86-37 

MAC-79-G021 

8610160044* 

50-445 

A 

NUREG/CR-4682 

8610310124 

NUREG 

ANL-86-32 

MC-40201-SQN R02 

8610080437* 

50-327 

P 

NUREG/CR-4604 

8610070262 

NUREG 

ORNL/TM-9905 

MC-40302-SQN R01 

8610080428* 

50-327 

P 

NUREG/CR-4700 

8610310143 

NUREG 

BNL-NUREG-52014 

MDE-45-0365 

8610100583* 

50-461 

P 

NUREG/CR-4723 

8610310109 

NUREG 

MEA-21 73 

MPR-949 R01 

8610210402* 

50-387 

P 

NUREG/CR-4738 

8610030405 

NUREG 


MSS-NA1-P SOI 

8610070274* 

50-382 

P 

NUREG/CR-4745 

8610310168 

NUREG 


NEDC-31322 

8610100510* 

50-322 

Q SNRG-1283 

NUREG/CR-4760 

8610290173 

NUREG 


NEDO-24146A ERR 14 

8610060119* 

50-265 

P 79NED273 

NUREG/CR-4753 V01 

8610310125 

NUREG 


NEDO-24146A ERR 15 

8610060112* 

50-265 

P 79NED273 

NUREG/IA-0002 

8610030403 

NUREG 


NEDO-24154-A 

8610240200* 

TOPREP 

78NE0290R1 

NUREG/IA-0003 

8610030406 

NUREG 


NL 86-005 ROO 

8610010401* 

50-388 

P 

NUREG/IA-0005 

8610070255 

NUREG 


NP.3569 

8610160374* 

FOIA 


NUREQ/IA-OOOe 

8610210404 

NUREG 


NSPN AD-8608 ROO 

8610150529* 

50-263 

P 

NUREG/IA-0607 

8610030413 

NUREG 


NUREG-0090 V09 N01 

8610290171 

NUREG 


PGE-8010R11 

8610220138* 

50-344 

P 

NUREG-0540 V08 NOB 

8610210452 

NUREG 


PNL-5795 

8610240052* 

WASTE MGT 


NUREG4)713 V06 

8610210395 

NUREG 


PNL-SA-13790 

8610240026* 

WASTE MGT 


NUREG-0750 V23 102 

6610280441 

NURiEQ 


SAiC-86/1627 

8604290225* 

50-389 

Q 

NUREQ-0781 SOI 

861OO7C®70 

50-496 

E 

SAlC-86/3067 

8609100491* 

50-313 

P 
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REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 


NUMBER 

SAIC-86/3070 

8609100055* 

50-313 

P 


SCE-1-A A 09 R16 

8610280094* 

50-206 

P 


SCE-1-AA09R17 

8610280144* 

50-206 

P 


SECY-82-224 

8206090262* 

50-329 

A 

ALAB-674 

SECY-85-156 

8505310082* 

50-275 

P 

SECY-85-369 

8512130336* 

FOIA 



SECY.86.001E 

8610280152* 

FOIA 



SL-TR-1A R07 

8610010079* 

TOPREP 



SLI-8410 DRFT R01 

8610090337* 

FOIA 



1-3270 

8610230152* 

WASTE MGT 



TER-C5506-317 SOI 

8607170071* 

50-245 

P 


TER-C5506-322 SOI 

8607220466* 

50-331 

P 


TER-C5506-418 SOI 

8607290218* 

50-298 

P 

TAC 07934 

TER-C5506-591 APP D 

8608220052* 

50-333 

P 

TR-039 ROO 

8610150007* 

50-219 

P 

2631 H 


REPORT NUMBER 

ACCESSION SUB- 


OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 


NUMBER 

TR-85028-02 

8610160172* 

50-206 

P 


UCB-NE-4043 

8610140176* 

WASTE MGT 



UEC-TR-001-7 

8610010190* 

TOPREP 



WCAP-10934 R02 

8610090078* 

50-348 

P 


WCAP-11270 

8610090156* 

50-424 

A 


WCAP-11286 

8610280565* 

50-424 

E 


WCAP-11297 

8610100056* 

50-498 

E 

ST-HL-AE-17e7 

WPR-86(6810-01)-01 

8610230069* 

WASTE RES 



XN-NF-85-24(NP)(A) 

8610100024* 

TOPREP 



XN-NF-85-28(NP) SOI 

8610100686* 

TOPREP 



XN-NF-85-64(NP) R01 

8610100674* 

TOPREP 



XN-NF-85-64(NP)S1 R1 

8610100664* 

TOPREP 



XN-NF-85-68(NP) R01 

8610100650* 

TOPREP 



XN-NF-86-100 ROO 

8610210259* 

50-261 

P 


XN-NF-86-107 ROO 

8610210261* 

50-261 

P 
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ACCESSION NUHBER ACCESSION NUMSER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

7905150565 

8610270072 

86/10/20 

FOIA 


8311010064 

8610200390 

86/09/30 

50-275 

7905290709 

8610270072 

86/10/20 

FOIA 


8403120292 

8610210373 

86/10/09 

50-440 

7906290547 

8610080128 

86/09/26 

FOIA 


8406210097 

8610100042 

86/09/30 

50-275 

7909120297 

8610310010 

86/09/30 

50-498 

U 

8405210299 

8610100042 

86/09/30 

50-275 

8001130081 

8610310010 

86/09/30 

50-498 

U 

8406210017 

8610030371 

86/09/24 

FOIA 

8001230450 

8610200292 

86/10/06 

PR 


8406210185 

8610100042 

86/09/30 

50-275 

8002200255 

8610310010 

86/09/30 

50-498 

U 

8407020422 

8610270072 

86/10/20 

FOIA 

8003040562 

8610310010 

86/09/30 

50-498 

Q 

8407020428 

8610270072 

86/10/20 

FOIA 

8005200107 

8610310010 

86/09/30 

50-498 

U 

8407020430 

8610270072 

86/10/20 

FOIA 

8006190087 

8610200140 

80/10/02 

ORG 


8407310597 

8610100042 

86/09/30 

50-275 

8007310687 

8610080128 

86/09/26 

50-329 

G 

8408090485 

8610100042 

86/09/30 

50-275 

8010290059 

8610270072 

86/10/20 

FOIA 


8409200106 

8610270072 

86/10/20 

FOIA 

8012100660 

8610080128 

86/09/26 

50-329 

T 

8412270461 

8610290257 

86/10/22 

FOIA 

8012100667 

8610080128 

86/09/26 

50-329 

T 

8412270465 

8610290257 

86/10/22 

FOIA 

8012120401 

8610080128 

86/09/26 

50-275 

P 

8501180446 

8610290257 

86/10/22 

FOIA 

8101290035 

8610080128 

86/09/26 

50-329 

G 

8502050749 

8610100042 

86/09/30 

50-275 

8103160897 

8610080128 

86/09/26 

50-329 

Q 

8503250129 

8610030371 

86/09/24 

FOIA 

8105150153 

8610080128 

86/09/26 

50-329 

T 

8504020447 

8610030371 

86/09/24 

FOIA 

8106190079 

8610310010 

86/09/30 

50-498 

Q 

8504240340 

8610220325 

86/10/14 

50-443 

8108100503 

8610140354 

86/10/06 

50-275 

P 

8504250240 

8610210373 

86/10/09 

50-440 

8108210266 

8610140354 

86/10/06 

50-275 

P 

8505100025 

8610060239 

86/09/23 

50-323 

8108210269 

8610140354 

86/10/06 

50-275 

P 

8505100521 

8610080239 

86/09/23 

50-275 

8108210276 

8610140354 

86/10/06 

50-275 

P 

8505160517 

8610080239 

86/09/23 

50-323 

8109300471 

8610140354 

86/10/06 

50-275 

P 

8505160529 

8610080239 

86/09/23 

50-275 

8110280734 

8610140354 

86/10/06 

50-275 

P 

8505230266 

8610080239 

86/09/23 

50-275 

8111250713 

8610100042 

86/09/30 

50-275 

P 

8505280360 

8610080239 

86/09/23 

50-275 

8112020339 

8610140354 

86/10/06 

50-275 

P 

8505310082 

8610100042 

86/09/30 

50-275 

8112100549 

8610200390 

86/09/30 

50-275 

P 

8506060293 

8610080239 

86/09/23 

50-275 

8112100616 

8610200390 

86/09/30 

50-275 

P 

8506060307 

8610080239 

86/09/23 

50-275 

8201190331 

8610200390 

86/09/30 

50-275 

P 

8506060309 

8610080239 

86/09/23 

50-275 

8201260542 

8610140354 

86/10/06 

50-275 

P 

6506060399 

8610080239 

86/09/23 

FOIA 

8203010096 

8610200390 

86/09/30 

50-275 

P 

8506060627 

8610080239 

86/09/23 

50-275 

8203180069 

8610080128 

86/09/26 

50-329 

E 

8506100806 

8610080239 

86/09/23 

50-323 

8204160157 

8610080128 

86/09/26 

50-329 

A 

8506130249 

8610080239 

86/09/23 

50-275 

8205030609 

8610200390 

86/09/30 

50-275 

P 

8506170604 

8610030371 

86/09/24 

FOIA 

8206090262 

8610080128 

86/09/26 

50-329 

A 

8506170610 

8610030371 

86/09/24 

FOIA 

8206100343 

8610080128 

86/09/26 

FOIA 


8506240678 

8610060132 

86/09/26 

70-135 

8206100354 

8610080128 

86/09/26 

50-329 

A 

8506260730 

8610080239 

86/09/23 

50-323 

8206100357 

8610080128 

86/09/26 

50-329 

A 

8506270782 

8610080239 

86/09/23 

50-275 

8207220212 

8610080128 

86/09/26 

50-329 

A 

8506270790 

8610080239 

86/09/23 

50-275 

8208040019 

8610200390 

86/09/30 

50-275 

P 

8507020375 

8610080186 

86/10/01 

FOIA 

8206060304 

8610200390 

86/09/30 

50-275 

P 

8507020648 

8610080239 

86/09/23 

50-323 

8206130344 

8610140354 

86/10/06 

50-275 

P 

8507030678 

8610080239 

86/09/23 

50-323 

8212150306 

8610030371 

86/09/24 

FOIA 


8507080019 

8610080239 

86/09/23 

50-275 

8212220056 

8610200390 

86/09/30 

50-275 

P 

8507100163 

8610080239 

86/09/23 

50-275 

8212220327 

8610200390 

86/09/30 

50-275 

P 

8507110607 

8610080239 

86/09/23 

50-323 

8301210176 

8610200390 

86/09/30 

60-275 

P 

8507120543 

8610080239 

86/09/23 

FOIA 

8302010014 

8610200390 

86/09/30 

50-275 

P 

8507120605 

8610080239 

86/09/23 

50-275 

8302250086 

8610140354 

86/10/06 

50-275 

E 

8507170103 

8610080239 

86/09/23 

50-275 

8303020333 

8610200390 

86/09/30 

50-275 

P 

8507170254 

8610080208 

86/09/24 

50-445 

8303040124 

8610200390 

86/09/30 

50-275 

P 

8507170460 

8610080239 

86/09/23 

50-275 

8304050552 

8610200390 

86/09/30 

50-275 

P 

8507190065 

8610080239 

86/09/23 

50-275 

8305060159 

8610200390 

86/09/30 

50-275 

P 

8507230242 

8610080239 

86/09/23 

50-275 

8307190297 

8610200390 

86/09/30 

50-275 

P 

8507250076 

8610080239 

86/09/23 

50-323 

8309300011 

8610200390 

86/09/30 

50-275 

G 

8507250244 

8610080239 

86/09/23 

50-275 

8310060473 

8610200390 

86/09/30 

50-275 

P 

6507250282 

8610080208 

86/09/24 

50-445 

8310130375 

8610200390 

86/09/30 

50-275 

P 

8508010232 

8610080239 

86/09/23 

50-323 

8310180107 

8610200390 

86/09/30 

50-275 

E 

8508010526 

8610080239 

86/09/23 

50-323 

8310200029 

8610200390 

86/09/30 

50-275 

P 

8508010557 

8610080239 

86/09/23 

50-275 

8310310103 

8610080006 

86/09/26 

50-271 

P 

8508010664 

8610080239 

86/09/23 

50-275 


429 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


8508080150 

8508080227 

8508080242 

8508080286 

8508080360 

8508080574 

8508080656 

8508160097 

8508200185 

8508200240 

8508220087 

8509050363 

8509060287 

8509060304 

8509060330 

8509180139 

8509260364 

8510090371 

8510150211 

8510150213 

8510150414 

8510170181 

8510170192 

8510180106 

8510180113 

8510180126 

8510180128 

8511010136 

8511010536 

8511110348 

8511120444 

8511140342 

8511140348 

8511180147 

8511210039 

8511250004 

8511250327 

8512030650 

8512040338 

8512050042 

8512050044 

8512050047 

8512050050 

8512060046 

8512090352 

8512100494 

8512120256 

8512130336 

8512190280 

8601060490 

8601160332 

8601160593 

8601210514 

8601220038 

8601280242 

8601290321 

8601300020 

8601300059 

8602040524 

8602060371 

8602120651 

8602130506 

8602140088 

8602140200 

8602140340 

8602190004 

8602190554 

8602280379 

8602280463 

8603030176 

8603030409 

8603100040 

8603110033 

8603110130 

8603120086 

8603120176 

8603120420 

8603130421 

8603180409 

8603250276 

8603270412 

8604030185 

8604030416 

8604030443 

8604040631 

8604040638 

8604070188 


PRINCIPAL 

DOCUMENT 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080208 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080349 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080349 

8610170237 

8610150275 

8610150275 

8610150275 

8610150275 

8610080239 

8610080239 

8610080239 

8610100042 

8610170237 

8610080239 

8610080239 

8610080239 

8610080239 

8610080349 

8610080239 

8610080239 

8610080239 

8610080239 

8610140030 

8610080186 

8610080239 

8610080186 

8610080186 

8610080186 

8610080186 

8610080186 

8610080186 

8610080186 

8610270072 

8610140030 

8610080186 

8610080239 

8610270350 

8610080239 

8610100042 

8610080239 

8610080239 

8610080186 

8610080186 

8610080239 

8610080186 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610080239 

8610270350 


DATE 

ISSUED 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/24 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/10/03 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/10/03 

86/10/01 

86/08/26 

86/08/26 

86/08/26 

86/08/26 

86/09/23 

86/09/23 

86/09/23 

86/09/30 

86/10/01 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/10/03 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/10/01 

86 / 10/01 

86/09/23 

86 / 10/01 

86 / 10/01 

86 / 10/01 

86 / 10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/20 

86/10/01 

86 / 10/01 

86/09/23 

86 / 10/20 

86/09/23 

86/09/30 

86/09/23 

86/09/23 

86 / 10/01 

86/10/01 

86/09/23 

86 / 10/01 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86/09/23 

86 / 10/20 


SUBJECT 

CATEGORY 

50-275 P 

50-323 P 

50-275 P 

50-323 P 

50-275 P 

50-445 A 

FOIA 

50-275 P 

50-323 P 

50-323 P 

50-323 P 

FOIA 

50-323 P 

50-275 P 

50-323 P 

50-323 S 

50-275 p 

50-323 P 

50-275 P 

50-275 p 

50-275 P 

50-275 Q 

50-275 Q 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-445 Q 

FOIA 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-275 P 

50-445 Q 

FOIA 

27-47 

27-47 

27-47 

27-47 

50-275 S 

50-275 Q 

50-323 P 

50-275 P 

FOIA 

50-275 p 

50-275 P 

50-275 P 

50-275 P 

50-445 A 

50-275 P 

50-275 P 

FOIA 

50-206 P 

40-8027 

FOIA 

50-275 P 

FOIA 

FOIA 

FOIA 

50-322 F 

FOIA 

50-312 S 

FOIA 

FOIA 

40-8027 

FOIA 

50-275 P 

50-277 Q 

50-275 P 

50-275 p 

50-323 P 

50-323 F 

FOIA 

50-346 S 

50-323 p 

FOIA 

50-275 p 

50-275 P 

50-275 P 

50-275 p 

50-275 P 

50-275 p 

50-277 Q 


ENCLOSURE 


8604080210 

8604150543 

8604210027 

8604240390 

8604280371 

8604290211 

8604290225 

8604290277 

8605150205 

8605150207 

8605150215 

8606110136 

8606110465 

8606250581 

8607160467 

8607170071 

8607220466 

8607290218 

8608190580 

8608220052 

8609030280 

8609050034 

8609100055 

8609100491 

8609110143 

8609120334 

8609180086 

8609190070 

8609190298 

8609220284 

8609240175 

8609250271 

8609260259 

8610010003 

8610010004 

8610010039 

8610010051 

8610010074 

8610010076 

8610010079 

8610010081 

8610010113 

8610010154 

8610010170 

8610010190 

8610010197 

8610010205 

8610010225 

8610010251 

8610010291 

8610010299 

8610010318 

8610010347 

8610010372 

8610010376 

8610010387 

8610010390 

8610010401 

8610010403 

8610010413 

8610010418 

8610010426 

8610010431 

8610010436 

8610010437 

8610010483 

8610010501 

8610010507 

8610010595 

8610020008 

8610020013 

8610020014 

8610020021 

8610020026 

8610020077 

8610020102 

8610020124 

8610020127 

8610020155 

8610020236 

8610020239 

8610020245 

8610020247 

8610020252 

8610020263 

8610020315 

8610020340 


PRINCIPAL 

DOCUMENT 

8610210219 

8610080186 

8610080186 

8610080186 

8610080349 

8610270350 

8610170245 

8610080067 

8610080349 

8610080349 

8610080349 

8607220151 

8610080006 

8610080006 

8608220435 

8610220278 

8610100702 

8610010346 

8610290070 

8610080388 

8609030277 

8610100204 

8610290160 

8610290160 

8610150297 

8609120332 

8610290070 

8610210105 

8609190296 

8610150215 

8610070254 

8609250259 

8609260251 

8610010001 

8610010001 

8610010037 

8610010048 

8610010067 

8610010073 

8610010062 

8610010073 

8610010111 

8610010128 

8610010128 

8610010184 

8610010191 

8610010191 

8610010220 

8610010242 

8610150275 

8610010296 

8610150275 

8610010346 

8610010367 

8610010367 

8610010385 

8610010385 

8610010394 

8610010399 

8610010409 

8610010409 

8610010420 

8610010422 

8610010422 

8610010433 

8610010477 

8610010490 

8610010497 

8610010574 

8610020005 

8610020005 

8610020009 

8610020017 

8610020009 

8610020072 

8610020082 

8610020120 

8610020120 

8610020144 

8610020232 

8610020232 

8610020242 

8610020242 

8610020242 

8610020255 

8610020311 

8610020335 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86/10/15 

86 / 10/01 

86/10/01 

86 / 10/01 

86/10/03 

86/10/20 

86/10/10 

86/09/29 

86/10/03 

86/10/03 

86/10/03 

86/07/11 

86/09/26 

86/09/26 

86/08/20 

86/10/16 

86/10/06 

86/09/25 

86/10/24 

86/10/02 

86/08/29 

86/10/03 

86/10/24 

86/10/24 

86/10/07 

86/09/05 

86/10/24 

86/10/08 

86/09/12 

86/10/03 

86/09/29 

86/09/20 

86/09/19 

86/09/25 

86/09/25 

86/09/11 

86/08/22 

86/09/03 

86/09/19 

86/09/22 

86/09/19 

86/09/19 

86/09/22 

86/09/22 

86/09/24 

86/09/24 

86/09/24 

86/09/16 

86/09/23 

86/08/26 

86/08/27 

86/08/26 

86/09/25 

86/09/19 

86/09/19 

86/09/26 

86/09/26 

86/09/12 

86/09/26 

86/09/18 

86/09/18 

86/09/25 

86/09/18 

86/09/18 

86/09/25 

86/09/23 

86/09/26 

86/09/19 

86/09/26 

86/09/22 

86/09/22 

86/09/19 

86/09/19 

86/09/19 

86/09/19 

86/08/08 

86/09/23 

86/09/23 

86/09/26 

86/09/17 

86/09/17 

86/09/18 

86/09/18 

86/09/18 

86/09/19 

86/09/19 

86/09/17 


40-8027 

FOIA 

50-390 S 

FOIA 

50-445 A 

50-278 Q 

50-389 Q 

50-321 Q 

50-445 A 

50-445 E 

50-445 A 

50-266 P 

FOIA 

50-271 P 

50-206 S 

50-245 P 

50-331 P 

50-298 P 

50-443 F 

50-333 P 

40-8102 

50-410 A 

50-313 P 

50-313 P 

TOPREP 
50-424 A 

50-443 F 

50-312 P 

50-338 P 

50-275 P 

50-344 P 

50-412 A 

50-271 H 

50-321 P 

50-321 P 

CONTRACT 
WASTE MGT 
WASTE MGT 
ORG 
TOPREP 
ORG 

50-313 P 

50-447 A 

50-447 A 

TOPREP 

50-280 Q 

50-280 Q 

50-335 R 

50-424 F 

27-47 

PT21 

27-47 

50-298 P 

60-416 Q 

50-416 Q 

50-285 P 

50-285 P 

50-388 P 

50-312 G 

70-143 
70-143 
CONTRACT 
50-348 Q 

50-348 Q 

CONTRACT 
50-321 Q 

50-312 P 

50-219 R 

50-395 R 

50-395 Q 

50-395 Q 

50-374 P 

60-424 K 

50-374 P 

50-348 Q 

TOPREP 
50-395 Q 

50-395 Q 

50-461 Q 

50-261 Q 

50-261 Q 

50-302 Q 

50-302 Q 

50-302 Q 

50-296 P 

50-269 Q 

70-27 
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ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

8610020349 

8610020345 

86/09/18 

50-369 

Q 

8610060212 

8610060067 

86/09/17 

50-445 

A 

8610020357 

8610020345 

86/09/18 

50-369 

Q 

8610060215 

8610060132 

86/09/26 

FOIA 


8610020366 

8610020364 

86/09/19 

50-400 

Q 

8610060221 

8610060132 

86/09/26 

FOIA 


8610020371 

8610020361 

86/09/17 

CONTRACT 


8610060226 

8610060067 

86/09/17 

50-445 

A 

8610020379 

8610020361 

86/09/17 

CONTRACT 


8610060227 

8610060132 

86/09/26 

FOIA 


8610020380 

8610020364 

86/09/19 

50-400 

Q 

8610060233 

8610060067 

86/09/17 

50-445 

A 

8610020398 

6610020392 

86/09/12 

50-224 

V 

8610060243 

8610060067 

86/09/17 

50-445 

A 

8610020411 

8610020406 

86/09/25 

50-440 

F 

8610060247 

8610060002 

86/09/16 

40-1162 


8610020432 

8610020428 

86/09/11 

50-312 

V 

8610060258 

8610060067 

86/09/17 

50-445 

A 

8610020471 

8610020466 

86/09/24 

50-338 

Q 

8610060263 

8610060067 

86/09/17 

50-445 

A 

8610020507 ’ 

8610020502 

86/09/26 

50-322 

S 

8610060267 

8610060240 

86/10/03 

50-443 

G 

861002051 1 

8610020502 

86/09/26 

50-322 

S 

8610060274 

8610060256 

86/10/03 

70-1396 


8610020517 

8610020515 

86/09/26 

CONTRACT 


8610060277 

8610060067 

86/09/17 

50-445 

A 

8610030009 

8610030008 

86/09/26 

50-255 

Q 

8610060285 

8610060067 

86/09/17 

50-445 

A 

8610030016 

8610030008 

86/09/26 

50-255 

Q 

8610060291 

8610060284 

86/09/22 

50-312 

P 

8610030050 

8610030047 

86/09/26 

50-261 

Q 

6610060296 

8610060067 

86/09/17 

50-445 

A 

8610030057 

8610030047 

86/09/26 

50-261 

Q 

8610060298 

8610060286 

86/09/23 

50-289 

Q 

8610030109 

8610030102 

86/09/03 

WASTE RES 


8610060301 

8610060293 

86/09/22 

50-352 

F 

8610030121 

8610030117 

86/09/19 

COMMISSIO 

N 

8610060304 

8610060283 

86/09/27 

70-1201 


8610030138 

8610290070 

86/10/24 

50-443 

F 

8610060308 

8610060067 

86/09/17 

50-445 

A 

8610030149 

8610030130 

86/09/24 

50-312 

P 

8610060317 

8610060283 

86/09/27 

70-1201 


8610030160 

8610290160 

86/10/24 

50-313 

P 

8610060322 

8610060067 

86/09/17 

50-445 

A 

8610030163 

8610030157 

86/07/31 

CONTRACT 


8610060325 

8610060265 

86/09/26 

CONTRACT 


8610030164 

8610030130 

86/09/24 

50-312 

P 

8610060336 

8610060067 

86/09/17 

50-445 

A 

8610030187 

8610030179 

86/07/31 

WASTE RES 


8610060346 

8610060067 

86/09/17 

50-445 

A 

8610030205 

8610030200 

86/09/26 

50-416 

P 

8610060347 

8610060334 

86/09/25 

50-424 

F 

8610030214 

8610030208 

86/09/23 

50-219 

P 

8610060359 

8610060329 

86/09/30 

50-322 

G 

8610030215 

8610030209 

86/09/24 

50-275 

H 

8610060362 

8610060381 

86/09/19 

50-275 

K 

8610030230 

8610030225 

86/09/17 

WASTE MGT 


8610060363 

8610060349 

86/09/24 

CONTRACT 


8610030254 

8610030221 

85/08/01 

TOPREP 


8610060369 

8610060356 

86/09/23 

50-321 

Q 

8610030320 

8610030268 

86/09/25 

50-298 

P 

8610060392 

8610060374 

86/09/22 

CONTRACT 


8610030323 

8610030268 

86/09/25 

50-298 

P 

8610060405 

8610060400 

86/09/23 

CONTRACT 


8610030370 

8610030358 

86/09/26 

50«413 

Q 

8610060439 

8610060419 

86/09/25 

50-346 

U 

8610030472 

6610030468 

86/09/22 

50-413 

P 

8610060444 

8610060429 

86/09/26 

50-245 


8610030515 

8610030504 

86/09/04 

40-8697 


8610060446 

8610060440 

86/09/30 

50-445 

G 

8610030524 

8610030489 

86/09/30 

CONTRACT 


8610060463 

8610060455 

86/09/30 

50-498 

E 

8610030541 

8610030530 

86/09/26 

50-269 

Q 

8610060471 

8610060443 

86/10/03 

70-364 


8610030548 

8610030545 

86/09/23 

50-443 

K 

8610060489 

8610060487 

86/09/29 

50-498 

E 

8610030549 

8610030547 

86/09/29 

50-461 

P 

8610060498 

8610060443 

86/10/03 

70-364 


8610060012 

8610060005 

86/09/09 

50-361 

P 

8610060516 

8610060510 

86/09/22 

50-312 

P 

8610060014 

8610060011 

86/09/16 

50-369 

R 

8610060527 

8610060525 

86/10/01 

50-322 

G 

8610060021 

8610060005 

86/09/09 

50-361 

P 

8610060530 

8610060528 

86/09/23 

TOPREP 


8610060029 

8610060028 

86/09/26 

50-416 

P 

8610060563 

8610060443 

86/10/03 

70-364 


8610060031 

8610060025 

86/09/19 

70-27 


8610060618 

8610060613 

86/09/25 

50-320 

P 

8610060037 

8610060032 

86/08/07 

TOPREP 


8610060619 

8610060604 

86/09/18 

CONTRACT 


8610060041 

8610060036 

86/09/23 

50-400 

Q 

8610060640 

8610060632 

86/09/30 

50-275 

Q 

8610060045 

8610060040 

86/09/23 

50-282 

P 

8610060680 

8610060659 

86/09/09 

40-299 


8610060046 

8610060040 

86/09/23 

50-282 

P 

8610060698 

8610060678 

86/09/29 

CONTRACT 


8610060084 

8610060067 

86/09/17 

50-445 

A 

8610060716 

8610060704 

86/09/29 

CONTRACT 


8610060085 

8610060036 

86/09/23 

50-400 

Q 

8610060723 

8610060703 

86/09/17 

40-8903 


8610060103 

8610060096 

86/09/18 

50-265 

P 

8610060751 

8610060727 

86/08/28 

CONTRACT 


8610060106 

8610060067 

86/09/17 

50-445 

A 

8610060752 

8610060747 

86/09/25 

50-293 

Q 

8610060108 

8610060088 

86/09/26 

50-445 

Q 

8610060756 

8610060741 

86/09/17 

50-413 

R 

8610060110 

8610060096 

86/09/18 

50-265 

P 

8610060762 

8610060747 

86/09/25 

50-293 

Q 

8610060112 

8610060096 

86/09/18 

50-265 

P 

8610060769 

8610060753 

86/09/22 

50-286 

F 

8610060113 

8610060067 

86/09/17 

50-445 

A 

8610060773 

8610060747 

86/09/25 

50-293 

Q 

8610060117 

8610060099 

86/09/17 

50-397 

Q 

8610060778 

8610060766 

86/09/29 

CONTRACT 


8610060119 

8610060096 

86/09/18 

50-265 

P 

8610060787 

8610060775 

86/09/22 

50-312 

P 

8610060121 

8610060067 

86/09/17 

50-445 

A 

8610060789 

8610060753 

86/09/22 

50-286 

F 

8610060139 

8610060067 

86/09/17 

50-445 

A 

8610060803 

8610060785 

86/09/29 

CONTRACT 


8610060142 

8610060123 

86/09/23 

50-324 

P 

8610060804 

8610060791 

86/09/29 

CONTRACT 


8610060143 

8610060132 

86/09/26 

70-136 


8610060816 

8610060794 

86/09/25 

CONTRACT 


8610060151 

8610060132 

86/09/26 

FOIA 


8610060818 

8610060806 

86/09/25 

50-272 

R 

8610060153 

8610060067 

86/09/17 

50-445 

A 

8610060837 

8610060823 

85/03/12 

FOIA 


8610060154 

8610060148 

86/09/22 

CONTRACT 


8610060839 

8610060833 

86/09/25 

50-311 

Q 

8610060156 

8610060146 

86/09/24 

50-387 

R 

8610060846 

8610060819 

86/08/26 

CONTRACT 


8610060161 

8610060067 

86/09/17 

50-445 

A 

8610060849 

8610060838 

86/09/24 

CONTRACT 


8610060162 

8610060132 

86/09/26 

FOIA 


8610060850 

8610060843 

86/09/25 

50-302 

Q 

8610060165 

8610060132 

86/09/26 

FOIA 


8610060851 

8610060823 

85/03/12 

FOIA 


8610060176 

8610060132 

86/09/26 

FOIA 


8610060862 

8610060853 

86/09/29 

CONTRACT 


8610060178 

8610060172 

86/09/24 

50-272 

P 

8610060873 

8610060823 

85/03/12 

FOIA 


8610060179 

8610060133 

86/09/05 

50-289 

Q 

8610060874 

8610060866 

86/09/25 

50-438 

A 

8610060182 

8610060132 

86/09/26 

FOIA 


8610060879 

8610060863 

86/09/25 

CONTRACT 


8610060184 

8610060172 

86/09/24 

50-272 

P 

8610060885 

8610060823 

85/03/12 

FOIA 


8610060185 

8610060132 

86/09/26 

FOIA 


8610060894 

8610060884 

86/09/23 

CONTRACT 


8610060186 

8610060173 

86/09/29 

PR 


8610060901 

8610060623 

85/03/12 

FOIA 


8610060187 

8610060067 

86/09/17 

50-445 

A 

8610060912 

8610060893 

86/09/26 

CONTRACT 


8610060190 

8610060132 

86/09/26 

FOIA 


8610060915 

8610060623 

85/03/12 

FOIA 


8610060193 

8610060067 

86/09/17 

50-445 

A 

8610060919 

8610060911 

86/09/17 

70-143 


8610060195 

8610060132 

86/09/26 

FOIA 


8610060924 

8610060911 

86/09/17 

70-143 


8610060198 

8610060189 

86/09/25 

50-382 

P 

8610060928 

8610060917 

86/09/29 

CONTRACT 


8610060199 

8610060173 

86/09/29 

PR 


8610060931 

8610060906 

86/09/18 

40-8904 


8610060200 

8610060132 

86/09/26 

FOIA 


8610060940 

8610060906 

86/09/18 

40-8904 


8610060204 

8610060067 

86/09/17 

50-445 

A 

8610060946 

8610060930 

86/09/26 

CONTRACT 


8610060206 

8610060132 

86/09/26 

FOIA 


8610060947 

8610060945 

86/09/26 

FOIA 


8610060208 

8610060173 

86/09/29 

PR 


8610060955 

8610060906 

86/09/18 

40-8904 


8610060210 

8610060132 

86/09/26 

FOIA 


8610060963 

8610060951 

86/09/19 

40-4492 




432 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8610060964 

8610060968 

8610060974 

8610060987 

8610070008 

8610070012 

8610070018 

8610070022 

8610070038 

8610070042 

8610070063 

8610070073 

8610070088 

8610070094 

8610070111 

8610070117 

8610070119 

8610070126 

8610070127 

8610070130 

8610070132 

8610070143 

8610070144 

8610070161 

8610070162 

8610070182 

8610070187 

8610070202 

8610070205 

8610070208 

8610070211 

8610070216 

8610070220 

8610070222 

8610070230 

86100702^ 

8610070244 

8610070246 

8610070248 

8610070274 

8610070279 

8610070287 

8610070296 

8610070305 

8610070311 

8610070314 

8610070339 

8610070346 

8610070368 

8610070408 

8610070409 

8610070423 

8610070436 

8610070447 

8610070451 

8610070461 

8610070471 

8610070479 

8610070482 

8610070500 

8610070501 

8610070507 

8610070510 

8610070512 

8610070527 

8610070554 

8610070560 

8610080014 

8610080018 

8610080019 

8610080021 

8610080C^ 

8610080029 

8610080030 

8610080048 

8610060049 

8610080051 

8610080052 

^10080064 

^10080059 

8610080062 

8610080064 

86100800^ 

8810080070 

8610080073 

8610080062 

8610080084 


PRINCIPAL 

DOCUMENT 

8610060525 

8610060525 

8810060132 

8610060980 

8610070007 

8610070007 

8610070010 

8610070016 

8610070030 

8610070039 

8610070010 

8610070065 

8610070076 

8610070083 

8610070092 

8610070112 

8610070114 

8610070114 

8610070121 

8610070118 

8610070124 

8610070136 

8610070141 

8610070156 

8610070024 

8610070179 

8610070179 

8610060067 

8610060067 

8610070196 

8610070199 

8610060067 

8610070207 

8610070206 

8610070206 

8610070227 

8610070234 

8610070241 

8610070227 

8610070234 

8610070227 

8610070254 

8610070292 

8610070294 

8610070304 

8610070309 

8610070334 

8610070334 

8610070363 

8610070406 

8610070406 

8610070413 

8610070412 

8610070444 

8610070444 

8610070457 

8610070458 

8610070472 

8610070472 

8610070486 

8610070496 

8610070486 

861007CffiQ6 

8610070506 

8610060525 

8610070552 

8610070559 

8610080013 

8610080017 

8610080006 

8610080013 

8610080020 

8610080026 

8610080026 

8610060042 

8610080042 

8610080006 

8610060040 

8610080006 

8610080006 

8610080058 

8610060006 

8610080067 

8610080006 

8610080006 

8610080006 

8610080080 





ACCESSION NUMBER 


DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

86/10/01 

50-322 

G 

8610080088 

8610080080 

86/09/26 

86/10/01 

50-322 

0 

8610080093 

8610080090 

86/09/30 

86/09/26 

FOIA 


8610080125 

8610080123 

86/09/30 

86/09/30 

50-498 

E 

8610080142 

8610080128 

86/09/26 

86/09/26 

50-461 

Q 

8610080145 

8610080128 

86/09/26 

86/09/26 

50-461 

Q 

8610080151 

8610080147 

86/08/05 

86/09/26 

50-313 

P 

8610080155 

8610080147 

86/08/05 

86/09/26 

50-346 

Q 

8610080161 

8610080159 

86/09/19 

86/09/25 

50-16 

Q 

8610080184 

8610080181 

86/09/29 

86/09/26 

50-445 

A 

8610080190 

8610080189 

86/09/23 

86/09/26 

50-313 

P 

8610080195 

8610080192 

86/09/23 

86/09/25 

50-344 

Q 

8610080196 

8610080192 

86/09/23 

86/09/26 

50-482 

Q 

8610080202 

8610080198 

86/09/17 

86/09/23 

50-424 

Q 

8610080203 

8610080200 

86/09/02 

86/09/30 

50-254 

V 

8610080221 

8610080219 

86/09/16 

86/07/29 

TOPREP 


8610080224 

8610080219 

86/09/16 

86/08/27 

40-6659 


8610080225 

8610080208 

86/09/24 

86/08/27 

40-6659 


8610080226 

8610080219 

86/09/16 

86/09/23 

50-261 

P 

8610080229 

8610080208 

86/09/24 

86/09/29 

70-135 


8610080230 

8610080217 

86/10/01 

86/09/18 

50^24 

R 

8610080232 

8610080208 

86/09/24 

86/09/26 

70-135 


8610080237 

8610080186 

86/10/01 

86/07/31 

TOPREP 


8610080242 

8610080236 

86/10/01 


86/09/30 

86/09/30 

86/09/18 

86/09/18 

86/09/17 

86/09/17 

86/09/02 

86/09/17 

86/09/17 

86/09/22 

86/09/23 

86/09/23 

86/09/29 

86 / 10/01 

86/09/17 

86/09/29 

86 / 10/01 

86/09/29 

86/09/29 

86/09/24 

86/08/28 

86/09/30 

86/09/26 

86/09/18 

86/09/18 

86/09/30 

86/09/30 

86/09/30 

86/09/29 

86/09/29 

86/09/26 

86/09/26 

86/07/30 

86/09/26 

86/09/23 

86/09/23 

86/09/30 

86/09/29 

86/09/30 

86/09/19 

86/09/19 

86/10/01 

86/09/25 

86/09/26 

86/09/29 

86/09/25 

86/09/26 

86/09/29 

86/(ffi/05 

86/09/23 

86/09/23 

86/09/26 

86/09/26 

86/09/26 

86/09/29 

86/09/26 

86/09/26 

86/09/17 

86/09/26 

86/09/29 

86/09/26 

86/09/26 

86/09/26 

86/09/26 


50-409 

50-220 

50-312 

50-312 

50-445 

50-445 

50-397 

70-152 

50-445 

50-413 

50-334 

50-334 

50-461 

50-382 

50-275 

50-461 

50-382 

50-461 

50-344 

70-1151 

40-8084 

50-302 

FOIA 

50-397 

60-397 

TOPREP 

50-389 

50-389 

CONTRACT 

70- 135 
60-424 
50-424 
TOPREP 
50-219 
CONTRACT 
CONTRACT 
50-277 
50-320 
50-277 
50-313 
50-313 
50-322 
50-400 

71- 613 
50-213 
50-400 
FOIA 
50-213 
TOPREP 
50-29 
50-29 
50-354 
60-354 
50-271 
50-387 
50-271 
50-271 
40-8452 
50-271 
50-321 
50-271 
FOIA 
FOIA 
50-482 


Q 

Q 

Q 

Q 

A 

A 

Q 

A 

Q 

V 

V 
P 
P 
Q 
P 
P 
P 
P 


8610080243 

8610080245 

8610080250 

8610080252 

8610080253 

8610080255 

8610080256 

8610080267 

8610080261 

8610080263 

8610080266 

8610080273 

8610080282 

8610080294 

8610080295 

8610080299 

8610080311 

8610080313 

8610080316 

8610080318 

8610080319 

8610080322 

8610080327 

8610080334 

8610080337 

8610080342 

8610080344 

8610080346 

8610080351 

8610080357 

8610080366 

8610080376 

8610080379 

8610080381 

8610080384 

8610080389 

8610080392 

8610080398 

8610080400 

8610080410 

8610080411 

8610080425 

8610080427 

8610080428 

8610080430 

8610080431 

8610080437 

8610080441 

8610080447 

8610080449 

8610080451 

8610080462 

8610080457 

8610080459 

8610080463 

8610080470 

8610080480 

8610080481 

8610080483 

8610080488 

8610080489 

8610080491 

8610080493 

8610080494 


8610080228 

8610080235 

8610080240 

8610080247 

8610080249 

8610080247 

8610080239 

8610080247 

8610080247 

8610080259 

8610080247 

8610080239 

8610080239 

8610080285 

8610080292 

8610080239 

8610080308 

8610080186 

8610080130 

8610080314 

8610060632 

8610080186 

8610080186 

8610080239 

8610080332 

8610080186 

8610080341 

8610080343 

8610080186 

8610080186 

8610080186 

8610080186 

8610080373 

8610170057 

8610080380 

8610080380 

8610080388 

8610080186 

8610080349 

8610080396 

8610080186 

8610080186 

8610080349 

8610080420 

8610080421 

8610080422 

8610080420 

8610080349 

8610080440 

8610080442 

8610080440 

8610080435 

8610080440 

8610080349 

8610080455 

8610080349 

8610080476 

8610080476 

8610080475 

8610080487 

8610080487 

8610060349 

8610080349 

8610080492 


86/10/01 

86/09/30 

86/09/19 

86/09/30 

86/09/26 

86/09/30 

86/09/23 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/23 

86/09/23 

86/10/03 

86/10/03 

86/09/23 

86/09/29 

86/10/01 

86/09/30 

86/09/30 

86/09/30 

86 / 10/01 

86 / 10/01 

86/09/23 

86/09/30 

86/10/01 

86 / 10/01 

86 / 10/01 

86 / 10/01 

86 / 10/01 

86/10/01 

86 / 10/01 

86/09/12 

86/10/09 

86/09/30 

86/09/30 

86 / 10/02 

86/10/01 

86/10/03 

86/10/01 

86/10/01 

86/10/01 

86/10/03 

86/09/29 

86/09/29 

86/09/22 

86/09/29 

86/10/03 

86/09/25 

86/10/01 

86/09/25 

86/09/29 

86/09/25 

86/10/03 

86/09/29 

86/10/03 

86/10/01 

86/10/01 

86/09/26 

86/10/01 

86/10/01 

86/10/03 

86/10/03 

86/09/26 


SUBJECT 

CATEGORY 


50-482 

50-321 

50-305 

50-329 

50-329 

71-9102 

71-9102 

50-269 

50-382 

40-8084 

40-8905 

40-8906 

50-259 

70-364 

50-302 

50-302 

50-445 

50-302 

50-445 

70-1100 

50-445 

50-245 

50-266 

70-8 

50-528 

50-397 

PR 

50-412 

PR 

50-275 

PR 

PR 

QA999 

PR 

FOIA 

FOIA 

50-275 

50-424 

50-323 

50-443 

FOIA 

50-341 

50-295 

50-275 

FOIA 

FOIA 

50-323 

50-354 

FOIA 

50-461 

50-320 

FOIA 

FOIA 

FOIA 

FOIA 

70- 135 
50-286 
50-361 
50-361 
50-333 
50-390 
60-445 
50-267 
FOIA 
FOIA 
50-445 
50-327 
CONTRACT 

71- 612 
50-327 
50-445 
60-327 
50-445 
60-327 
60-483 
50-327 
50-445 
50-245 
50-445 
50-387 
50-387 
50-400 
50-324 
50-324 
50-445 
50-445 
50-413 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 433 


ACCESSION NUMBER 


ENCLOSURE 


8610080495 

8610080496 

8610090003 

8610090013 

8610090015 

8610090017 

8610090020 

8610090026 

8610090035 

8610090040 

8610090051 

8610090054 

8610090056 

8610090066 

8610090071 

8610090072 

8610090075 

8610090077 

8610090078 

8610090085 

8610090091 

8610090093 

8610090096 

8610090101 

8610090104 

8610090110 

8610090113 

8610090125 

8610090131 

8610090135 

8610090144 

8610090146 

8610090148 

8610090150 

8610090154 

8610090156 

8610090159 

8610090161 

8610090162 

8610090172 

8610090191 

8610090197 

8610090198 

8610090213 

8610090216 

8610090219 

8610090229 

8610090231 

8610090233 

8610090234 

8610090235 

8610090238 

8610090242 

8610090243 

8610090245 

8610090249 

8610090253 

8610090254 

8610090258 

8610090261 

8610090266 

8610090270 

8610090274 

8610090275 

8610090283 

8610090286 

8610090291 

8610090300 

8610090307 

8610090315 

8610090323 

8610090335 

8610090337 

8610090345 

8610090353 

8610090355 

8610090358 

8610090365 

8610090368 

861Q090377 

8610090381 

8610090392 

861Q090401 

8610090408 

8610090409 

8610090420 

8610090436 


PRINCIPAL 

DOCUMENT 


8610080349 

8610080349 

8610080186 

8610080239 

8610080186 

8610090014 

8610080186 

8610080186 

8610090032 

8610080186 

8610070005 

8610090045 

8610090045 

8610080186 

8610090055 

8610080239 

8610090058 

8610080186 

8610090055 

8610080186 

8610080186 

8610080239 

8610080349 

8610080239 

8610080349 

8610080349 

8610080349 

8610080186 

8610080349 

8610090128 

8610080186 

8610090140 

8610080349 

8610090142 

8610080186 

8610090142 

8610090152 

8610090152 

8610080239 

8610080239 

8610090186 

8610080239 

8610060867 

8610080239 

8610090207 

8610090196 

8610080349 

8610080186 

8610090226 

8610090228 

8610090196 

8610080186 

8610080239 

8610090226 

8610090236 

8610090246 

8610080186 

8610090239 

8610090257 

8610090252 

8610080186 

8610090264 

8610090264 

8610080186 

8610080239 

8610080239 

8610090281 

8610090281 

8610090281 

8610090281 

8610090281 

8610090331 

8610090332 

8610090272 

8610090272 

8610090354 

8610090354 

8610090361 

8610090361 

8610090367 

8610090281 

8610090388 

8610090395 

8610090404 

8610090406 

8610090417 

8610090421 


DATE 

ISSUED 

86/10/03 

86/10/03 

86/10/01 

86/09/23 

86/10/01 

86/09/03 

86 / 10/01 

86/10/01 

86/09/15 

86/10/01 

86/09/30 

86/09/29 

86/09/29 

86/10/01 

86/09/29 

86/09/23 

86/09/30 

86/10/01 

86/09/29 

86/10/01 

86/10/01 

86/09/23 

86/10/03 

86/09/23 

86/10/03 

86/10/03 

86/10/03 

86/10/01 

86/10/03 

86/10/01 

86/10/01 

86/09/24 

86/10/03 

86/09/29 

86/10/01 

86/09/29 

86/09/26 

86/09/26 

86/09/23 

86/09/23 

86/09/30 

86/09/23 

86/09/26 

86/09/23 

86/10/01 

86 / 10/02 

86/10/03 

86/10/01 

86/10/03 

86/09/30 

86 / 10/02 

86/10/01 

86/09/23 

86/10/03 

86/09/30 

86/09/24 

86/10/01 

86/09/30 

86/10/01 

86/09/12 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/09/23 

86/09/23 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/03 

86/09/26 

86/10/02 

86/10/02 

86/10/01 

86/10/01 

86/09/29 

86/09/29 

86/09/30 

86/10/01 

86/10/02 

86/09/17 

86/09/30 

86/09/17 

86/09/26 

86/10/02 


SUBJECT 

CATEGORY 


50-445 

50-445 

FOIA 

50-323 

FOIA 

40-8778 

FOIA 

FOIA 

70-364 

FOIA 

50-390 

50-255 

50-255 

FOIA 

50-348 

50-275 

50-370 

FOIA 

50-348 

FOIA 

FOIA 

50-275 

50-445 

50-275 

50-445 

FOIA 

50-445 

FOIA 

50-445 

50-317 

FOIA 

50-247 

50-445 

50-424 

FOIA 

50-424 

50-213 

50-213 

50-275 

50-275 

50-341 

50-275 

CONTRACT 

50-275 

50-315 

70-2972 

50-445 

50-341 

50-440 

CONTRACT 

70-2972 

FOIA 

FOIA 

50-440 

70- 1257 
CONTRACT 
50-312 
50-259 
50-29 

71- 4909 
FOIA 
50-445 
50-445 
FOIA 
50-275 
50-275 
50-440 
50-440 
50-440 
50-440 
50-440 
50-278 
FOIA 
40-8027 
40-8027 
50-344 
50-344 
50-259 
50-259 
50-266 
50-440 
40-8027 
71-610 
71-610 
71-611 
CONTRACT 
50-269 


ACCESSION NUMBER 


ENCLOSURE 


8610090440 

8610090446 

8610090447 

8610090452 

8610090458 

8610090460 

8610090461 

8610090463 

8610090466 

8610090470 

8610090475 

8610090487 

8610090498 

8610090502 

8610090503 

8610090512 

8610090517 

8610100005 

8610100007 

8610100014 

8610100024 

8610100027 

8610100030 

8610100033 

8610100047 

8610100051 

8610100056 

8610100061 

8610100069 

8610100070 

8610100074 

8610100075 

8610100086 

8610100087 

8610100092 

8610100095 

8610100097 

8610100103 

8610100106 

8610100110 

8610100120 

8610100122 

8610100125 

8610100130 

8610100131 

8610100133 

8610100135 

8610100136 

8610100137 

8610100139 

8610100140 

8610100143 

8610100145 

8610100148 

8610100149 

8610100151 

8610100155 

8610100158 

8610100159 

8610100164 

8610100166 

8610100168 

8610100170 

8610100172 

8610100175 

8610100176 

8610100178 

8610100182 

8610100185 

8610100186 

8610100187 

8610100188 

8610100190 

8610100191 

8610100193 

8610100201 

8610100203 

8610100207 

8610100209 

8610100211 

8610100212 

8610100213 

8610100219 

8610100220 

8610100221 

8610100222 

8610100229 


PRINCIPAL 

DOCUMENT 

8610090429 

8610090429 

8610090421 

8610090413 

8610090454 

8610090413 

8610090456 

8610090444 

8610090456 

8610090468 

8610090413 

8610090413 

8610090494 

8610090413 

8610090494 

8610090413 

8610090511 

8610100003 

8610100003 

8610100009 

8610100021 

8610100025 

8610100029 

8610100031 

8610060980 

8610060980 

8610060980 

8610100042 

8610100042 

8610100063 

8610100042 

8610100063 

8610100042 

8610100079 

8610100042 

8610100090 

8610100079 

8610100101 

8610100088 

8610100088 

8610100042 

8610100042 

8610100042 

8610100042 

8610100042 

8610100121 

8610100127 

8610080349 

8610100132 

8610100121 

8610100042 

8610100042 

8610100129 

8610100142 

8610100042 

8610100042 

8610100042 

8610100042 

8610100042 

8610100042 

8610100042 

8610100042 

8610100154 

8610100156 

8610100042 

8610100042 

8610100156 

8610100042 

8610100180 

8610100156 

8610100042 

8610100183 

8610100180 

8610100156 

8610100042 

8610100042 

8610100200 

8610100042 

8610100042 

8610100156 

8610100204 

8610100042 

8610100042 

8610100042 

8610100156 

8610100214 

8610100226 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86/09/29 

86/09/29 

86/10/02 

86/09/26 

86 / 10/01 

86/09/26 

86/09/30 

86/10/01 

86/09/30 

86/09/30 

86/09/26 

86/09/26 

86/09/26 

86/09/26 

86/09/26 

86/09/26 

86/09/26 

86/10/02 

86 / 10/02 

86/10/02 

86/09/19 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/08/07 

86/09/30 

86/08/07 

86/09/30 

86/09/26 

86/09/30 

86/09/23 

86/09/26 

86/10/06 

86/10/03 

86/10/03 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/10/03 

86 / 10/01 

86/10/03 

86 / 10/02 

86/10/03 

86/09/30 

86/09/30 

86/09/26 

86/09/29 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/20 

86/09/29 

86/09/30 

86/09/30 

86/09/29 

86/09/30 

86/09/29 

86/09/29 

86/09/30 

86/09/17 

86/09/29 

86/09/29 

86/09/30 

86/09/30 

86 / 10/01 

86/09/30 

86/09/30 

86/09/29 

86/10/03 

86/09/30 

86/09/30 

86/09/30 

86/09/29 

86/09/30 

86/10/01 


50-369 
50-369 
50-269 
50-267 
50-289 
50-267 
50-369 
50-382 
50-369 
50-134 
50-267 
50-267 
50-424 
50-267 
50-424 
50-267 
CONTRACT 
QA999 
QA999 
50-344 
TOPREP 
71-568 
71-528 
50-271 
50-498 
50-498 
50-498 
50-275 
50-275 
50-324 
50-275 
50-324 
50-275 
50-327 
50-275 
71-284 
50-327 
50-382 
50-454 
50-454 
50-275 


Q 

E 

E 

E 

P 

T 

R 

T 

R 

P 

Q 

P 

Q 

P 

Q 

Q 

P 


50-275 

P 

50-275 

P 

50-275 

P 

50-275 

P 

50-225 

P 

50-443 

FOIA 

71-612 

A 

50-225 

P 

50-275 

P 

50-323 

T 

50-416 

CONTRACT 

P 

50-275 

P 

50-323 

P 

50-323 

P 

50-323 

T 

50-275 

P 

50-275 

P 

50-275 

P 

50-323 

CONTRACT 

FOIA 

P 

50-275 

P 

50-323 

P 

50-341 

FOIA 

PR 

Q 

50-341 

Q 

50-275 

71-609 

P 


PR 

50-341 

50-275 

50-275 

50-400 

50-275 

50-275 

50-341 

50-410 

50-275 

50-275 

50-323 

50-341 

50-261 

50-305 
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434 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8610100230 

8610100237 

8610100240 

8610100256 

8610100261 

8610100265 

8610100267 

8610100269 

8610100271 

8610100274 

8610100275 

8610100279 

8610100280 

8610100281 

8610100289 

8610100293 

8610100295 

8610100301 

8610100304 

8610100305 

8610100318 

8610100320 

8610100323 

8610100327 

8610100337 

8610100343 

8610100356 

8610100358 

8610100361 

8610100365 

8610100366 

8610100368 

8610100373 

8610100376 

8610100378 

8610100381 

8610100382 

8610100386 

8610100389 

8610100390 

8610100402 

8610100413 

8610100416 

8610100417 

8610100420 

8610100427 

8610100434 

8610100437 

8610100438 

8610100439 

8610100440 

8610100451 

8610100458 

8610100466 

8610100475 

8610100478 

8610100481 

8610100487 

8610100488 

8610100495 

8610100497 

8610100501 

8610100503 

8610100505 

8610100506 

8610100507 

8610100510 

8610100513 

8610100518 

8610100520 

8610100522 

8610100528 

8610100530 

8610100533 

8610100536 

8610100541 

8610100542 

8610100545 

8610100547 

8610100583 

8610100584 

8610100593 

8610100596 

8610100598 

8610100602 

.8610100605 

8610100613 


PRINCIPAL 

DOCUMENT 

8610100227 

8610160440 

8610100232 

8610100248 

8610100235 

8610100258 

8610100259 

8610100263 

8610100254 

8610100259 

8610100268 

8610100268 

8610100242 

8610100254 

8610100254 

8610100290 

8610100254 

8610080186 

8610100298 

8610100287 

8610100236 

8610100317 

8610100242 

8610100236 

8610100236 

8610100236 

8610100345 

8610100345 

8610100345 

8610080186 

8610100345 

8610100345 

8610100345 

8610100351 

8610100345 

8610100372 

8610100345 

8610100345 

8610100351 

8610100372 

8610100351 

8610100408 

8610100410 

8610100408 

8610080186 

8610100419 

8610100428 

8610100429 

8610100431 

8610100430 

8610100428 

8610080186 

8610100449 

8610100169 

8610100465 

8610100454 

8610100465 

8610100454 

8610100169 

8610100483 

8610100492 

8610100491 

8610100492 

8610100502 

8610100498 

8610100500 

8610100477 

8610100418 

8610100511 

8610100418 

8610100514 

8610100189 

8610100511 

8610080186 

8610100527 

8610100189 

8610100529 

8610100538 

8610100527 

8610100578 

8610100580 

8610100589 

8610100587 

8610290070 

8610100594 

8610100597 

8610100607 


86/10/03 

86/10/07 

86/09/29 

86/10/06 

86/10/08 

86/09/30 

86 / 10/01 

86/10/02 

86/10/01 

86 / 10/01 

86/09/30 

86/09/30 

86/08/15 

86 / 10/01 

86 / 10/01 

86/09/29 

86/10/01 

86 / 10/01 

86/10/01 

86/10/03 

86/08/12 

86/09/30 

86/08/15 

86/08/12 

86/08/12 

86/08/12 

86/10/06 

86/10/06 

86/10/06 

86 / 10/01 

86/10/06 

86/10/06 

86/10/06 

86/10/06 

86/10/06 

86/10/03 

86/10/06 

86/10/06 

86/10/06 

86/10/03 

86/10/06 

85/07/26 

86 / 10/02 

85/07/26 

86 / 10/01 

86/10/01 

86 / 10/02 

86/10/03 

86/09/24 

86/10/07 

86/10/02 

86/10/01 

86/09/29 

86/08/12 

86/10/01 

86/10/03 

86/10/01 

86/10/03 

86/08/12 

86/09/30 

86/09/26 

86/10/02 

86/09/26 

86/10/02 

86/10/02 

86/10/02 

86/10/08 

86/09/30 

86/10/02 

86/09/30 

86/10/01 

86/08/12 

86/10/02 

86/10/01 

86/10/08 

86/08/12 

86/09/29 

86/09/30 

86/10/08 

86/10/07 

86/10/03 

86/10/06 

86/10/02 

86/10/24 

86/10/03 

86/10/06 

86/09/30 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


50-272 

50-247 

50-293 

50-382 

40-8027 

50-344 

50-369 

40-8027 

50-382 

50-369 

50-324 

50-324 

50-250 

50-382 

50-382 

50-338 

50-382 

FOIA 

XPORTLIC 

50-244 

50-245 

50-255 

50-250 

50-245 

50-245 

50-245 

50-424 

50-424 


50-424 

FOIA 

50-424 

50-322 

50-321 

50-440 

50-424 

50-424 

50-322 

50-440 

50-461 

QA999 

70- 143 
QA999 
FOIA 
50-424 
50-341 
50-445 
50-455 
CONTRACT 
50-341 
FOIA 
50-483 
50-397 
40-8681 
50-275 
40-8681 
50-275 
50-397 
TOPREP 
TOPREP 

71- 613 
TOPREP 
50-528 
50-461 
50-346 
50-322 
50-344 
QA999 
50-344 
50-424 
50-483 
QA999 
FOIA 
QA999 
50-483 
50-259 
50-324 
QA999 
50-461 
50-456 
50-3 
50-387 
50-443 
50-400 
50-498 
CONTRACT 


P 

P 

Q 

P 

K 

P 

P 

P 

Q 

Q 

R 

Q 

P 

Q 

Q 


Q 

R 

V 

R 

R 

R 

R 

Q 

Q 

Q 

Q 

Q 

P 

Q 

Q 

Q 

Q 

Q 

Q 

P 


Q 

Q 

Q 

V 

Q 

P 

R 

H 

H 

R 


P 

Q 

F 

Q 

P 

P 

Q 

R 


R 

Q 

Q 

P 

A 

F 

Q 

F 


8610100622 

8610100632 

8610100636 

8610100650 

8610100663 

8610100664 

8610100672 

8610100674 

8610100683 

8610100686 

8610100688 

8610100692 

8610100700 

8610100707 

8610100711 

8610100721 

8610100722 

8610100726 

8610100736 

8610100742 

8610100748 

8610100752 

8610100755 

8610100767 

8610100768 

8610100772 

8610100773 

8610100774 

8610100779 

8610100780 

8610100784 

8610140005 

8610140007 

8610140009 

8610140013 

8610140022 

8610140027 

8610140031 

8610140033 

8610140038 

8610140041 

8610140044 

8610140045 

8610140046 

8610140050 

8610140051 

8610140055 

8610140056 

8610140058 

8610140062 

8610140064 

8610140066 

8610140067 

8610140068 

8610140069 

8610140071 

8610140072 

8610140075 

8610140078 

8610140079 

8610140081 

8610140084 

8610140086 

8610140092 

8610140093 

8610140097 

8610140101 

8610140104 

8610140107 

8610140111 

8610140113 

8610140116 

8610140118 

8610140119 

8610140120 

8610140121 

8610140134 

8610140135 

8610140143 

8610140149 

8610140154 

8610140158 

8610140170 

8610140172 

8610140174 

8610140176 

8610140180 


8610100612 

8610100612 

8610100628 

8610100634 

8610100647 

8610100634 

8610100633 

8610100634 

8610100668 

8610100634 

8610100680 

8610100687 

8610100697 

8610100702 

8610100685 

8610100716 

8610100718 

8610100685 

8610100680 

8610100738 

8610100731 

8610100727 

8610100732 

8610100724 

8610100764 

8610100770 

8610100732 

8610100117 

8610100766 

8610100775 

8610100765 

8610080186 

8610080186 

8610080186 

8610080186 

8610140018 

8610140018 

8610080186 

8610140018 

8610140030 

8610140030 

8610140040 

8610140030 

8610140042 

8610140030 

8610080186 

8610140030 

8610140052 

8610140030 

8610140030 

8610140053 

8610140057 

8610140063 

8610140065 

8610080186 

8610140030 

8610140065 

8610140035 

8610140030 

8610080186 

8610140030 

8610140030 

8610140030 

8610140088 

8610080186 

8610140030 

8610140030 

8610140030 

8610140030 

8610140030 

8610140109 

8610140030 

8610140030 

8610140109 

8610140115 

8610140117 

8610080186 

8610140131 

8610080186 

8610140129 

8610140129 

8610080186 

8610080186 

8610140150 

8610140095 

8610140150 

8610080186 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86/09/30 

86/09/30 

86/09/30 

86/09/16 

86/10/01 

86/09/16 

86/09/30 

86/09/16 

86/10/03 

86/09/16 

86/10/06 

86/10/03 

86/10/03 

86/10/06 

86/10/01 

86 / 10/02 

86/10/08 

86/10/01 

86/10/06 

86/09/29 

86 / 10/01 

86/10/02 

86/10/03 

86/09/09 

86/09/18 

86/10/03 

86/10/03 

86/10/01 

86/09/30 

86/10/03 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/09/18 

86/09/18 

86/10/01 

86/09/18 

86 / 10/01 

86/10/01 

86/09/29 

86/10/01 

86/09/29 

86/10/01 

86/10/01 

86/10/01 

86/09/30 

86/10/01 

86/10/01 

86/08/18 

86/09/15 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/09/23 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/02 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/10/01 

86/08/15 

86/10/01 

86/10/01 

86/08/15 

86/10/06 

86/10/02 

86/10/01 

86/09/30 

86/10/01 

86/10/07 

86/10/07 

86/10/01 

86/10/01 

85/02/27 

86/10/06 

85/02/27 

86/10/01 


50-413 

50-413 

50-338 

TOPREP 

50-213 

TOPREP 

50-445 

TOPREP 

50-275 

TOPREP 

50-317 

50-341 

50-416 

50-331 

50-277 

50-293 

50-320 

50-277 

50-317 

CONTRACT 

50-245 

70-687 

50-206 

CONTRACT 

50-220 

50-259 

50-206 

50-445 

50-313 

50-272 

50-424 

FOIA 

FOIA 

FOIA 

70-143 

WASTE MQT 

WASTE MGT 

FOIA 

WASTE MGT 
40-8027 
40-8027 
PR 

40-8027 

50-250 p 

40-8027 
FOIA 
40-8027 

50-312 R 

40-8027 
40-8027 
WASTE MGT 
TOPREP 
50-333 Q 

50-289 P 

FOIA 
40-8027 

50-289 P 

WASTE MGT 

40-8027 

FOIA 

40-8027 

40-8027 

40-8027 

50-338 F 

FOIA 
50-302 
40-8027 
40-8027 
40-8027 
40-8027 
50-213 R 

40-8027 
40-8027 

50-213 R 

50-247 Q 

50-352 Q 

FOIA 

50-456 F 

FOIA 

50-528 P 

50-528 P 

FOIA 
FOIA 

WASTE MGT 
50-461 Q 

WASTE MGT 
FOIA 


S 


Q.Q.Q. 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 435 


ACCESSION NUMBER 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


8610140181 

8610140185 

8610140186 

8610140192 

8610140202 

6610140209 

8610140229 

8610140230 

8610140231 

8610140235 

8610140240 

8610140243 

8610140270 

8610140280 

8610140282 

8610140286 

8610140289 

8610140290 

8610140291 

8610140295 

8610140312 

8610140314 

8610140317 

8610140320 

8610140321 

8610140336 

8610140341 

8610140344 

6610140358 

8610140363 

8610140365 

8610140367 

8610140369 

8610140370 

8610140372 

8610140373 

8610140374 

8610140375 

8610140376 

8610140378 

8610140380 

8610140387 

8610140389 

8610140392 

8610140395 

8610140398 

8610140401 

8610140405 

8610150007 

8610150013 

8610150017 

8610150019 

8610150026 

8610150055 

8610150057 

8610150060 

8610150063 

8610150071 

8610150085 

8610150095 

8610150098 

8610150102 

8610150108 

8610150147 

8610150150 

8610150175 

8610150176 

0610150177 

B 610150186 

8610150187 

8610150193 

8610150202 

8610150207 

8610150212 

8610150216 

8610150218 

8610150221 

8610150223 

8610150224 

8610150225 

8610150227 

8610150229 

8610150231 

8610150233 

8610150234 

8610150239 

8610150241 


8610140150 

8610080186 

8610140150 

8610080186 

8610080186 

8610080186 

8610140227 

8610140217 

8610140227 

8610140215 

8610140215 

8610080186 

8610140260 

8610140278 

8610140281 

8610140281 

8610140288 

8610140287 

8610140287 

8610140293 

8610140309 

8610140309 

8610140316 

8610140241 

8610140318 

8610140333 

8610140337 

8610140337 

8610140354 

8610140361 

8610140361 

8610140361 

8610140361 

8610140335 

8610140361 

8610140371 

8610140335 

8610140361 

8610140361 

8610140361 

8610140361 

8610140384 

8610140388 

8610140379 

8610140393 

8610140383 

8610140390 

8610140404 

8610150005 

8610150009 

8610150016 

8610150016 

8610150014 

8610150051 

8610150050 

8610150052 

8610150061 

8610150068 

8610150079 

8610150091 

8610150091 

8610150100 

8610150104 

8610150142 

8610150144 

8610150172 

8610150170 

8610150168 

8610150168 

8610150180 

8610150180 

8610150180 

8610150180 

8610150205 

8610150180 

8610150215 

8610150180 

8610150222 

8610150215 

8610150180 

8610150222 

8610150215 

8610150215 

8610150220 

8610150180 

8610150237 

8610150180 


DATE 

ISSUED 

85 / 02/27 

86/10/01 

85 / 02/27 

86/10/01 

86/10/01 

86/10/01 

86 / 10/06 

86 / 10/07 

86 / 10/06 

86/10/02 

86/10/02 

86/10/01 

86/10/01 

86 / 10/07 

86 / 10/08 

86 / 10/08 

86 / 10/08 

86 / 10/06 

86 / 10/06 

86 / 09/30 

86 / 09/29 

86 / 09/29 

86/10/01 

86 / 10/07 

86 / 10/07 

86 / 10/06 

86 / 10/09 

86 / 10/09 

86 / 10/06 

86 / 09/26 

86 / 09/26 

86 / 09/26 

86 / 09/26 

86/10/10 

86 / 09/26 

86 / 10/06 

86/10/10 

86 / 09/26 

86 / 09/26 

86 / 09/26 

86 / 09/26 

86 / 10/08 

86/10/02 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/03 

86 / 10/03 

86/10/02 

86 / 10/03 

86 / 10/03 

86 / 10/08 

86 / 10/06 

86 / 10/07 

86/10/02 

86 / 10/03 

86 / 10/03 

86 / 10/08 

86 / 10/06 

86 / 10/06 

86 / 09/30 

86 / 10/08 

86 / 10/07 

86 / 10/08 

86 / 09/26 

86 / 09/29 

86 / 10/06 

86 / 10/06 

86 / 10/03 

86 / 10/03 

86 / 10/03 

86 / 10/03 

86 / 09/25 

86 / 10/03 

86 / 10/03 

86 / 10/03 

86 / 10/06 

86 / 10/03 

86 / 10/03 

86 / 10/06 

86 / 10/03 

86 / 10/03 

86/10/10 

86 / 10/03 

86 / 09/30 

86 / 10/03 


SUBJECT 

CATEGORY 


WASTE MGT 
FOIA 

WASTE MGT 

FOIA 

FOIA 

FOIA 

50-72 

50-482 

50-72 

50-327 

50-327 

FOIA 

50-455 

50-259 

50-409 

50-409 

FOIA 

50-528 

50-528 

50-259 

50-387 

50-387 

50-315 

50-482 

FOIA 

FOIA 

50-320 I 

50-320 

50-275 

FOIA 

FOIA 

FOIA 

FOIA 

50-361 

FOIA 

50-482 

50-361 

FOIA 

FOIA 

FOIA 

FOIA 

50-348 

50-423 

50-483 

50-315 

50-220 

50-280 

50-423 

50-219 

50-327 

50-388 

50-388 

50-382 

50-272 

50-331 

50-454 

50-416 

50-280 

50-282 

50-388 

50-388 

REGGD 

50-312 

50-213 

50-352 

50-336 

WASTE MGT 

50-482 

50-482 

50-275 

50-323 

50-275 

50-275 

50-344 

50-275 

50-275 

50-275 

50-286 

50-275 

50-323 

50-286 

50-275 

50-275 

QAgog 

50-275 

50-336 

50-275 


P 

Q 

P 

P 

Q 

P 

Q 

P 

Q 

P 

P 

Q 

P 

Q 

Q 

P 

Q 

P 

P 

P 

Q 

P 

P 

P 

Q 

Q 

P 

P 

Q 

P 

Q 

P 

P 

V 

P 

P 

Q 

P 

P 

P 

Q 

P 

F 


ACCESSION NUMBER 


ENCLOSURE 


8610150250 

8610150251 

8610150252 

8610150253 

8610150254 

8610150255 

8610150258 

8610150261 

8610150262 

8610150269 

8610150274 

8610150279 

8610150281 

8610150282 

8610150285 

8610150288 

8610150289 

8610150290 

8610150292 

8610150293 

8610150296 

8610150300 

8610150301 

8610150303 

8610150304 

8610150306 

8610150307 

8610150308 

8610150311 

8610150312 

8610150315 

8610150316 

8610150320 

8610150322 

8610150327 

8610150329 

8610150333 

8610150348 

8610150352 

8610150353 

8610150356 

8610150361 

8610150369 

8610150371 

8610150372 

8610150391 

8610150396 

8610150409 

8610150415 

8610150418 

8610150421 

8610150424 

8610150428 

8610150434 

8610150438 

8610150442 

8610150444 

8610150447 

8610150448 

8610150450 

8610150452 

8610150461 

8610150465 

8610150469 

8610150470 

8610150474 

8610150475 

8610150478 

8610150479 

8610150482 

8610150487 

8610150488 

8610150490 

8610150492 

8610150495 

8610150497 

8610150503 

8610150505 

8610150506 

8610150521 

8610150522 

8610150523 

8610150529 

8610150531 

8610160011 

8610160012 

8610160015 


PRINCIPAL 

DOCUMENT 

8610150180 

8610150247 

8610150247 

8610150246 

8610150249 

8610150180 

8610150249 

8610170243 

8610150180 

8610150180 

8610150270 

8610150180 

8610150277 

8610150180 

8610150277 

8610150275 

8610150283 

8610150283 

8610150219 

8610150291 

8610150291 

8610150275 

8610150180 

8610150275 

8610150275 

8610150275 

8610150275 

8610150275 

8610150295 

8610150275 

8610150275 

8610150295 

8610150295 

8610150295 

8610150295 

8610150326 

8610150323 

8610150295 

8610150295 

8610150351 

8610150351 

8610150295 

8610150363 

8610150295 

8610150366 

8610150385 

8610150389 

8610150403 

8610150378 

8610150413 

8610150378 

8610150423 

8610150423 

8610150423 

8610150423 

8610150423 

8610150423 

8610150423 

8610150423 

8610150439 

8610150404 

8610150457 

8610150451 

8610150462 

8610150439 

8610150457 

8610150473 

8610150439 

8610150457 

8610150457 

8610150468 

8610150484 

8610150485 

8610150485 

8610150485 

8610150485 

8610150468 

8610150489 

8610150498 

8610150516 

8610150517 

8610150514 

8610150527 

8610150527 

8610160010 

8610160008 

8610160007 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86 / 10/03 

86 / 10/06 

86 / 10/06 

66 / 10/03 

86 / 09/30 

86 / 10/03 

86 / 09/30 

86/10/10 

86 / 10/03 

86 / 10/03 

86/10/01 

86 / 10/03 

86 / 10/06 

86 / 10/03 

86 / 10/06 

86 / 08/26 

86 / 10/08 

86 / 10/08 

86 / 09/23 

86 / 09/26 

86 / 09/26 

86 / 08/26 

86 / 10/03 

86 / 08/26 

86 / 08/26 

86 / 08/26 

86 / 08/26 

86 / 08/26 

86/10/02 

86 / 08/26 

86 / 08/26 

86 / 10/02 

86/10/02 

86/10/02 

86 / 10/02 

86 / 09/19 

86 / 10/08 

86 / 10/02 

86/10/02 

86/10/01 

86/10/01 

86 / 10/02 

86 / 10/03 

86 / 10/02 

86 / 10/01 

86 / 10/06 

86 / 10/07 

86 / 10/07 

86 / 10/02 

86 / 10/08 

86 / 10/02 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/07 

86 / 10/03 

86 / 10/01 

86 / 10/01 

86 / 10/03 

86 / 09/26 

86 / 10/03 

86 / 10/01 

86 / 10/01 

86 / 10/03 

86 / 10/01 

86 / 10/01 

86 / 10/03 

86 / 10/07 

86 / 10/08 

86 / 10/08 

86 / 10/08 

86 / 10/08 

86 / 10/03 

86 / 09/30 

86 / 10/06 

86 / 10/01 

86 / 10/03 

86 / 10/06 

86/10/02 

86 / 10/02 

86 / 10/06 

86 / 10/06 

86/10/10 


50-275 

50-413 

50-413 

50-445 

50-344 

50-323 

50-344 

50-440 

50-275 

50-323 

WASTE MGT 
50-323 
50416 
50-275 
50416 
2747 
50-331 
50-331 
50-206 
50-526 
50-528 
2747 
50-206 
2747 
2747 
2747 
2747 
2747 
FOIA 
2747 
2747 
FOIA 
FOIA 
FOIA 
FOIA 
27-39 
50-348 
FOIA 
FOIA 
50413 
50413 
FOIA 
50-275 
FOIA 
50-155 
50-247 
50-320 
50-293 
50-29 
50454 
50-29 
50456 
50456 
50456 
50456 
50456 
50456 
50456 
50456 
50445 
50-10 
50-275 
50-272 
50498 
50-445 
50-275 
50-219 
50-445 
50-275 
50-275 
50424 
50-354 
50-259 
50-259 
50-259 
50-259 
50424 
50-220 
50416 
50-219 
50-302 
50498 
50-263 
50-263 
50-313 
50458 
50-440 


Q 

P 

P 

A 

P 

P 

P 

P 

P 

Q 

Q 

P 

Q 

P 

P 

P 

Q 

Q 

Q 

Q 




«6 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 


8610160018 

8610160019 

861016002 C 

8610160021 

8610160022 

8610160024 

8610160025 

8610160026 

8610160029 

8610160030 

8610160033 

8610160035 

8610160037 

8610160039 

8610160042 

8610160044 

8610160048 

8610160050 

8610160051 

8610160052 

8610160055 

8610160064 

8610160071 

8610160074 

8610160076 

8610160081 

8610160083 

8610160084 

8610160086 

8610160087 

8610160088 

8610160090 

8610160094 

8610160097 

8610160102 

8610160109 

8610160121 

8610160123 

8610160125 

8610160129 

8610160132 

8610160135 

8610160147 

8610160149 

8610160154 

8610160160 

8610160166 

8610160170 

8610160172 

8610160176 

8610160182 

8610160184 

8610160186 

8610160189 

8610160193 

8610160194 

8610160204 

8610160230 

8610160233 

8610160237 

8610160268 

8610160271 

8610160272 

8610160289 

8610160291 

8610160309 

8610160327 

8610160344 

8610160356 

8610160358 

8610160359 

8610160363 

8610160365 

8610160367 

8610160374 

8610160375 

8610160379 

8610160380 

8610160388 

8610160390 

8610160396 

8610160400 

8610160403 

8610160418 

8610160426 

8610160435 

8610160437 


PRINCIPAL 

DOCUMENT 

8610030311 
8610160010 
8610160014 
8610030311 
8610160016 
8610160014 
8610030311 
8610160023 
8610030311 
8610160007 
8610160031 
8610030311 
8610160023 
8610030311 
8610030311 
8610030311 
861003031 1 
861003031 1 
8610160007 
8610030311 
8610030311 
8610030311 
8610030311 
8610160070 
8610030311 
8610030311 
8610160079 
8610030311 
8610030311 
8610160085 
8610160079 
8610030311 
8610160089 
8610030311 
8610030311 
8610030311 
8610030311 
8610160118 
8610030311 
8610030311 
8610030311 
8610160128 
8610160144 
8610160143 
8610160143 
8610160143 
8610160143 
8610160143 
8610160167 
8610160159 
8610160143 
8610160181 
8610160143 
8610160143 
8610160143 
8610160143 
8610160198 
8610160224 
8610160228 
8610160224 
8610160258 
8610160265 
8610160258 
8610160280 
8610160290 
8610160304 
8610160322 
8610160340 
8610160353 
8610160355 
8610160353 
8610030371 
8610030371 
8610030371 
8610030371 
8610160371 
8610160371 
8610160372 
8610160384 
8610160389 
8610160372 
8610160398 
8610160398 
8610160417 
8610160412 
8610160431 
8610160434 


DATE 

ISSUED 


86 / 09/22 
86 / 10/06 
86 / 09/30 
86 / 09/22 
86 / 10/08 
86 / 09/30 
86 / 09/22 
86 / 10/06 
86 / 09/22 
86/10/10 
86 / 10/09 
86 / 09/22 
86 / 10/06 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86/10/10 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86 / 10/07 
86 / 09/22 
86 / 09/22 
86 / 10/06 
86 / 09/22 
86 / 09/22 
86 / 10/06 
86 / 10/06 
86 / 09/22 
86 / 10/08 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86/10/10 
86 / 09/22 
86 / 09/22 
86 / 09/22 
86 / 10/09 
86 / 10/03 
86 / 10/09 
86 / 10/09 
86 / 10/09 
86 / 10/09 
86 / 10/09 
86/10/10 
86 / 10/08 
86 / 10/09 
86 / 10/03 
86 / 10/09 
86 / 10/09 
86 / 10/09 
86 / 10/09 
86 / 10/03 
86 / 10/08 
86/10/02 
86 / 10/08 
86 / 10/06 
86 / 08/19 
86 / 10/06 
86 / 10/03 
86 / 10/06 
86 / 10/08 
86 / 10/07 
86 / 10/08 
86 / 10/08 
86/10/01 
86 / 10/08 
86 / 09/24 
86 / 09/24 
86 / 09/24 
86 / 09/24 
86/10/02 
86/10/02 
83 / 08/10 
86 / 10/08 
86 / 1 O/tO 
83 / 08/10 
86 / 10/03 
86 / 10/03 
86/10/01 
86 / 10/09 
86 / 10/09 
86 / 10/06 


SUBJECT 

CATEGORY 


50-445 

50-313 

50-528 

50-445 

50-455 

50-528 

50-445 

50-313 

50-445 

50-440 

FOIA 

50-445 

50-313 

50-445 

50-445 

50-445 

50-445 

50-445 

50-440 

50-445 

50-445 

50-445 

50-445 

50-397 

50-445 

50-445 

50-220 

50-445 

50-445 

50-382 

50-220 

50-445 

50-458 

50-445 

50-445 

50-445 

50-445 

50-528 

50-445 

50-445 

50-445 

50-456 

50-327 

50-498 

50-498 

50-498 

50-498 

50-498 

50-206 

50-498 

50-498 

50-354 

50-498 

50-498 

50-498 

50-498 

50-280 

50-269 

50-327 

50-269 


50-382 

TOPREP 

50-382 

50-334 

50-354 

40-8027 

50-454 

50-528 

50-498 

50-29 

50-498 

FOIA 

FOIA 

FOIA 

FOIA 

50-424 

50-424 

STATE PRO 

50-456 

50-277 

STATE PRO 

QA 999 

QA999 

50-460 

50-456 

50-346 

TOPREP 


A 

Q 

Q 

A 

Q 

Q 

A 

Q 

A 

S 

A 

Q 

A 

A 

A 

A 

A 

S 

A 

A 

A 

A 

P 

A 

A 

P 

A 

A 

V 

P 

A 

Q 

A 

A 

A 

A 

Q 

A 

A 

A 

Q 

Q 

E 

E 

E 

E 

E 

P 

Q 

E 

P 

E 

E 

E 

E 

Q 

P 

Q 

P 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 

Q 


Q 

Q 

G 

Q 

P 

G 


A 

Q 

Q 


ACCESSION NUMBER 


ENCLOSURE PRINCIPAL 

document 


8610160458 

8610160461 

8610160463 

8610160464 

8610160465 

8610160467 

8610160470 

8610160475 

8610170002 

8610170017 

8610170024 

8610170030 

8610170031 

8610170033 

8610170037 

8610170044 

8610170082 

8610170107 

8610170115 

8610170120 

8610170121 

8610170124 

8610170198 

8610170200 

8610170211 

8610170213 

8610170217 

8610170221 

8610170239 

8610170241 

8610170244 

8610170246 

8610170247 

8610170248 

8610170249 

8610170250 

8610170252 

8610170253 

8610170257 

8610170262 

8610170263 

8610170268 

8610170275 

8610170276 

8610170285 

8610170299 

8610170303 

8610170310 

8610170311 

8610200004 

8610200016 

8610200036 

8610200038 

8610200041 

8610200054 

8610200058 

8610200069 

8610200088 

8610200094 

8610200100 

8610200126 

8610200146 

8610200148 

8610200156 

8610200157 

8610200160 

8610200162 

8610200164 

8610200165 

8610200169 

8610200173 

8610200177 

8610200181 

8610200183 

8610200185 

8610200192 

8610200203 

8610200208 

8610200218 

8610200237 

8610200243 

8610200248 

8610200252 

8610200253 

8610200280 

8610200294 

8610200296 


8610160453 

8610160456 

8610160411 

8610160460 

8610160462 

8610160460 

8610160469 

8610160473 

8610170001 

8610170016 

8610170020 

8610170027 

8610170028 

8610170023 

8610170034 

8610170035 

8610170077 

8610170103 

8610170112 

8610170113 

8610170119 

8610170117 

8610170196 

8610170196 

8610170209 

8610170209 

8610170216 

8610170220 

8610170238 

8610170237 

8610170238 

8610170238 

8610170237 

8610170238 

8610170238 

8610170238 

8610170243 

8610170245 

8610170237 

8610170237 

8610170237 

8610170259 

8610170265 

8610170265 

8610170274 

8610170294 

8610170297 

8610170308 

8610170308 

8610200003 

8610200014 

8610200034 

8610200027 

8610200037 

8610200051 

8610300123 

8610200067 

8610200084 

8610200090 

8610200097 

8610200124 

8610200145 

8610200136 

8610200151 

8610200152 

8610200151 

8610200152 

8610200151 

8610200161 

8610200151 

8610200161 

8610200161 

8610200161 

8610200171 

8610200171 

8610200161 

8610200201 

8610200201 

8610200205 

8610200233 

8610200241 

8610200247 

8610200251 

8610200249 

8610200279 

8610200291 

8610200292 


DATE 

ISSUED 

82 / 10/19 

86 / 08/12 

77 / 08/12 

86 / 10/09 

86 / 10/09 

86 / 10/09 

86 / 10/09 

82 / 08/05 

86/10/10 

86 / 10/03 

86/10/10 

78 / 10/25 

86/10/01 

86 / 10/09 

86/10/01 

86 / 09/10 

86/10/10 

86 / 10/14 

86/10/10 

86 / 10/09 

86 / 10/06 

86 / 10/09 

86/10/10 

86 / 10/10 

86 / 10/09 

86 / 10/09 

86 / 09/29 

86 / 10/09 

86 / 10/10 

86/10/01 

86/10/10 

86 / 10/10 

86/10/01 

86/10/10 

86/10/10 

86 / 10/10 

86 / 10/10 

86 / 10/10 

86 / 10/01 

86 / 10/01 

86 / 10/01 

86 / 10/08 

86 / 10/09 

86 / 10/09 

86 / 10/09 

86 / 10/09 

86 / 09/30 

86 / 10/08 

86 / 10/08 

86 / 10/08 

86 / 10/09 

86 / 10/07 

86 / 09/29 

86 / 10/09 

86 / 09/30 

86 / 10/20 

86 / 10/10 

86 / 10/10 

86 / 10/10 

86 / 10/16 

86 / 10/08 

86 / 10/10 

86 / 09/24 

86 / 10/10 

86 / 09/23 

86 / 10/10 

86 / 09/23 

86 / 10/10 

86 / 10/15 

86 / 10/10 

86 / 10/15 

86 / 10/15 

86 / 10/15 

86 / 09/23 

86 / 09/23 

86 / 10/15 

86 / 10/15 

86 / 10/15 

86/10/10 

86 / 10/15 

86 / 10/16 

86 / 09/30 

80 / 12/05 

86 / 10/14 

86 / 10/14 

86 / 10/08 

86 / 10/06 


SUBJECT 

CATEGORY 

MiSC 

40-8728 

50-280 p 
50-237 Q 

71-165 

50-237 Q 

50-266 Q 

ORG 

50416 P 

50-289 p 

50498 K 

MISC 

50-293 P 

50-261 p 

50-220 p 

50-508 
50-298 
50-250 
50-335 
50-155 
50-237 
50-443 
50-440 
50-440 
50458 
50458 
50-312 
50-322 
50-298 
FOIA 
50-298 
50-298 
FOIA 
50-298 
50-298 
50-298 
50-440 
50-389 
FOIA 
FOIA 
FOIA 
40-8760 

50-362 P 
50-461 Q 

CONTRACT 
50498 A 

CONTRACT 
50-315 Q 

50-315 Q 

50-312 P 

50-289 Q 

50-219 Q 

CONTRACT 
50-369 p 

50-277 F 

50-313 P 

50-354 Q 

50-440 Q 

50461 Q 

50-352 Q 

50-424 G 

50-272 P 

CONTRACT 
50-327 p 

50424 Q 

50-327 P 

50-424 Q 

50-327 p 

40-8027 

50-327 p 

40-8027 
40-8027 
40-8027 

60-348 P 

50-348 p 

40-8027 

50400 G 

50-400 G 

50458 Q 

50-443 Q 

50-529 I 

CONTRACT 
ORG 

50454 Q 

40-8027 

50-461 Q 

PR 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 437 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

061 0200302 

8610200295 

86/10/15 

50-409 

861 0200306 

8610200292 

86/10/06 

PR 

8610200310 

8610200292 

86/10/06 

PR 

8610200312 

8610200292 

86/10/06 

PR 

8610200317 

8610200292 

86/10/06 

PR 

861 0200363 

8610200354 

86/10/16 

50-498 

861 0200372 

8610200370 

86/10/02 

50-329 

8610200374 

8610200367 

86/10/16 

50-382 

861 0200381 

8610200367 

86/10/16 

50-382 

861 0200382 

8610200375 

86/10/10 

50-316 

8610200386 

8610200384 

86/10/02 

CONTRACT 

8610200393 

8610200375 

86/10/10 

50-316 

6610200400 

8610200396 

86/10/09 

50-445 

6610200406 

8610200402 

86/10/14 

40-8502 

8610200412 

8610200390 

86/09/30 

50-275 

8610200419 

8610200416 

86/10/10 

50-286 

8610200422 

8610200416 

86/10/10 

50-286 

8610200423 

8610200390 

86/09/30 

50-275 

8610210026 

8610210025 

86/10/09 

50-219 

8610210027 

8610210025 

86/10/09 

50-219 

8610210034 

8610210031 

86/10/09 

50-443 

8610210045 

8610210042 

86/10/14 

50-373 

8610210048 

8610210043 

86/09/30 

50-312 

8610210051 

8610210042 

86/10/14 

50-373 

8610210057 

8610210052 

86/10/07 

50-483 

8610210074 

8610210064 

86/10/16 

50-315 

8610210108 

8610200186 

78/09/14 

ORG 

8610210115 

8610210112 

86/10/07 

50-313 

8610210120 

8610210112 

86/10/07 

50-313 

8610210126 

8610210117 

86/10/09 

CONTRACT 

8610210142 

8610210133 

86/10/09 

50-250 

8610210143 

0610210137 

86/10/15 

50-302 

8610210147 

8610210125 

86/10/15 

50-461 

8610210158 

8610200390 

86/09/30 

50-275 

8610210163 

8610200147 

86/10/07 

50-416 

8610210167 

8610210164 

86/10/10 

50-269 

8610210181 

8610200390 

86/09/30 

50-275 

8610210184 

6610210180 

86/10/03 

50-250 

8610210197 

8610210193 

86/10/14 

50-335 

8610210198 

8610200390 

86/09/30 

50-275 

8610210208 

8610200390 

86/09/30 

50-275 

8610210224 

8610200390 

86/09/30 

FOIA 

8610210240 

8610200390 

86/09/30 

FOIA 

8610210248 

8610200390 

86/09/30 

50-275 

8610210252 

8610200390 

86/09/30 

50-275 

8610210256 

8610210253 

86/10/13 

50-261 

8610210257 

8610210246 

86/10/14 

50-223 

8610210259 

8610210253 

86/10/13 

50-261 

8610210260 

8610200390 

86/09/30 

FOIA 

8610210261 

8610210253 

86/10/13 

50-261 

8610210269 

8610210263 

86/10/14 

50-320 

8610210278 

8610200390 

86/09/30 

50-275 

8610210294 

8610210287 

86/10/15 

50-244 

8610210298 

8610210287 

86/10/15 

50-244 

8610210301 

8610210274 

86/10/17 

50-348 

8610210305 

8610200390 

86/09/30 

50-275 

8610210308 

8610210306 

86/10/10 

PRM 

8610210309 

8610210291 

86/10/17 

50-387 

8610210314 

8610200390 

86/09/30 

50-275 

8610210323 

8610210320 

86/10/13 

50-354 

8610210327 

8610210320 

86/10/13 

50-354 

8610210341 

8610210227 

86/10/06 

FOIA 

8610210343 

8610210342 

86/10/16 

50-321 

8610210346 

8610210227 

86/10/06 

FOIA 

8610210350 

8610210348 

86/10/16 

50-400 

8610210351 

8610210349 

86/10/10 

50-266 

8610210352 

8610210227 

86/10/06 

FOIA 

8610210357 

8610210354 

86/10/15 

50-424 

8610210366 

8610210361 

86/10/10 

50-261 

8610210368 

8610200390 

86/09/30 

FOIA 

8610210372 

8610210369 

86/10/07 

50-275 

8610210378 

8610210376 

86/10/14 

50-334 

8610210379 

8610210365 

86/10/08 

50-413 

8610210381 

8610200390 

86/09/30 

50-276 

8610210382 

8610210380 

86/10/14 

50-368 

8610210389 

8610210383 

86/10/15 

50-244 

8610210392 

8610210390 

86/10/03 

COMMISSIO 

8610210397 

8610200390 

86/09/30 

50-275 

8610210398 

8610210393 

86/10/15 

50-423 

8610210402 

8610210344 

86/10/17 

50-387 

8610210405 

8610210375 

86/10/10 

50-250 

8610210407 

8610200390 

86/09/30 

50-275 

8610210413 

8610210391 

86/10/16 

50-272 

8610210420 

8610200390 

86/09/30 

50-275 

8610210425 

8610210414 

86/10/14 

50*293 

8610210432 

8610210423 

86/10/13 

50-269 

8610210438 

8610210431 

86/10/14 

50-412 


ENCLOSURE 


8610210439 

8610210445 

8610210446 

8610210449 

8610210450 

8610210451 

8610210457 

8610210460 

8610210468 

8610210473 

8610210477 

8610210479 

8610210489 

8610210490 

8610220002 

8610220003 

8610220006 

8610220013 

8610220020 

8610220021 

8610220022 

8610220029 

8610220032 

8610220036 

8610220037 

8610220044 

8610220045 

8610220047 

8610220048 

8610220049 

8610220052 

8610220055 

8610220067 

8610220073 

8610220078 

8610220079 

8610220083 

8610220084 

8610220088 

8610220090 

8610220094 

8610220123 

8610220124 

8610220130 

8610220138 

8610220144 

8610220151 

8610220161 

8610220163 

8610220180 

8610220183 

8610220186 

8610220188 

8610220191 

8610220194 

8610220198 

8610220201 

8610220208 

8610220215 

8610220217 

8610220221 

8610220222 

8610220234 

6610220242 

8610220246 

8610220250 

8610220253 

8610220255 

8610220257 

8610220267 

8610220268 

8610220269 

8610220272 

8610220280 

8610220282 

8610220284 

8610220285 

8610220289 

6610220293 

8610220296 

8610220298 

8610220299 

8610220300 

8610220306 

8610220314 

8610220316 

8610220321 


PRINCIPAL 

DOCUMENT 

8610200390 

8610210440 

8610210428 

8610200390 

8610210443 

8610210444 

8610210454 

8610200390 

8610200390 

8610210192 

8610210470 

8610210476 

8610210469 

8610210484 

8610220001 

8610220001 

8610220005 

8610220007 

8610220016 

8610220014 

8610220016 

8610220025 

8610220023 

8610220028 

8610220023 

8610220040 

8610220040 

8610220024 

8610220040 

8610220040 

8610220040 

8610220028 

8610220060 

8610220063 

8610220072 

8610220057 

8610220072 

8610220080 

8610220080 

8610220086 

8610220086 

8610220120 

8610220117 

8610220117 

8610220135 

8610220119 

8610220149 

8610220154 

8610220119 

8610220177 

8610210480 

8610220177 

8610220187 

8610220177 

8610220187 

8610220192 

8610220185 

8610200390 

8610220206 

8610220209 

8610220219 

8610200390 

8610220232 

8610200390 

8610220239 

8610220245 

8610220252 

8610200097 

8610220252 

8610220264 

8610220263 

8610220264 

8610220264 

8610220277 

8610220277 

8610220277 

8610220278 

8610220287 

8610220290 

8610220294 

8610220263 

8610220295 

8610220297 

8610220305 

8610220310 

8610220312 

8610220181 


DATE SUBJECT 

ISSUED CATEGORY 


86/09/30 

86/10/16 

86/10/16 

86/09/30 

86/10/06 

86/09/12 

86/10/15 

86/09/30 

86/09/30 

86/10/10 

86/10/20 

86/10/10 

86/10/16 

86/10/15 

86/10/14 

86/10/14 

86/10/02 

86/10/14 

86/10/08 

86/09/25 

86/10/08 

77/02/17 

86/10/17 

86/10/10 

86/10/17 

86/10/09 

86/10/09 

86/10/17 

86/10/09 

86/10/09 

86/10/09 

86/10/10 

86/10/17 

86/10/10 

86/10/16 

86/10/14 

86/10/16 

86/10/16 

86/10/16 

86/10/17 

86/10/17 

86/10/17 

86/09/26 

86/09/26 

86/10/06 

86/10/17 

86/10/10 

86/10/10 

86/10/17 

86/10/16 

86/10/10 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/10 

86/10/17 

86/09/30 

86/09/30 

86/10/08 

86/10/15 

86/09/30 

86/10/16 

86/09/30 

86/10/10 

86/10/16 

86/10/17 

86/10/16 

86/10/17 

86/10/15 

86/10/15 

86/10/15 

86/10/15 

86 / 10/20 

86 / 10/20 

86/10/20 

86/10/16 

86/10/09 

86/10/06 

86 / 10/10 

86/10/15 

86/10/14 

86/10/14 

86 / 10/02 

86/10/14 

86/08/28 

86/10/06 


50-275 

G 

50-400 

Q 

50-387 

Q 

50-275 

FOIA 

P 

50-320 

P 

5(M98 

F 

50-275 

FOIA 

G 

COMMISSIO 

27-39 

N 

50-263 

P 

50-387 

Q 

50-382 

P 

50-280 

Q 

50-280 

Q 

50-508 

Q 

50-206 

Q 

50-333 

70-27 

P 

50-333 

ORG 

P 

50-277 

P 

50-387 

Q 

50-277 

P 

50-341 

P 

50-341 

P 

50-344 

P 

50-341 

P 

50-341 

P 

50-341 

P 

50-387 

Q 

50-327 

0 

50-334 

Q 

50-382 

P 

50-317 

Q 

50-382 

P 

50-397 

P 

50-397 

P 

50-344 

P 

50-344 

P 

50-445 

A 

50-338 

P 

50-338 

P 

50-344 

P 

50-352 

P 

COMMISSIO 

N 

50-259 

Q 

50-352 

P 

50-341 

P 

50-312 

Q 

50-341 

P 

50-440 

Q 

50-341 

P 

50-440 

Q 

50-213 

Q 

50-322 

6 

50-275 

V 

50-397 

70-143 

P 

50-322 

Q 

50-275 

U 

50-528 

I 

50-275 

P 

50-271 

Q 

50-213 

P 

50-461 

Q 

50-352 

G 

50-461 

40-8027 

Q 

50-369 

40-8027 

40-8027 

QA999 

QA999 

QA999 

R 

50-245 

70-27 

P 

50-530 

Q 

50-400 

Q 

50-369 

R 

50-247 

Q 

50-293 

Q 

50-285 

F 

50-455 

A 


WASTE MGT 
COMMISSIO N 



438 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSK^ NUtlBER 


ACCESSION NUMBER 


1^10220339 

8610220341 

8610220343 

8610220345 

8610220349 

8610220354 

8610220355 

8610220358 

8610220363 

8610220364 

8610220368 

8610220372 

8610220373 

8610220374 

8610220375 

8610220376 

8610220380 

8610220381 

8610220383 

8610220386 

8610220393 

8810220 ^ 

8610220399 

8610220420 

861(^220442 

8610220445 

8610220446 

8610220449 

8610220453 

8610220458 

8610220461 

8610220464 

8610230002 

8610230010 

8610230021 

8610230027 

8610230044 

8610230048 

8610230054 

8610230058 

8610230058 

8610230069 

d61CK230073 

8610230079 

8610230080 

8610230084 

8810230085 

8610230086 

8610230091 

8610230096 

8610230098 

8610230100 

8610230102 

8610230104 

8610230105 

861(^108 

8610230110 

8610230113 

8610230127 

86tC^152 

8610230158 

8610230166 

861(^167 

8610230168 

8610230175 

8610230179 

8810230182 


PRINCB’AL 

DATE 

SUBJECT 

OOCUHENT 

ISSUED 

CATEGORY 

861(^325 

86/10/14 

50-443 

8610220330 

86/06/26 

WASTE MGT 

8810220332 

86/10/13 

27-48 

8610220340 

86/10/14 

27-39 

8610220346 

86/10/07 

50-286 

8610220346 

86/10/07 

50-286 

8610220352 

86/10/08 

40-8697 

8610220348 

86/10/17 

50-400 

8610220325 

86/10/14 

50-443 

8610220332 

86/10/13 

27-48 

8610220332 

86/10/13 

27-48 

8610220367 

86/10/20 

50-275 

8610220365 

86/10/14 

50-302 

8610220367 

86/10/20 

50-275 

8610220360 

86/09/02 

WASTE MGT 

8610220365 

86/10/14 

50-302 

8610220367 

86/10/20 

50-275 

8610220325 

86/10/14 

50-443 

8610220366 

86/10/06 

50-400 

8610220377 

86/10/16 

50-320 

8610220388 

86/10/16 

50-382 

8610220359 

86/10/06 

50-219 

8610220388 

88/10/16 

50-382 

8610220325 

86/10/14 

5CM43 

8610220325 

86/10/14 

50-443 A 

8610220443 

86/10/08 

40-8728 

8610220433 

86/10/15 

5CM45 A 

8610220434 

86/10/06 

50-219 P 

8610220325 

86/10/14 

50-443 A 

8610220433 

86/10/15 

50-445 A 

8810220325 

86/10/14 

50-443 A 

^10220433 

86/10/15 

50-445 A 


8610230001 

8610230007 

8810230018 

8610230018 

8610230024 

8610230037 

8610230033 

8610230024 

8610220325 

8610230065 

8610220325 

8610220325 

8610230074 

8610220325 

8610230083 

8610230072 

8610230083 

86102203^ 

8610230083 

6610230083 

8610230083 

8610230083 

8610230083 

8610230063 

8610230083 

8610230083 

861(^121 

8610230149 

8610230155 

8610230154 

8610230163 

8610230165 

8610230154 

8610230154 

8610230154 

8610230154 

8610230154 

8610230141 

8610230154 

8610230154 

8610230154 

8610230154 

8610230190 

861(^30217 

8610230227 

8610230231 

8610230236 

8610230242 

8610230230 

8610230141 

8610230141 

8610240022 

861<^40Q16 

8610230141 

8610230141 


86/10/17 

86/10/14 

86/10/17 

86/10/17 

86/10/17 

86/10/16 

86/10/17 

86/10/17 

86/10/14 

86/09/26 

86/10/14 

86/10/14 

86/10/10 

86/10/14 

86/10/17 

86/10/17 

86/10/17 

86/10/14 

86/10/17 

86/10/17 

86/10/17 

86/10/17 

86/10/17 

86/10/17 

86/10/17 

86/10/17 

86/10/07 

86/10/07 

86/10/07 

86/10/16 

86/09/29 

86/10/03 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/16 

86/10/09 

86/10/17 

86/10/16 

86/10/17 

86/10/07 

86/09/29 

86/10/01 

86/10/16 

86/10/16 

86/10/17 

86/09/29 

86/10/16 

86/10/16 


50-456 

50-331 

50-483 

50-483 

50-400 

50-341 

50-315 

50-400 

50-443 

WASTE RES 

50-443 

50-443 

50-400 

50-443 

50-280 

50-456 

50-280 

50-443 

50-280 

50-280 

50-280 

50-280 

50-280 

50-280 

50-280 

50-280 

27-39 

WASTE MGT 

40-6500 

50-346 

WASTE MGT 

WASTE MGT 

50-346 I 

50-346 

50-346 

50-346 

50-346 

PR 

50-346 

50-346 

50-346 

50-346 

50-29 

5CM24 

50-302 

50-416 

27-48 

PROJ 

27-48 

PR 

PR 

50-296 p 
WASTE MGT 
PR 
PR 


enclosure 


8610240049 

8610240052 

8610240058 

8610240077 

8610240084 

8610240085 

8610240089 

8610240093 

8610240128 

8610240140 

8610240142 

8610240146 

8610240150 

8610240153 

8610240163 

8610240167 

8610240180 

8610240181 

8610240187 

8610240188 

8610240189 

8610240196 

8610240200 

8610240207 

8610240210 

8610240217 

8610240220 

8610240224 

8610240225 

8610240227 

8610240229 

8610240231 

8610240234 

8610240236 

8610240239 

8610240240 

8610240243 

8610240244 

8610240247 

8610240248 

8610240249 

8610240251 

8610240272 

8610240274 

8610240276 

8610240277 

8610240279 

8610240282 

8610240292 

8610240317 

8610240322 

8610240325 

8610240326 

8610240329 

8610240335 

8610240339 

8610240340 

8610240342 

8610240347 

8610240349 

8610240351 

8610240352 

8610240355 

8610240356 

8610240358 

8610240360 

8610240361 

8610240362 

8610240364 

8610240365 

8610240369 

8610240371 

8610240375 

8610240379 

8810240380 

8610240383 

8610240368 

8610240389 

8610240394 

8610240398 

8610240399 

8610240407 

8610240409 

8610240412 

8610240434 

8610270016 

8810270019 


PRINCIPAL 

DOCUMENT 

8610240038 

8610240016 

8610230141 

8610240069 

8610240081 

8610240069 

8610240079 

8610240079 

8610240083 

8610240129 

8610240136 

8610240126 

8610240148 

8610240148 

8610240160 

8610240160 

8610240176 

8610240126 

8610240185 

8610230141 

8610240126 

8610240192 

8610240198 

8610240100 

8610230141 

8610240215 

8610230141 

8610240221 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240222 

8610240269 

8610240271 

8610240269 

8610240271 

8610240269 

8610240269 

8610240286 

8610240313 

8610240305 

8610240320 

8610240309 

8610240320 

8610240320 

8610240320 

8610240320 

8610240320 

8610240320 

8610240343 

8610240338 

8610240320 

8610240320 

8610240354 

8610240320 

8610240320 

8810240320 

8610240320 

6610240320 

8610240320 

8810240320 

8610240320 

8610240320 

8610240320 

8610240376 

8610240320 

8610240386 

8610240320 

8610240320 

8610240378 

8610240320 

8610240404 

8610240406 

8610240406 

8610240333 

8610270013 

8610270013 


86/10/16 

86/09/29 

86/10/16 

86/10/21 

86/10/21 

86/10/21 

86/10/13 

86/10/13 

86/10/22 

86/10/17 

86/10/08 

86 / 10/21 

06/10/17 

86/10/17 

86/10/22 

86/10/22 

86/10/15 

86/10/21 

86/10/03 

86/10/16 

86/10/21 

86/10/15 

86/10/17 

86/10/16 

86/10/16 

86/10/08 

86/10/16 

86/10/15 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

06/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/09 

86/10/03 

86/10/09 

06/10/03 

86/10/09 

86/10/09 

86 / 10/21 

86/10/06 

86/10/20 

06/10/10 

86/10/20 

86/10/10 

86/10/10 

88/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/08 

86/10/13 

06/10/10 

86/10/10 

86/09/16 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

06/04/01 

86/10/10 

86/00/04 

86/10/10 

86/10/10 

86/09/30 

86/10/10 

86/09/22 

86/10/16 

86/10/16 

86/10/21 

86/10/10 

86/10/10 


SUBJECT 

CATEGORY 

50-362 C 

WASTE MGT 
PR 

50-456 1 

50-317 F 

50-456 1 

50-382 F 

50-382 P 

50-445 G 

PR 

50-456 A 

50-456 T 

50-352 P 

50-352 P 

70-364 

70- 364 

50-498 F 

50-456 T 

40-6659 
PR 

50-466 T 

WASTE MGT 
TOPREP 
50-312 P 

PR 

71- 396 
PR 

WASTE MGT 
50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-275 P 

50-263 P 

50-275 E 

50-263 P 

50-275 P 

50-275 T 

50-325 P 

40-8904 

50-263 Q 

50-186 Q 

50-250 P 

60-186 Q 

50-186 Q 

50-186 Q 

50-186 Q 

60-186 Q 

50-186 Q 

50-263 F 

50-369 P 

50-186 Q 

60-186 Q 

70-984 

50-186 Q 

50-186 Q 

50-186 Q 

50-106 Q 

50-186 Q 

50-186 Q 

50-186 Q 

50-186 Q 

50-186 Q 

50-186 Q 

60-320 P 

60-186 Q 

PROJ 

50-186 Q 

50-186 F 

TOPREP 
50-186 Q 

40-7455 
TOPREP 
TOPREP 
FOIA 

CONTRACT 

CONTRACT 



CROSS REFERENCE OF 
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ACCESSION NUMBER 


enclosure 


PRINCIPAL 

DOCUMENT 


8610270055 

8610270067 

8610270071 

8610270082 

8610270088 

8610270089 

8610270090 

8610270091 

8610270092 

8610270093 

8610270094 

8610270100 

8610270116 

8610270132 

8610270141 

8610270150 

8610270154 

8610270160 

8610270163 

8610270175 

8610270189 

8610270191 

8610270193 

8610270197 

8610270200 

8610270201 

8610270202 

8610270204 

8610270205 

8610270207 

8610270209 

8610270215 

8610270219 

8610270221 

8610270226 

8610270227 

8610270229 

8610270235 

8610270236 

8610270237 

8610270242 

8610270243 

8610270245 

8610270247 

8610270250 

8610270252 

8610270254 

8610270255 

8610270256 

8610270257 

8610270258 

8610270261 

8610270264 

8610270265 

8610270267 

8610270268 

8610270269 

8610270270 

8610270271 

8610270272 

8610270277 

8610270279 

8610270280 

8610270284 

8610270285 

8610270286 

8610270288 

8610270290 

8610270292 

8610270293 

8610270296 

8610270300 

8610270301 

8610270303 

8610270304 

8610270307 

8610270312 

8610270319 

8610270322 

8610270324 

8610270327 

8610270330 

8610270331 

8610270333 

8610270335 

8610270337 

8610270344 


8610270053 

8610270062 

8610270066 

8610270076 

8610270083 

8610270085 

8610270087 

8610270077 

8610270087 

8610270085 

8610270083 

8610270096 

8610270109 

8610270124 

8610270136 

8610270140 

8610270151 

8610270140 

8610270161 

8610270169 

8610270186 

8610270002 

8610270002 

8610270002 

8610270002 

8610270195 

8610270002 

8610270002 

8610270195 

8610270002 

8610270002 

8610270002 

8610270195 

8610270002 

8610270220 

8610270218 

8610270002 

8610270232 

8610270195 

8610270002 

8610270186 

8610270240 

8610270002 

8610270195 

8610270240 

8610270002 

8610270002 

8610270248 

8610270195 

8610270244 

8610270253 

8610270002 

8610270002 

8610270260 

8610270259 

8610270262 

8610270239 

8610270002 

8610270262 

8610270002 

8610270002 

8610270274 

8610270002 

8610270002 

8610270278 

8610270002 

8610270282 

8610270002 

8610270002 

8610270278 

8610270222 

8610270002 

8610270278 

8610270296 

8610270002 

8610270002 

8610270002 

8610270002 

8610270002 

8610270310 

8610270002 

8610270002 

8610270320 

8610270002 

8610270002 

8610270310 

8610270002 


ACCESSION NUMBER 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


86/10/22 

86/10/16 

86/10/21 

86/10/03 

86/10/22 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/20 

86/10/22 

86/10/17 

86/10/16 

86/10/10 

86/10/17 

86/10/10 

86/10/17 

86/10/10 

86/09/26 

86/07/22 

86/10/20 

86/10/10 

86 / 10/10 

86 / 10/10 

86/10/10 

86/10/17 

86 / 10/10 

86 / 10/10 

86/10/17 

86 / 10/10 

86 / 10/10 

86 / 10/10 

86/10/17 

86/10/10 

86 / 10/21 

86 / 10/21 

86 / 10/10 

86/10/31 

86/10/17 

86 / 10/10 

86 / 10/20 

86 / 10/20 

86/10/10 

86/10/17 

86/10/20 

86/10/10 

86/10/10 

86/10/22 

86/10/17 

86/10/21 

86/10/17 

86/10/10 

86/10/10 

86/09/08 

86/10/07 

86/10/20 

86/10/22 

86/10/10 

86/10/20 

86/10/10 

86/10/10 

86/10/21 

86/10/10 

86/10/10 

86/10/09 

86/10/10 

86/10/31 

86/10/10 

86/10/10 

86/10/09 

86/10/21 

86/10/10 

86/10/09 

86/10/17 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/10 

86/10/23 

86/10/10 

86/10/10 

86/08/29 

86/10/10 

86/10/10 

86/10/23 

86/10/10 


50-445 

50-529 

50-280 

50-327 

50-259 

50-188 

50-455 

50-269 

50-455 

50-188 

50-259 

50-456 

50-410 

50-298 

50-311 

QA999 

50-302 

QA999 

50-309 

50-390 

70-143 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

50-445 

70-1143 

50-387 

50-445 

reggd 

50-445 

50-445 

70-143 

70-27 

50-445 

50-445 

70-27 

50-445 

50-445 

50-348 

50-445 

50-454 

50-249 

50-445 

50-445 

50-206 

50-413 

70-734 

50-285 

50-445 

70-734 

50-445 

50-445 

50-400 

50-445 

50-445 

70-364 

50-445 

REGGD 

50-445 

50-445 

70-364 

50-387 

50-445 

70-364 

50-312 

50-445 

50-445 

50-445 

50-445 

50-445 

50-461 

50-445 

50-445 

50-250 

50-445 

50-445 

50-461 

50-445 


G 

I 

Q 

Q 

Q 

Q 

Q 

P 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

A 

A 

A 

A 

A 

Q 

A 

A 

Q 

A 

A 

A 

Q 

A 

R 

A 

Q 

A 


A 

Q 

A 

A 

Q 

Q 

Q 

Q 

A 

A 

P 

F 

Q 

A 

A 

A 

H 

A 

A 

A 

A 

A 

R 

A 

J 

A 

A 

A 

A 

A 

S 

A 

A 

R 

A 

A 

S 

A 


8610270345 

8610270346 

8610270352 

8610270354 

8610270356 

8610270359 

8610270361 

8610270363 

8610270365 

8610270366 

8610270372 

8610270375 

8610270376 

8610270377 

8610270378 

8610270379 

8610270383 

8610270385 

8610270387 

8610270388 

8610270389 

8610270390 

8610270391 

8610270393 

8610270399 

8610270403 

8610270410 

8610270414 

8610270419 

8610270425 

8610270427 

8610270434 

8610270436 

8610270439 

8610270453 

8610270456 

8610270460 

8610270463 

8610270466 

8610270471 

8610280005 

8610280011 

8610280015 

8610280017 

8610280037 

8610280042 

8610280051 

8610280061 

8610280067 

8610280075 

8610280078 

8610280081 

8610280083 

8610280091 

8610280094 

8610280099 

8610280114 

8610280118 

8610280119 

8610280123 

8610280125 

8610280127 

8610280129 

8610280132 

8610280134 

8610280142 

8610280144 

8610280146 

8610280152 

8610280154 

8610280157 

8610280161 

8610280166 

8610280170 

8610280172 

8610280176 

8610280177 

8610280183 

8610280187 

8610280189 

8610280192 

8610280194 

8610280195 

8610280197 

8610280200 

8610280204 

8610280207 


8610270002 

8610270002 

8610270002 

8610270002 

8610270349 

8610270326 

8610270002 

8610270002 

8610270002 

8610270349 

8610270002 

8610270002 

8610270310 

8610270350 

8610270357 

8610270002 

8610270002 

8610270002 

8610270310 

8610270384 

8610270373 

8610270386 

8610270002 

8610270002 

8610270002 

8610270398 

8610270405 

8610270405 

8610270415 

8610270423 

8610270422 

8610270397 

8610270429 

8610270429 

8610270450 

8610270452 

8610270452 

8610270454 

8610270446 

8610270469 

8610280004 

8610280008 

8610280008 

8610280013 

8610280031 

8610280040 

8610280044 

8610280029 

8610280062 

8610280072 

8610280072 

8610280072 

8610280073 

8610280065 

8610280090 

8610280097 

8610280110 

8610280095 

8610280110 

8610280110 

8610280122 

8610280110 

8610280095 

8610280128 

8610280095 

8610280138 

8610280140 

8610280095 

8610280149 

8610280104 

8610280149 

8610280095 

8610280162 

8610280162 

8610280095 

8610280162 

8610280162 

8610280095 

8610280162 

8610280162 

8610280182 

8610280162 

8610280095 

8610280162 

8610280162 

8610280162 

8610280196 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86/10/10 

86 / 10/10 

86/10/10 

86/10/10 

86/10/22 

86/10/17 

86 / 10/10 

86/10/10 

86/10/10 

86/10/22 

86/10/10 

86/10/10 

86/10/23 

86/10/20 

86/10/21 

86 / 10/10 

86/10/10 

86 / 10/10 

86/10/23 

86 / 10/20 

86/10/21 

86/10/21 

86 / 10/10 

86 / 10/10 

86/10/10 

86/10/23 

86/10/23 

86/10/23 

86/10/22 

86 / 10/21 

86/10/20 

86/10/22 

86/10/21 

86 / 10/21 

86/10/21 

86/10/20 

86/10/20 

86/10/17 

86/10/22 

86/10/14 

86/10/20 

86/10/08 

86/10/08 

86/10/21 

86/10/22 

86/10/21 

86/10/17 

86/10/16 

86/10/20 

86/02/28 

86/02/28 

86/02/28 

86/10/15 

86/10/21 

86/10/08 

86/10/17 

86/07/14 

86/10/21 

86/07/14 

86/07/14 

86/10/23 

86/07/14 

86/10/21 

86/10/21 

86/10/21 

86/09/05 

86/10/14 

86/10/21 

86/10/17 

86/10/15 

86/10/17 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/20 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/17 


50-445 

50-445 

50-445 

50-445 

50-482 

50-424 

50-445 

50-445 

50-445 

50-482 

50-445 

50-445 

50-461 

50-277 

50-309 

50-445 

50-445 

50-445 

50-461 

50-29 

70-1113 

50-416 

50-445 

50-445 

50-445 

50-416 

50-285 

50-285 

50-348 

50-338 

50-255 

50-454 

50-295 

50-295 

50-387 

50-255 

50-255 

50-295 

50-312 

50-373 

40-8820 

50-373 

50-373 

50-298 

50-461 

50-315 

50-335 

50-295 

50-336 

50-338 

50-338 

50-338 

50-454 

50-250 

50-206 

50-424 

50-348 

FOIA 

50-348 

50-348 

40-8027 

50-348 

FOIA 

50-277 

FOIA 

50-302 

50-206 

FOIA 

FOIA 

50-373 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

50-277 

FOIA 

50-395 

FOIA 

FOIA 

50-247 

50-247 

50-247 

50-321 


A 

A 

A 

A 

Q 

Q 

A 

A 

A 

Q 

A 

A 

S 

Q 

Q 

A 

A 

A 

S 

P 

Q 

A 

A 

A 

Q 

P 

P 

Q 

Q 

P 

Q 

Q 

Q 

Q 

P 

P 

P 

Q 

P 

P 

P 

Q 

P 

P 

P 

P 

P 

R 

R 

R 

P 

P 

P 

Q 

R 

R 

R 


R 

Q 

P 

P 


F 


U 

Q 


U 

U 

U 

Q 



440 CROSS REFERENCE OF ENCLOSURES TO FR.NCIFAL DOCUMENTS 


ACCESSION NUMBER 


enclosure principal 
document 


8610280208 

8610280211 

8610280215 

8610280217 

8610280219 

8610280220 

8610280225 

8610280232 

8610280236 

8610280237 

8610280249 

8610280262 

8610280270 

8610280271 

8610280275 

8610280279 

8610280281 

8610280286 

8610280295 

8610280301 

8610280302 

8610280306 

8610280307 

8610280308 

8610280310 

8610280312 

8610280314 

8610280320 

8610280324 

8610280329 

8610280340 

8610280344 

8610280350 

8610280353 

8610280357 

8610280361 

8610280366 

8610280371 

8610280372 

8610280373 

8610280379 

8610280384 

8610280386 

8610280387 

8610280388 

8610280391 

8610280393 

8610280394 

8610280401 

8610280412 

8610280421 

8610280429 

8610280432 

8610280436 

8610280444 

8610280448 

8610280450 

8610280459 

8610280461 

8610280462 

8610280465 

8610280470 

8610280479 

8610280482 

8610280484 

8610280486 

8610280491 

8610280499 

8610280505 

8610280513 

8610280514 

8610280527 

8610280532 

8610280533 

8610280538 

8610280544 

8610280545 

8610280549 

8610280561 

8610280565 

8610280588 

8610280589 

8610280593 

8610280594 

8610280595 

8610280596 

8610280597 


8610280095 

8610280206 

8610280188 

8610280206 

8610280201 

8610280196 

8610280095 

8610280095 

8610280230 

8610280230 

8610280242 

8610280095 

8610280095 

8610280269 

8610280264 

8610280276 

8610280276 

8610260095 

8610280095 

8610280300 

8610280227 

8610280227 

8610280285 

8610280296 

8610280300 

8610280095 

8610280292 

8610280285 

8610280095 

8610280095 

8610280095 

8610280334 

8610280095 

8610280349 

8610280355 

8610280095 

8610280363 

8610280337 

8610280363 

8610280095 

8610280377 

8610280380 

8610280095 

8610280380 

8610280385 

8610280380 

8610280380 

8610280095 

8610280396 

8610280407 

8610280420 

8610280427 

8610280427 

8610280095 

8610280438 

8610280428 

8610280095 

8610280456 

8610280452 

8610280456 

8610280453 

8610280095 

8610280471 

8610280476 

8610280471 

8610280095 

8610280476 

8610280095 

8610280502 

8610280474 

8610280095 

8610280095 

8610280095 

8610280521 

8610280529 

8610280539 

8610280539 

8610280095 

8610280504 

8610280558 

8610280583 

8610280586 

8610280587 

8610280587 

8610280590 

8610280591 

8610280592 


86/10/21 

86 / 10/20 

86/10/21 

86 / 10/20 

86/10/17 

86/10/17 

86/10/21 

86/10/21 

86/08/29 

86/08/29 

86/10/17 

86/10/21 

86/10/21 

86/10/21 

86/10/20 

86 / 10/21 

86/10/21 

86/10/21 

86 / 10/21 

86/10/17 

86/08/29 

86/08/29 

86/10/02 

86/10/20 

86/10/17 

86/10/21 

86 / 10/21 

86 / 10/02 

86 / 10/21 

86 / 10/21 

86/10/21 

86/10/21 

86/10/21 

86/10/23 

86/09/02 

86/10/21 

86/10/15 

86/10/21 

86/10/15 

86/10/21 

86/10/17 

86/08/01 

86/10/21 

86/08/01 

86/10/15 

86/08/01 

86/08/01 

86/10/21 

86/10/16 

86/10/22 

86/02/26 

86/10/23 

86/10/23 

86/10/21 

86/10/23 

86/10/16 

86/10/21 

86/10/20 

86/10/21 

86/10/20 

86/10/24 

86/10/21 

86/10/24 

86/10/17 

86/10/24 

86/10/21 

86/10/17 

86/10/21 

86/10/13 

86/10/22 

86/10/21 

86/10/21 

86/10/21 

86/10/09 

86/10/23 

86/10/17 

86/10/17 

86/10/21 

86/10/22 

86/10/20 

86/10/24 

86/10/20 

86/10/09 

86/10/09 

86/10/24 

86/10/23 

86/10/16 


SUBJECT 

CATEGORY 


FOIA 

50-413 

50-315 

50-413 


50-321 

FOIA 

FOIA 

50-413 

50-413 

50-250 

FOIA 

FOIA 

CONTRACT 

50-400 

50-413 

50-413 

FOIA 

FOIA 

50-400 


Q 

F 

Q 

Q 

Q 


50-369 
50-312 
50-255 
50-400 
FOIA 
50-354 
50-312 
FOIA 
FOIA 
FOIA 
50-373 
FOIA 
50-456 
50-416 
FOIA 
40-8027 
50-275 
COMMISSIO 
FOIA 
50-400 
50-261 
FOIA 
50-261 
50-341 
50-261 
50-261 
FOIA 
50-373 
50-482 
50-416 
50-458 
50-458 
FOIA 
50-454 
50-389 
FOIA 
50-321 
50-410 
50-321 
70-25 
FOIA 
50-458 
50-335 
50-458 
FOIA 
50-335 
FOIA 
50-331 
50-397 
FOIA 
FOIA 
FOIA 
FOIA 
50-416 
50-416 
50-416 
FOIA 
50-416 
50-424 
50-341 
50-424 
50-334 
50-334 
50-456 
50-455 
WASTE RES 


0 

R 

R 

P 

P 

Q 

S 

P 


U 

N 

A 

R 

R 

H 

R 

R 

P 

P 

R 

Q 

Q 

Q 

P 

Q 

H 

Q 


Q 

Q 

Q 


P 

Q 


P 

P 

P 

P 

E 

P 

E 

P 

P 

Q 

Q 


ACCESSION NUMBER 


ENCLOSURE 


8610280598 

8610290023 

8610290028 

8610290032 

8610290036 

8610290040 

8610290046 

8610290064 

8610290069 

8610290071 

8610290079 

8610290083 

8610290088 

8610290089 

8610290094 

8610290101 

8610290104 

8610290105 

8610290107 

8610290110 

8610290121 

8610290123 

8610290127 

8610290145 

8610290147 

8610290187 

8610290196 

8610290238 

8610290239 

8610290241 

8610290245 

8610290249 

8610290252 

8610290254 

8610290259 

8610290261 

8610290264 

8610290266 

8610290269 

8610290274 

8610290276 

8610290279 

8610290280 

8610290299 

8610290308 

8610290309 

8610290317 

8610290337 

8610290355 

8610290360 

8610290369 

8610290372 

8610290377 

8610290378 

8610290385 

8610290400 

8610290429 

8610290432 

8610290442 

8610300003 

8610300020 

8610300032 

8610300035 

8610300036 

8610300039 

8610300044 

8610300045 

8610300065 

8610300069 

8610300078 

8610300107 

8610300115 

8610300119 

8610300138 

8610300139 

8610300142 

8610300147 

8610300151 

8610300244 

8610300252 

8610300254 

8610300256 

8610300266 

8610300274 

8610300276 

8610300279 

8610300281 


PRINCIPAL 

document 

8610280558 

8610290014 

8610290014 

8610290014 

8610290014 

8610290031 

8610290042 

8610290058 

8610290063 

8610290065 

8610290075 

8610290075 

8610290072 

8610290075 

8610300262 

8610290075 

8610290099 

8610290098 

8610290099 

8610290098 

8610290117 

8610290075 

8610290117 

8610290143 

8610290143 

8610290181 

8610290137 

8610290236 

8610290075 

8610290236 

8610290075 

8610290075 

8610290237 

8610290075 

8610290237 

8610290075 

8610290076 

8610290257 

8610290075 

8610290076 

8610290257 

8610290075 

8610290257 

8610290257 

8610290295 

8610290257 

8610290257 

8610290331 

8610290349 

8610290349 

8610290364 

8610290364 

8610290364 

8610290326 

8610290326 

8610290392 

8610290295 

8610290418 

8610290439 

8610300002 

8610300012 

8610300012 

8610300029 

8610300028 

8610300029 

8610300042 

8610300042 

8610300056 

8610300056 

8610300073 

8610300103 

8610300114 

8610300114 

8610300136 

8610300127 

8610300136 

8610300136 

8610300123 

8610300230 

8610300249 

8610300250 

8610300250 

8610300264 

8610300271 

8610300271 

8610300278 

8610300278 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86/10/20 

86 / 10/22 

86/10/22 

86/10/22 

86/10/22 

86/10/20 

86/10/22 

86/10/23 

86/04/10 

86/10/16 

86/10/23 

86/10/23 

86/10/23 

86/10/23 

86 / 10/21 

86/10/23 

86 / 10/21 

86/10/23 

86/10/21 

86/10/23 

86/10/21 

86/10/23 

86 / 10/21 

86/10/16 

86/10/16 

86/10/14 

86/10/08 

86/10/22 

86/10/23 

86/10/22 

86/10/23 

86/10/23 

86/10/22 

86/10/23 

86/10/22 

86/10/23 

86/10/23 

86/10/22 

86/10/23 

86/10/23 

86/10/22 

86/10/23 

86/10/22 

86/10/22 

86/10/20 

86/10/22 

86/10/22 

86/10/20 

86/10/28 

86/10/28 

86/10/10 

86/10/10 

86/10/10 

86/10/23 

86/10/23 

86/10/13 

86/10/20 

86/10/27 

86/10/24 

86/10/20 

86/09/29 

86/09/29 

86/10/22 

86/08/29 

86/10/22 

86/10/15 

86/10/15 

86/10/24 

86/10/24 

86/10/27 

86/10/15 

86/10/06 

86/10/06 

86/10/28 

86/10/27 

86/10/28 

86/10/28 

86/10/20 

86/10/08 

86/10/27 

86/10/23 

86/10/23 

86/10/16 

86/10/24 

86/10/24 

86/10/23 

86/10/23 


50-424 

FOIA 

50-410 

50-410 

50-410 

50-30 

CONTRACT 

50-324 

WASTE MGT 

50-374 

70-1193 

70-1193 

50-397 

70-1193 

50-29 

70-1193 

50-275 

50-321 

50-275 

50-321 

50-302 

70-1193 

50-302 

50-389 

50-389 

WASTE RES 

40-8926 

60-346 f 

70-1193 

60-346 F 

70-1193 

70-1193 

FOIA 

70-925 

FOIA 

70-1193 

70-1193 

FOIA 

70-1193 

70-1193 

FOIA 

70-1193 

FOIA 

FOIA 

50-416 Q 

FOIA 

FOIA 

50-289 R 

40-8027 

40-8027 

50-295 p 

50-296 P 

50-295 p 

50-373 P 

50-373 p 

CONTRACT 
50-416 Q 

CONTRACT 
CONTRACT 
50-285 p 

40-8681 
40-8681 

50-416 P 

CONTRACT 
50-416 
50-255 
50-255 
50-416 
50-416 
50-321 
50-295 
50-219 
50-219 
40-8027 
50-456 
40-8027 
40-8027 
50-313 
TOPREP 
50-322 
50-219 
60-219 
60-293 
50-333 
50-333 
50-271 
50-271 


(i.a.o.OLCL ololq. 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

8610300283 

8610300278 

86/10/23 

8610300287 

8610300286 

86/10/27 

8610300289 

8610300286 

86/10/27 

8610300301 

8610300300 

86/10/22 

8610300305 

8610300302 

86/10/28 

8610300317 

8610300311 

86/10/23 

8610300319 

8610300310 

86/10/01 

8610300323 

8610300312 

86/10/17 

8610300325 

8610300322 

86/10/23 

8610300335 

8610300326 

86/10/27 

8610300338 

8610300326 

86/10/27 

8610300361 

8610300357 

86/10/21 

8610300370 

8610300365 

86/10/20 

8610300377 

8610300374 

86/10/21 

8610300378 

8610300376 

86/10/17 

8610300382 

8610300368 

86/10/17 

8610300389 

8610300381 

86/10/27 

8610300391 

8610300368 

86/10/17 

8610300395 

8610300368 

86/10/17 

8610300396 

8610300227 

86/10/08 

8610300400 

8610300399 

86/10/24 

8610300418 

8610300416 

86/10/20 

8610310006 

8610310003 

86/10/22 

8610310007 

8610310003 

86/10/22 

8610310011 

8610310009 

86/10/10 

8610310020 

8610310010 

86/09/30 

8610310024 

8610310010 

86/09/30 

8610310030 

8610310022 

86/10/27 

8610310033 

8610310010 

86/09/30 

8610310035 

8610310029 

86/10/27 

8610310037 

8610310031 

86/10/17 

8610310039 

8610310010 

86/09/30 

8610310043 

8610310010 

86/09/30 

8610310045 

8610310010 

86/09/30 

8610310051 

8610310049 

86/10/24 

8610310052 

8610310010 

86/09/30 

8610310063 

8610310010 

86/09/30 

8610310072 

8610310067 

86/10/22 

8610310074 

8610310010 

86/09/30 

8610310075 

8610310071 

86/10/20 

8610310076 

8610310067 

86/10/22 

8610310080 

8610310010 

86/09/30 

8610310081 

8610310036 

86/10/21 

8610310085 

8610310079 

86/10/24 

8610310090 

8610310010 

86/09/30 

8610310096 

8610310010 

86/09/30 

8610310097 

8610310084 

86/10/23 

8610310098 

8610310091 

86/10/22 

8610310099 

8610310088 

86/10/23 

8610310102 

8610310091 

86/10/22 

8610310103 

8610310010 

86/09/30 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

50-271 

Q 

8610310108 

8610310010 

50-298 

P 

8610310113 

8610310010 

50-298 

P 

8610310116 

8610310111 

XPORTLIC 


8610310118 

8610310010 

50-261 

P 

8610310122 

8610310111 

50-416 

P 

8610310127 

8610310084 

50-10 

P 

8610310136 

8610310010 

CONTRACT 


8610310138 

8610310073 

50-445 

A 

8610310139 

8610310134 

50-309 

P 

8610310140 

8610310135 

50-309 

P 

8610310145 

8610310135 

CONTRACT 


8610310146 

8610310010 

50-275 

P 

8610310147 

8610310128 

CONTRACT 


8610310150 

8810310128 

50-275 

R 

8610310155 

8610310010 

50456 

P 

8610310156 

8610310149 

50-259 

P 

8610310157 

8610310151 

50456 

P 

8610310158 

8610310010 

50-456 

P 

8610310165 

8610310010 

50-336 

P 

8610310169 

8610310010 

50482 

Q 

8610310173 

8610310010 

40-1341 


8610310177 

8610310010 

WASTE MGT 


8610310180 

8610310174 

WASTE MGT 


8610310162 

8610310010 

50-219 

P 

8610310183 

8610310174 

50-498 

Q 

8610310184 

8610310010 

50498 

Q 

8610310187 

8610310010 

50-250 

V 

8610310189 

8610310186 

50498 

T 

8610310190 

8610310010 

50-255 

P 

8610310193 

8610310010 

50-317 

P 

8610310194 

8610310010 

FOIA 


8610310197 

8610310010 

50498 

G 

8610310199 

8610310010 

50498 

G 

8610310200 

8610310198 

50-313 

Q 

8610310203 

8610310010 

50-498 

Q 

8610310204 

8610310202 

50498 

Q 

8610310205 

8610310010 

50-482 

P 

8610310207 

8610310010 

50-498 

Q 

8610310216 

8610310215 

50-424 

K 

8610310224 

8610310219 

50482 

P 

8610310227 

8610310219 

50498 

Q 

8610310239 

8610310228 

50-317 

Q 

8610310244 

8610310240 

50-267 

Q 

8610310253 

8610310249 

50498 

Q 

8610310258 

8610310249 

50-498 

Q 

8610310273 

8610310264 

50410 

Q 

8610310278 

8610310269 

50-263 

P 

8610310280 

8610310260 

40-8027 


8610310283 

8610310272 

50-263 

P 

8610310300 

8610310295 

50-498 

G 

8611030152 

8610310010 


DATE 

ISSUED 


SUBJECT 

CATEGORY 


86/09/30 

86/09/30 

86/10/20 

86/09/30 

86/10/20 

86/10/23 

86/09/30 

86/10/22 

86/10/24 

86/10/17 

86/10/17 

86/09/30 

86/10/22 

86/10/22 

86/09/30 

86/10/23 

86/10/24 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86 / 10/20 

86/09/30 

86/10/20 

86/09/30 

86/09/30 

86/10/23 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/09/30 

86/10/23 

86/09/30 

86/10/17 

86/09/30 

86/09/30 

86/10/23 

86 / 10/22 

86/10/22 

86/10/24 

86/10/22 

86/10/22 

86 / 10/22 

86/10/21 

86/10/21 

86/10/27 

86/09/24 

86/09/24 

86/09/30 


50-498 

50-498 

50-333 

50-498 

50-333 

50-410 

FOIA 

50-263 

50-285 

50-302 

50-302 

50-498 

50-244 

50-244 

50-498 

50-305 

50-382 

50-498 

50-498 

50-498 

50-498 

50-498 

50-29 

50-498 

50-29 

50-498 

50-498 

40-8027 

50-498 

50-498 

50-498 

50498 

50498 

50-250 

50498 

50424 

50-498 

50498 

50-285 

50-353 

50-353 

50-456 

50-73 

50443 

50443 

50-254 

70-371 

FOIA 

XPORTLIC 

XPORTLIC 

50-498 


G 

G 

P 

G 

P 

Q 

P 

Q 

Q 

Q 

A 

P 

P 

A 

Q 

Q 

T 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 


A 




APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category tollows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Appl cation for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This V iicgory is strictly limited to the items listed below. All related correspondence is tiled in 
Category a 

1. Preliminary Safei\ Analysis Report tPSAR) submitted by utility (formerly called Hazards 
Summary Report <)• Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3 Transmittal and acknowledgement letters. 

4 Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where tlie primary subject of discussion is the 

ER, 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1 . 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

2. Supplements to SER. 

3. Correspondence relating to SER. 

4. Federal register notices citing availability of items 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs), 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the applicatiuu or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR, 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 


This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

1. Limited Work Authorizations (LWA) and amendments. . 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review”. 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR). 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance, 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5 . Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES, PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel e.\posure reports. 

4. Construction deficiency reports submitted under 10 CFR 50.55e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N), 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 



U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and testimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item 1. 

3. Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters. 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1 . Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 

W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items 1 and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X ONSITE LOW-LEVEL WASTES STORAGE 

Tliis category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1 . License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related conespondence and reports to the above. 

A-8 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR ~ Commission Meeting Records 

This category contains documentation pertaining to open and closed Commission meetings. It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Fulh written explanation oT closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Coiumission Determination Statements regarding the public disclosure ol' transcripts of 
Commission meetings. 

5. Verbatim unolYicial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act. and Commission policies. 

6. Fnclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS — Advisory Committee on Reactor Safeguards 

Tliis category contains docunieniaiion pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are; 

1 . Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generaied reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 

ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1. Charters of each advisory committee. 

2. Verbatim transcripts of committee meetings. 
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3. Meeting announcements; description of meeting agendas. 

4 . Committee generated reports, memoranda, and correspondence that are publicly available. 

5 . Committee related correspondence . 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Office of the Conifnissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and olTicial appointment calendars of individual Commissioners. 

3. Weekly Information Reports (SHCY series number) prepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see lOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT NRC Contracts and Modifications 

Tliis category contains documentation pertaining to AEC and NRC contracts and interagency 
Agreements, including: 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE ~ Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1 . Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 
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GEN TECH IS — Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Dralt leports ot action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 

I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1. I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. l&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly aftei an event has occurred. 

3. l&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fail into the scope of the other non docketed 
categories. 

NUREG ~ NUREG Reports and Related Correspondence 

These documents are formal reports issued by the LI.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC stall or by NRC contractors. 

1. These reports are normally final work products and are characterized by the lollowing criteria. 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted tor the (. onnnission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda sum.narizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are: 

1. Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g., EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM ~ Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1 . Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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Q. Inspection Reports 

1. Inspection reports of the applicant’s quality assurance program, 

2. Notices of deviations, 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy' ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD ~ Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC's regulations. They also delineate techniques used 

by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

f 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports: for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RlLs) transmitting the documented results from com- 
pie ted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research m 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM ~ Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG ~ State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies; and (3 ) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT ~ Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE^NRC meetings in which DOE presents information on 
their geological exploration program \o idemitN sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 



3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, and correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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